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Births  in : 
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Houseless  Poor : 
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458.  Number  of  Houseless  Poor  rdieved  at  the  several  Metropolitan  Workhouses  in 
each  Month  since  the  Metropolitan  Houseless  Poor  Act  came  into  Operation  : 
— ^And,  in  those  Parishes  or  Unions  where  the  Police  have  been  appointed  to 
act  as  Assistant  Believing  Officers  for  Vagrants,  together  with  the  Dates  of  suck 
Appointments  of  the  Police  -        -        -        -        -       ,""        '     ^65 
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372.  Report  of  Dr.  Edward  Smith,  ll.  b.,  f.r.s..  Poor  Law  Inspector  and  Medical 
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and  Sick  Wards  -.----.-.-     171 

887.  Report  of  H.  B.  Famall,  Esquire,  Poor  Law  Inspector,  on  the  Infirmary  Wards 
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469.  Circular  issued  by  the  Poor  Law  Board  to  the  Metropolitan  Guardians,  calling 
upon  them  to  appoint  Trained  Nurses  tp  attend  the  Sick  in  the  Workhouses  of 
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Clerkenwell,  St.  James : 

423.  Correspondence  between  the  Poor  Law  Board  and  the  Board  of  Guardians  of 
St  James,  Clerkenwell,  relating  to  a  Complaint  of  alleged  Cruelties  made  by  an 
Inmate  named  M^Gee  -        -        -        -        -        -        -        -        -461 
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437.  Correspondence,  commencing  April  1865,  between  Thomas  Rawley,  Labour  Master 
of  the  Lambeth  Workhouse,  and  the  Poor  Law  Board,  and  between  the  Poor 
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620.  Correspondence  between  the  Manageis  of  the  Roman  Catholic  Orphanage  at 
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Paddington : 
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375.  Reports  oi  Robert  Rawlinson,  Esquire,  o.b..  Government  Engineer,  to  the  Right 
Honourable  Charles  Pelham  VtllierSf  m  p,  on  the  subject  of  the  Public  Works 
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of  January  1866,  and  the  12th  day  of  May  1866    -        -        -        -        -     p.  l 

Small  Tenements  (England  and  Wales)  : 

125.  Names  of  the  Parishes  in  England  and  fVales,  where  an  Order  has  been  made  by 
the  Vestry  to  put  in  force  the  Act  14  &  15  Vict.  c.  99,  for  the  better  Assessing 
and  4Uollecting  the  Poor  Rates  and  Highway  Rates  in  respect  of  Small  Tene- 
ments (in  continuation  of  Parliamentary  Paper,  No.  225,  of  Session  1859)      25 

Union  Assessments : 

624.  Names  of  the  Unions  in  England  and  Wales,  showing  the  Scale  of  Deductions  from 
the  Gross  Estimated  Rental  in  the  Assessment  of  the  Rateable  Value,  acted 
upon  by  the  several  Union  Assessment  Committees,  &c.  -        -        -      56 

Union  Valuation  Lists : 

495.  Names  of  the  Unions  in  England  and  Wales,  showing  in  which  of  them  the 
Valuation  Lists  had  been  completely  Revised  and  Returned  approved  of  up  to 
April  1866;  together  with  the  Total  Amount  of  the  Rateable  Value  upon 
wnich  the  Contributions  to  the  Common  Fund  were.calcalated  at  Lady-day 
1865  ;  and  the  Amount  of  the  Rateable  Value  as  settled  by  the  Assessment  Com- 
mittee in  the  Lists  in  force  in  April  1866,  with  the  difference  between  the  two 
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ing the  Number  of  Persons  suffering  from  Fever  and  Zymotic  Cases,  Acute 
Disorders,  Chronic  Dborders : — Also  Total  Number  of  Cases  attended  by  each 
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25th  March  1866  ....         -..-.-113. 
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Metropolitan  Workhouse9-*confi>itfed. 

Rotherhithe : 

618.  Report  of  the  Inquiry  lately  held  by  the  Metropolitan  Inspector  into  the  Complaints 
of  Miss  Beeion  against  the  Management  of  the  Rotherhithe  Workhouse 
Infirmary : — And,  Report  of  the  Guardians  on  their  previous  Investigation  into 
the  Complaints  of  the  same  Person,  and  the  Oorrespondence  relating  thereto, 

p.  623 

Strand  Union-: 

862.  Report  made  by  jR.  B.  Cane,  Esquire,  Poor  Law  Inspector,  to  the  Poor  Law 
DOBjd,  after  an  Inquiry  held  by  nim  on  the  4th  and  6th  June  1866,  into  certain 
Allegations  made  by  matilda  jBeeton,  in  reference  to  the  Treatment  of  the  Sick 
in  the  Strand  Union  Workhouse  -----.--    557 

628.  Letter  dated  17th  July  1866,  by  Dr.  Rogers  to  the  Guardians  of  the  Strand  Union : 
— Letters  dated  19th  and  21st  July  1866,  by  Dr.  Rogers  to  the  Poor  Law 
Board  : — Answers : — ^Report  made  by  Mr.  Famall  to  the  Poor  Law  Board  after 
his  Visit  to  the  Workhouse  of  the  Strand  Union  on  3rd  October  1866 : — And, 
Correspondence  -----------    587 

Whitechapel : 

621.  Correspondeucc  between  the  Guardians  of  the  Whitechapel  Vnion  and  the  Poor 
Law  Board,  relating  to  a  Visit  paid  to  Wards  4,  6,  and  6  by  the  Metropolitan 
Inspector,  accompanied  by  Mr,  £!mest  Hart,  on  the  16th  day  of  June : — And, 
Report  or  Memorandum  made  on  the  subject  by  the  Inspector  to  the  Poor  Law 
Board         -.- 597 


POOR    (SCOTLAND): 

Poor  Law  (Scotland)  : 

469.  Returns,  for  the  Year  ended  the  14th  May  1866,  showing,  for  each  Parish  in  Scot- 
land,ihe  Amount  of  Population,  the  Amount  of  Valuation,  the  Number  of  Poor 
on  the  Roll,  the  Amount  of  Poor  Rates,  and  the  Rate  per  Pound  levied  ;  distin- 
guishing the  Rates  on  various  Classes  in  those  Parishes  in  which  Classification 
has  been  adopted  and  the  Exemptions  allowed,  and  showing  those  Parishes  in 
which  the  Rates  are  Collected  according  to  •'  use  and  wont": — ^And,  showing, 
for  e^ch  County  in  Scotland,  the  Total  of  the  Columns  of  the  Return  for  the 
several  Parishes  in  such  County,  and  the  Average  Uniform  Rate  that  would 
produce  a  Sum  equal  to  the  Total  Amount  of  the  Poor  Rate  for  such  County, 

605 

Poor's  Houses  (Scotland) : 

217.  Parishes  or  Unions  of  Parishes  in  Scotland  where  Poor*s  Houses  have  been  Built 
and  brought  into  Operation  : — In  each  such  Parish  (whether  now  forming  part 
of  an  Union  or  not),  of  the  Number  of  Paupers,  and  of  the  Total  Cost  of  Poor, 
including  Expense  of  Establishment  in  each  of  the  Three  Years  immediately 
preceding  the  Poor's  House  being  brought  into  Operation :  —  And,  similar 
Return  for  each  Year  subsequent  to  the  Poor's  House  being  brought  into 
Operation  ------------    633 
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RETURN  to  an  Order  of  the  Honourable  The  House  of  Commons, 
dated  a 8  June  1866;— ;/br, 


GOPY  "  of  Reports  of  Robert  Rawlinson,  Esquire,  C.B.,  Government  Engineer, 
tathe  Right  Honourable  Charles  Pelham  Villiers,  M.P.,  on  the  subject  of  the 
Public  Works  (Manufacturing  Districts)  Acts  (1863-4),  and  dated 
respectively  the  12th  day  of  January  1866,  and  the  12th  day  of  May  1866." 


Poor  Law  Board,!  HUGH  OWEN, 

25  June  1866.    /  Chief  Clerk. 


REPORT  of  Robert  Rawlinson,  Esquire,   cb..  Government  Engineer,  to  the 
^  Right  Honourable    Charles  Pelham    Villiers,  m.p.,  President  of  the   Poor 
Law  Board. 

Office  of  Public  Works,  St.  Peter  s  Square,  Manchester, 
Sir,  12  January  1866. 

During  the  last  nine  months  of  1865,  the  progress  of  works  in  course  of 
execution  under  these  Acts  has  been  somewhat  retarded,  owing  to  a  scarcity  of 
skilled  labour,  the  resumption  of  work  in  cotton  mills,  and  the  difficulty  of 
obtaining  a  sufficient  supply  of  stone,  bricks,  paving  sets,  and  other  materials. 

The  following  facts  may  be  instructively  repeated  with  respect  to  these  works  ; 
namelv,  that  in  every  instance  some  form  of  necessary  and  useful  work  has 
been-devised  by  the  Local  Authorities,  and  not  by  a  Government  Engineer. 
Ample  security  for  the  amount  advanced  has  been  given  ;  and  in  the  rate  of 
progress  each  Local  Authority  has  been  unfettered.  The  result  is,  general 
satisfaction.  The  variety  of  works  undertaken  and  successfully  executed  may 
be  gathered  from  Tables  Nos.  1  and  2,  accompanying  this  Report,  and  from  the 
details  as  under  narrated.  Plans  and  estimates  have  been  examined,  and  re- 
ported upon,  as  they  have  from  time  to  time  been  submitted,  and  without  any 
t  unnecessary  delay. 

At  Adlington,  Brindle,  and  Euxton.  in  Chorley  Union,  works  of  road-making 
have  been  finished ;  at  Cuerden,  land  drainage  for  Townley  Parker,  Esq. ;  at 
Darcv  Lever  and  at  Denton,  street-paving  and  road-forming  ;  at  Handforth  and 
Ofl'erton,  in  the  Stockport  Union,  road-forming ;  at  Horwich,  Little  Lever,  and 
West  Houghton,  in  the  Bolton  Union,  street-paving  and  road-forming:  at 
•Skerton  and  Poulton,  in  the  Lancaster  Union,  waterworks ;  at  Reddish  and  at 
Romiley,  road-forming  ;  and  at  Tintwistle,  water-supply. 

At  Glossop,  Lord  Edward  Howard  found  work  of  the  most  appropriate  kind 
•on  his  estates'  for  about  400  labourers  during  the  worst  period  of  the  distress, 
in  breaking  up  some  69  acres,  and  in  draining  about  1,000  acres  of  land,  as  also 
in  forming  new  embankments  and  other  works  for  waterworks  reservoirs.  In 
the  Manchester  district  many  streets  have  been  sewered,  formed,  and  paved. 
About  12  miles  of  large  water-pipes  have  been  provided  and  laid;  a  large 
storage  reservoir  is  nearly  completed ;  and  in  a  cemetery  of  40  statute  acres 
roads  have  been  laid  out  and  formed,  and  the  chapels  are  nearly  finished.  In 
Oldham,  besides  several  miles  of  streets  having  been  sewered,  formed,  and 
paved,  35  mills  have  been  drained.  The  Alexandra  (public)  Park  6f  72  statute 
acres  was  opened  28th  August  1865.  At  Preston  and  at  Salford,  in  addition  to 
other  works,  cattle  markets  have  been  constructed.  These  are  also  examples  of 
woiks  executed, 

375-  ^  ^^ 
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2         REPORTS  ON  THE  OPERATION  AND  PROGRESS  OF  THE 

The  amount  of  money  devoted  to  the  purposes  of  these  Acts  was  1,500,000/. 
(Act  1863)  and  360,000/.  (Act  1864);  total  1,850,000/. 

Upon  the  expiration  of  the  borrowing  powers  conferred  by  these  Acts  (1st 
January  1865)  the  sum  of  1,846,082/.  had  been  appropriated  by  the  Local 
Authoritiei!;  in  155  separate  loans. 

Table  I.  annexed  to  this  Report  shows  that  out  of  this  sum  of  1,846,082/- 
appropriated,  a  sum  of  1.251,449  /.  had  been  advanced,  up  to  the  30th  December 
last,  in  331  instalments,  each  of  which  instalments  has  been  authorised  by  your 
special  order. 

The  residue  to  be  advanced,  as  the  works  progress,  if  the  whole  of  the  sums 
are  taken  up,  is  694,633  /. 

I  have  received  information  that  the  following  loans  and  balances  of  loans 
will  not  be  taken  up,  viz. : 

Brindle  (Chorley  Union) 600 

rii  [7,500 

Glossop         .....-.-  |2>33^j 

Horwich  (Bolton  Union) 800 

Lancaster    ..-----.  7,000 

Little  Lever  (Bolton  Union) 470 

Macclesfield  Union 6,530 

Rusholme    -----                  -         -  3,000 


Total     -     -     -     £.28,230 


Deducting  this  sum  of  28,230/.  from  the  residue  above  mentioned  vrill  reduce 
the  amount  remaining  to  be  advanced  to  566,403  /. ;  and  although  it  is  possible 
that  other  renunciations  may  occur,  yet  I  tliink  it  probable  that  the  whole  or 
very  nearly  the  whole  sum  named  will  be  required  for  the  completion  of  works 
now  in  course  of  execution. 

Table  IL  annexed  to  this  Report  shows  quantities  and  costs  of  works  executed 
to  the  30th  December  last,  and  the  total  amount  of  money  expended  upon  them 
up  to  that  date.  This  table  furnishes  satisfactory  evidence  of  the  beneficial 
operation  of  these  Acts. 

Main  sewerage  and  drainage  works  as  at  first  devised  are  nearly  completed. 
Up  to  the  date  of  this  Report,  515,833  lineal  yards,  or  293  miles,  have  been 
satisfactorily  laid,  and  are  in  working  order.  The  Local  Authorities  are  now 
engaged  completing  houserdrainage.  In  order  to  stimulate  progress  in  this 
respect,  the  following  notice  was  issued  last  summer  from  this  oflSce,  to  all 
Local  Authorities  engaged  in  the  execution  of  sewerage  works  under  the  pro- 
visions of  these  Acts : 

"  Local  Authorities  and  their  surveyors  are  recommended  to  make  as  rapid 
progress  with  the  drainage  ot  houses  and  wet  middens  as  is  compatible  with  the 
efficient  and  Qconomical  execution  of  the  works,  in  order  that  the  main  sewers 
constructed  under  the  provisions  of  these  Acts  may  be,  to  the  fullest  possible 
extent,  beneficial  to  the  public  health." 

The  total  area  of  paving  and  other  surface  works  of  street  and  highway  im- 
provements completed  at  the  close  of  the  past  year  measure  1,913,685  super- 
ficial yards,  or  about  395  acres,  the  total  length  of  these  streets  and  highways 
being  286,326  lineal  yards,  or  about  162  miles. 

Of  waterworks,  several  are  already  completed. 

Of  public  parks,  that  at  Oldham,  the  Alexandra  Park,  was  opened  during 
the  past  year,  and  affords  much  gratification  and  sanitary  benefit  to  the  inha- 
bitants of  that  borough.  The  public  park  at  Bolton  will  probably  be  opened 
during  the  present  year. 

Of  the  public  cemeteries,  that  at  Macclesfield  is  now  ready  for  consecration, 
and  those  in  Manchester  and  in  Dukinfield  are  rapidly  progressing  towards 
completion. 
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No  work  has  been  executed  under  the  provisions  of  the  Public  Works  Acts 
which  was  not  desirable  as  a  work  of  permanent  utility  and  sanitary  improve- 
ment, altogether  independent  of  the  circumstances  which,  during  the  existence 
of  the  cotton  famine,  gave  rise  to  the  special  Acts  of  Parliament,  and  during  the 
dearth  of  employment  in  this  district,  their  beneficial  operation  was  even  m'ore 
signal  than  1  was  able  to  convey  to  you  by  report. 

It  has  been  observed,  that  while  up  to  the  time  of  the  passing  of  the  Public 
Works  Act,  the  district  had  been  disturbed  by  suggestions  of  large  and  imperial 
mea^^ures  of  emigration,  as  also  by  other  less  penceful  occurrences,  subsequently 
tc  its  coming  into  operation,  no  other  measure  has  been  suggested  as  necessary 
or  expedient,  nor  has  disturbances  or  tumult  troubled  the  peace  and  order  of 
tlie  district.  The  numbers  of  distressed  .factory  operatives  which  I  reported  to 
you  as  being  engaged  upon  these  works,  large  as  they  were,  did  not  convey  a 
just  idea  of  the  total  number  who  passed  through  a  course  of  training  fitting 
tliem  for  other  outdoor  labour.  For  example,  in  the  case  of  Manchester  ceme- 
tery works,  the  largest  number  reported  as  being  engaged  upon  these  works  was 
130 ;  but  up  to  the  end  of  last  March  there  had  been  not  less  than  453  factory 
operatives  so  employed  during  varying  intervals,  of  whom  only  28  had  been 
engaged  upon  more  than  one  occasion. 

From  the  difficulty  of  obtaining  accurate  information,  the  numbers  from  time 
to  time  returned  as  being  '*out  of  work"  were  much  exaggerated,  and  the 
numbers  engaged  upon  the  public  works  much  more  nearly  represented  the 
entire  number  of  really  able-bodied  men  out  of  employment  capable  of  useful 
and  practicable  labour  than  was  at  the  time  supposed. 

I  am  informed,  on  the  authority  of  Poor  Law  Officers  in  the  district,  that  the 
prevention  of  pauperism  by  means  of  the  Public  Works  was  at  least  to  the 
extent  of  three  times  the  number  of  men  employed  upon  them. 

These  works  relieved  the  district  of  direct  imposture  to  an  extent  which 
cannot  be  calculated.  When  useful  work  could  be  tendered  in  place  of  relief, 
all  men  who  would  not  attempt  work  were  struck  off  the  reUef  lists,  and  were 
disposed  of,  so  far  as  any  requirement  for  charity  was  concerned. 

It  is  not  pleasant  to  give  such  an  example  of  the  working  of  the  Act,  but  it 
is  much  the  best  to  know  and  to  understand  the  truth.  If  makeshift  works  had 
been  devised  on  which  to  place  every  applicant  for  relief  at  a  low  rate  of  pay 
the  result  would  have  been  disgraceful  failure.  The  good  and  honest  would  have 
taken  uo  interest  in  test  labour,  and  the  example  of  the  idle  and  worthless  would 
have  influenced  the  whole  mass  of  labour.  The  works  devised  were,  however, 
bondjide  works,  and  the  men  were,  to  a  considerable  degree,  self-selected,  and 
were  consequently  earnest  and  honest  workers. 

No  form  of  labour  on  a  large  scale  to  be  executed  by  untrained  men  alone 
has  ever  been  found  to  be  economical,  whether  used  as  a  test  for  relief  or  as  a 
punishment.  During  the  Irish  famine  this  was  proved  to  be  the  case  in  that 
country ;  similar  results  have  been  developed  in  other  countries,  under  other 
circumstances.  Large  masses  of  men,  such  as  were  thrown  out  of  employment 
in  Lancashire  during  the  cotton  famine,  cannot  be  organised  into  efficient 
workers  on  a  grand  scale,  as  the  evil  influences  of  the  worst  men  appear  to 
leaven  the  mass,  and  idleness  will  then  inevitably  prevail.  The  gangs  of 
labourers  attempted  to  be  organised  in  Lancashire  before  the  introduction  of 
the  Pubhc  Works  Act,  as  at  Stockport,  at  Preston,  and  at  some  other  places, 
proved  utter  failures.  However  little  the  men  were  paid,  the  work  performed 
represented  much  less.  Idleness  soon  verged  into  mischief,  and  mischief  soon 
became  actual  riot. 

Under  the  Public  Works  Act,  as  previously  stated,  all  the  m«i  were,  in  a 
degree,  volunteers  ;  they  were  divided  into  small  gangs  directed  by  skilled  men, 
and  every  possible  encouragement  was  offered  to  honest  industry.  So  soon  as 
any  gang  of  men  wished  it,  they  were  placed  on  '^  piece  work,"  and  every  encou- 
ragement was  given  to  induce  self-reliance  and  independent  action.  Sewer 
trenching  and  earthenware  sewer  pipe  laying  required  manipulative  skill,  but 
more  care  ;  the  trenches  had  to  be  '^  timbered,"  to  preserve  the  deep  sides  up- 
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right  and  in  place  ;  the  bottom  had  to  be  formed  truly  inline  and  in  gradient, 
so  as  to  receive  the  sewer  pipes,  and  these  required  to  be  laid  so  as  to  prevent 
breaking  or  crushing.  Before  three  months  had  passed  over,  some  of  the 
cotton  operatives,  at  their  own  soUcitation,  commenced  this  form  of  work,  and 
they  very  speedily  became,  to  all  intents  and  purposes,  **  skilled  workmen." 
Many  of  these  men  selected  themselves  into  gangs,  and  contracted  for 
trenching  and  sewering  street  after  street,  to  the  satisfaction  of  themselves,  and 
to  the  entire  satisfaction  of  their  employers.  The  men  chose  to  become 
responsible  agents,  and  this  induced  interest  in  their  work  as  also  earnestness 
and  care. 

Sewer  work,  where  the  excavations  are  deep,  is  necessarily  attended  with 
some  degree  of  danger  to  the  men  engaged  in  the  work,  and  to  house  and 
building  property  on  both  sides  of  the  sewer  trench.  It  is  greatly  to  the  credit 
of  the  local  surveyors  and  foremen,  as  also  to  the  men  themselves,  that  so  few 
accidents  have  taken  place.  This  is  another  instance  showing  the  value  of 
self-induced  thought  and  care,  arising  from  a  feeling  of  personal  responsibility. 

The  following  analysis  of  the  expenditure  in  the  more  important  towns  and 
districts  indicates  some  of  the  benefits  which  have  been  conferred  upon  these 
localities,  as  well  as  the  skill  and  ability  with  which  the  several  surveyors  have 
designed  and  executed  the  works  committed  to  their  charge. 


Name  •!  Place. 

Material*. 

Labour. 

Team  Work. 

Land. 

Compenaation. 

Ineidentals. 

TfiTJLL. 

£.      $. 

£.       t,   d. 

£.      #.   d. 

t,     9.    d. 

£.      9.   d. 

£.     «.   d. 

£.       #.  A 

AahtOD-undci^Lyiie     - 

29,602     2 

14,904    9     8 

6,471    -    6 

. 

188  12  11 

2,586    6     2 

62,761  11    7 

AshtonandSteleybridge 
waterwoni     • 

3,798     I 

16,237     6    2 

879    4  11 

6,000    -    - 

286  16    - 

25     9     1 

26,221  16    7 

BlaeUmni.        -        . 

46,643     7 

33,707     4    9 

7,146    8    4 

• 

465    -    - 

1,500    -    - 

89,461  16    9 

Bolton       -        .        . 

22,049    6 

36,872  16     7 

2,816  19     3 

21,889    -    - 

- 

- 

81,627    -    - 

Burnley      -        -        . 

11,626  19 

11,431  17  10 

and  team  wori^ 

129    3    6 

8     -    - 

116  16    6 

23,311  17    8 

Okasop      ... 

3,010  17 

18,492  18  U 

1,845  10    - 

- 

- 

966  16     4 

19.816     1     4 

6,664     8 

10,266  16     3^ 

696  18     2 

- 

- 

28  10    2 

17,641  12    9) 

OMliam     -        .        . 

26,566     2 

11 

30,770  16    7 

8,266  10    6 

16,826  12     1 

889  18    9 

3,477  14     7 

86,774  14    6 

Over  Darwen      - 

7,416  10 

6,390    -    - 

716    -    - 

- 

800    -     - 

820    -    - 

14,142  10    - 

Preiton      -       -        - 

22,140  16 

18,728    -    2 

3.089    -    - 

717  14    - 

- 

- 

44,676  10  11 

4^70    6 

3,792  16    2 

1,340  16     7 

- 

- 

632     4    4 

10,786  18     8 

Stockport  • 

13,693  17 

10,004  16  11 

1,497  12     7 

7,772  18    9 

106    3  10 

1,615  18     1 

34,591     6    6 

Wigan 

18,092     4 

28,794     4    6 

2,079  19  11 

2,018    8    6 

- 

69  10    - 

46,062     2     1 

£. 

216,168  18 

226,884    8     6) 

86,831  14    9 

63,362  11     9 

1,744  10    6 

11,832  14    3 

645,804  12    9) 

This  extract  •  from  Table  II.  shows  that  in  a  total  expenditure  of 
545^304/.  I2s.9id.  only  1,744/.  10  jr.  6^.  has  been  paid  under  the  head  of 
'^  compensation/*  while  not  less  than  226,884/  3^.  &i  d.  has  been  paid  for 
labour.  The  sum  of  216,158/.  18^.  Id.  expended  in  materials  includes  local 
labour  to  the  extent  of  60  per  cent,  at  the  least.  Up  to  the  end  of  the  year 
]  865,  the  quantity  of  stone  (squared  paving  sets,  &c.)  used  in  the  execution  of 
the  works  amounted  to  508,441  tons,  exclusive  of  a  considerable  weight  of 
rough  unsquared  stone  used  for  street  foundations.  The  whole  of  this  stone 
(squared  paving  sets,  &c.),  with  the  exception  of  small  quantities  imported 
from  Wales  and  Scotland,  has  been  quarried,  squared,  and  dressed  by  working 
men  resident  in  the  district. 

The  several  works  have  been,  from  time  to  time,  inspected  under  my  super- 
intendence by  R,  Arthur  Arnold,  Esq.,  Resident  Government  Inspector, 
with  one  clerk,  at  a  total  cost  for  such  inspections,  up  to  the  close  of  the  past 
year,  of  less  than  one- sixth  per  cent,  upon  the  amount  devoted  to  the  purposes 
of  these  Acts. 

Five  hundred  and  seventy-four  inspections  of  the  works  have  been  made, 
and  375  reports  written,  preUminary  to  advances  of  instalments,  which  reports 
have  been  regularly  transmitted  to  the  Poor  Law  Board. 
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The  local  surveyors  have  given  unvarying  attention  to  the  requirements  of 
this  office,  in  malang  monthly  returns  of  work  and  labour,  and  have  also  fur- 
nished the  materials  necessary  to  the  preparation  of  Table  IL  of  this  Report. 

The  amount  and  variety  of  the  works  executed  in  the  distressed  cotton 
district  show  that,  durin^i  the  rapid  growth  of  these  towns,  works  necessary  to 
health,  comfort,  and  trade,  such  as  main-sewering,  street-forming,  paving, 
channelling,  house-draining,  river-cleansing,  and  other  works  of  a  like  character^ 
had  not  been  executed  as  rapidly  as  they  were  required ;  several  reasons  may 
be  offered  to  account  for  this  apparent  neglect.  Local  Improvements  Acts 
were  generally  defective,  in  not  providing  easy  means  to  carry  out  such 
improvements ;  and,  consequently,  newly-formed  streets  were  utterly  neglected. 
Large  cotton  mills,  and  other  buildings  connected  with  the  trade  of  the  district, 
were  from  time  to  time  constructed,  to  be  surrounded  by  new  streets  set  out 
without  plan  or  level,  in  which  houses  were  built  without  control  or  order,  thje 
natural  surface  of  the  ground  being,  in  many  instances,  left  to  form  the  road. 
As  such  streets  and  roads  were  carted  over,  they  became  broken  and  rutted  in 
wet  weather  to  an  extent  which  rendered  them,  as  stated  in  my  first  reports, 
impassable  to  wheeled  vehicles.  It  was  not  uncommon  to  have  waggons  broken 
down  and  x^tuck  fast  in  the  mad,  the  load  having  to  be  removed  at  great  cost 
before  the  broken  and  imbedded  waggon  could  be  hauled  out  again ;  and  I 
have  seen  a  load  of  coals  deposited  at  the  end  of  a  long  street  because  it  was 
impossible  to  cart  them  to  the  house  where  they  were  required.  These  coals 
had  consequently  to  be  carried  by  hand,  causing  excessive  additional  labour 
and  great  inconvenience  to  the  inhabitants.  As  respects  trade,  railway  co  m- 
panics  had  found  it  necessary  to  give  notice  that  they  could  neither  fetch 
goods  from  nor  deUver  them  to  some  of  the  mills  and  warehouses,  in  conse- 
quence of  the  mud  on  these  neglected  streets  and  roads. 

As  there  was  no  main  sewering  in  such  streets,  house^draining  was,  for  the 
most  part,  impossible  ;  foul  water,  and  other  refuse,  consequently  added  to  the 
evil.  Where  there  was  a  natural  fall,  slops  and  fluid  refuse  from  houses  on 
the  higher  ground  flowed  down  and  over  the  surface  of  adjoining  yards  at  a  lower 
iQvel,  causing  anger  amongst  neighbours,  and  sometimes  litigation.  It  was 
distressing  to  see  a  cottage  floor  newly  washed,  but  surrounded,  and  only 
approachable,  by  roads  of  the  filthiest  possible  character.  These  clean  floors 
generally  belonged  to  recent  occupiers,  older  residents  having  given  in  to  the 
state  of  dirt  in  which  they  were  imbedded.  This  general  filth  tended,  in  time, 
to  produce  apathy,  and  occasionally  dissipation  and  despair.  Consumption 
prevailed  in  excess,  and  when  any  form  of  epidemic  disease  set  in,  the  poors' 
rates  had  to  bear  the  cost  of  the  sickness ;  and  if  the  head  of  the  family  died, 
such  family  (widows  and  children)  frequently  had  to  be  removed  to  the  union 
workhouse,  to  become,  for  the  most  part,  paupers  for  Ufe.  This  round  of 
sanitary  neglect,  producing  filth,  misery,  drunkenness,  disease,  paupeiism,  and 
sometimes  crime,  is  as  consequent  and  certain  as  any  other  form  of  cause  and 
effect. 

The  state  of  things  faintly  described  not  only  existed  in  the  distressed  cotton 
district  at  the  commencement  of  the  recent  cotton  famine,  but  also  existed,  and 
now  exists,  more  or  less,  in  such  towns  as  Newcastle-upon-Tyne,  Gateshead, 
Sheffield,  Leeds,  Birmingham,  Brighton,  the  suburbs  of  London,  and  in  many 
lesser  towns  and  places  throughout  Great  Britain.  Any  owner  of  land  is  at 
liberty  to  lay  out  a  new  street.  Speculating  builders,  or  individuals,  run  up 
houses  upon  such  streets,  whilst  the  local  authorities  either  do  not  possess  the 
necessary  legal  powers  to  compel  systematic  sewering,  draining,  road-forming, 
and  paving ;  or,  they  neglect  to  enforce  such  powers,  in  deference  to  obstructive 
ratepayers  and  objecting  speculators. 

The  Public  Works  (Manufacturing  Districts)  Act,  1863,  offered  legal  powers 
specially  designed  to  meet  the  requirements  of  towns  and  districts.  1  he  care, 
skill,  and  special  knowledge  with  which  this  Act  was  prepared  have  been  proved 
by  its  general  working.  Private  property  has  been  frequently  interfered  with 
b}'  notices  under  the  Act,  but  the  results  are  so  self-evident  in  clean  streets  and 
good  roads,  where  formerly  all  was  mud,  and  the  terms  of  repayment  are  made 
so  easy,  as  to  have  converted,  what  formerly  was  opposition,  into  acquiescence 
and  even  into  approbation.     Additional  public  and  private  improvementA  have 
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been  taken  up  in  the  several  towns  and  districts,  and  will  be  further  taken  up 
to  such  an  extent  as  to  make  the  amount  of  the  loan  sanctioned  by  Parliament, 
form  only  an  item  in  the  ultimate  total  expenditure  for  public  and  private  sanitary 
purposes  which  the  Public  Works  Acts  have  initiated.  The  advantages  of  well- 
formed  streets  and  properly  drained  houses  are  now  so  self-evident  in  Lancashire, 
as  giving  an  additional  money  and  rent  value  to  mill,  warehouse,  and  cottage 
property,  that  owners  of  land  and  houses  follow  the  examples  afforded,  and,  as  a 
first  necessity,  sewer,  form,  pave,  and  channel  new  streets  as  they  are  set  out 
for  building  purposes. 

One  of  the  most  injurious  forms  of  nuisance,  discomfort,  and  disease,  namely, 
the  cottage  midden  or  cesspit,  has  not  been  materially  affected.  I  have  previously 
drawn  attention  to  these  cesspits  in  former  reports,  but  as  very  little  has  been 
done  to  abate  this  form  of  nuisance,  and  as  discredit  may  be  brought  on  the 
works  executed  if  they  are  aUowed  to  remain,  at  the  risk  of  repetition,  I  again 
bring  the  question  of  intercepting  sewers  and  proper  bouse«drainage  under  notice, 
as  main  sewers  will  be  of  little  avail  if  masses  of  putrid  refuse  remain  beneath 
rooms  which  are  inhabited,  and  soaking  through  walls  and  subsoils,  to  the 
destruction  of  health.  These  middensteads  and  cesspits  are  crowded  in  amongst 
and  behind  cottage  houses,  where  the  refuse  ferments,  and  gives  off  gases  of 
decomposition.  Vast  numbers  of  cottages  are  also  of  faulty  construction ; 
placed  back  to  back,  with  no  means  of  through  ventilation  provided  ;  they  are 
also  crowded  in  courts  and  alleys,  narrow  passages,  and  confined  yards,  where 
external  means  of  ventilation  is  difficult,  and  where  sunlight,  in  numerous 
cases,  is  impossible.  The  objections  to  abolishing  cottage  cesspits  are  **  the 
first  cost/'  *'  want  of  water,"  and  the  present  foul  state  of  the  several  streams 
and  rivers,  which  would,  by  such  cesspit  and  soil-pan  drainage,  be  rendered 
still  more  foul  and  abominable. 

Wholesale  draining  into  rivers  causes  a  terrible  nuisance.  This,  however,  is 
by  the  utter  waste  of  sewage  and  total  neglect  of  the  true  principles  of  town 
sewering.  Sewage  must  be  taken  to  land  for  agricultural  uses,  and  rivers  must 
be  purified,  if  only  for  manufacturing  purposes.  At  present,  many  streams,  in 
tiie  manufacturing  districts  of  Great  Britain,  during  dry  weather,  are  so 
discoloured  and  fouled  as  to  become  noxious  and  unfitted  for  any  washing 
operations,  manufacturing  or  domestic.  Such  streams,  during  the  continuance 
of  dry  weather,  are  practically  destroyed. 

River  purification  can  only  be  accomplished  by  an  efficiently  constituted 
Biver  Conservancy  Board,  having  jurisdiction  over  an  entire  river  area,  and 
armed  with  powers  to  compel  the  collecting  of  cesspool,  soil-pan,  water-closet, 
and  waste  water  into  intercepting  sewers,  and  conveying  such  fluid  refuse  to 
land  for  agricultural  uses,  isolated  action  will  not  avail  for  this  form  of  work. 
Salford  cannot  purify  the  River  Irwell  by  any  separate  intercepting  sewers  with- . 
out  Manchester  joins  at  the  same  time  ;  and  not  only  should  Manchester  and 
Salford  join  in  constructing  main  intercepting  sewers  for  the  purification  of  the 
several  streams  and  rivers,  as  the  Black  Brook,  the  Irk,  the  Medlock,  and  the 
Irwell,  but  all  towns  and  villages  situate  above,  as  also  all  mills,  dyeworks, 
bleachworks,  printworks,  and  other  manufactories,  should  be  required  to  cease 
pouring  contaminated  water  down  such  streams.  Foul  water  of  every  kind  can 
be  rendered  comparatively  innoxious  by  precipitation,  by  chemical  treatment, 
or  by  filtration,  and  if  it  is  compulsory  so  to  purify  refuse  water  before  dis- 
charging it  back  into  a  stream,  all  the  persons  below  must  experience  the 
benefit  of  such  operation.  The  several  streams  in  Lancashire  are  now  rapidly 
being  destroyed,  even  for  purposes  of  trade,  because  it  is  not  the  special  business 
of  any  constituted  local  body  to  conserve  or  sec  to  the  prevention  of  such 
pollution  for  the  benefit  of  the  whole  community. 

A  considerable  amount  of  fever  has  prevailed  throughout  the  country  during 
autumn  and  winter,  not  only  in  mtiny  Lancashire  towns  ;  but,  as  set  forth  in  the 
Registrar  General's  weekly  returns,  in  most  of  the  large  towns,  and  in  many 
of  the  villages  throughout  England.  Main  sewers,  house  drains,  water  supply, 
street- forming,  and  paving  form  only  parts  of  an  efficient  sanitary  system  ;  there 
m«ist  be  an  immediate  and  entire  removal  of  cesspit  matter  from  the  vicinity  of 
^dwelling  houses ;  as,  also,  proper  house  accommodation,  room  ventilation^  and 
an  increasing  cleansing  by  scavengers. 

In 
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In  many  towns  and  villages  there  are  seats  of  disease  In  damp,  undrained, 
badly  constructed,  and  overcrowded  houses,  where  more  parish  money  is 
r'^gularly  paid  in  relief,  year  after  year,  than  would  cover  the  rent  of  such  pro- 
perties. A  remedy  for  this  state  of  things  is  required,  and  must  sooner  or  later 
be  provided  on  a  scale  of  sufficient  magnitude  to  overtake  the  evil  Private 
benevolence  cannot  accomplish  this  task ;  the  evil  is  of  national  magnitude,  and 
will  have  to  be  met  by  some  form  of  aid  and  of  national  control. 

The  public  works  in  Lancashire  are  bAing  gradually  and  rapidly  brought  to  a 
close.  They  have  afforded  useful  work  to  several  thousands  of  earnest,  sober, 
striving  men.  Many  of  these  men  have  learned  new  occupations,  and  whilst 
doing  so,  by  labouring  in  the  open  air,  have  foimd  that  they  rapidly  improved 
in  health,  and  gained  bodily  strength.  Some  have  gone  back  to  their  former 
occupations,  some  have  moved  into  other  parts  of  the  county  to  find  work  as 
skilled  out-of-door  labourers,  and  others,  though  remaining  in  the  district, 
prefer  to  follow  their  new  form  of  occupation,  rather  than  return  to  the  cotton 
mill,  even  when  larger  wages  have  been  offered. 

The  local  authorities,  as  per  agreement,  have  regularly  paid  the  stipulated 
interest  for  the  money  advanced  by  Government ;  and  in  due  course  of  time,  the 
entire  amount  of  borrowed  capital  will  be  returned  into  the  national  Exchequer, 
leaving  Lancashire  richer  by  the  full  money  value  of  all  the  works  undertaken, 
under  the  powers  of  the  Public  Works  Acts,  1863-64,  and  executed  in  the  time 
of  her  deep  distress. 

I  have,  &c. 
(signed)          Robert  Rawlinson. 
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Table  setting  forth  the  Names  of  Towns  and  Places,  as  also  Total  Ahounts  borrowed  by  each  such  Towh 


Total 

1 

Names  of  Towns 

Amounts 
arranged 

Amounts 
of 

1st  Lutalment. 

2d  Instalment. 

ddlostalmnt. 

and  Places  wbicb  bave  received 

to  be 

by  Towns 
and  Places. 

separate 

-^    — 

Loans  and  executed  Works. 

Loans. 

Dftte  of  Order. 

Amount. 

Dat«  of  Order. 

Amount. 

Date  of  Order. 

Amount 

£, 

£. 

£, 

£. 

£. 

( 

3,000 

10  Oct. 

1863 

1,000 

. 

- 

. 

. 

1.  Accnngton       -        ^        -        •        • 

89,100    -l 

24,200 

6  Dec. 

- 

6,000 

. 

- 

, 

, 

„ 

1 

11,900 

29  Jan. 

1864 

6,000 

. 

- 

. 

^ 

2.  Adlington  (Chorley) 

1^00 

1.900 

21  Sept. 

1863 

1.000 

18  Aug.    1864 

900 

. 

. 

^ 

126.032    1 

6,343 

9  Oct. 

- 

2.000 

23  Dee.     1868 

4,343 

- 

. 

^ 

3.  Asbton-under-Lyne  -        .         .         . 

69,489 
1,700 

17  Mar. 
30  Aug. 

1864 

16,000 
1,700 

2  July     1864 

10,000 

IFeb. 

1865 

10^ 

67,600 

8  Oct. 

- 

20,000 

. 

- 

. 

. 

30,000 

30,000 

9  Jan. 

- 

10,000 

30  Dec.    1864 

6,000 

12  Oct. 

1866 

S.O0O 

5.  Atherton          -        -        -        - 

18,886    1 

6,216 
8.669 

20  June 
24  Aug. 

— 

1,600 
3,000 

21  Feb.     1865 

1,000 

2  Sept. 

- 

6.  Baaip    ------ 

19,600     [ 

14,600 
6,000 

24  Msr. 
29  Aug. 

: 

4,000 
2.000 

18  Feb.     1866 
31  Oct. 

4.000 
2,000 

31  Ort, 

1865 

W" 

7.  Barton  and  flc'des     .... 

3,000 

3,000 

26  Aug. 

- 

1.000 

27  May       - 

1,000 

. 

- 

8.  Bedford 

10,693 

10.693 

11  Apr. 

- 

2,000 

18  Nov.    1864 

1.000 

11  Mar. 

1865 

i,ooo 

10/)oo 

9.  Blackburn 

144,126    1 

78,800 

19  Aug. 

1863 

10,000 

22  Feb.        - 

20,000 

22  Aug. 

1864 

66,826 

28  Oct. 

- 

10,000 

22  Aug.      - 

10,000 

19  Jan. 

1865 

10,000 
1,500 

ifiA)0 

10.  Bollington        .         -         -         .         . 

9,869 

9.869 

31  Aug. 

- 

3,000 

6  Oct.       - 

3,000 

9  Mar. 

> 

f 

66,000 

6  Oct. 

- 

10,000 

23  Sept.      - 

20,000 

12  May 

- 

U.Bolton 

177,984    < 

66,000  ;  29  Apr. 
4.934  1   10  May 

1864 

8,000 
2,000 

12  May    1866 
12  May       - 

16,000 
2,934 

•     _ 

- 

I 

62,000      13  Oct. 

- 

15,000 

12  May       - 

10,000 

. 

. 

_ 

13.  Bowdon 

2,760 

2.760        9  June 

- 

1,000 

26  Jan.        - 

1,760 

. 

. 

_ 

IS.  Bradford 

6,000 

6,000  ;   17  June 

- 

2,000 

26  Oct 

1,600 

• 

. 

_ 

14.  Bredbury  (Stockport)        -        -        . 

2,240    / 

400  :   11  Jan. 
1,840  .   18  May 

_ 

400 
1,000 

16  Aug.    1866 

840 

•  _ 

- 

- 

16.  Brindle  (Chorky)      .         -        -        - 

1,200 

1,200        5  Oct. 

1863 

600 

. 

- 

. 

. 

16.  Broughton  (Salfbrd) 

12,600    1 

9,500        4  Mar. 
3,100  i     2  May 

1864 

2,600 
1,000 

11  Aug.  1864 

3,000 

4  Feb. 

1866 

^000 

17.  Burnley 

37,800 

37,800      28  Nov. 

1863 

2,000 

11  Aug.    1864 

10,000 

10  Jan. 

1866 

d|O0O 

48,269    • 

23,269  '   1 1  Mar. 

1864 

6,000 

- 

- 

. 

- 

18.  Bury 

10,000  ;    11  Mar. 

- 

6,000 

27  May    1866 

6,000 

— 

_ 

16,000      29  June 

- 

10,000 

27  May       - 

6,000 

— 

_ 

19.  Chamock  Richard  (Chorley)       - 

1,200 

1,200  1     2  Dec. 

1863 

600 

. 

- 

. 

. 

_ 

20.    Cheadle  (l^ulkeley)  (Stockport) 

2,600 

1,802 

26  May 

1864 

600 

28  Aug.    1866 

800 

_ 

. 

21.  Cheadle  Moseley  (Stockport)      - 

. 

698 

26  May 

- 

698 



- 

_ 

_ 

22.  Cheetham  (Manchester)     - 

18,260 

18,260 

9  Jan. 

- 

6,000 

21  June    1866 

6.000 

. 

. 

_ 

28.  Chorley  (Cheshiie)    ...         - 

12,500     { 

-^,600        9  Oct. 
10,000      24  Oct. 

1863 

1,600 
2,000 

3  Feb.     1864 
16  Nov.      - 

1,000 
2,000 

: 

; 

- 

24.  Cborley  (Lancashire) 

14,260 

14,250 

21  Nov. 

- 

4,000 

21  Jan.     1866 

6,000 

22  Dec. 

1866 

S,000 

26.  Chorlton  (Manchester)       .         -        - 

17,000    1 

13,000 
4,000 

11  Jan. 
13  May 

1864 

4,000 
1,000 

4  Nov.    1864 
4  Nov.       - 

4,000 
1,000 

14  Aug. 
14  Aug. 

_ 

5,000 
S,000 

26.  Clayton- le-Moors      -        -         .        . 

10,709 

10.709 

9  Apr. 

- 

2.000 

15  Feb.     1866 

3,000 

13  Dec. 

- 

3^000 

27.  Crompton         .         -         -        -        - 

2,330 

2,330  '     9  June 

- 

600 

16  Feb.        - 

600 

. 

. 

28.  Cuerdon  (Chorky)     ...         - 

760 

750  1     6  Dec. 

1863 

376 

14  Apr.    1864 

376 

. 

. 

„ 

29.  Darcy  Lever  (Bolton) 

1,400 

1,400  '  22  Oct. 

- 

700 

6  June 

700 

. 

« 

r 

2,222 

30  Sept. 

- 

1,000 

29  Jan.        - 

1,222 

. 

- 

. 

30.  Denton 

6,778    i 

2,035 

29  Jan. 

1864 

1,000 

11  Juoe       - 

1,036 

— 

„ 

I 

1,;>21      18  Aug. 

- 

760 

2  Mar.    1866 

771 

. 

- 

. 

31.  Didsbury  (Chorlton) 

7,600 

7,600  '  30  Oct. 

1863 

2,000 

27  Dec.    1864 

2,000 

14  June 

1866 

3,600 

32.  Droylesden 

14,221     1 

2,800  i     9  Feb. 
11,421   ,   14  Apr. 

1864 

1,300 
3,000 

26  Nov.       - 
26  Nov.       - 

1.600 
2,000 

^ 

.: 

1 

2,010  ;  24  Aug. 

1863 

2,010 

. 

- 

. 

. 

i 

9,000  1  21  Sept. 

- 

2.000 

22  Oct.     1864 

3,000 

- 

- 

_ 

33.  DukinfieW 

36,110 

8,400 

10  Sept. 

1864 

1,600 

25  Oct.    1865 

2,600 

- 

. 

„ 

6,700 

1  Oct. 

- 

1,500 

26  Oct.       - 

2,000 

' 

. 

« 

9,000 

29  Dec. 

- 

4,000 

- 

- 

. 

- 

« 

34.  Edgworth  (Bolton)    -         -         -         - 

1,600 

1,500 

12  Oct. 

1863 

1,000 

18  Feb.     1866 

500 

• 

. 

« 

36.  Euxtoo  (Chorley)     -         -         -        - 

666 

666 

22  June 

1864 

666 

- 

- 

- 

- 

» 

36.  Failsworth        -         -         .         .         - 

6,600 

6,500 

6  Apr. 

- 

1,600 

26  Aug.    1864 

1,600 

7  Mar. 

1865 

1,600 

37.  Farnworth        -         -         -         -         . 

17,600 

17,500 

26  Jan. 

- 

6,000 

28  Feb.     1866 

4,000 

17  July 

- 

e/m 

3,500 

18  Sept. 

- 

1,000 

17  Nov.    1863 

1,000 

6  Jan. 

1864 

1,600 

1,138 

12  Feb. 

- 

600 

26  May     1864 

638 

— 

6,317 

12  Feb. 

- 

2,000 

26  May       - 

2,000 

19  Sept. 

1864 

i;»7 

38.  Glossop  Union           .... 

29,031 

6,092 

26  June 

- 

V,600 

\li  Oct. 

2,000 

16  Dec 

w 

1,692 

' 

1,.364 

26  Juoe 

- 

600 

19  Sept.      - 

864 

_ 

- 

i 

6,130 

8  Dec. 

- 

2,000 

30  May    4866 

500 

28  Aug. 

1865 

300 

I 

7,600 

22  Dec 

- 

2,000 

. 

- 

. 

. 

- 

39.  Gortou 

26,000 

26,000 

IMar. 

- 

4,000 

12  Oct.     1866 

6,000 

. 

. 

- 

1 

8,000 

29  Dec. 

1863 

2,600 

17  Nov.    1864 

2,000 

29  Apr. 

1865 

2,000 

40.  Great  Harwood          -         .         .         - 

8,780    { 

280      26  Sept. 

1864 

280 

— 

- 

— 

. 

I 

600 

6  Oct. 

. 

600 

_ 

- 

_ 

« 

41.  HalUwell 

3,260 

3.260 

14  June 

- 

600 

. 

- 

. 

. 

_ 

42.  Handforth  (Stockport)       ... 

400 

400 

24  Aug. 

- 

400 

. 

_ 

. 

. 

« 

48.  Harwood  (Bolton)     .... 

1,614 

1.614 

12  Nov. 

1863 

1,000 

18  Feb.     1866 

614 

• 

. 

. 

8,700    I 

2,000 

30  Sept. 

- 

1,000 

9  Mar.    1864 

1,000 

. 

. 

„ 

44.  Hsiel  Grove  (Stockport)    - 

900 

26  June 

1864 

300 

14  Mar.    1866 

600 



« 

I 

800 

23  Jane 

- 

400 

. 

- 

- 

- 

_ 

46.  Heaton  Norris  (Stockport) 

9,683 

2,683 

^3Jiar. 

" 

1,000 

14  Sept.    1864 

1,000 

26^  Jan. 

1865 

588  j 

i 

Digitized  by 


Google 


PUBLIC  WORKS  (MANUFACTURING  DISTRICTS)  ACTS,  1863-4. 


APPENDIX. 


---------        Table  I. 

and  Place  ;  Pabticulabs  of  Boabd's  Obders,  Instalments,  and  Amounts  remaining  to  be  Adyaitced. 


4th  lostelment. 

6tb  Inttalment. 

6th  Instalment. 

Total 

Amount 

of  Inntalmenta 

advanced. 

Reaiduea 

of  separate 

Loans  to 

be  adranced. 

ToUl 

of  Renidues 

to  be 

advanced. 

D»te  of  Order. 

AmonDt. 

Date  nf  Order. 

AmouDt. 

Date  of  Order. 

Amount. 

4  Aug.  1865 

18  May  1866 

19  Jto.      " 

5  Oct.      - 

13  Dec  1866 
7"Noy.  1866 

£. 

• 

8,000 

2,000 
10,000 
10,000 

*             • 
10,000 

1,600 

6  Dee.  1866 

13  Sept.  1866 
2  Oct.      - 

£. 

8,000 

1,000 
10,000 

•  • 

m                            m 

•  " 

•  • 

6  Dec.  1866 

m                               • 

£. 
1,000 

£. 
12,000 

1,900 
79,043 

18,000 
7.600 

16,000 

2,000 

8,000 

100,000 

7,500 
97,934 

2,750 
3,600 
2,240 

600 
10,600 

30,000 
30,000 

600 
2,098 

12,000 
6^00 

11,000 
17,000 

7,000 

1,200 

760 

1,400 

6,788 

7,600 
7,800 

18,610 

- 

1,500 

666 

4,500 

16,000 

21,201 

«,000 
8,780 

600 

400 

1,614 

3,300 

2,688 

« 

£. 

2,000 
19,200 
6,900 

8,489 

37,600 

12,000 

716 

6,669 

2,600 

1,000 

1,000 

2,893 

18,300 

26,826 

2,369 

10.000 

43,QtO 

27,000 

1,600 

600 

2,100 

7,800 

18,269 

600 
402 

6,260 

6,t)0(> 
3,260 

3,709 
1.130 

6,421 

4,000 
4,400 
3,200 
6,000 

2,000 
2,500 

2,330 

6,500 

16,000 

2,760 
400 

£. 
27,100 

45,989 

12,006 
6^86 

3,600 

1,000 

2,895 

44,126 

2.369 
80.000 

1,500 

606 
2,100 

7,800 
18,259 

600 
402 

6,266 
6,000 

3,250 

3,709 
1.130 

6,421 
16,606 

2,006 
2.500 
7,830 

16.006 

2,760 
400 
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Table  I.— Table  setting  forth  the  Names  of  Towns  and  Places,  as  also  Total  Amounts  borrowed  by  each  such 


Names  of  Towns 

and  Placet  which  hare  received 

Loans  and  executed  Worki. 


46.  Heywood 

47.  Horwicb  (Bolton)      - 

48.  Holme  (Manchester) 

49.  Hurst      .        .        - 

60.  Hyde      -        -         - 

61.  Lancaster 

62.  Little  Lever  (Bolton) 

63.  Maccle»fidd  (Borough) 


64.  Macclesfield  Union   - 

65.  Manchester      - 


66.  Marple  (Stockport)  - 

67.  Middleton  and  Tonge 

68.  Moesley  .         -        - 


69.  Newton-in-Maderfield 


60.  Ofiertoo  (Stockport) 


61.  Oldham  -        -        - 

62.  Openshaw 

63.  Oswaldtwistle  - 

64.  OrerDarwen  - 

65.  Pendleton  (Salford)  - 

66.  Pennington 

67.  Pottlton  -        -         - 

68.  Preston  -        -        - 

69.  Qunrlton  (Bolton)    - 
70.'  Ramsbottom     - 

71.  Reddish  (Stockport)  - 

72.  Rochdale 

73.  Romiley  (Stockport) 

74.  Royton   -        -        - 
76.  Rusholme 

76.  Salford    -         .         - 

77.  Sharpies  (Bolton)     - 

78.  Skerton  (Lancaster)  - 

79.  Spotland  (Rochdale) 


80.  Stalybridge 


€1.  Stockport        .        -        -        -        . 

82.  Tintwistle  (Ashton)  -        -        -        « 

83.  Tyldesley 

84.  West  Houghton  (Bolton)    • 

86.  West  Leigh       .        .        -        -        • 
«6.  Wheelton  (Chorley)  .        -        -        • 

«7.  Wigan     ------ 

TOTA&f     -     -     -     ^, 


Total 
Amounts 
arranged 

to  be 


by  Towns 
and  Places. 


30,000 
1,600 
7,600 
1.000 

28,990  I 

7,000 
1,670 

46,630  < 


12,630 

156,000  I 

2,130  < 

6,000 
6,000 


20.600  < 


600 


120,180 


20,000 
22,738 

34,000  I 

16,606' 

11,686 
4,500 

63,239  < 

460 

8,600 

300 


29,600 

300 
4,000  I 
3,000 


40,760  I 

2,100 
600 

8,000  I 


74,288  < 

69,376 ' 
400 


16,760  I 

1,660 

6,312 

700 

48,070  / 


1,846,082 


Amounts 

of 
Separate 


£. 

30,000 
1,600 
7,600 
1,000 

14,200 

14,790 
7,000 
1,670 

33,600 
7.500 
6,630 

6.530 
5,000 
2,000 

25,000 
130,000 

730 
1,400 
6,000 
5,000 
9.000 
1,000 
3,620 
6,880 

200 
200 
10(1 

18,000 

5,7.00 

76.000 

4,200 

3,000 

14.280 

20.000 

22,738 

2.000 

32.000 

1,000 

16,506 

11,685 

4,500 

28,500 

19,739 

16,000 

460 

8,500 

300 

6,000 

10,600 

14,000 

300 

1,000 

3,000 

3,000 

40,000 

760 

2.100 

600 

1,000 

2,000 

2,954 

3,000 

6,834 

62,500 

25,493 

883 

2,000 

31,000 

400 

7,100 

8,650 

1,660 

6,312 

700 

30,270 

17,800 


1,846,082 


let  Instalment. 


Date  of  Order. 


30  Aug. 
18  Nov. 

13  May 

31  Oct. 
28  Mar. 
22  June 
31  Dec 

9  Oct. 

14  Sept. 
12  Oct. 
30  Dec. 

25  Sept. 
18  Oct. 

26  Feb. 

11  Jan. 
14  Jan. 

9  Jan 
14  Jan. 
17  Nov. 

9  Nov. 

6  Mar.       - 

1 1  Mar. 

7  May       - 
24  May       - 

28  Sept.    1863 

12  Mar.    1864 

29  Aug.       - 


1864 
1863 
1864 
1863 
1864 

1863 


1864 
1863 

1864 


1863 
1864 


1S63 
1864 


1863 


1863 


1864 


28  Sept. 

13  Jan. 

10  May 

29  June 

27  Dec. 

30  Dec. 
21  June 

12  Oct. 

28  Sept.      - 

5  Dec.       - 

25  April  1864 

18  Aug.      - 

19  Feb. 

31  Dec. 
24  Aug. 
24  Oct. 

18  Oct. 
9  June 

26  Aug. 
17  June 

14  Jan. 
14  April 

29  June 
9  June 

30  April 

31  Aug. 
29  Feb. 

3  Mar. 
2  May 

20  May 
31  Dec. 

29  Feb. 

24  Aug. 

9  Oct.     1863 

6  April   1864 
26  Aug.       - 

8  Oct.       - 

11  Jan. 

13  May        - 
26  May 

25  June       - 

30  Oct. 

26  Jan. 

19  Sept. 
19  Dec. 
19  Feb. 
19  Dec. 

21  Oct. 
II  Jan. 


Amount. 


1863 
1864 


1863 
1864 

1863 
1864 
1863 

1864 


6,000 

600 

2,000 

400 

3,000 

2,000 

6.000 

1,000 

10,000 

2,000 

1.500 

1.000 
1,500 
1,000 

12.600 
60,000 

400 
700 
2.000 
1.000 
2,000 
200 
1,000 
2,000 

200 
200 
100 

18,000 
2,000 

16,000 
2.000 
1,000 
3,000 
2.000 
6,000 
1,000 
6.000 

600 

3,000 

3,000 

4.500 

10,000 

5,000 

6,000 

460 

1,600 

300 

2,500 

6,000 

6,000 

300 

1.000 

700 

1,000 

8,500 

760 

500 

300 

500 

500 

1,000 

1,000 

1.000 

20.000 

6,000 
883 
760 

6,000 
400 

2.000 

2,000 
500 

2,000 

700 

10,000 

4,000 


617.832 


2d  Instalment. 


Date  of  Order. 


24  Feb.  1865 

21  June  1865 

26  Sept  1864 
26  Oct. 

3  Aug.  1866 

18  Feb.  1866 

17  Nov.  1865 

11  July  1864 

UJuly  - 

26  April  1866 
24  Sept.  1864 

16  May  - 

27  Sept.  1864 

4  Jan.  1865 

1  April  1866 

28  Nov.  1866 


10  Dec. 

26  Oct. 
9  Dec. 

31  July 

30  Sept. 

8  Sept. 

27  Sept. 
1  April 
1  Aprn 

11  Feb. 
13  Feb. 


1864 


1866 


1866 


18  Aug.  1864 
18  Aug.       - 

28  Aug.  1866 

4  May  1866 

11  Aug.  1864 
18  Oct. 


21  June  1866 

II  Aug.  1864 

21  Feb.  1866 
21  June 

2  July  1864 
16  Dec. 

9  Jan. 
26  May       - 
23  Nov.      - 

10  May  1864 

16  Dec  1864 

17  July  1866 

26  Oct.  1864 

9  June  1866 

8  June  1864 
8  Oct.       - 

15  July  1864 
15  July       - 


Ajnonnt. 


6.000 

3,000 

600 

3,000 

2,000 

200 

1,600 

760 

760 

12,600 
60,000 

830 

1,000 
1,500 

800 

2,000 


3,700 

16,000 

2,200 

2,000 

11,280 

2.<KK) 

10,000 

1.000 

6,000 

6,000 
3,000 

10,000 
3,000 
6,000 

1,500 

2,600 
4,600 


800 

8,000 

600 
300 
600 
600 

1,000 
1.000 
1,000 

6,000 
1,250 

7,000 

2.000 
3,000 
1,060 
1,600 

10,000 
4,000 


423,196 


3d  Instalment. 


Date  of  Order. 


26  July  1866 

14  Aug.  1866 

8  Feb.  1865 
7  Nov.    - 


17  Jan.  1865 
17  Jan.     - 


29  June  1866 


26  July  1866 
8  April    - 


6  Mar.  1865 

28  Not.  1666 
8  Nov.  1866 

16  Dec.  1865 

28  Aug.  1866 

28  Aug.     - 

9  Oct.     1866 


21  Jan.  1866 

20  Feb.  1864 
11  June     • 
4  Jan.  1866 


11  Nov.  1864 


29  June  1866 

16  July  1866 
21  Feb      - 


£. 
5,000 

2,600 

8.000 
2,000 


600 
500 


30,000 


^•00 
2,500 


16,000 

2,000 
6,000 

3,000 

5,000 
6,000 

1,600 


600 

964 
1,000 
1,000 


6,000 


1,812 

10,270 
IfiOO 


207,928 
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PUBLIC  WORKS  (MANUFACTURING  DISTRICTS)  ACTS,  1863-4.  ii 


Town  and  Place;  Particulars  of  Board's  Orders,  Instalments,  and  Amounts  remaining  to  be  advanced — continued. 

4tb  Inttalment. 

6th  Init^ment 

Total 

Amount 

of  Inrtalments 

Reaiduet 

of  Separate 

Loans  to 

Total 
of  Residues 

to  be 

Date  of  Order. 

Amount. 

D»te  of  Order. 

Amount. 

Date  of  Order. 

Amount. 

Adranoed. 

be  adrancfd. 

adranoed. 

£. 

£. 

£. 

£. 

£. 

£. 

8  Nor.   1865 

5,000 

11  Dee.     1865 

5.000 

:     : 

25,000 

800 

7,600 

1.000 

5,000 
800 

5,000 
800 

iHay    1865 

3,000 

•                             m 

- 

- 

;   \ 

18,000 

5,000 

1.200 

15,000 

2,200 
8,790 
2,000 
470 
23,500 
4,000 
4,030 

•0,990 

2.000 

470 

31,530 

. 

• 

. 

m                            m 

.             . 

6,000 

3,280 

6,530 

- 

- 

- 

- 

•             • 

155,000 

2,250 
1,000 

— 

- 

- 

- 

- 

— n 
1,480 

5,000 
5,000 
8,000 

700 
1,000 

7,000 

700 

1,000 

12,500 

.                             . 

. 

m                             m 

- 

. 

- 

2,620 
2,880 

,  II 

- 

- 

- 

- 

- 

600 

— 

. 

— 

— 

— 

— 

— 

— 

— 

- 

- 

•                             m 

- 

- 

- 

105,180 

- 

15,000 

^ 

— 

^.- 

.iM 

»— 

.V 

— 

— 

_ 

,30S^  1865 

16,000 

- 

- 

- 

- 

- 

15,000 

— 

"• 

"^ 

""" 

"■" 

— 

^'"" 

— 

1  •            • 

- 

- 

- 

•             • 

6,000 
15,000 
20,000 

14,000 
7,738 

14,000 

14,000 

7,738 

14,000 

. 

• 

• 

. 

• 

9,500 

500 

7,005 

- 

•  • 

•  m 

I                            I 

- 

•                             • 
••                             • 

•  • 

•  • 

•  • 

9,000 

4,600 

48,000 

460 

4,500 

300 

20,600 

6,505 
2,685 

8,500 
6,739 
5,000 

4,000 

2,685 
15,230 

4,000 
9,000 

•             » 

- 

•                             • 

- 

I 

•  • 

•  • 

300 
2,500 

9,000 
1.500 

1,500 

•             • 

•                    * 

"                             • 

-                             - 

- 

•             • 

1,900 
17,260 

2,000 
23,500 

2,000 
23,500 

- 

- 

- 

- 

- 

- 

1,100 

600 

3,000 

1,000 

1,000 

9  June    1865 

500 

•                             • 

. 

^" 

30,954 

43,334 

«_ 

^— 

— 

-^ 

^~ 

MW 

— 

-^ 

.~M 

16  Mar.    1865 

1,000 

23  Sept.  1865 

1,000 

- 

•                               m 

. 

834 
42,500 

— 

15  Dee.    1864 

5,000 

7fiJar.   1865 

5,498 

- 

- 

40,376 

- 

19,000 

- 

f; 

f; 

•                            • 
1 

•  • 

•  • 

400 
9,000 

1,560 

5,312 

700 

19,000 

3,100 
3,650 

6,750 

• 

• 

• 

- 

- 

•                             • 

- 

42,270 

- 

5,800 

• 

- 

. 

•                     • 

«                             • 

- 

- 

5,800 

— 

71,000 

30,498 

1,000 

1,251,449 

594,633 

594,633 

375. 
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REPORTS  ON  THE  OPERATION  AND  PROGRESS  OF  THE 


Table  II. -- 

Table  setting  forth  the  Total  Quantities  of  all  Works,  together  with  the  Total 


SBWBKA.OB  WOUCS. 

StKBR  WOftES. 

I 

Total  Length 

Total  Length 

Names  of 

df  Earthenware 

Pipes. 

of  Brick  Severs. 

Total  Number  of 

Names  of 

Local  Surveyors 

1 

S 

1 

^ 

Towns  and  Places 

who  have 

Diameters  of  Earthenware    | 

Diameters 

s 

SuperficUl  Yards  of 

•5 

in  which  Works 

devised  and 

superintended  the 

Works. 

Pipe  Sewers  and 

Draina. 

of  Brick  Sewers. 

EC 

1 

Street  Works. 

Lineal  Yards  of 

have  been  executed. 

"'i 

ir 

H 

ii 

11 

f 

X 

-1 
11 

2j  I 

•»3 

in 

II 

6 

s 

-i 

II 

Paving. 

Flagging. 

Ohan- 
neUing. 

Kerb- 

atone. 

J 

2 

Accrington     - 

, 

Mr.  J.  Bell 

1,906 

3,260 

. 

157 

.. 

. 

17.793 

5,330 

3,609 

3,315 

2,569 

AdlinRton  (Chorley)   - 

. 

„    J.  Derham- 

- 

- 

_ 

- 

. 

- 

. 

- 

- 

. 

. 

^dwick  (Manchester) 

- 

„    J.  G.  Holt 

10,000 

1,960 

- 

- 

- 

- 

12,554 

6,984 

- 

4,021 

2,580 

Ashton-  under-Ly  ne  - 

- 

„    J.  KobinRon 

10,950 

420 

- 

10,138 

1,740 

1,465 

97,490 

41,876 

790 

18,518 

12.104 

Ashton-under-Lyne     an 

'! 

„  J.  Emmetr,  c.k.  - 

}: 

Stalybridge        Water 

„    J.  L.   Blackburn, 

- 

- 

- 

- 

- 

- 

- 

- 

— 

- 

works 

c.«- 

Atheiton 

„    J.  Sharpies 

115 

- 

1,466 

- 

- 

18,204 

1,718 

- 

4.203 

- 

Bacup  -         -        - 

- 

,»    J.  Brierley,  c.K.  - 
„    T.  Le  Burn 

1  1,165 

3,565 

- 

144 

1,697 

120 

673 

6,857 

18 

3,885 

5,162 

Barton  and  Eccles  - 

. 

„     K,  W.Barnes,  c.E. 

11 

1,707 

- 

494 

309 

60 

. 

. 

- 

- 

- 

Bedford 

'f 

„    E.  Pritchard 

„    P.  Smith,  Borough 

3,639 
82,340 

472 

— 

2,153 

— 

290 

7,794 

4,744 

5,210 

5,278 

2,700 

Engineer. 

Blackburn     - 

„    J.    Brierley,  c.e., 

23,874 

1,384 

2,435 

1,458 

3,656 

98,852 

59,855 

25,100 

25,100 

13,320 

Consulting    En- 

gineer     - 

Bollington      - 

- 

- 

— 

"" 

- 

• 

- 

- 

- 

- 

1,200 

600 

400 

Bolton  ... 

" 

Mr.  11.  Baylis,  c.  e.    - 

U,935 

7^52 

" 

23^78 

253 

2,136 

41,404 

29,460 

14,560 

17,800 

84.526 

Bowdon 

„    J.  Newt(»n,  C.E.  - 

3,125 

3,467 

654 

Bradford 

- 

„     R.  J.  Uwtnn       - 

- 

1,223 

- 

- 

180 

148 

2,245 

1,316 

964 

489 

1,388 

Bredbury  (Stockport) 

- 

„    J,  WhiUker 

335 

2,218 

- 

- 

- 

- 

- 

- 

- 

- 

Biindle  (Chorley)  - 

- 

•             -             - 

~ 

- 

- 

— 

- 

— 

- 

- 

— 

— 

- 

Broughton  (Salford) 

- 

Mr.  J.  W.  Rielly        - 

4,323 

2,943 

- 

98 

1,115 

- 

791 

444 

10,534 

2,749 

6,503 

Burnley 

x 

„    W.  H.Colbran     - 
„    J.  Emmett,  c.E.  - 

I  9,307 

774 

102 

. 

840 

36,153 

17,087 

8,723 

8,343 

4,593 

Bury     -         -        - 

,•    J.  Farrar    - 

- 

5,945 

- 

8,518 

« 

- 

4,339 

2,532 

1,050 

1,146 

- 

Charnock  Richard  (Choi 
ley)  -         -         - 

-I 

,,    J.  Derham  - 

- 

- 

- 

•- 

- 

- 

- 

- 

- 

- 

Cheadie  (Stockport) 

„    J.  WhiUker        - 

- 

1,610 

. 

- 

- 

- 

- 

- 

— 

- 

- 

Cheetham  (Manchester) 

. 

„    H.F.Young       - 

- 

- 

- 

- 

- 

- 

21,270 

7,000 

- 

1,000 

1,986 

Chorley  (Cheshire) - 

- 

„    S.  C.  Trspp 

584 

1,422 

— 

1.632 

2,134 

- 

2,802 

806 

796 

710 

504 

Chorley  (Lancashire) 

- 

„    J.  Derham  - 

- 

- 

. 

- 

- 

- 

24,866 

6,853 

- 

3,695 

2.696 

Cho!  'ton  (Manchester) 

- 

y,    J.  Langtry- 

- 

- 

- 

- 

647 

- 

60,740 

28.t?30 

- 

7,479 

5,699 

CIaytt>n-)e-Moors    - 

. 

„    J.  Brierley,  c.  e.  - 

1,095 

4,611 

676 

- 

43 

117 

6.172 

2,590 

- 

1,313 

764 

Crompton 

. 

„    W.  Blackburne    - 

350 

130 

. 

- 

. 

45 

6,530 

485 

- 

354 

^f»i 

Cuerden  (Chorley)  - 

- 

„    J.  Derham - 

— 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

Darey  Lever  (Bolton) 

. 

M    J,  Brown    - 

872 

« 

^ 

^ 

_ 

_ 

9,736 

80 

1,000 

1,000 

„ 

Denton  -         -         - 

. 

„    T.  Wharam 

9,763 

3,101 

- 

- 

884 

460 

263 

102 

- 

310 

328 

Didthory  (Chorlton) 

- 

„    R.  J.  Lawton 

314 

174 

. 

- 

2,608 

- 

- 

- 

- 

- 

- 

Broylsden 

- 

„    S.  C.  Tiapp 

130 

1.126 

. 

920 

2,128 

- 

4,195 

2.676 

2,250 

2.250 

- 

DukinSeld     - 

• 

„    J.  Cartwright       - 

2.954 

1,084 

. 

531 

1,336 

800 

19,084 

8,077 

4,531 

4,540 

3,426 

Edg worth  (Bollon)  - 

- 

„    J.  Walker  - 

- 

- 

- 

- 

- 

- 

10,983 

— 

2,200 

2,200 

- 

lEUxton(  Chorley)  - 

- 

„    J.  Deihaui 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

Failsworth      - 

- 

„    S.  C.  Trapp 

676 

2,139 

- 

- 

- 

35 

8,010 

5.035 

4,398 

/  2,464 
I  3,890 

}  - 

Farnworth      - 

. 

„    J.  Lomax  - 

8,650 

2,018 

- 

3,921 

3,195 

894 

24,974 

11,261 

6,113 

6,113 

7,327 

Glossop 

2,301 

1,063 

4,892 

6,440 

Gorton  -        -        - 

Mr.  T.  Mayor  -        - 

655 

147 

857 

212 

120 

5,900 

3,663 

1,991 

2,437 

Gre^t  Usnrood      - 

„    J.  Brierley,  c.E, - 
„    R.  Chippendale    - 

}  5,119 

2,855 

931 

- 

- 

282 

7,645 

2,651 

- 

1,784 

1,080 

HalliweU 

. 

f,    J.  Dawson- 

181 

25 

^ 

272 

^ 

28 

^ 

^ 

.» 

. 

. 

Hamlforth  (Stockpoit) 

. 

„    J.  Whitaker 

- 

- 

. 

. 

. 

- 

- 

. 

- 

- 

. 

Hnrwood  (Bolton)  - 

- 

„    C.  W.  Hupwood  - 

- 

- 

. 

- 

- 

- 

11,289 

- 

- 

-. 

- 

Haxel  Grove  (Stockport)  - 

„    J.  Whitaker        - 

^    • 

820 

. 

625 

-. 

— 

~ 

- 

— 

— 

- 

HeatoD  riorris        >) 

• 

"             •             " 

"" 

1,000 

— 

1,130 

"• 

»     * 

~ 

• 

"■ 

"■ 

•" 
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Table  II. 

ExPEKDiTCEE  In  respect  of  all  Works  executed  up  to  the  .30th  December  1865. 


1 

1 

'a 
.3 
1 

TOTAL  EXPENDITURE  IN  RESPECT  OF  ALL  WORKS 

3 

1 

«55 

REMARKS. 

f 

O 

Materials. 

Labour. 

Team  Work. 

Land. 

Compensatbn. 

Incidentals. 

Total. 

^1 

b 

K 

3 

is 

H 

• 

Tom. 

£.     9,    d. 

£.     #.    d. 

£.    I. 

d. 

£.     $. 

d. 

£.    *.    d. 

£. 

9. 

J. 

£.       *.   J. 

' 

^ 

7,460 

4,976  16  U 

2„844  11     7 

189  13 

7 

4,229     - 

- 

- 

385 

5 

3 

12,524    7     4 

Market-place  in  course  of  f<»r- 
mation. 

1420 

2,867 

1,032     2     3 

392     -     9 

396  10 

6 

. 

. 

- 

72 

17 

. 

1,893  10    6 

Works  completed. 

7,470 

— 

- 

- 

- 

. 

. 

« 

. 

. 

. 

17,830    -  10 

- 

37,269 

29,602     2     4 

14,904     9     8 

6.471 

6 

- 

- 

168  12  11 

2.585 

6 

2 

62,761   11     7 

- 

- 

3,793     1     5 

16,237     6     2 

679     4 

11 

5,000     - 

- 

286  15    - 

26 

9 

1 

26,221    16     7 

3^12 

3,217 

1,634     1     4 

1,248  13     6 

1,019     8 

- 

. 

. 

- 

• 

. 

3,902     2  10 

- 

2^1 

3,379    3     2 

6,232  13     - 

490     - 

- 

1,109  12 

9 

3'   3    - 

152 

6 

8 

11,366  18    7 

- 

- 

- 

. 

- 

• 

, 

^ 

. 

. 

. 

2.666  16    - 

~ 

3,343 

4,402     8     2 

2.168  17     9 

316  15 

2 

- 

• 

18    2    - 

98 

17 

- 

6,994    -     1 

- 

60,106 

46,643     7     8 

33,707     4     9 

7.146     3 

4 

• 

- 

466    -    - 

1,600 

- 

- 

89,461  16     9 

- 

- 

- 

• 

- 

- 

. 

. 

•             • 

. 

• 

7,714  17  10 

7,417/.  18#.6(/.,  expended  in 

33,000 

22,049    5     2 

36,372  16     7 

2,816  19 

3 

21,889    - 

81,627    -    - 

the  construction  of  gasworks. 

Waterworks,  in  course  of  con- 

stmction.     River  Croal  im- 

creation    ground   completed. 

Public   parks    in   course   of 

: 

128 

1,386     -    - 

987     3     1 

113    - 

- 

- 

- 

6     5- 

262 

18 

8 

2,743    6    9 
3,270    -    - 

formation. 
Works  completed. 

683 

— 

- 

- 

• 

. 

. 

• 

. 

• 

2.240    -    - 

336 

"" 

120     1     - 

235     3    9 

- 

- 

10     - 

- 

1  10    - 

42 

8 

- 

409    2     9 

Works  completed  as  ^r  as  in- 
tended. 
Macadamising    35,072    ynidn. 

- 

- 

- 

- 

- 

- 

• 

- 

- 

. 

- 

11,737     8     1 

Cinders  audasphalte,  24.214 

yards. 

540 

14,260 

11,626  19    6 

11,431   17  10 

and  team  work 

129    3 

6 

8    -     - 

116 

16 

^ 

/23,311  17     3 

i  2,000    -    - 

24,396  13    - 

- 

- 

7,627  19     7 

7,867  19     7 

220     3 

6 

^,364  18 

9 

217  16    - 

208 

8 

Gas  tank  completed. 

" 

~ 

"               " 

- 

- 

- 

- 

- 

- 

• 

- 

- 

No  works  executed. 

- 

- 

- 

- 

- 

. 

. 

. 

« 

^ 

^ 

2,098    -    - 

- 

6,963 

8,494     8     - 

1,418  11     9 

691  17 

- 

- 

. 

. 

. 

, 

10,604  16     9 

- 

— 

- 

- 

• 

. 

„ 

• 

• 

. 

^ 

7,067    -     - 

1,573 

11,637 

4.003  14     4 

3,737     -  10 

1,641     9 

5 

183  13 

6 

. 

315 

1 

6 

9,780  19     6 

- 

11,800 

10,242     3     6 

3,677     4  11 

686  13 

7 

. 

* 

. 

14,406     2    " 

159 

2,833 

2,465  18     7 

2,094  12     2 

180  17 

8 

, 

, 

296  19 

4 

5,038     7     9 

1,050 

2,286 

635  17     4 

400     6     3 

80  14 

6 

« 

, 

. 

60 

_ 

M66  18     1 

- 

— 

239  11   10 

461   16     9 

32     9 

- 

. 

- 

- 

26 

6 

10 

749     3     6 

Land  drainage  1 14  acre«,  worka 

1.632 

- 

578     3     5^ 

670     2     2^ 

236  11 

H 

^ 

^ 

12     -    - 

11 

5 

9 

1,400    -    - 

completed. 
Works  completed. 

- 

210 

2,100     -    - 

8,460     -     - 

360     - 

- 

: 

12     -    - 

- 

- 

6,778     -    - 
6,135  13     5 

Works  completed. 

1,500 
17^47 

10,320 

6,964  14     7X 

3,248  18     1 

1.286  19 

H 

- 

- 

- 

174 

6 

9 

7,016     -     - 
10,674  18     9 

Macadamizing  1,050  yard<. 

2,200 

4.600 

932  13     9 

363  17  10| 

185  17 

H 

. 

. 

. 

41 

9 

-J 

1,600     -    - 

•* 

330 

936 

169     9     - 

122  15     6 

116  16 

& 

43     7 

- 

- 

4 

18 

8 

446     6     6 

Works  completed. 

3,190 

2,286 

- 

- 

- 

- 

- 

. 

- 

• 

. 

3,922  15  1 4 

- 

10,100 

6,426     2    3 

4,896  10    - 

2.069  13 

4 

60    - 

^ 

30    -    - 

260 

_ 

. 

13,722     6    7 

" 

36,000 

3.010  17     1 

13.492  18  11 

1,846  10 

- 

. 

. 

- 

966  16 

4 

19,316     1     4 

Bloorland  broken  op,  3ic.  68a. 

3iu  5p.        Laud    drainage, 

1,000  actes.     Six  reaervoirs 

Works  are  very  clo*e  on  com- 

- 

2,148 

- 

- 

- 

. 

• 

• 

• 

• 

. 

4,202     6     6 

pletion. 
Office  for  Local  Board  erected. 

" 

2.722 

• 

- 

- 

- 

- 

- 

- 

- 

8,006     1     8 

Pumps  for  water  supply  erected. 
Slaughter-houses  nearly  com- 

"■ 

"" 

• 

•  " 

• 

• 

- 

- 

•             • 

• 

• 

831  10    4 

pleted. 

330 

■" 

- 

- 

- 

- 

- 

- 

. 

m 

• 

400     -    - 

Works  completed. 

"■ 

"" 

• 

- 

- 

• 

- 

- 

"             • 

• 

. 

1,341  14  10 

~ 

"" 

•                • 

- 

- 

- 

- 

• 

- 

• 

3,300    -    - 

■ 

• 

• 

• 

• 

• 

- 

2^83     -    - 
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Tablb  II. — ^Tablb  setting  forth  the  Total  Quantities  of  aJl  Works,  together  viith  the  Total 


Klines  of 
Towns  and  PUees 
'  in  wbiek  Works 
hsTe  been  ezecoted. 


Names  of 

Local  Sotvejrors 

who  hare 

derised  and 

saperintended  tbe 

Works. 


Skwkeagk  Woeks. 


Total  Length 
of  Enrthenware  PipeSb 


Total  length 
of  Brirk  Sewers. 


Diameters  of  Earthenware 
Pipe  Sewers  and  Drains. 


II 


i1 


h 

iii 


Diameters 
of  Brick  Drains. 


."2 
c.S 

d:3 


11 


6 

9 

-1 


SrrmMWT  Works. 


Total  Number  of 


Superficial  Yards  of 
Street  Works. 


Paving. 


Flagging. 


Lineal  Yards  of 


Chan- 
ndliog. 


Kerb. 


S 
i 

00 

o 

I 

3 


Heywoud        -        -         - 
Horwich  (Bolton)   - 
Hulme  (Manchester) 
Hurst    -        -        -        - 
Hyde     -        -        -        - 
Little  Lever  (Bolton) 

Macclesfield  (Borough)     - 

Macclesfield  Union  - 
Manrbester     -         .        - 


Marple  (Stockport) 
Middleton  and  Tonge 
Mossley 

Newton«in-Mackerfield 
Qfferton  (SUMrkport) 
Oklham 

Openshaw 

OswaldtwiaCle 

Over  Darwen 
Pendleton 
Pennington     - 
Poulton 

Preston  -      •  - 

Quarlton  (Boltoo)   - 
Ramsbottom    • 
Reddish  (Stockport) 
Rochdale 


Romiley  (Stockport) 
Royton- 
Salfbrd  - 


Sharpies  (Bolton)    . 
Skerton  (Lancaster) 


Spotland  (Ro?hdale) 
Stalybridge    • 

Stockport      • 

Tintwistle  (Ashton) 


Mr.  J.  Farrar   - 
„    W.  Rawsthom 
,.    H.  Royle  - 

Mr.  R.  J.  Lawton 


Idr.  H.  &  Aspinwall  - 

„    A.  Carswell 
„    J.  J.  Lynde 


{ 


•{ 


Tyldesley      -        -        -^ 
West  Houghton  (Bolton)  . 


West  Leigh     - 
Whedton  (Chorley) 
Wigan 


J.  Whitakcr 
J.  Lees  - 
J.  Haynes  - 
R.  firierley,  c.«.  - 
J.  Wbitaker 
R,  Lynam- 

T.  Mayor   - 
J.  T.  Perring,  c.e. 
J.  Brierley,  c.s.  - 
O.  Pannington    - 
J.  Cunliffe  - 
T.  R.  LnfOiouse  - 
O.  Dickenson 
R.  Lawson,  ex.  - 
J.  Newton,  c.B.  - 
E.  Garlick 

H.  Greenhalgh   - 
J.  Cross      - 
J.  Whitaktr 
T.  Walker- 


„    J.  Wbitaker 
Mr.  J.  Evans    - 


ff    X.  Spencer 
,f    R.Lawson,  C.E. 


Mr.  G.  A.  Lee  - 

„    A.*  Taylor  - 

„    J.  Brierley,  c.«.  - 


140 
2,236 


7,369 


Bir.  T.  Hesslegrave    - 
„    J.  L.  Hunter,  ex. 

,,    J.  Green    - 


„    W.  Galbraith      - 

„    J.  Derham 

„    J.  L.  Hunter,  c.s. 


1»4I9 
860 

10^81 
642 

.  1,616 

6,409 
2,303 
8,098 

.  8,968 

447 
360 


767 
974 


8,936 

1,701 

140 

3,638 


8,818 


3,123 
6,688 


}   1,9|2 


2,309 


232,291 


1,110 
2,319 
2,366 

214 

401 

1,760 

9,423 
1,666 
1,615 

1,114 

2,318 
1,816 


866 
282 


608 


4^43 
277 
780 
380 


276 
4,120 


60  ; 

71 


90 


190 


668 


3,692 
7,926 


412 


1,880 


862 


IHO 


60 


141,066 


4,703 


146 

1,486 
1,286 

14,299 

694 

410 


1,200 
660 


100 
232 


3,021 
700 


260 
2,321 


814 


1,602 


86,090 


270 
402 
640 

1,848 

1,663 


1,660 

4,696 

916 


792 


909 
7,617 

8,080 


169 


62,693 


100 

1,866 

160 

100 

876 
600 
136 


1,670 
6,827 
14,877 
1,600 
7,214 


967 

967 
1,000 
6,421 


^29 
1,260 

2,239 


529 

1,260 

626 

690 

2,.590 


6,467 


9,672 


6,671 


6,380 


200 


225 
171 


180 


261 


8.660 
13,260 
66,30& 

6,446 


80,164 
24,918 
12,246 

169.661 

2,400 
6,668 

2,774 


4326 
18,790 


6,246 


12,990 
11,977 

2,647 


9,992 
3,913 

7,636 
29,396 


4,982 

300 

89,66§ 

8,647 


11.416 

11,273 

6,188 

19,232 


1,380 
688 


1,182 
8,062 


1,776 
6,169 

1,470 


250 
21,847 

400 

9,707 
6,852 

37,069 

480 

1,486 

325 


4,048 


849 


1,031,086 


4,763 


602 
11,460 


3,2^ 
1,600 

1,286 
6,607 


407,161     208,867 


8,372 

2,320 

19,487 

1,256 

400 

9,676 
6,852 
3,450 

40,658 

480 
1,019 

1,215 


1,061 
4,048 


1,265 


4,297 
891 


849 


8,253 
1,600 

986 
6,030 


266,571 


264 
1,260 

655 
2,123 


8,342 


1^80 

25^20 

742 

200 

3,548 
3,405 
1,807 

28,675 


1,126 

2,214 


1,829 


1,902 


3,856  ] 


198,418 


Note. — Where  the  Works  have  been  ezeouted  by  Contract,  the  Local  Surveyors  have  not  been  able  to  divide  the  Expenditure,  and 

Office  of  Pablic  Works, 

St  Peier's  Square,  Manchester, 

12th  January  1866.  _ 
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Expenditure  in  respect  of  all  Works  executed  up 

to  the  80th  December  1%Q^ -continued. 

e 

1 

4 

5 

TOTAL  KXPENDITURE  IN  RESPECT  OF  ALL  WORKS. 

1 

.2 

1 

REMARKS. 

s 

1 

■3 

a 

on 

1. 

1 

Materials. 

Labour. 

Team  Work. 

Land. 

^tiSr^  1   Incidental. 

TOTAI 

•• 

n 

J 

TbiM.'       £.     f.   d. 

£.      f.    A 

£.       M.    d. 

£.     t.  d. 

£.    #.  d. 

£.     t.    d. 

£. 

*. 

d. 

264 

6,870  12  10 

9,959    -  11 

715  17     6 

. 

. 

654  15    - 

18,200 

6 

3 

l;t60 

3,678 

589     4    6 

173  11     8i 

. 

- 

- 

24  14    5^ 

787 

10 

8 

Works  completed. 

„ 

4,315 

. 

- 

. 

- 

- 

• 

6,835 

- 

9 

655 

- 

587  12  Uh 

441   18     9 

98    >     9^ 

- 

2     5    - 

- 

1,000 

- 

- 

Gas  lampa  erected. 

_ 

„ 

. 

• 

- 

. 

-          • 

> 

16,050 

— 

— 

- 

- 

- 

- 

- 

- 

- 

- 

1,200 

— 

- 

No  return  made.  Works  com- 
pleted. 

- 

12,659 

6,664     8     2 

10,256  16    3i 

696  18     2 

* 

" 

23  10     2 

17,641 

12 

9J 

Macadamieing  14,810  yards. 
Cemetery  nearly  completed. 

14^71  11.3621 

1,276  19    - 

868    -  11 

1,583     1     1 

- 

- 

78    5  11 

3,806 

6 

11 

—          • 

. 

• 

- 

- 

• 

151,026 

2 

3 

Waterworks.    About  12  miles  of 

main  pipes  have  been  laid,  and 

the  reservoir  is  about  three- 

, 

fourths  completed.  Cemetery, 

containinir   about   40   acres. 

The  land  has  been  about  three- 

fourths    formed,    and    roads 

nearly  completed.  The  chapels 

600 

. 

- 

. 

"              " 

- 

- 

- 

1,430 

- 

- 

are  about  one- half  completed. 

- 

2/»89 

2,697  18    3 

1,508     7  11 

443  11     - 

- 

- 

88  12  11 

4,738 

- 

- 

4,207 

_ 

. 

- 

- 

- 

- 

- 

6,000 

- 

- 

. 

1^00 

_ 

. 

- 

- 

- 

. 

. 

6,850 

- 

. 

528 

__ 

_ 

. 

- 

. 

- 

. 

500 

. 

- 

Works  completed. 

8,162 

37,751 

26,555     2  11 

80,770  15     7    8,255  10    6  | 

16,325  12     1 

389  18     9 

3,477  14     7 

85,774 

14 

5 

35  mills  drained.    Public  Park 

opened,  28th  August  1865. 

2,198 

2,342 

- 

- 

- 

" 

- 

• 

5,207 

11 

8 

- 

600 

2,492  12    - 

3,450  12     - 

138  15     - 

2,485  13    - 

41     2     4 

438  14    3 

9,047 

8 

7 

Waterworks  in  course  of  con- 
struction. 

- 

11^72 

7,416  10    - 

5,390    -    - 

716     -    - 

-  ' 

300    -    - 

320    -    - 

14,142 

10 

- 

. 

12,350 

. 

- 

- 

- 

- 

- 

16,505 

- 

- 

^ 

5.374 

4,406    5    - 

1,839  11     5 

395  19    9 

"              " 

28  12    6 

35     1  10 

6,705 
3,651 

10 

7 

6 

Waterworks  completed. 

700 

52,256 

22,140  16     9 

18,728    -     2 

3,089     -    - 

717  14    - 

. 

• 

44,675 

10  11 

CaUle  market  in  course  of  fbi^ 

mation.    Avenbam  and  Bloor 

500 

50    -    - 

350    -    - 

40    -    - 

„ 

. 

10     -    - 

450 

„ 

. 

- 

«. 

1,437  11     3 

2,577     8     8 

6  18     2 

- 

13  10  10 

146     4    9 

4,191 

3 

8 

480 

. 

« 

- 

- 

. 

- 

- 

800 

- 

- 

7,050 

2,212     4     1 

3,912  15     5 

94  11     2 

5,098     7  11 

735    -    - 

205     -    5 

12,257 

19 

The  river  wall  in  front  of  the 
New  Town  Hall  is  built,  and 
the  levelling  of  the  ground 
proceeding.  About  half  done. 

500 

. 

. 

. 

. 

. 

- 

. 

300 

- 

. 

Works  completed. 

1,125 

740 

1,065    9    4 

525  10     6 

24  16     9 

- 

• 

. 

1,615 

16 

7 

6,694 

"                " 

■ 

' 

* 

20,375 

13 

11} 

Cattle  market  extension  about 
one-fourth  completed.  Manure 
depdt  entirely  completed. 

800 

6,000 

350  11     1 

395  11     8 

301  13     8 

. 

. 

46  10    9 

1,094 

7 

2 

" 

"                " 

" 

■       ■ 

■ 

" 

573 

4 

4 

Water  supply,  2,278  yards  of 
pipes  laid,  with  necessary 
hydrants,   valves,  and  house 

2,396 

4,556 

1,594     3     9| 

922     3  11 

229  15     1\ 

. 

• 

89    8    ^ 

2,835 

12 

H 

services.     Works  completed. 

- 

3,700 

4970    5     7 

3,792  18     2 

1,340  15     7 

- 

- 

632  14     4 

10,736 

13 

6 

466 

7,663 

13,593  17     3 

10,004  15  11 

1,497  12     7 

7,772  18    9 

106     3  10 

1,615  18     1 

34,591 

6 

5 

- 

- 

136    3     1 

240  11     6 

- 

- 

• 

23    5     5 

400 

- 

- 

Water  supply,  1,740  yards  of 
pipes  laid.   Works  completed. 

- 

6,320 

4,297  14    3 

683     8     8 

117     3    9 

- 

2  14    - 

300    -    - 

5,401 

- 

8 

Water  supply,   831    yards   of 

2,913 

1,285 

466  11     U 

533     7     84 

438  19     2\ 

' 

115     2     9^ 

1,654 

10 

Macadamising  1,200  yards. 
Forming  footpaths,  1,905 
yards.       Rail  Fencing,   899 

1,270 

2,684 

2,033     1   10 

1,372     7     3 

312  19    - 

22     9    2 

^         . 

510     3     6 

4,261 

„ 

9 

yards.     Worka  completed. 

656 

1,005 

173    9    - 

221     6    - 

90    5     - 

• 

. 

_ 

485 

. 

~ 

- 

9,940 

18,092     4     4 

23,794    4     5 

2,077  19  11 

2,018    3     5 

^- 

69  10     - 

46,052 

2 

I 

Water  t>npp1y.  The  reservoir  will 
be  completed  in  six  months. 

87,918 

- 

- 

- 

- 

- 

• 

- 

1,092,880 

2 

4 

in  those  cases  where  the  Expenditure  exceeds  the  amount  of  the  Loans,  the  latter  sum  only  is  placed  in  the  column  of  Totals. 
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REPORT  on  the  Progress  of  Public  Works  in  the  recently  distressed  Cotton 
District,  by  Robert  Rawlinson,  Esq.,  c.B.,  Government  Engineer,  to  the 
Right  Honourable  C.  P.  VillierSy  m.p.,  President  of  the  Poor  I-aw  Board. 


Rivers  Commission  Office, 
No.  2,  Victoria- street,  Westminster, 
Sir,  12  May  1866. 

Herewith  I  beg  to  submit  a  Return  showing  totals  of  the  various  public 
works  as  executed,  and  of  moneys  as  expended  on  the  same,  from  the  Ist  of 
January  to  the  31st  of  March  1866. 

The  amount  of  money  set  apart  for  public  works  in  the  distressed  cotton 
district  under  the  provisions  of  the  "  PubUc  Works  (Manufacturing  Districts) 
Acts,  1863-64,"  amounted  to  1,850,000/.  Out  of  this  sum  there  has  been 
allotted  to  the  local  authorities  fn^ra  time  to  time,  upon  reports  and  under  your 
sanction,  a  sum  of  1,846,082/.  Some  of  the  works  will  be  completed  within 
the  estimates  made ;  and  in  other  cases  projected  works  will  not  be  commenced, 
so  that  probably  not  more  than  1,800,000/.  will  ultimately  be  taken  up. 

The  total  amount  advanced  up  to  the  31st  March  last  was  1,343,806/. 

The  amount  which  appears  to  have  been  expended  at  that  date  was 
1,177,701/.  4A-.  lOid. 

The  entire  length  ot"  sewerage  and  drainage  works  executed  at  the  same  date 
was  560,161  lineal  yards,  or  about  318  miles. 

The  total  area  of  paving  and  other  surface  works  of  street  and  highway 
improvement  completed  upon  the  31st  March  was  2,131,167  superficial 
yards,  or  about  440  acres. 

The  405th  Report,  recommending  a  third  instalment  to  the  Board  of 
Guardians,  Bolton  Union,  for  improvement  of  highways  in  the  township  of 
Sharpies,  has  been  signed.  Further  inspections  and  reports  will  be  made  as 
the  works  proceed  to  completion. 

On  the  31st  March  1866  works  were  completed  in  the  following  places, 
22  in  all : 

Names  of  Places  in  which  Works  have  been  Completed. 


1.  Adlington  (Chorley). 

2.  Bowdon. 

3.  Bredbury  (Stockport). 

4.  Brindle  (Chorley). 

5.  Cuerden  (Chorley). 

6.  Darcy  Lever  (Bolton). 

7.  Denton. 

8.  Edgworth  (Bolton). 

9.  Euxton  (Chorley). 

10.  Glossop. 

11.  Handforih  (Stockport). 


12.  Hazel  Grove  (Stockport). 

13.  Heaton  Norris  (Stockport). 

14.  Little  Lever  (Bolton). 

15.  Marple  (Stockport). 

16.  OflTerton  (Stockport). 

17.  Pendleton. 

18.  Reddish  (Stockport). 

19.  Romiley  (Stockport). 

20.  Skerton  (Lancaster). 

21.  Tintwistle  (Ashton). 

22.  West  Houghton  (Bolton). 


The  progress  of  the  works  continues  to  be  impeded  by  a  scarcity  of  labour, 
and  the  difficulty  of  obtaining  a  sufficient  supply  of  materials  at  former  rates. 

The  works  completed  prove  to  be  of  the  greatest  public  and  private  utility, 
the  public  health  has  been  benefited,  and  local  traffic  is  greatly  facilitated  by 
the  improved  roads  and  paved  streets.  The  pubUc  parks  also  afford  means  of 
enjoying  fresh  air  and  recreation  to  the  vast  numbers  who  frequent  them. 
The  money  advanced  by  Government  has  been  expended  with  economy  and 
care,  as  is  proved  by  a  low  rate  of  interest  and  long  term  for  repayment  not 
having  offered  temptations  to  extravagant  or  wastefiid  expenditure,  those  works 
alone  which  were  necessary  and  useful  having  been  undertaken  and  executed. 

The  great  bulk  of  the  work  may  be  completed  this  year  (1866),  so  as  to 
enable  the  Public  Works  Office  in  Manchester  to  be  broken  up ;  any  remain- 
ing works  can  be  finally  closed  under  administration  from  London. 

I  have,  &c. 
(signed)         Robert  Rawlinson. 
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REPORTS  ON  THE  OPERATION  AND  PROGRESS  OF  THE 


Return  of  Total 

Quantities  of  Works  executed 

Sewbbaob  Works. 

Strbbt  Wores. 

Road 

JS 

Work  a 

:    I 

Total  Length 

Total  Length 

Total  Number  of 

Total 

of  Earthenware  Pipes. 

of  Brick  Sewers. 

^ 

Names  of 

Diameters 



^^ 

Length 
of 

.2 
1 

1 

1\>WD8  auJ  PiaceH  in 

of 

!          Diameters 

Superficial  Yards 

i 

Earthenware  Pipe, 

1                 ^^ 

ToUl 

i 

>f 

Lineal  Yards  of 

1 

3 

which  Works 

Sewers  and  Drains. 

.       B^ok  Sewers. 

Number 

Street  Works. 

Streets 

1^ 

2 

have  been  exeented. 

1 

of 

in 

5 

o 

/                         \ 

Under 
12-in. 

12-in.  to 
20-in. 

20.in. 
and 

j     Under 
2-ft&4n. 

2.ft.  6-in. 
and 

Houses 

Chan.      Kerb- 

Yards. 

Imeal 

lineal    ; '^fT*^ 

lineal 

upwards 

drained. 

Paving. 

FUgr'»«.,„elling.;  stone. 

•s  « 

^ 

yards. 

y-^    1    y^. 

yards. 

lineal 
yards. 

' 

r 

Tarns 

1.  Accrington         •.        -        - 

176 

460 

— 

•" 

"" 

42 

" 

328 

■ 

^ 

— 

- 

40 

2.  Adlington  (Chorley)  - 

1 

3.  Ardwick  (Manchester) 

1 

"" 

— 

• 

^ 

■ 

" 

" 

~ 

■ 

~ 

— 

*~ 

4.  Ashton-ander-Ljne    - 

700 

356 

80 

50 

15,600 

3,842 

1,480 

900 

3^9 

5.  Ashton  -  under  •  Ljne  and 

_ 

_ 

- 

- 

- 

- 

- 

- 

- 

- 

. 

Stalybridge  Waterworks. 

6.  Atherton  -        .        .        . 

- 

- 

218 

- 

8 

40 

137 

- 

363 

- 

- 

20 

7.  Bacnp       .... 

501 

— 

- 

- 

— 

49 

~ 

^ 

— 

*~ 

- 

- 

200 

8.  Barton  and  Eocles     - 

793 

20 

9.  Bedford     -        -        -        - 

1,784 

20 

_ 

_ 

— 

195 

888 

2,208 

762 

762 

378 

- 

548 

10.  Blackburn 

11,172 

597 

588 

12,074 

6,848 

3,228 

3,223 

1,697 

11,920 

11.  Boilington         -        -        - 

12.  Bolton      -        -    ,   - 

335 

347 

- 

154 

- 

50 

9,890 

5,486 

3,920 

3,930 

1,900 

" 

5,366 

13.  Bowdon    -        .        .        . 

14.  Bradford  -        -        .        - 

115 

226 

- 

- 

- 

30 

1,010 

400 

- 

200 

- 

- 

- 

15.  Bredbnry  (Stockport) 

. 

_ 

_ 

_ 

„ 

^ 

. 

. 

. 

. 

16.  Brindle  (Chorley)      - 

- 

- 

^ 

_ 

■  _ 

- 

- 

- 

_ 

_ 

„ 

- 

. 

17.  Broughton  (Salford)  - 

134 

- 

- 

- 

- 

- 

- 

- 

1,419 

- 

- 

- 

550 

18.  Burnley     -        -        -        - 

757 

- 

- 

- 

- 

73 

4,184 

2,477 

1,188 

1,295 

895 

- 

1,764 

19.  Bury         .... 

- 

1,397 

- 

- 

« 

- 

2,114 

291 

1,157 

1,128 

- 

- 

- 

20.  Chamock   Richard    (Chor- 

^ 

_ 

_ 

„ 

_ 

« 

_ 

_ 

^ 

« 

_ 

ley). 

21.  Cheadle  (Stockport)  - 

22.  Chorley  (Cheshire)     - 

- 

436 

« 

_ 

_ 

- 

- 

- 

_ 

. 

. 

- 

- 

• 

200 

200 

« 

_ 

_ 

- 

- 

- 

~ 

- 

^ 

- 

- 

1 

23.  Cheetham  (Manchester)      - 

_ 

- 

^ 

_ 

. 

- 

6,000 

990 

.- 

350 

. 

444 

950 

24.  Chorley  (Lancashire)  - 

- 

- 

« 

^ 

- 

. 

2,073 

1,C18 

- 

- 

209 

- 

535 

25.  Chorlton  (Manchester) 

- 

-. 

«. 

^ 

« 

- 

2,174 

640 

- 

180 

343 

- 

434 

26.  Oayton-le-Moors 

107 

401 
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from  the  1st  January  to  the  Slst  March  1866. 


Total 

NuDber 

of 

Man 
!CiDpk>red, 
I   Week 

ending 
'     Slst 
;  March 
I    1866. 
I 


21 


Total  Expenditure  in 
Respect  of  jlll  Works,  from  Imr  January  to  SIst  March  1866. 


Materials. 


Laboar. 


Team  Work. 


Land. 


Compenaatioii 


Inddentalf. 


Total. 


Remarks. 


£.     t.  d. 
118     -    - 


116 

1 
36 


1,614    5  11 
1,162  17    3 


190 
245 


£.    #.    d. 
100    -    - 


907  15    4i 

3,933  9  11 

137  12    1 

593  -    9 


£.    s.  d. 
10    -    - 


260  16    2 
327    4    - 


106    8    6 
3  10    - 


£.    9.  d. 

700    -    - 


940    6  11 


£.    #.   d. 


30    3 


543  12    2    and  laboor. 


W 


131 


1,068    8    4 
3,270    8    1 


2^15    2     7 


118 
43 


16 


48 

14 

7 

8 


1.387    7  11 
694    8    - 


1,332  12  11 
215  3  2 
494  10  6 
265    6    . 


477    4    8 
1,732  13    2 


2,995  13    2 


1,521    4    2 
941     2    81 


82    5  10 
340    1     2 


104    4    - 


54  17    4 
29  15     6 


368  11  10 
195  9  6 
193  5  6 
246  11     7 


151    4    - 

112    -    9 

39  13  10 

16  17    - 


87    4    3 


£. 
5 


#.  d. 


21  10  11 
4-10 


1 

111 


2  10    - 


72    6    4 
364    -    - 


£.     «.  d. 
933    -    - 


2,834  11    4) 
6,367  17  11 


434    -    7 
844    -    9 


616  18  6 
1,627  18  10 
5,818  2  5 


30 


96  6  1 


8  5  10 
20  4  6 


2  W  - 
59  4  11 


5,798  10  1 


863  13 


813  12  8 
3,001  15  3 
1,685  10  8^ 


200 


1,852  8  9 
525  3  5 
727  9  10 
587  19    6 


J75. 


c2 


The  above  are  the  amounts  (abont) 
actually  paid  daring  last  three  monthst 
but  some  portion  was  due  for  works, 
&c.,  executed  previous  to  31st  De- 
cember. 

Works  completed. 

In  consequence  of  the  scarcity  of  paving 
sets  the  surveyor  has  not  meaanred  on 
any  streets  during  the  past  three 
months. 

Quantity  of  stone  used  since  the  com- 
mencement of  these  works  has  been 
about  200,163  cubic  yards. 


The  paving,  &c. ,  of  streets  has  been  re- 
tarded in  consequence  of  not  being 
able  to  obtain  an  outlet  for  the  sewer- 
age.  The  outlet  has  been  obtained,  and 
greater  progress  will  be  made.  Market 
House,  the  masons'  work  is  for  ad- 
vanced well  to  completion. 


Park  Improvement.  One  park  lodge  has 
been  completed,  and  the  other  is  in  a 
very  advanced  state.  The  quantities  of 
work  shown  as  executed  you  will  find 
do  not  agree  with  the  amounts  of 
money  named  in  the  total  expenditure, 
being  what  is  actually  paid,  without 
taking  into  consideration  the  stock  of 
materials  on  hand  we  had  at  the  com- 
mencement of  the  year,  or  the  account 
for  materials  and  labour  that  may  be 
owing. 

Nothing  has  been  done  since  31st  De- 
cember. 

Reservoir  will  be  completed  in  May. 
Public  park  rapi  dly  approaching  com- 
pletion. 

Works  completed. 

Other  houses  have  been  drained  by  the 
owners. 

Works  completed. 

Works  completed  as  fsr  as  intended. 

Macadamising,  &c.,  1,264  yards,  cinders, 
&c.;  footways,  1,434  yards. 

Waterworks,  about  two -thirds  com- 
pleted. 


Works  not  commenced.  * 

Estimatsd. 

No  payments  made  since  last  Return. 


Since  the  Slst  December  last  the  local 
Board  has  been  chiefly  engaged  in  the 
completion  of  the  contracts  in  progress 
and  other  incidental  works,  deficiency 
in  supply  of  materials,  inclemency  of 
weather  (which  prevented  the  paving 
and  flagging),  and  other  causes  pre- 
vented much  from  being  done.  New 
works  of  paving,  private  draining, 
&c  &c ,  are  beiog  set  out,  and  wiii 
be  prosecuted  during  the  spring  aod 
summer. 
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REPORTS  ON  THE  OPERATION  AND  PROGRESS  OF  THE 


Return  of  Total  Quantities  of  Works  executed  from  the  1st  January  to  the  3 1st  March  1866 — continued. 


Names  of 
Tlpwns  and  Places  In 

which  Works 
hvc  heen  executed. 


2T.  Crenapton^^ 

28.  Cii«rden  (Chorley)     - 

29.  Darey  Leyer  (Bolton) 

30.  Denton     -        .        . 

31.  Didsbnry  (Chorlton)  - 

32.  Droylsden 

33.  Dakinfield 

34.  Bdgworth  (Bolton)    - 

35.  Clnxton  (Qhorley)      - 

36.  Failsworth 

37.  l?amworth 

38.  Giossop    ... 
39«  Cocton     ... 


40;  Great  Harwood 

41..  HalliweU  .... 

42.  Handforth  (Stockport) 

43.  Harwood  (Bolton)     - 

44«  Hwt^  Qrore  (Stockport)    - 

45.  Heaton  Norris  (Stockport) 

46,.  Hcywood  -        -        -        - 

47.  Uorwich  (Bolton)      - 

48.  Halme  (Manchester) 


49.  Hurst       -        .        - 

50.  Hyde 

51.  Little  Lever  (Bolton) 

52.  Macclesfteld  (Borough) 

53.  Macel^^eld  Union    - 

54.  Marp'4^  (Stockport)   - 

55.  Manck^stier 


56.  Middleton  and  Tonge 
52.  Mossley    ... 

68,  Newton  in  Mackerfield 

5^.  Offerton  (Stockport)  - 

60.  Oldham     .        .        - 

61.  Opensbaw 


6%,  Oswaldtwistle    - 
63^  Over  Darwen     - 

6i.  Pendleton  (Salford)    • 

65.  Pennington 

06.  Poulion    ... 


Skwkraok  Works. 


Total  Length 
of  Earthenware  Pipes. 


Diameters  of 
Earihenware  Pipe, 
Sewers  and  Drains. 


Under 
IS-in. 
lineal 
yards. 


124n.  to 
20.in. 
lineal 
yards. 


20-in. 

and 

upwards 

lineal 

yards. 


1  11^ 

'   178 

1 

303 
5 

448 

- 

386 

245 

786 

- 

1,092 

95 

T 

- 

- 

80 

1,107 

- 

- 

~ 

45 

640 

625 
160 

340 

461 
1,258 

212 
182 

1,554 

262 

Total  Length 
of  Brick  Sewers. 


Strkbt  Works. 


Total  Nomber  of 


Diameters 

of 

Brick  Sewers. 


Under 

2-ft.  6-in. 

lineal 

yards. 


2-ft.  6-in. 
and 

upwards 
lineal 
yards 


I    Total 
Number 

of 
Houses 
Drained. 


Superficial  Yards 

of 

Street  Works. 


1,463 

400 


704 


100 


200 


75 


480 


22 


32 


105 


86 
40 


156 


50 


81 

77 


101 


Paving. 


Flagging. 


4,255 
3,067 


3,906 

1,500 

900 
835  . 

1,162 

4,462 
560 


6,500 
2,488 

1,432 
1,000 


224 
1,983 


3,129 

201 
480 

678 

1,431 
530 

260 

220 

1,333 

3,459 
739 


Total 
_^    Length 


Lineal  Yards  of 


Chan 
nelling. 

Kerb- 
stones. 

- 

- 

350 

738 

630 

738 

- 

- 

" 

1,110 

. 

346 

- 

300 

450 

450 

- 

" 

1  oA<; 

A£1 

of 
Streets 

in 
Yards. 


Road 
Works. 


480 
1.738 

536 


186         153 


430 


1,638 
280 


444 


250 


714 


1,100 


200 


225 


1,080 


306 


100 


1,900 
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Rbturn  of  Total  Quantities  of  Works  executed  from  the  1st  January  to  the  Slst  Mo,Tch  IQGO-^continued. 

i 

Total 

Number 

of 

Men 

Total  Expbnoiturb  in 

RbSPBCT  of   ALL  WoBKS  FROM    IST  JaITUABT  TO  3l8T  MaBCH   1866. 

employed 
Week 
ending 
31st 
Mireh 
1866. 

Materials. 

Labour. 

Team  Work 

Land. 

Compensation. 

Incidentals. 

Total. 

Rbmaaks. 

. 

10 
« 

35 

18 
30 

27 

50 
70 

14 

44 

111 
33 

1       94 

i       36 

t 

1       _   ■ 

.       25 

1 
1 

£.    t.    d, 

799  14    4 
32    5    3 

• 
205     1    3 

538    -    - 
649    6    - 

867  10    7} 

186  15    - 

1,900 

1,688    1    3 

2.288    2    2 
564    2    6 

£.    #.    d. 

471  18    9 
17    4  11 

244    1    6 

ind  Labour. 
'45  15    2 

840  16    8 

1,505  10    2i 

24  18    7 

•  — 

760 

1.797    1    - 

494  16    - 

136    9    8 

•  • 

£.    #.    d, 

ind  Team  Wc 
15    6 

50    2  10 
13  18  10 

32  16    7 

135    5     7 

32  15    6 
100    -    - 
430  18  "1 

193     1  '- 
26  19    - 

£.    #.    d, 

rk. 

£.    $.    d. 

*             • 

-  10    - 
1    5    - 

£.    $.    d. 

'9  15    - 

•  • 

36    8    6 

•  • 

4-4 

1  19    9 

20    -    - 

251     1    3 

20  10  '- 

•  • 

8    -    1 

•  • 

£.    #.    tf. 

4,339  19    6 
1,281    8    1 

50  15    7 

1,877  14    5 

3,025  12    - 

r     435  19    - 
X     129    1    - 

538    -    - 

59  14    - 
400 

1,523    9    3 

1,565    2    3 

2.512    6    9 

8,973  17    9 

246    8  10 

2.780 

4'l67    1     7 
1,222 

2.109  18    4 
2,996    9    2 

736  16    3 
603    2    4 

Nothing   done   doring    the   last   three 

months. 
Works  completed. 

Works  completed. 
Works  completed. 
No  reinm. 
Works  done  by  contract. 

Works  completed. 
Works  completed. 

AU  the  work  done  since  the  31st  Decem- 
ber has  been  for  private  indiTidoals. 

No  return  of  quantities  of  work  done. 

Works  completed. 

The  works  being  let  by  contract  at  cer- 
tain prices  per  square,  cube,  or  lineal 
yard,  it  would  be  difficult  to  arrive  at 
the  various  cost  of  material*,  labour. 
&c.,  &C. 

Contract  for  slau^ter-honses. 

Works  completed. 

Works  at  present  stopped.    The  loan  it 
expended. 

Works  completed. 

Works  completed. 

In  consequence  of  the  scarcity  of  paving 
sets  we  have  not  done  any  works  this 
quarter. 

The  loan  is  expended. 

Works  completed. 

Nothing  done  since  the  3l8t  December. 

Works  completed. 

No  return  made.    Waterworks  and  Ce- 
metery rapidly   approaching   comple- 
tion. 

The  loan  is  expended. 

Works  completed. 

The  works  being  let  by  contract  at  cer- 
tain prices  per  square  cube,  or  lineal 
yard,  it  would  be  difficult  to  arrive  at 
the  various  cost  of  materials,  labour, 

&C.,  &C. 

Works    completed.      The   loan   is   ex- 
pended. 

375. 
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SMALL    TENEMENTS. 


RETURN  to  an  Address  of  the  Honourable  The  House  of  Commons, 
dated  19  Jalj  1864 ;— /or, 


"  RETURN  of  the  Karnes  of  the  Pabishes  in  England  and  fVales^  where  an  Order  has  been  made  by  the 
Vestry  to  put  in  force  the  ActlS  &  14  Vict.  c.  99,  for  the  better  Assessing  and  Collecting  the  Poor  Bates 
and  Highway  Bates  in  respect  of  Small  Tenements  ;  in  continuation  of  Parliamentary  Paper,  No,  225, 
of  Session  1859." 


Poor   Law  Board, 
16  March  1866. 


M 


ENFIELD, 

Secretary. 


NAMES  of  Parishes  which  have  adopted  the  Act  13  &  14  Vict,  c.  99. 


Placet  marked  *  hare  only  adopted  the  Act  bo  far  as  regards  the  Poor  Rates. 


ABERGAVENNY  UNION. 

(Countj  of  Monmouth.) 

AbergaTcnnj. 

Cljtha. 

Lknyair  Kilgeddin. 

Llanwenarth  Citra* 

Uanwenarth  Ultra. 

ABERYSTWITH  UNION. 

(CoDDty  of  Cardigan.) 

AberystwyA. 

BroDcastellan. 

CynniUmaur. 

Cyfoethybrenin* 

Issayndre. 

Llancynfelin. 

Melindur. 

Ucbayndre. 

Vaioor,  Upper. 

ABINGDON  UNION. 

(County  of  Berks.) 

Appleton. 

Besaelsleigh. 

Binsey. 

Cjmner. 

Dntycott  Moor. 

Orayton. 

Fyfield. 

Garford. 

Helen,  St. 

Kincrston. 

Lyfwrd. 

Milton. 

Nicholas,  St. 

Marcbam 

Radley.    ' 

Steventon. 

Sunningwell. 

Sutton  Co^ti'tney. 

Sutton  Wick. 

Tubney. 


Abimodou  Union — continued. 

(Co.  of  Berks)— con^tnuecf. 

Wootton. 
Wytham. 

(County  of  Oxford.) 
Culham. 

ALCESTER  UNION. 

(County  of  Warwick.) 

Aloester. 

Alne,  Great. 

Arrow. 

Aston-Cantlow. 

Braford. 

Feokenham. 

Haselor. 

Inkberrow. 

Ipsley. 

Salford. 

Studley. 

ALDERBURY  UNION. 

(County  of  Wilts.) 

Alderbury. 

Britford. 

Downton. 

Fisherton  Anger. 

Grimstead,  West. 

Harnham,  West. 

Homington, 

Milford. 

Nunton  with  Bodenham. 

Stratford-sub-Castle. 

Stratford-Toney. 

ALNWICK  UNION. 

(County  of  Northumber- 
land.) 

Alnwick. 

Felton. 

Longhoughton. 


ALRESFORD  UNION. 

(County  of  Southampton.) 

Beauworth. 

Bighton. 

Bishops  Sutton. 

B  ram  dean,  (a) 

Brown  CandoYer.  (No  Return.) 

Cheriton. 

Chilton  Candoyer. 

Hinton  Amptner. 

Itchen  Stoke,  (b) 

Kilmeston. 

New  Alresford. 

NortbiDgton. 

Old  Alresford. 

Ovington.  (b) 

Ropley. 

Swarraton.  (c) 

Ticbbome. 

West  Tisted. 


ALTON  UNION. 

(County  of  Southampton.) 

Alton. 

Bentworth. 

Binsted. 

Hartley  Maudit. 

Holybourn. 

Latham. 

Medsted. 

Sbalden. 

Selborne. 

Tisted,  East. 

Wield. 


ALTRINCHAM  UNION. 

(County  of  Chester.) 

Altrincham. 
Ashton-upon-Mersey. 
Dunham  Massey. 
Knutsford  Inferior. 
Knutsford  Superior. 


Altrincham  Union — conid, 
(Co.  of  CheBter)— continued f 

Lymm. 

Sale. 

Timperley. 

ALVERSTOKE  INCORPO- 
RATION. 

(County  of  Southampton.) 
Alverstoke. 

AMERSHAM  UNION, 

(County  of  Buckingham.) 

Chalfont  St.  Giles. 

Chalfont  St.  Peter. 

Chenies. 

Chesham  Bois. 

Lee. 

Missenden,  Great. 

Penn. 

AMESBURY  UNION, 

(County  of  Wilts.) 

Figheldean. 

Idmiston. 

Woodford. 

AMPTHILL  UNION, 

(County  of  Bedjord.) 

Clophill. 

Cranfield. 

Flitton. 

Gravenhursty  Upper. 

Grayenhurst,  Lower. 

Hawnes. 

Lidlington. 

Marston  Moretaine. 

Millbrook. 

PulloxbiU. 

Steppingley. 

Westonnig. 
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Btotety  **  An  ratet  on  imall  tenements  are  paid  by  the  owncn."  (b)  O? eraeert  atates,  *«  Small  tenements  are  rated  to  the  ownert.' 

(c)  Oveneer  states,  "  There  is  neither  chnrch  or  yestry  in  the  pariah,  but  the  Act  is  hi  force  there. 
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ANDOVER  UNION. 

(County  of  Southampton.) 

Andover. 
BuUington. 
Enhams,  Knights. 
Good  worth  Clatford. 
Gfatelj. 

Hur^tbouiw  TiM^fmt. 
Longpari^h. 
Penton  Mewsej. 
Tangley. 
Thruxton. 
Vernhams  Deane. 
Wherwell. 

(County  •£  Wilts.) 

Chute. 
Ludgershall. 
Tedworth,  North. 

ANGLESEY  UNION. 

(County  of  Anglesey.) 

Amlwch. 
Llanbedr^Gooh. 
Llanddyfhan. 
Llangeini. 

ASH  INCORPORATION. 

(County  of  Surrby.) 

Ash  iind  Normandy. 

Puttenham 

Se^  md  To«gl?w^ 

Sutton,  Long. 

ASHBOURNE  UNION. 
(County  of  Derby.) 

Ashhourne. 


Clifton  and  Compton. 

Parwich. 

Sturston. 

(County  of  Stavford.) 

Mayfield. 

ASHBY-DE-LA-ZOUCH 
UNION. 

(County  of  Djsrby.) 

Appleby. 

Hartshorn. 

Stretton-on-le-Field. 

(Counties  of  Derby  and 
Leicester.) 

Oakthorpe. 

(County  of  Leicester.) 

Ashby-de-la-Zouch. 

Blackfordby. 

Heather. 

Normanton. 

Seals,  Over  and  Nether. 

Snarestone. 

Stanton. 

Swepstone. 

Thringston. 

Whitwic]^. 


ASHTON-UNDER-LYNE 
UNION. 

(County  of  Chester.) 

Mot  tram. 

Newton  or  Newton  Moor, 

(County  of  Lancaster.) 

A8htonrw4«r-J-ytte. 
Penton. 
Droylsden. 
Haughton. 


ASTON  UNION. 

(County  of  Warwick.) 

Mim  worth. 
Sutton  Coldfield. 

4TCPAM  UNION. 

(Cotmty  of  SiLOP.) 

Atekam. 

B  erring  ton. 

Condover. 

Cound. 

Fit?. 

Ford. 

Minsterley. 

Pontesbury. 

Sheinton. 

Upton  Magna. 

Westbury. 

WitbwfttfW. 
Wroxeter. 

ATHERSTONfi  UNION. 

(County  of  Leicester.) 

Fenny  Dra3rton. 
Ratcliffe  Culey. 
Sheepy  Magna. 
Sheepy  Parva. 
Witherley. 

(County  of  Warwick.) 

Ansley. 

Atherstone. 

Raddesle^plQBpr, 

Bentley. 

Har«BhiiI. 

Mancetter. 

AUCKLAND  UNION. 
(County  of  Durham.) 

Bishop  Auckland. 

Bedburn,  North. 

Escomb. 

Lynesack  and  Softley. 

AXMINSTER  UNION. 
(County  of  Devon.) 

Axmoutjb. 

Colyton. 

Musbury. 

Seaton-cum-Beer. 

Uplyme. 

(Counties  of  Devon  nxxd 
Dorset.) 

Axwoste^r. 


■  ■    J  I    Ml    II 


AxMiNSTER  Union — cont^. 
(County  of  Dorset.) 
Lyme  Regis. 

AYLESBURY  UNION. 

(Cooaty  of  BwOKiNOHAif .) 

Ashendon. 

Aston  Abbots. 

Aston  Clinton. 

Aston  Sandfbrd. 

Aylesbury. 

Bierton. 

Buckland. 

Chearsley. 

Cublington. 

Cuddington. 

Dinton. 

Un^yUm  Beaudhfunp. 

Fleet  Marston. 

Grendon  Underwood. 

IJad.denham. 

Hal  ton. 

Hardwiok. 

Hartwell. 

Qawcidge. 

Ludgershati. 

Stone. 

Waddesdon. 

Weedon. 

Westcott. 

Weston  Turville. 

Whitchurch. 

Winchendon,  Upper. 

Wingriive. 

Woodham. 

Wotton  Underwood. 


AYLSHAM  UNION. 

(County  of  Norfolk.) 

Alby. 

Aylsham. 

Banningham. 

Barningham  Parva. 

Belaugh. 

Blickling. 

Bramfitoo. 

Burgh. 

Buxton. 

Calthorpe. 

Cawston. . 

Colby. 

Coltishall. 

Corpustye. 

Erpinghann 

Foulsham. 

Guestwick. 

Hackford. 

Hautbois  Magna. 

Hevingham. 

Heydon. 

Hindolveston. 

Ingworth. 

Itterin^ham. 

Lamas  with  Hautbois  Parva. 

Mannington. 

Marsham. 

Oulton. 

Oxnead. 

Reepb^un  with  Kerdistone. 


Aylsham  Union— coni<*. 

(Co.  of  Norfolk)— con/t«tt«rf. 
Sail. 

Saxthorpe. 
Scotton. 
Skeyton. 

Stratton  Strawless. 
Swanton  Abbott. 
Themelthorpe.  • 

Thunung. 
Thwajta 
Tuttingtoi^. 
Whitwelf. 
Wickmere. 
Wood  Dalling. 
Wood  Norton. 
Walterton. 

BALA  UNION. 

(County  of  Merioneth.) 

LlanyciL 
Llandderfel. 

BANBURY  UNION. 
(County  of  Northampton.) 

Aston  le  Walls. 
Bo^ingtoBy  Lanrar. 
Chalcombe. 
Chipping  Warden. 
Middleton  Ch^^ey, 
War  k  worth. 

(County  ^efOxjM^nu) 

Adderbury,  East. 

Adderbury,  VV^t, 

Alkerton. 

Banbury, 

Barford  St.  John. 

Barford  St.  Michad. 

Bloxham. 

Boddioote. 

Bourton. 

Broughton. 

Claydon. 

Cropredy. 

Drayton. 

Epwell. 

Han  well. 

Hook  Norton. 

Horky. 

Hornton, 

Milcombe. 

Milton. 

Mollington  (Oxon). 

Neithrop. 

Newington,  North. 

Newington,  SoiU^^ 

Shenington. 

Shutford,  West 

Sibford  Terns. 

Sibford  Gower. 

Swalcliffe. 

Tadmarton. 

Wardington. 

Wigginton. 

Wrox  ton. 

(County  of  Warwick.) 

Farnborough. 

Mollington  (WarwiA> 

Radway. 

Ratley. 

Shotteswell. 

Warrington. 
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BANGOR  AND  BEAU- 

MARIS  UNION. 
(County  of  Anolesbt.) 

Beftamaris. 

LlandJona. 

Llanddaniel  fab. 

Llandegfan. 

Llandysilio. 

Llaaedwen. 

lianfaes. 

Uanfairgn  wllg^yng jll . 

Llanfihangel  Esgeifiog. 

Llangadwaladr. 

LLingoed. 

UaDgristiolud. 

Uaniestjn. 

Llansadwrn. 

Penmon. 

PenmjDjdd. 

Penkaeth. 

Trefdraetb. 

(County  of  Carnarton.) 

Bangor. 

Llanfairfechan. 

Llanlleobid. 

BARNET  UNION. 

(County  of  Hertford.) 

Chipping  Barnet. 
Elstree. 
Rtd^. 
Shenley. 

(County  of  Middlesex.) 

FiDchley. 
Fiyem  Barnet. 
Monken  Hadley. 
South  Minims. 

BARNSLEY  UNION. 

(County  of  York,  West 
Uidingi) 

Ardsley. 

Barnsley. 

Barugh. 

Darfield. 

Darton. 

Dodworth. 

Hoyland  Netirer. 

Monk  Bretton. 

Rojstooe. 

Wortbrooglr. 

BARNSTAPLE  UNION. 

(County  of  Devon.) 

Arlington. 

Barnstaple. 

Braunton. 

Countisbury. 

Fremington. 

Georgehadi, 

llfracombe. 

Kentisbory. 

Laflfikey. 

Lyiilif&n. 

Pillon. 

Swymbridge. 

Tttwstock. 

BARROW-UPON-SOAR 


)W.UPOI 
UNION. 


(County  of  LsieESTSR.) 

Au^ty. 

Barkby. 

Barrow  upon-Soar. 


Barrow  UPON  Soar  Union 

(Co.  of  Leicester) — continued. 

Birstall. 

Queniborougb. 

Quorndon. 


Sileby. 
Syston. 
Tbrussington. 
Tburcaston. 
Tburmaston,  North. 
Tburmaston^  South. 
Walton-on  -the- Wolds. 
Woodboufl^. 

BAtttON-Ut^Of^-IRWELL 
UNION. 

(County  of  Lancaster.) 

Bartoli-upon-Iirwdll. 
Worsley, 

BARWICK-IN-ELMET 
INCORPORATION. 

(County  of  York,  West 
Riding.) 
Brambam. 

Ferrybridge  (Ferryfry stone). 
Kirk  Deigbton. 
Purston  Jaglin. 
Seacroft. 
Wbitwood. 

BASFORD  UNION. 

(County  of  Nottingham.) 

Arnold. 
Basford. 
Beeston. 

Huckland  Torkard. 
Ruddington. 


BASINGSTOKE  UNION. 

(County  of  Southampton.) 

Basing. 

Basingstoke. 

Woodmanoott 

BATi  UNION. 

(County  of  Somerset.) 
Batbwiok*. 
Dunkertcfei 
Hinton  Charterhouse. 
Jameir,  St; 
Monkton  Combe. 
Southstoke. 
Twerton. 
Walcot. 
WeUow. 
Weston. 

bAl^LE  UNtolJ. 

(CountJ'  6f  Sussex.) 

Battle. 

BexbiU. 

Bright]  ing. 

Catsfi^d: 

Dallington. 

Hol1ib|tbh. 

Sedlescomb. 

Westfield. 

Wbatlington. 


BEAMINSTER  UNION. 

(County  of  Dorset.) 
Beaminster. 
Bettiscombe. 
Broad  winsor. 
Burstock. 
Cheddington. 
Cbelborougb,  East. 
Cbelborougb,  West. 
Corscombe. 
Eversboti 
Hals  took. 
Hook. 
Mapperton. 
Marsh  wood. 
Melbury  Osmond. 
Melbury  Sampford^ 
MoBterton. 
Netherbury. 
Perrott,  South. 
Pilsdon, 
Poorstock. 
Poorton,  North. 
Rampisham. 

Stoke  Abbott,  or  Stoke  Abbast 
Wraxall. 

(County  of  Somerset.) 
Misterton. 
Seaborough. 

BEDALE  UNION. 

((bounty  of  York,  North 
Riding.) 

Aiskew. 

Ezelby,  Looming,  and  Newtoni 

Mash  am. 

BEDFORD  UNION. 

(County  of  Bedford.) 

Eastbotts. 

Elstow. 

Felmersham. 

Harrold. 

Knotting. 

Souldrop. 

BBDWIN6TBR  UNION. 

(Coudty  of  Somerset.) 

Bedminster. 

Cievedon. 

Easton    in    Gordan^    or   Stt 

George. 
Nailsea. 
Wraxall. 

BEDWfiLLTY  UNION. 

(Connty  of  Monmouth.) 

Aberystruth. 
Bedwrfhy. 

BERKftAMPStEAD 
UNION, 

(County  of  Buckingham.) 
Marswortb. 
Neftleden. 
Pitstone. 

(County  of  Hertford.) 

Aldbury. 

Berkhumpstead,  St.  Peter. 

Graddesden,  Little. 

NofihchUrch. 

Puttenharh. 

Tring. 

Wiggiuton. 


BERWrfcfc-UPON-TWEED 
UNION. 

(County  of  Northum- 
berland.) 

Berwick-upon-Tweed . 

Norbam. 

Tweedmouth. 

BEVERLEY  UNION. 

(County  of  York,  East 
Riding.) 

Cherry  Burton. 

BICESTER  UNIONi 

(County  of  Buckingham.) 

Boars  tall. 

(County  of  Oxford.) 

Ambrosden. 

Ardley-i 

Arncott. 

Bicester,  Market  Eiid. 

Bletchingdon. 

Charltou-on-0  tmoor. 

Cottisfbl-d; 

Fringfordt 

Fritweii. 

Heyford,  Upper. 

Hfeyfdi^^  Lwfft-. 

Islip. 

Kirtlington. 

Merton. 

Middleton,  Stoney» 

Noke. 

Oddington. 

Piddington. 

Somerton. 

Stratton  Audley. 

Weston-on-the-Green. 

BIDEFORD  UNIONi 

(County  of  Devon.) 

Bideford. 

Hartland. 

Ni^«dit^  At.  P^ttodk. 

Nortfaanii 

BIGGLESWADE  t^lON. 

(County  of  Bedford.) 

Arlsey. 

Astwick. 

Biggleswade. 

BlflHbfUB'. 

Camptoh. 

Clifton. 

Cockfiyiie  Hafley* 

Dunton. 

Edwortb. 

Everton. 

Ey  worth. 

Henlow. 

Langford. 

MeppersbalL 

NoribiU. 

Potton. 

Sandy. 

Sbefford. 

Southill. 

Stotfold. 

Sutton. 

Tempsford. 

Warden. 
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BILLERICAY  UNION. 

(County  of  Essex.) 

Basildon. 

Bowers  Gtfford, 

Brentwood. 

Bursteady  Great. 

Bursteady  Little. 

Downham. 

Bun  ton. 

Homdon,  East. 

Horndon^  West. 

Ingrave. 

Mountnessing. 

Pitsea. 

Ramsden  Bellhouse. 

Aamsden  Grays. 

Sbenfield. 

Vaage. 

Weald,  South. 

Wickford. 

BILLESDON  UNION. 

(County  of  Leicester.) 

Oreat  Glenn. 
Thamby. 

BINGHAM  UNION. 
(County  of  Leicester.) 
Barkston. 
(County  of  Nottingham.) 

Aslockton, 

Bingham. 

Bridgford,  East 

Clipstone. 

Colston  Bassett. 

Cotgrave. 

Crop  well  Butler. 

Elton. 

Granby. 

Norman  ton. 

Orston. 

pluitttree. 

^helfprd. 

Thoroton. 

^idmerpool. 

PIRKENHEAD  UNION. 

(County  of  Chester.) 

^irkenhead. 

Lisoard. 

Oxton. 

Poulton-cum-Seaoombe. 

Tranmere, 

Wallasey. 

BISHOP  STORTFORD 
UNION. 

(County  of  Essex.) 

Berden. 

Birchanger. 

Elsenham* 

Hallingbury,  Great. 

ttallingbury,  Little. 

tienham. 

Manuden. 

Stangted,  Mountfitchett 

Vgley. 

(County  of  Hertford.) 

Albury. 

Bisbop  Stortford. 
Braugnlin. 
Httdbam,  Great. 


Bishop  Stortford 

Union — cont^, 

(County  of  Hertford)— ^on/'*. 

Hadham,  Little. 
Pelham,  Brent. 
Peihami  Furneux. 
Pelbam,  Stocking. 
Sawbridg  worth. 
Thorley. 

BLABY  UNION. 

(County  of  Leicester.) 

Aylestone. 

Blaby. 

Cosby. 

Countesthorpe. 

Croft. 

En  derby. 

Glerifield. 

Glenn  Parva. 

Huncote. 

Kilby. 

Kirby  Muxloe. 

Knighton. 

Narborough. 

Oadby. 

Thurlaston. 

Whetstone. 

Wigston  Magna. 

BLACKBURN  UNION. 

(County  of  Lancaster.) 

Blackburn. 
Church. 
Over  Darwen. 

BLANpPORD  UmON. 

(County  of  Dorset.) 

Blandford  Forum. 

Blandford,  St.  Mary. 

Charlton  Marshall. 

Durweston. 

Hilton. 

Houghton  Winterbome. 

Iwerne  Courtnay  or  Shroton. 

Milborne^  St.  Andrew. 

Milborne,  Stileham. 

Milton  Abbas. 

Pimpeme. 

Spetisbury. 

Stickland  Winterbome. 

Stourpaine. 

Tarrant  Gunville. 

Tarrant  Monokton. 

Winterbome  Kington. 

Winterbome  Whiteohurch. 

BLEAN  UNION. 
(County  of  Kent.) 
St.  Dnnstan. 

BLOFIELD  UNION. 
(County  of  Norfolk.) 

Acle. 

Beighton. 

Blofield. 

Bradestone. 

Burlingham,  St.  Andrew. 

Burlingham,  St.  Edmund. 

Burlingham,  St.  Peter. 

Cantlej. 

Freethorpe. 


Blofield  Union — cont^l, 

(County  of  Norfolk) -con^**. 

Halvergate. 

Hassingham. 

Hemblington. 

Limpenhoe. 

Lingwood. 

Moulton. 

Plumsteady  Little. 

Ranworth  with  Panxworth. 

Reedham. 

Strumpshaw. 

Thorpe,  St.  Andrew. 

Tunstnll. 

Upton  with  Fishley. 

Walsham,  South,  St.  Lawrenoe. 

Walsham,  South,  St  Mary. 

Wickhampton. 

Wilton. 

blything  union. 

(County  of  Suffolk.) 

Aldringham. 

Blyford. 

Blythburgh. 

Bramfield. 

Brampton. 

Carlton. 

Chediston. 

Darsham. 

Frostenden. 

Hales  worth. 

Henstead. 

Heveningham. 

Holton. 

Kelsale. 

Knedishall. 

Linstead  Parra. 

Rumburgh. 

Sibton. 

Southwold. 

Theberton. 

Ubbeston. 

Walberswick. 

Walpole. 

Wangford. 

Wenhaston. 

Westleton. 

Wrentham. 

Yoxford. 

BODMIN  union. 

(County  of  Cornwall.) 

St.  Minver,  Highlands. 
St^  Minver,  Lowlands. 

BOLTON  UNION. 

(County  of  Lancaster.) 

Bolton,  Great. 
Bolton,  Little. 
Halliwell. 
Turton. 

BOOTLE  UNION. 

(County  of  Cumberland.) 

Eskdale  and  Wasdale. 
Millom. 

BOSTON  UNION. 

(County  of  Lincoln.) 

Boston. 
Fishtoft. 


Boston  Union — cont^. 

(County  of  Lincoln)— *c(mf<'. 
Leake. 
Leverton. 


Wrangle. 

BOURN  UNION. 

(County  of  Lincoln.) 
Baston. 

Billingborough. 
Bourn. 

Bytham  Castle. 
Corby. 

Deeping,  Market 
Deeping,  St.  James. 
Dowsby. 
I'alkingham. 
Horbling. 
Irnham. 

Kirkby  Underwood. 
Langtoft. 
Laughton. 
Swayfield. 
Thurlby. 

3RACKLEY  UNION. 

(^County  of  Buckingham.) 
Biddlesdon. 
Turweston. 

(County  of  Northamftov.) 
Brackley,  St.  James. 
Brackley,  St.  Peter. 
Croughton. 
Culworth. 
Evenly. 
Eydon. 
Greatworth. 
Helmdon. 
King's  Sutton. 
Marston,  St.  Lawrenoe. 
Morton  Pinkney. 
Newbottle. 
Radstone. 
Sulgrave. 
Syresham. 
Thenford. 
Whitfield. 

(County  of  Oxford.) 
Finmere. 

BRADFIELD  UNION. 

(County  of  Berks.) 
Ashampstead. 
Basildon. 
Beenham. 
Bradfield. 
Burghfield. 
Englefield. 
Fangbourne. 
Purley. 

Stratfield  Mortimer. 
Streatley. 

Sulhampstead,  Abbots. 
Sulhampstead,  Lower  £nd« 
Sulhampstead,  Upper  'EatL 
Tidmarsh. 
Tilehurst. 
Ufton. 
Wokefield. 
Yattendon. 

(County  of  Oxford.) 
Goring. 
Mapledurham. 

(County  of  Southampton.) 
Mortimer,  West  End. 
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BRADFORD  UNION. 

(WILTS). 
(Coanty  of  Somerset.) 

Fresh/orcL 

(County  of  Wilts,) 

Bradford. 

Broughton  Gifford. 
Winkfield. 
Westwood. 

BRADFORD    UNION 

(YORKS). 

(Countyof  York,  West  Riding.) 

Bowling. 

Bradford* 

Horton. 

BRAINTREE  UNION. 

(County  of  Essex.) 
Booking-. 
Bradwell. 
Brain  tree. 
Creasing'. 
Finchingfield. 
Notley,  Blaok. 
Notley,  White. 
Panfiekl. 
Pattiawiok. 
Rayne. 

Saling,  Great. 
Shalford. 
■Stisted. 
Weathersfield. 

BRAMLEY  UNION. 
(CountyofYoRK,  West  Riding.) 

Bramley. 

BRAMPTON  UNION. 
(County  of  Cumberland.) 

Brampton. 
Farlam  (a.) 
Hayton. 
Irthington. 
Midgeholme  (a.) 
Nether  Denton. 

BRECKNOCK  UNION. 
(County  of  Brecknock.) 

Aberyscir. 

Battle. 

Cantreff. 

Cathedine. 

Christ  College. 

Cray. 

Garthbrengy. 

Glynn. 

Glyntawe. 

Uandefail  og-fach. 

Llandefailog-Tre-Graig 

Uandefnlley. 

Llandilovane. 

Llanfihangel-nant-brane. 

Llangasty-tal-y-Uyn. 

Llanhamlach. 

Llansaintfraed. 

Llanspyddid. 

Llanthetty. 

Xlanthew. 

lianvigan. 

Llanyillo. 

Llanvyrnach. 
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Brecknock  Union — cont^. 

(Co.  of  Breoknook)— cont**. 

Maesoar. 

Merthyr  Cynog. 

Modrydd. 

Pen-pont. 

St.  David  (Brecknock). 

St.  John   (Brecknock). 

St.  Mary  (Brecknock). 

Senny. 

Talaohddu. 

Traian  Glas. 

Traian  Mawr. 

Trallong. 

Venny  Vach. 

Ysdydach. 

BRENTFORD  UNION. 

(County  of  Middlesex.) 

Chiswick. 
Greenford. 
Isleworth. 
New  Brentford. 
Twickenham. 

BRIDGE  UNION. 

(County  of  Kent.) 

Adisham. 

Barham. 

Beakesboume. 

Bishopsboume. 

Chartoam. 

Harbledoi^^n. 

Hardres,  Upper. 

Ickham. 

Kingstone. 

Petham. 

WestffEte  Without. 

Wickhambreux. 

BRIDGEND  AND  COW- 

BRIDGE  UNION. 
(County  of  Glamorgan.) 

Cwmdu. 

Ewenny.    (No  return.) 
Higher  Coyty. 
Higher  Newcastle. 
Llangauy  or  Llanganna. 
Uanilid.     (No  return.) 
Llanmihansrel. 
Lower  Coychurch. 
Lower  Coyty. 
Lower  Newcastle. 
Lower  Tythegston. 

Newton  Nottage. 

Pencoed. 

Penlline. 

Pyle.     (No  return.) 

St.  Bride's,  Major. 

St.  Bride's,  Minor. 

Upper  Tythegstone. 

Wick. 

Ynsawdre.    (No  return.) 

Ystradowen. 


BRIDGNORTH  UNION. 

(County  of  Salop.) 

Acton  Round. 
Homsley. 

St.  Leonard  (Bridgnorth). 
St.  Mary   Magdalen    (Bridg- 
north). 
Stanton  Long. 
Worfield. 


BRIDGWATER  UNION. 
(County  of  Somerset.) 

Bridgwater. 

Cannington. 

Childen  Polden. 

Goatharst. 

Huntspill. 

Otterhampton. 

Pawlett. 

Petherton,  North. 

Puriton. 

Spaxton. 

BRIDLINGTON  UNION. 

(CountyofYoRK,  East  Riding.) 

Bempton. 

Bridlington. 

Flnmborough. 

Hunmanby. 

Rudston. 

BRIDPORT  UNION. 

(County  of  Dorset.) 

Allington. 

Askerswell. 

Bradpole. 

Bridport. 

Bothenhampton. 

Burton  Bradstock. 

Litton  Cheney. 

Loders. 

Shipton  George. 

Swyre. 

Wootton  FitEpeine. 

BRINTON    INCORPORA- 
TION. 

(County  of  Norfolk.) 

Brinton. 

BROMLEY  UNION. 

(County  of  Kent.) 

Bromley. 

Chelsfield. 

Chislehurst. 

Cray,  Foot's. 

Cray,  North. 

Cray,  St.  Mary. 

Cray,  St.  Paul. 

Cudham. 

Down. 

Farnborough. 

Hayes. 

Keston. 

Knookholt. 

Orpington. 

Wickhnm,  West. 

BROMSGROVE  UNION, 

(County  of  Worcester.) 

Alveohurch. 

Bellbroughton. 

Bentley  Pauncefoot. 

Bromsgrove. 

Clent. 

Coston  Hackelt. 

Hagley. 


Bromsgrove  Union — cont<i. 

(Co.  of  Worcester — cont^. 

Redd  itch. 
Stoke  Prior. 
Tutnell  and  Cobley. 
Webheath. 

BROMYARD  UNION. 

(County  of  Hereford.) 

Avenbury. 
Bromyard. 
Cowarae,  LittlOf 
Grendon,  Bishop. 
Linton. 
Stoke  Lacy. 
Winslow. 

BUCKINGHAM  UNION. 

(County  of  Buckingham.) 

Adstock. 

Akeley-oum-Stockholt. 
Barton  Hartshorn. 
Buckingham. 
Chetwode. 
Edgcott. 
Foscott. 

.  Leckhampstead. 
Lillingstone  Day  roll. 
Lilliogstone  Loveil. 
Maidsmoreton. 
Marsh  Gibbon. 
Padbury. 

Radclive-cum-Chackmore. 
Shalstone. 
Steeple  Claydon. 
Stowe. 

Thornborough. 
Tingewick. 
Twyford. 
Water  Stratford. 

BUILTH  UNION. 

(County  of  Brecknock.) 

Builth. 

Crickadarn. 

Gwenddwr, 

Llan-ddewir-cwni. 

Llanynis. 

Maesmynis. 

PenbutUt. 

Treflis. 

(County  of  Radnor.) 

Aberdw. 

Disserth  and  Trecoed. 

Llandrindod. 

Llanewedd. 

Llansaintfread  in  Elrel. 

BUNTINGFORD  UNION. 

(County  of  Hertford.) 

Anstey. 

Ardeley,  or  Yardley. 

Aspeden. 

Buckland. 

Cottered. 

Honnead,  Great. 

Lay^ton. 

Rushden. 

Sandon. 

Th  rocking. 

Westmill. 

Wyddial. 


(a.)  Ratet  on  imill  tenements  stated  to  be  paid  by  the  ownert. 
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BURNLEY  UNION. 
(County  of  Lancaster.) 
Trawden. 

BURTON-UPOJT-TkENt 
UNIOK. 

(County  of  Derby.) 

Church  Gi'esley. 
Stanton  and  N^whall. 
Stapenhill. 
Swadlincote. 

(County  of  Sri^FORD.) 
Burton  Extra. 

BURY  UNION. 

(County  of  Lancaster.) 
*Pilkington. 

BURY   ST.  EDMUND'S 
INCORPORATION. 

(County  of  Suffolk.) 

St.  James. 
St.  Mary. 

CAISTOR  UNION. 
(County  of  Lincoln.) 

Caistor. 
Laceby. 
Market  Rasen. 

CALNE  UNION. 

(County  of  Wilts.) 

Bremhill. 

Calne. 

Cherhill. 

Compton  Bassett. 

Heddington. 

Highway. 

Hillmartoo. 

Yatesburt. 

CAMBRIDGE  UNION. 
(County  of  Cavbridgb.) 

AU  Saints. 

Holy  Sepulchre. 

Holy  Trinity. 

St.  Andrew  the  Great. 

St.  Andrew  the  Less. 

St.  Benedict. 

St.  Botolph. 

St.  Clement. 

St.  Edward. 

St.  Giles. 

St.  Mary  the'Great. 

St.  Peter. 

CAMELFORD  UNION. 

(County  of  Cornwall.) 

St.  Teath. 
Tintagell. 

CARDIFF  iJNiON. 

(County  of  GlamoIigan.) 
Bonvilston, 
Llandough. 
Llanlithyd. 
Pendoylan. 
Penmark. 


Cardiff  Vmov-^conid, 

( Co.  of  Gknmrgan) — eont*. 
Roath. 
Ruddry. 
St.  Andrew. 
St.  Fagan. 
St.  John,  Cardiff. 
St.  Mary,  Cardiff. 
Sully. 
Wenroe. 

(County  of  Monmouth.) 
St.  Mellons. 

CARDIGAN  UNION. 

(County  of  Cardigan.) 
St.  Atar/s,  Cardigan. 
Lleohryd. 

(County  of  Pembroke.) 
St.  Dogmells. 
Kilgerran. 

CARLISLE  UNION. 

(County  of  Cumberland.) 
Calde^gtite. 
Rickergate. 

St.  Cuthbert  Within  (Carlisle). 
St.  Cuthbert  Without(Carl»le). 
St.  Mary  (Carlisle). 

CARLTON    INCORPORA. 
TION. 

(County  of  York,  West 
Riding.) 

Addle-cu  m-Boenp. 

Beeston. 

Chapel  Allerton. 

Ohuiiwell. 

Denton. 

Harewood. 

Headingley. 

Menstone. 

Nesfield-with-Langbar. 

Potter  Newton. 

Rawdon. 

Rothwell. 

Templenewsam. 

Thorner. 

Wortley. 

CARMARTHEN  UNION. 

(County  of  Carmarthen.) 
Abergwilly. 

Langharne  (Township). 
Llangunnock. 
Llanstephan. 
My  d  rim. 
St.  Clears. 
St.  Ishmael. 
St.  Peter  (Carmarthen.) 

CARNARVON  UNION. 

(Codnly  of  ANGLEflMt*) 

Llarfftrtm-y.dwmmwd. 

Llangam), 

Llangeiwen, 

Llanidun. 

St.  Peter  (NewborbUgh). 

(County  of  Carnarvon.) 
Clynnog, 
LlanbebJig. 
Llanberris. 


Carnarvon  Union— c«>/iK 

{Co.  of  CamarYO(ii)-^on/*'. 

Llanddeiniolen. 

Llandwrog. 

Llanfairis-Gaer. 

Llanllyfni. 

Llanrug. 

Llanwnda. 

CASTLE  WARD  UNION. 

(County  of  Northvmbbr* 
land.) 

Oerk  states,  **  No  order  made  for 
any  townships  in  tbis  Uni6n,  to  ny 
knowledge.** 

CAtriERINGTON  UNION. 

(County  of  Southampton.) 

Blendworth. 

Catherington. 

Chalton. 

Clanfield. 

Idsworth. 

Waterloo. 

CATON  INCORPORATION 

(County  of  Lancastsr.) 
Caton. 
Claughton. 
Hal  ton. 
Hornby. 
Pver  Kellett. 
Slyne-with-Hest. 
Tatham. 
Wray-with-Botton. 

CAXTON   AND   ARRING- 
TON  UNION. 

(Countj  of  Cambridge.) 

Arrington^ 

Bourn. 

Cazton. 

Croxton. 

Croydon-cum-Claptoft. 

East  Hatley* 

Elsworth. 

Eltisley. 

Gumlingay. 

Great  Eversden. 

Hardwicke. 

Hatley  St.  George. 

Kingston. 

Knapwell. 

Little  Eversden. 

Little  Gransden. 

Longstow. 

Orwell. 

Papworth  St*  Erttrard. 

Tadlow. 

Tofr. 

Wimpole. 

(Counties  of  Cambridgb  and 
Huntingdon.) 

Papworth  St.  Agnes. 

(County  of  Huntingdon.) 

Great  Gransden. 
Yelling; 

CERNE  UNION. 
(County  of  Dorset.) 
Cerne  Abbas. 


GHAILEY  UNION* 
(County  of  Sussex.) 

Barcombe. 

Chailey. 

Ditchling  or  Ditchelling. 

East  ChiWngtoft. 

Hansey. 

Newick. 

Plumpton. 

Ringnier. 

Street. 

Westmeston. 

Wivelsfield, 

CHAPEL-EN-LE  FRITH 
UNION. 

(County  of  Derby.) 

Chapel-en-le-Frith . 
Chinley      Bugswor^      and 
Brownside. 

CHARD  UNION. 
(County  of  Somerset.) 

Combe  St.  Nicholas. 

Crewkeme. 

Hinton  St.  George. 

Ilminster. 

Lopen. 

Merriott. 

CHEADLE   UNION. 

(County  of  Stafford*) 
Cheadle. 
Checkley. 

CHELMSFORD  UNION. 

(County  of  Essex.) 
Buddow,  Great. 
BaddoWy  LittlB; 
Boreham. 
Bi'^omfield. 
Buttsbury. 
Chelmsford. 
Chignal  St.  James. 
Chignal  Smealey. 
Danbury. 
Fryeming. 
Good  Easter. 
Hanningfield,  East. 
Hanningfieldy  West. 
Ingatestone. 
Leighs,  Great. 
Leighsy  Little. 
Margaretting. 
Pleshey. 
Roxwell. 
Runwell. 
Sandon. 
Springfield. 
Stock. 

Waltham,  Great. 
Walthamy  IHkie. 
Widford. 
Woodham-Ferris. 
Writtlej 

CHELTENHAM  UNION. 
(County  of  Gloucester.) 
Badgworth. 
Charlton-Kings. 
Cowley. 
Leckhampton. 
Prestbury. 
Stayerton. 
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e«BP8T0W  UNION. 

(CottBty  of  Qlougestbr.) 

Abingdon. 

Aylburton. 

Lidnev. 

Tideo^i^p. 

WooUaston. 

(County  of  l^o;Ei|«pUTH.) 

Oaerwent. 

Caldioott. 

Chepstow. 

Matbem. 

Portskewett. 

St,  Aryans. 

St  Pierre. 

CHERTSEY  UNION. 

(County  of  Surrey.) 

Byfleet. 

Cbertsey. 

Chobham. 

Horsell. 

Pyrford. 

Walton. 

Weybndge. 

CHESTER  INCORPORA- 
TION. 

(County  gf  Cbestbr.) 
Holy  Trinity  (C^stw). 
St.  Bridget  (Obestar). 
St  John  Baptbt  (Cheater). 
St  Martin  (Chester). 
St  Marj-on  the-Hill  (Ofaester). 
St  Michael  (Chester). 
St  Olave  (Chester). 
St  Oswald  (Chester). 
St  Peter  (Chester). 

CHESTERFIELD  UNION. 
(County  of  DsRBfT.) 

Brimington. 
Chesterfield. 
Newbold  and  Dunston. 

St^fiey. 
Whittington. 

CHESTER-LE-STREET. 

(County  of  Durham.) 

Birtley. 

Chester-le-Street 
Lamesley. 
Pelton. 

Usworth,  Great  and  little^  and 
Xonk  Biddiek. 

CHESTERTON  UNION. 

(County  of  Cambridge.) 

Barton. 

Cherry  hinton. 

ChestertOB. 

Comberton. 

Coton. 

Dry  Drayton. 

Fen  Ditton. 

Pulbourn. 

Girton. 

Grantchester. 

Great  Wilbraham. 

Harstoo. 

Haslingfield. 
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Cbbstbrton  Union — contd. 

(Co,  of  Cw^4gcO"^^^"*^' 
Hauxton. 
Histon. 
Uomingsea. 
Impington. 
Landbeach. 
Little  Shelford. 
Madingley. 
Milton. 
Newton. 
Rampton. 
Stow-cum-Quy. 
Stapleford. 
Trumpington. 
Waterbeach. 

CHCiGHBSTER  JNCOftPO- 
TION. 

(County  of  Sussex.) 

All  Saints,  otherwise  the  P%1- 

lant. 
St.  Andrew. 
St  Bartholomew. 
St.  Martin. 
St  Pancras. 
St.  Peter  the  Gi^t^  otherwise 

Subdeanery. 
St  Peter  the  Less. 


CHIPPENHAM  UNION. 

(County  of  Wilts.) 

Biddeetone  St.  Niohplaf . 

Box. 

Castle  Combe. 

Chippenham.' 

Christian  Malford. 

Colerne. 

Corsham. 

Ditljeridge. 

Draycot  Cerne. 

Grittleton. 

Hardenhuish.     • 

Kingjtq^  ^.angley. 

Kington  St.  Michael. 

Lacock. 

Langley  Burrell. 

Leigh  cle  la  mere. 

Litdeton  Drew. 

Nettleton. 

North  Wroxall. 

Pewsham. 

Slaughterford. 

Stanton  St  Quinton. 

Sutton  Benger. 

West  Kington. 

Yatjton  I^eynell. 

CHIPPING  NORTON 
UNION. 

(County  of  Oxford.) 

Ascott-under-Wychwood. 

Bruern. 

Chadlington. 

Charebury. 

Chipping  Norton. 

Churchill. 

Enstone. 

Fawler. 

Finstock. 

Great  Tew. 

Kingham. 

Langley. 


CHiPBiNO  Norton  Union— 
cofitinucd. 

(County  of  Oxford) — anUd. 

Leafield. 

Milton. 

Over  Norton. 

Salford. 

Shipton-u  nder- Wychwood. 

Shorthampton. 

Spelsbury. 

Swerford. 

Whichwood. 

(County  of  WAftWMac*) 

Little  Compton. 
Long  Compton. 

CHIPPING  SODBURY 
UNION 

(County  of  Gloucester.) 

Acton  Turville. 
Badminton. 
Cold  Asht^np 
Dirham  and  Hinton. 
Doding*ton. 
Hawkesbury. 
Littleton,  West. 
Marshfield. 
Pucklechurch. 
Sodbury,  Chipping. 
Sodbury,  Little. 
Sodbury,  Old. 
Tormarton. 
Wick  and  Abson. 
Wickwar. 
Yate. 

CHORLEY  UNION. 

(County  of  Lancaster.) 

Adlington. 

Chorley. 

Duxbiiry. 

Heath  Charnock. 

Leyland. 

Whittle-le-Woods. 


CHORLTON  UNION. 

(County  of  Lancaster.) 

Burnage. 

Chorlton-oumrHardy. 

Didsbury, 

Gorton. 

Levenshulme.    * 

Openshaw. 

Rusholme. 

Withington, 

CHRISTCHURCH  UNION. 

(County  of  Southampton.) 

Christchurch. 
Holdenhurst. 
Sopley. 

CHURCH  STRETTON 
UNION. 

(County  of  Salop.) 

Church  Stretton. 
Eaton-under-Heywood. 
Leebotwood. 
Wistanstow. 


CIRENCESTER  UNION. 

(County  of  Gloucester.) 
Ampney  St  Peter. 
Barnsley. 
Cirencester. 
Coats. 

Colesbourne. 
Down  Ampney. 
Duntisbourne  Abbotts, 
Edgeworth. 
Fairford, 
Hatherop. 
Kempsford, 
Poulton, 
Queningtftn, 
Rodmarton. 
SappertoD, 
South  Cemey. 

(County  of  Wilts.) 
Kemble.  .. 

CLEOBUOiY  MORTIMER 
UNION, 

(County  of  Salop.) 
Cleobury  Mortimer, 
liighley. 

(County  of  Worcester.) 
Bay  ton. 
Mamble. 
Rock. 

CLIFTON  UNION. 
(County  of  Gloucester,) 

Clifton, 

George,  St, 

Henbury. 

Philip,  St  and  St  Jacob. 

Stapleton. 

WestJjmji-rupgnrTrym. 

Winterbourn^e^ 

CLUN  UNION. 

(County  of  Salop.) 

Bishop's  Castle  (Borough), 

Bishop's  Castle  (Parish). 

Clun. 

Clunbury, 

Clungunford. 

Edgton, 

Lydbury,  North, 

Lydham, 

Mindtown, 

More. 

Shelve. 

GLUTTON  UNION. 
(County  of  Somerset.) 

Cameley. 

Camorton. 

Chew  Magna. 

Chew  Stoke. 

Chilcompton. 

Glutton. 

EastHarptree, 

Farnborough, 

Farrington  Gurney. 

High  Littleton. 

Midsoraer  Norton. 

Nempnett. 

Radstock. 

Timsbury. 

West  Harptree. 

COCKERMOUTH  UNION. 

(County  of  Cumberland.) 
Cockermouth. 
Dearham. 
Grej' sou  then. 
Workington. 
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COLCHESTER  UNION. 

(County  of  Essex.) 

All  Saints. 

Berechuroh. 

Greenstead. 

Holy  Trinity. 

Mile  End. 

St.  Botolph. 

St.  Giles. 

St.  James. 

St.  Leonard. 

St.  Martin. 

St.  Mary  Magdalen. 

St.  Mary-at-the-Walls. 

St.  Nicholas. 

St.  Peter. 

St  Runwald. 

CONGLETON  UNION. 

(County  of  Chester.) 

Buglawton. 
Tetton. 

CONWAY  UNION. 

(County  of  Carnarvon.) 

Caerhiin. 

Conway* 

Dwygyfylchi. 

Eglwys  Rh6s. 

Eirias. 

Gyffin. 

Llandudno. 

Llanffwstennin. 

Llysfaen. 

(County  of  Denbigh.) 

LlandriIlo-yn-Rh68. 

Llanslian. 

Llansaint£fraid-glan-Conway. 

COOKHAM  UNION. 

(County  of  Berks.) 

Bisham. 

Bray. 

Hurley. 

Waltham  St.  Lawrence. 

White  Waltham. 

CORWEN  UNION. 

(County  of  Denbigh.) 
Llangollen. 

Llansantfiraid  Glynceiriog. 
Llantysilis. 

(County  of  Merioneth.) 

Gwyddelwern. 
Llandrillo. 

COSFORD  UNION. 

(County  of  Suffolk.) 
Aldham. 
Bildeston. 
Boxford. 
Brettenham. 
Chelsworth. 
Cookfield. 
Edwardstone. 
Ehnsett. 
Groton. 
Hadleigh. 
Hitchom. 
Kersey. 


Co8¥ORD  Union — continued* 

(County,  of  Suffolk)— cow<<^. 

Kettlehaston. 

Layenham. 

Layham. 

Lindsey. 

Milden. 

Monks  Eleigh. 

Nedging. 

Polstead. 

Preston. 

Semen 

Thorpe  Morieux. 

Wattisham, 

Whatfield. 

COVENTRY  INCORPO- 
RATION. 

(County  of  Warwick.) 

Holy  Trinity. 

St.  Michael  with  St.  John  the 
Baptist. 

CRAN  BROOK  UNION. 

(County  of  Kent.) 

Benenden. 
Cranbrook. 
Frittenden. 
Goudhurst. 
Sandhurst. 

(Counties  of  Kent  and 
Sussex.) 

Hawkhurst. 

CREDITON  UNION. 

(County  of  Devon.) 
Chawleigh. 

CRICKHOWELL  UNION. 

(County  of  Brecknock.) 

Crickowell. 
Llanelly. 
Llangattock. 
Llangenny. 
Liang  unider. 

CRICK  LADE  AND  WOOT- 
TON  BASSETT  union. 

(County  of  Wilts.) 

Ashton  Keynes. 

Braydon  (Haj;nlet). 

Cliffe  Pypard. 

Crick  lade  St.  Mary. 

Cricklade  St.  Sampson. 

Else. 

Latton. 

Leigh  (Chapelry). 

Liddiard  Millicent. 

Liddiord  Treegooze. 

Lyneham. 

Purton 

Tookenham. 

Wootton  Bassett. 

CROYDON  UNION. 

(County  of  SuRRET.) 

Coulsdon. 

Beddington. 

Wallington. 


CUCKFIELD  UNION. 

(County  of  Sussex.) 

Alboume. 

Ardingley. 

Balcomhe. 

Bolney. 

Clayton. 

Cowfold. 

Cuckfield. 

Horsted  Keynes. 

Hurstpierpoint. 

Keymer. 

Lindfield. 

Pyecombe. 

Slaugham. 

Twineham. 

DARLINGTON  UNION. 

(County  of  Durham.) 

Brafferton. 

Cockerton. 

Darlington. 

Great  Aycliffe. 

Haoghton-le-Skerne. 

Hurworth. 

Sadberge. 

DARTFORD  UNION. 

(County  of  Kent.) 

Ash. 

Bexley. 

Crayrord. 

Darenth. 

Erith. 

Eynesford.* 

Farningham. 

Hartley. 

Horton  Kirby. 

Lingfield. 

Ridley. 

Sonthfleei. 

Sutton-at  Hone.     ( No  return.) 

Wilmington. 

DAVENTRY  UNION. 

(County  of  Northampton.) 

Badby. 

Braunston. 

Buckby,  Long. 

Byfield. 

"Daventry. 

Everdon. 

Hellidon. 

Newnhani. 

Welton. 

Woodford. 

DEPWADE  UNION. 

(County  of  Norfolk.) 

Denton. 

Forncett  St.  Peter. 

Hempnall. 

Pulham,  St.  Mary  the  Virgin. 

Pulham,  St.  Mary  Magdalen. 

Redenhall-with-Harleston. 

Starston. 

Thorpe  Abbotts. 

Tibenham. 

DERBY  UNION. 

(C;)unty  of  Derby.) 

All  Saints. 

Litohurch. 

Little  Chester. 

St.  Alkmund.  I 


Derby  Ukioh— -conltniMd 

(County  of  Derby — coA/tmied) 

St.  Michael. 
St.  Peter. 
St.  Werburgh. 

DEVIZES  UNION. 

(County  of  Wilts.) 

Bishops  Cannings. 

Bromham. 

Chittoe. 

Easterton. 

Etohilhampton. 

Great  Cheverell. 

Marden. 

Market  Lavington. 

Marston. 

Potteme. 

Rowde. 

St.  James. 

St.  John  (Deyizes). 

St.  Mary  (Devizes). 

Urchfont. 

West  Lavington. 

Worton. 

DOCKING  UNION. 

(County  of  Norfolk.) 

Biroharo,  Magna. 

Brancaster. 

Bumham  (Deepdale). 

Bumham  (Norton). 

Bumham  (Overy). 

Bumham  (Sutton). 

Bumham  (Thorpe). 

Bumham  (Westgi^). 

Creake,  South. 

Dersingham, 

Docking. 

Holme. 

Hunstanton. 

Ringstead. 

Rudham,  East. 

Sedgeford. 

Snettisham. 

Stanhoe. 

Syderetone. 

Thornham. 

DOLGELLEY  UNION. 

(County  of  Merionbth.) 
Dolgelley. 
Llanabe^. 
Llanelltyd. 
Llanenddwyn. 
Danfi  hangel-y-Pennant. 
Llangelynin. 
Llanymawddwy. 
Talyllyn. 

(Counties  of  Merio  neth  and 

Montgomery.) 
Mallwydd. 

DONCASTER  UNION. 

(County  of  YoRK^  Weet 
Ridinjg'.) 

Balby- with-  Flexthorpe. 

Bentley-with-Arksey. 

Bolton-upon-Dearae. 

Cadeby. 

Conisbrough. 

Doncastcr. 

Mexbrough. 

Norton. 

Tickhill. 


*  Act  adopted  for  years,  but  no  trace  of  it  in  Minute  Book. 
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DORCHESTER  UNION* 

(County  of  Dorset.) 

Broadmayne. 
Charminster. 
Fordioffton. 
Frome  Vauchucsh. 
Maiden  Newton. 
Piddletown* 

DORE  UNION. 
(County  of  Hbbeford.) 

Abbey  Dore. 

Craswall. 

Kendercharcb. 

Eangstone, 

Uanveynoe. 

Lon^wn. 

Mamey. 

Orcop. 

St  Derereux. 

Wonnbridge. 

(County  of  Monmouth.) 
Oroemont  (No  Return). 

DORKING  UNION. 

(County  of  SuRBEY.) 

Abinger. 

CJapel. 

Dorking. 

Effingham  > 

Micklebam. 

Newdigate. 

Ockley. 

Wotton. 

DOVER  UNION. 

(County  of  Kent.) 

Buekland. 

Cbarlton. 

East  Langdon. 

Ewell. 

OoEton. 

Hou^baniL  ^ 

Lydden* 

Kngwonld, 

Sibertswould. 

Whitfield. 

DOWNHAM  UNION. 
(Cormtj  of  Norfolk.) 

Booghton. 

Crimplesham. 

Denver. 

Dereham,  West 

Downham  Market 

Rucham. 

Hilgay. 

Holme  next  Runcton. 

Roncton,  South. 

Shonldham  Thorpe. 

Stokeferry. 

Stow  Bardolph. 

Stradiett 

Tottenhill. 

Watlington* 


Downham  Vviojx -^continued. 

(Co.  of  Norfolk) — continued. 

Wereham. 

Wiggenhall  St  Mary  Mag- 
dalen. 
Wigirenhall  St  Peter. 
Wimbotsbam. 
Wormegay. 
Wretton. 

DRIFFIELD  UNION. 

(County  of  York,  East 
Riding.) 

Bain  ton. 

Beeford. 

Dalton,  North. 

Driffield,  Great 

Driffield,  Little. 

Elmswell. 

Frodingham,  North. 

Gar  ton. 

Hutton  Cranswick. 

Kilbam. 

Langtoft. 

Luttons  Ambo. 

Middlecon. 

Nafferton. 

Wansford. 

Weaverthorpe. 

Wetwang. 

DROITWICH  UNION. 

(County  of  Worcester.) 

Claiues. 

Crowle. 

Dodderhill. 

Dodderhill  In  Liberties. 

Elmbridge. 

Hampton  Lovett. 

Hartlebury. 

Hiiiibleton. 

Martin  Hussingtre 

Ombersley. 

St.  Andrew. 

St.  Peter. 

Salwarpe. 

Tibberton. 

Upper  Mitton. 

Upton  Warren. 

Warndon. 


DROXFORD  UNION. 

(County  of  SoinrHAUPTON.) 

Bishops  Waltham. 

Droxrord. 

Durley. 

Exton. 

Hambledon. 

Meonstoke. 

Upham. 

Wamford. 

West  Meon. 

DUDLEY  UNION. 

(County  of  Stafford.) 

Rowley  Regis. 

Sedgley. 

Tipton. 


Dudley  XJkiov -^conttHued. 
(County  of  Worcester.) 
Dudley. 

DULVERTON  UNION. 

(County  of  Somerset.) 
Dulverton. 

DUNMOW  UNION. 

(County  of  Essex.) 

Aytborp  Roothing. 
Bard  field  Saling 
Bamston. 
Broxted. 
Chickney. 
Felstead. 
Great  Canfield. 
Great  Dan  mow. 
Great  Easton. 
Hatfield  Broad  Oak. 
High  Easter. 
High  Roothing. 
Leaden  Rootbing. 
Lindsell. 
Little  Bardfield. 
Little  Canfield. 
Little  Dunmow. 
Little  Easton. 
Margaret  Roothing.        * 
Stebbing. 
Takeley. 
Thaxted. 
Tilty. 

White  Roothing  and  Morrell 
Roothing. 

DURHAM  UNION.) 

(County  of  Durham.) 
Elvet. 

DURSLEY  UNION. 

(County  of  Gloucester.) 

Cam. 

Coaley. 

Dursley. 

Kinffswood. 

North  Nibley. 

W  ootton-under-Edge. 

EASINGTON  UNIOxX. 

(County  of  Durham.) 
Dawdon. 

EASINGWOLD  UNION. 

(County  of  York,  North 
Riding.) 

Husthwaite. 

EAST  AND  WEST  FLEGG 
INCORPORATION. 

(County  of  Norfolk.) 
Winterton. 


B 


EAST  ASHFORD 
UNION. 

(Coiinty  of  Kent.) 

Aldington. 

Brabourne. 

HinxhiU. 

Mersham. 

Orlestone. 

Smeeth. 

Warehome. 

Willesborough. 


EASTBOURNE  UNION. 

(County  of  Sussex.) 

Alfriston. 

Eastbourne. 

Folkington. 

Jevington. 

Pevensey. 

Seaford. 

Westhara. 

Willingdon. 

Wilmington. 

EAST  GRINSTEAD 
UNION. 

(County  of  Surrey.) 
Lingfield. 

(County  of  Sussex.) 

East  Grinstead. 
Hartfield. 
West  Hoathley. 
Withyham. 
Worth. 


EASTHAMPSTEAD 

UNION. 

« 

(County  of  Berks.) 

Binfield. 
Wirikfield. 


EAST  RETFORD  UNION. 

(County  of  Nottingham.) 

Bamby  Moor. 

Clarborougb. 

East  Retford 

Everton. 

Gringley  on -the- Hill. 

Mattcrsey. 

North  Wheatley. 

West  Retford. 

EASTRY  UNION. 
(County  of  Kent.) 

Ash  next  Sandwich. 

Deal. 

Eastry. 

Great  Mongeham. 

Nonington. 

St  Clement  (Sandwich) 

Sholdei^. 

Walmer. 

Wingham. 
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EDMONTON  UNION. 

(County  of  Essex.) 
Waltham  Holy  Cross. 

(County  of  Hebiford.) 
Cheshunt« 

(County  of  Middlesex.) 

Enfield. 

Hornsey. 

Tottenham. 

ELHAM  UNION. 

(County  of  Kent.) 

Acrise. 

Elham. 

Folkestone  Parish. 

Folkestone  Township. 

Lympne. 

Monks  Horton. 

Newington  next  Hylhe. 

St.  Leonard  (Hythe). 

Saltwood. 

Sellinp^e. 

Swingfield. 

ELLESMERE  UNION. 

(County  of  Salop.) 

Ellesmere. 
Middle. 


ELY  UNION. 

(County  of  Cambridge.) 

Coveoey. 

Downham. 

Ely  St.  Mary.  • 

Ely  Trinity. 

Haddenham. 

Littlcport 

Mepai. 

Stretham. 

Sutton. 

ThetfonL 

Wentworth- 

TVilburton. 

Witcham. 

Witchford. 


EPPING  UNION. 

(County  of  Essex.) 

Chigwell. 

Chingford. 

Epping. 

Great  raradon. 

Hariow. 

Latton. 

Little  Pamdon. 

Loughton. 

Magdalen  Layer. 

Matching. 

Nazeing. 

NettswelL 

North  Weald  Bassett. 


Eppimo  Union — cant', 

(Co.  of  Essex) — continued. 

Roydon. 
Sheering. 
Thoydon  Bois. 
Thoydon  Gktmou. 

EPSOM    UNION. 

(County  of  Surrey.) 

Ashtead. 

Banstead. 

Carshalton. 

Cheam. 

Chessington. 

Cobham. 

Cuddington. 

Epsom. 

Ewell. 

Leatherhead. 

Sutton. 

ERPINGHAM  UNION. 

(County  of  Norfolk.) 

Aldborough. 

Antingham. 

Aylmerton. 

Baconsthorpe. 

Bee^n  R^is. 

Briston. 

Cley  next  the  Sea. 

Cromer. 

Edgefield. 

Felbrigg. 

Gimingham. 

Glandford  and  Bayfield. 

Hanworth. 

Hempstead. 

Holt 

Hanworth. 

Kelling. 

Knapton. 

Mundsley. 

North  Repps. 

North  Wabham. 

Oyerstrand. 

Rough  ton. 

Runion, 

Sheringham. 

Sides  trand. 

South  Repps. 

Stody. 

Suffield. 

Sustead. 

Thomage. 

Thorpe  Market. 

Thur^arton. 

TrimiDgham. 

Trunch. 

Weyboume. 

ETON  UNION. 

(County  of  BucKnroHAM.) 

Bumham* 
Denham. 
Eton. 
Farofaain  BojraL 

Hitcham. 
Hoittttu 


Eton  Union — continued. 

(Co.  of  Buckiitgham)— cone''. 

Taplow. 

U  pton-eam-Chalyey  • 

Wyrardisbury. 

EVESHAM  UNION. 

(County  of  Gloucester.) 

Ashton  Underbill. 

Childs  Wickfaam. 

Cow  Honeyboume. 

Pebworth. 

Saintbury. 

Weston-sub-Edge. 

Willersey. 

(County  of  Worcester.) 

All  Saints  (Evediam). 

Badsey. 

Bretfofton. 

Broadway. 

Cleeve  Prior. 

Hampton. 

Hamngton. 

North  Littleton. 

Offenham. 

St.  Lawrence  (Evesham.) 

St.  Peter's  Bengeworth 

( Evesham). 
Sedgeberrow. 
South  Littleton. 

FALMOUTH  UNION. 

(County  of  Cornwall.) 

Budock. 
Constantine. 
Falmouth  Parish. 
Falmouth  Town. 

FAREHAM  UNION. 

(County  of  SouxaAMPrON*) 

Boarhunt 

Fareham. 

Portchester. 

Southwick. 

Titchfield. 

Wickham. 

Widley, 

Wymering. 

FARINGDON  UNION. 

(County  of  Berks.) 

Ashbury. 

Bufiklaad. 

Faringdon,  Great. 

Femham. 

Kelmscot. 

Kingston  Lisle. 

Lonffcot 

Shellingford. 

Stanfoixi. 

Woolstone. 

(County  of  Glducbstbr.) 
Lechlade. 

(County  of  Oxford.) 
GrafloD. 

TbcQffdbotllMUiiiQii  if  unable 
to  tttte  wbelher  the  tbove-named 
Parishes  hare  adopted  the  said  Aqt 
under  an  order  of  YWliy. 


FARNBOROU6H  UT- 
CORPORATION. 

(County  of  Southampton.) 

Cove. 

Farnborongh. 
Hawley. 
Yateley. 

FARNHAM    UNION. 

(County  of  SOUTBAHPTOK.) 

Aldenhot 

(County  of  Surrby.J 

Famham. 

Frensham. 

Frimley. 

FESTINIOG  UNION. 

(County  of  Cabnartov.) 

Dolben  Maen. 
Penmorfa, 

(County  of  MsRiDviTH.) 

Festiniog. 

Llanbedr. 

Llandanwg. 

Llanfair. 

Llanfihangel  y  Traethan. 

Trawsfynydd. 

FOLESHILL  UNION. 

(County  of  Warwick.) 

Bedworth. 

Exhall. 

Keresley* 

Shilton. 

Sowe. 

Withybrook. 

FORDINGBRIDGE 
UNION. 

(County  of  Southamvsdii^) 

Breamore. 
Fordingbridge 
Hale. 
Rockborne. 

FOREHOE  INCOR. 
PORATION. 

(County  of  Norfolk.) 

Bamham  Broonu 

Brandon  Parva. 

Carletou  Forehotk. 

Costessey. 

Deopham. 

Easton. 

Hackford. 

Hin^ham. 

Maningfcvd.. 

Morley  St  Balo^. 

Morley  Sk.P«ta. 

RunhalL 

Welbome. 

Wicklewood* 
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FB£EBRID&£  LYNN 
UNION. 

(County  of  Norfolk.) 

Ashwicken. 
BabiDglej, 

BsWBCJ. 

Bilney,  West 

Castleacre. 

Castle  Rising. 

Congham. 

Fletcnam. 

Ghivwood. 

Gayton. 

Gkyton  Thorpe. 

Giimstone. 

Harpley. 

HiliiDgton. 

Leziate. 

Massingham,  ^Sratft. 

Massingliami  Litde, 

Mlddleton. 

Mintlynn. 

Newton,  West. 

Pentney. 

Roydon. 

Roncton,  Norfib. 

Sandiinghaa. 

Setchey. 

Walton,  East. 

Westacre. 

Winch,  East 

Winch,  West 

Wootton,  North  (m  to  oertain 

tenements  Qutf)^ 
Woolferton. 

FROME  QTNIOM. 

(County  of  Sombbsbt*} 

Babington. 

BackingWn. 

Buckland  Denham. 

Clo&rd. 

Farleigh,  Hungerford. 

Frome. 

Hemington. 

Kiimersdon. 

Leigh -on-Mendip. 

Hells. 

Norton  St  Philij?. 

Nunney. 

Road.  * 

Rodden. 

Tellisford. 

Wanstrow. 

Whatley. 

Wiiham  Friary. 

Woolverton. 

Writhlington. 

FULHAM  UNION. 

(County  of  MiDDLSsn.^ 
Hammersmith. 


FYLDB  UNION. 

(Coaaty  ^  LAicoAarnu) 

Layton  with  Warfaiteck. 
Thornton. 

GAINSBOROUGH 
UNION. 

(County  of  Lnrcour.} 
Marton. 

125. 


GATESHEAD  UNION. 

ChopweH. 

Gateshead. 

Heworth. 

Ryton. 

Stella. 

Wbickham. 

Winlaton. 


GLANFORD  BRIGG 
UNION- 

(County  of  Lokjolh.) 

Burton*9p«ii-Stadier. 
Glanford  Bngo. 
Kirton-in-Lindsey. 


GLOUCESTER  UNION. 

(County  of  Gloucester.) 

Barton  St.  Mary. 

Barton  &.  Mie W. 

Down  Hatherley. 

Hempstead. 

Longford  St  Catherine. 

Lok£mh1  St.Mary. 

St.  Aldate. 

St  Catherine. 

StMaryideOypt.!^    | 

St  Mary  de  Lode. 

St.  Michael. 

St.  Owen. 

Sandhurst. 

Twigworth. 

Upton  St.  Leonard's. 

Wotton  St.  Mary. 

Wotton  ViBe. 


GODSTONE  UNION. 

(County  of  SuRRBT.) 

Bletchingley. 

Caterharo. 

Crowhurst. 

Farleigh. 

Gk)dstone. 

Limpsfield. 
Ozted. 
Tandridge. 
Titsey. 

GOOLE  UNION, 
(County  of  JLnroDUi.) 
Gkurthorpe. 

(CoTOty  of  York,  West 
Ri( 

Hoolu 

RawclifTe. 


tiding.) 


GOWER  UNION, 

(County  of  GLAMOBOiJi.} 

BIshopston. 
Cheriton. 


GowER  Vmotf^-^continued. 

(Co.  of  Glamorgan) — cont*^ 

KudslOR. 

Uandewy. 

Llangennith. 

Llanmadock. 

Llanrhidian,  Higher. 

Nicholaston. 

Oxwich. 

Oystermouth. 

Penmaen. 

Pennard. 

Porteynon. 

Reynoldston. 

Rhoscilly. 


The  Clerk  states,  '*  All  the  small 
tenements  in  the  above  Parishes  have 
been  rated  to  the  Poor  and  High- 
way Kates  siiioe  the  new  Vakation 
Lists  came  in  force,  bnt  no  order 
has  been  -made  by  tbt  vestry  of 
either  of  the  parishes  to  pat  it  in 
force." 


GRANTHAM  UNION. 

(Conifty  of  Liifcot^.} 

Carlton  Soroope. 

Grantham. 

Manthorpe  -  cum  -  Little  • 

Goneroy. 
Welby. 


GREAT  BOUGHTON 
UNION. 

(County  of  Chester.) 

Aldersey  (No  Retam), 

Baohe  (No  ReUini). 

Buerton, 

Capenhnrst* 

Christleton. 

Dunham-on-the-Hill« 

Great  Boughton. 

Great  Stanney, 

Hoole. 

Huntington. 

•Ince. 

Littleton. 

Tarvin-with-Osoroft. 

Tattenhall. 

Thornton  in  the  Moor. 

Wimbolds  Trafford. 


GREAT  PRESTON  IN- 
CORPORATION. 

(County  of  York,  Wwt 
Riding.) 

Castlefbrd. 

Kippaz. 

MiddUUMU 


GREAT  YARMOUTH 
PARISH. 

(Coonty  of  Norfolk*) 

Great  Yarmouth. 


B  2 


GUILDFORD  UNION. 

(County  of  Surrey.) 

Albury. 

Compton. 

Godalming. 

Holy  Trimty,  Guildford, 

Merrow. 

Pirbright 

St.  Mary,  Guildford. 

St  Nicholas,  Guildford. 

Send  and  Ripley. 

Stoke-next-G  uildford.      • 

Sbere. 

Woking. 

Worplesdon. 


GUILTCROSS  UNION. 

(County  of  Norfolk.) 

Banbam. 
Roydon, 

HACKNEY   UNION. 

(Couirty  of  Middlesex.) 
•Stoke  Newington. 

HAILSHAM  UNION. 

(County  of  Sussex.) 

Chiddingley. 

Hailsham. 

Heathfield. 

Hellii^iey. 

Herstmonceux. 

Hove. 

Ijaughton. 

Ninfield. 

Warbleton. 

Wartling. 

HALIFAX  UNION. 

(County  of  York,  West 
Riding.) 

Hali&x. 
Northowram. 

HALSTEAD  UNION, 
(County  of  Esssx.) 

Castle  Hedingham, 

Colne  Engaine. 

Earls  Colne. 

Gosfield. 

Halstead. 

Little  Yeldham. 

Maplestead,  Great. 

Maplestead,  Little. 

Pebmarsb. 

Ridgewell. 

Sibb  Hodiagbam. 
I    Stamboume. 
!   Tilbury. 

Toppesfield. 

I 
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HAMBLEDON  UNION. 

(Counties  of  Scjrrbt  and 
Sussex.) 

Alfold. 

(County  of  Surrey.) 

Bramley. 

Chiddingfold. 

Cranley. 

DuDsfold. 

Elstead. 

Ewhurst. 

Hambledon, 

Hascomb. 

Haslemere. 

Peperharrow. 

Shalford. 

Thursley. 

Witley. 

Wonersh. 


HARDINGSTONE 
UNION. 

(County  of  Northampton.) 

CoUington. 

Great  Houghton. 

Hackleton. 

Milton. 

Piddington. 

Roade. 


HARTISMERE  UNION. 

(County  of  Suffolk.) 

Aspall. 

Bacton. 

Botesdale. 

Braiseworth. 

Brome. 

Cotton. 

Eye. 

Flnnineham. 

Gislingnam. 

Mellis. 

Mendlesham. 

Oakley. 

Occold. 

Palgrave. 

Re<%*ave. 

Rickinghall  Superior. 

Rbhan^les. 

Stoke  Ash. 

Stuston. 

Thorndon  All  Saints. 

Thrandeslon. 

Thwaite. 

Wetheringsettoum-Brockford 

WickhamSkeith. 

Wortham. 

Yaxley. 


HARTLEPOOL  UNION. 

(County  of  Durham.) 

HartiepooL 
Strantoa* 


HARTLEY  WINTNEY 
UNION. 

(County  of  Southampton.) 

Bramshill. 

Crondall. 

Dogmersfield. 

Elvetham. 

Eversley. 

Grejrwell. 

Hartley  Wintney. 

Heckfield. 

Mattingley  and  Hazeley. 

Odiham. 

Rotherwick. 

South  Warnborough. 

Winchfield. 


HASTINGS  UNION. 

(County  of  Sussex.) 

All  Sainta. 
Guestling. 
Ore. 


HATFIELD  UNION. 

(County  of  Hertford.) 

Essenden. 
Hatfield. 
Northaw, 
North  Mimms. 


HAVERFORDWEST 

UNION. 

(County  of  Pembroke.) 

Furzy  Park  and  Portfield. 

Hubberston. 

Prendergast. 

St.  Martin. 

St.  Mary. 

St  Thomas. 

Steynton. 

Ugmaston. 

West  Hatton. 


HAWARDEN  UNION. 

(County  of  Chester.) 
Eccleston. 

(County  of  Flint.) 

Hawarden. 
Saltney. 


HAY  UNION. 

(County  of  Brecon.) 

Aberllunvey. 

Broynllis. 

Hay. 

Llanigon. 

Llyswen. 

Pipton. 

Talgarth. 

Tregoyd  and  Velindre. 


Hat  Union — continuecL 

(Counties  of  Brecon  and 
Radnor.) 

Glasbury. 

(County  of  Hereford.) 

Bredwardine. 
Clifibrd. 
Cusop. 
Dorstone. 

(County  of  Radnor.) 

Boughrood. 

Clyro. 

lianbedr  Painseastle, 

Llandilo  Graban, 

Llanstephan. 

Llowes. 


headington  union. 

(County  of  Oxford.) 
(No  Returns.) 


HEADLEY  INCORPO- 
RATION. 

(County  of  Southampton.) 

Bramshott. 

Headley. 

Kingsley. 


HELSTON  UNION. 
(County  of  Cornwall.) 

Cury. 
Helston. 
Mawgan. 
St.  Keveme. 
Sithney. 


HEMEL  HEMPSTEAD 
UNION. 

(County  of  Hertford.) 

Bovingdon. 
Flamstead* 
Flaunden. 
Great  Gkiddesden. 
Hemel  Hempstead. 
King's  Langley. 


HENDON  UNION. 

(County  of  Middlesex.) 

Edgware. 

Harrow-on-the  Hill. 
Hendon. 
Kingsbury. 
Pinner. 

Stanmore,  Great 
Stanmore,  Little. 
Willesden. 


HENLEY  UNION, 
(County  of  Buckingham.) 
Hambleden. 

(County  of  Oxford.) 

Bix. 

Brightwell. 
Caversham. 
Checkenden. 
Cuxham. 

Eye  and  Dunsden. 
Harpsden. 
Ipsden. 
Nettlebed. 
Pishill. 
Pyrton. 
Remenham- 
Rotherfield  Greys. 
Rotherfield  Peppard. 
Shiplake. 
*  Swyncombe. 
Watlington. 

HENSTEAD  UNION. 

(County  of  Norfolk.) 

Bracon  Ash. 

East  Carlton. 

Hothel. 

Hethersett, 

Kirby  Bedon. 

Melton  Magna. 

Mulbarton, 

Newton  Flotman. 

Shottesham  All  Saints. 

Shottesham  St.  Mary. 

Swardeston. 

HEREFORD  UNION 

(County  of  Hereford.) 

Aconbury. 

Burghai. 

Callow. 

Dormington. 

*£aton  Bishop, 

Fownhope. 

Hampton  Bishop. 

Holmer  and  Shelwick« 

Holm  Lacy. 

Huntington. 

Lugwardine. 

Mordiford. 

St  John  Baptist 

St.  Martin. 

St  Nicholas. 

*St  Owen. 

•St.  Peter. 

Stoke  Edith. 

Tupsley, 

Wellington, 

Withington. 


HERTFORD  UNION. 

(County  of  Hertforb.) 

All  Saints. 

Aston. 

Bennington. 

Brantfieid. 

Brickendon. 

Datcbworth. 

Herlingfordbury. 

Little  Amwell. 
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Hbrtford  Vnion^continued. 

(Co.  of  Hertford)— C0R/tnMe(/. 

litde  Berkhampstead. 

Sacomb. 

St.  Andrew. 

St  John. 

Stapleford. 

Tewin. 

Walkern. 

Walton. 


HIGHWORTH  AND 
SWINDON  UNION. 

(County  of  Wilts.) 

Bbhopstone. 

Blunsdon  St  Andrew. 

Castle  l^ton. 

Chisledon. 

Hannington, 

Highworth. 

Hlnton  Parva. 

In^lesham. 

Liddin^ton. 

Stanton  Fitzwarren. 

Stratton  St.  Margaret 

Swindon. 

Wanboroiigh. 

Wroughton. 


HINCKLEY  UNION. 

(County  of  Lbicestbr.) 
Stoke  Golding. 

(County  of  Warwick,) 

'      Barton  Hastings. 
Wolvey. 

I 

HITCHIN  UNION. 

(County  of  Bedford.) 

Holwell. 

(County  of  Hertford.) 

Baldock. 

Bygrave. 

Clothall. 

Codicote., 

Graveley. 

Hexton. 

Hitchin. 

Ickleford. 

Ippollitts. 


jmpton. 
Ein^walden. 
Knebworth. 
Newnham. 
Norton. 
Offley. 

Paulswalden. 
Pirton. 
BadwelL 
Stevenage. 
Weston. 
Wymondley,  little. 

125. 


holbeach  union. 

(County  of  Liw colk.) 

Fleet 

Qedney. 

Gedney  Hill. 

Holbeach. 

Sutton  St  Edmunds. 

Sutton  St  James* 

Sutton  St.  Mary. 

Sutton  St  Nicholas. 

Tydd  St  Mary. 

Whaplode. 


HOLBECK  TOWNSHIP, 

(County  of  York,  West 
Riding.) 

Holbeck. 


H0LLIN6B0URN 
UNION. 

(County  of  Kent.) 

Bicknor. 

Boughton  Malherbe. 

Broxley. 

Bredhurst. 

Broomfield. 

Chart. 

Detling. 

Frinsted. 

Harrietsham 

Headcorn. 

Hollingboum. 

Hucking. 

Langley. 

Leeds. 

Lenham. 

Otterden. 

Stockbury. 

Sutton  Valence. 

Thornham. 

Ulcomb. 

Wichlin^. 

Wormshill. 

The  Clerk  statei,  "I  am  unable 
tu  say  whether  orders  have  in  ail 
cases  been  duly  made  by  the  vestry  in 
a  formal  manner  to  put  the  Act  in 
force." 


HOLSWORTHY  UNION. 

(County  of  Devon.) 
Bradford. 

HOLYHEAD  UNION. 

(County  of  Anglesey.) 

Aberffraw. 
Bodedern. 
Holyhead. 
Llechylched. 

HOLYWELL  UNION. 

(County  of  Flint.) 

Caerwys. 
Cilcen. 


Holywell  Union — continued. 

(County  of  Flint)— cow^mw^d. 

Flint. 

Holywell. 

Mold. 

Nerquis. 

Newmarket. 

Whitford. 


HONITON  UNION. 

(County  ©f  Devon.) 

Branscombe. 

Broadhembury. 

Combe  Raleigh. 

Dunkeswell. 

Feniton. 

Gittisham. 

HonitoD. 

Luppitt 

Monkron. 

Offwell. 

Ortery  S(.  Mary. 

Sheldon. 

Sidbury. 

Sidmouth. 


HOO  UNION. 

(County  of  Kent.) 


Ho6. 


HORNCASTLE  UNION. 

(County  of  Lincoln.) 

Belchford. 

Goulceby. 

H  agworthingham. 

Hemingby. 

Horncastle. 

Mareham*le-fen. 

Scamblesby, 

Tetford. 

Wragby. 


HORSHAM  UNION. 

(County  of  Sussex.) 

Horsham. 

Ifield. 

Itchingfield. 

Lower  Beeding. 

Nuthurst, 

Rusper. 

Shipley. 

Slinfold. 

Warnham. 

West  Grinstead. 


HOUGHTON- 
LE-SPRING  UNION. 

(County  of  Durham.) 
Hettonle-Hole. 


HOXNE  UNION. 

(Counties  of  Norfolk  and 
Suffolk.) 

Mendham. 


(County  of  Suffolk.) 

Bndingbam. 

BedtieTd. 

Brundish. 

Dennington. 

Fressingfield. 

Hoxne. 

Laxfield. 

Metfield. 

Monk  Soham. 

Saxtead. 

Southolt. 

Stradbroke. 

Syleham. 

Tannington. 

Wey  bread. 

Wilby. 

Wingfield. 

Withersdale 

Worlingworth. 


HUNGERFORD  UNION. 

(County  of  Berks.) 

East  Garston. 

Inkpen. 

Kintbury. 

Laraboum. 

WestWoodhay. 


(Counties  of  Berks  and 
Wilts) 

Chilton  Foliatt 

Hungerford. 

Shalboum. 


(County  of  Southampton.) 
Combe. 

(County  of  Wilts.) 

Aldbourn. 
Froxfield. 
Great  Bedwin. 
Ramsbury. 

HUNTINGDON  UNION. 

(Counties  of  Cambridge  and 
Huntingdon.) 

Ramsey. 

(County  of  Huntingdon.) 

Alconbury. 

Alconbury  Weston. 

Barham. 

Brampton. 

Easton. 

Gidding  Steeple. 

Godmanchester. 
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HuifTiNGDo?!  Uhiok— oonK 

(County  of  Huntingdon)— 
coniinMed, 

Hamerton. 
Hartford. 

Huntingdon  St  Marj. 
Huntingdon  St.  Benedict 
Huntingdon  All  Saints. 
Huntingdon  St.  John. 
Leighton. 
Ravely  Magna. 
Ravely  Parva. 
Sawtry  All  Saints. 
Sawtry  St  Andrew. 
Sawtry  St  Judith. 
Stukely  Magna. 
Stukely  Parva, 
Upton. 
Woodwalton. 


HURSLEY  UNION. 

(County  of  Southampzok.) 

Farley. 

Hursley. 

Otlerbourne. 


IPSWICH  UNION. 

(County  of  Suffolk.) 

Cold  Dunghills. 
St  Clement. 
St  Helen. 
St  Lawrence 
St  Margaret. 
St  Mary  Elms. 
St.  Mary  Key. 
St.  Mary  Stoke. 
St  Mary  Tower. 
St  Matthew. 
St.  Nicholas. 
St  Peter. 
St.  Stephen. 
Westeraeld. 
WhittOB. 


ISLE  OF  WIGHT 
UNION. 

(County  of  South AMPTOJi.) 

Arreton. 

Brading. 

Carisbrooke 

Calbourne. 

Freshwater. 

GbdshUL 

Northwood. 

Niton* 

Newchuroh* 

St  Nicholas. 

St  Helen's. 

Shalfleet. 

Shorwell. 

Wliittwell. 

Whippingham. 

YarmouWr 


KENDAL  UNIOW. 

(County  of  WiKimJuaJu) 
Hevershatc-wilMiiiiiidMrpo. 

Kendall 


(Couirty  of  Westmorland) — 
continued. 

Kirkland. 
Over  Staveley, 
Strickland  ELettle. 
Strickland  Roger* 


KETTERING  UNION. 

(County  of  Northampton.) 

Burton  Latimer. 
Corby. 
Cottingham. 
Cranford  St  Andrew. 
Cranford  St.  John. 
Geddington. 
Middleton. 
Rothwell. 

Clerk  states,  *^  all  the  parishes  in 
the  union  have  assessed,  and  do  col- 
lect the  rates  agreeably  to  the  Act, 
although  I  cannot  ascertain  whether 
any  order  has  been  passed  by  the 
▼estry  in  the  remaining  parisheB." 


KEYNSHAM  UNION. 

(County  of  Gloucbster.) 

Hanhan:. 
Mangotsfield. 
Oldland. 
Siston. 


(County  of  SOMBRSET.) 

Keynsham. 

KINGSBRIDGE  UNION. 

(County  of  Deyok.) 

Bigbury. 

Blackawton. 

Cfaarleton. 

Chilvektone. 

East  Portlemouth. 

Kington. 

Modbury. 

SlaptOB. 

Stokenham. 

Ringmore. 

KINGSCLERE  UNION. 

(County  of  Southampdov.) 

Ashmansworth. 

Baughurst 

Burghclere. 

Crux  Easton. 

East  Woodhay. 

Hannii^toa. 

Hiffbel^re. 

Itchingswell. 

Kin^MtKu 

Sidmonton. 

Tadley. 

Wolverton. 


KING'S  LYNN  UNION. 

(County  of  Norpoml.) 
West  Lynn  St.  Peter. 

KINGSTON  UNION. 

(County  of  Mipdiasbi.) 

Hampton. 
Hampton  Wick. 
Teddington. 

(County*  of  Surrey.) 

Esher. 

Ham. 

Hook. 

Kingston-on-Thames. 

Maiden. 

Thames  Ditton. 

Wimbledon. 

KINGTON  UNION. 

(County  of  Hereford.) 

Kington. 

Lyonshall. 

Pembridge. 

KNARESBOROUGH 
UNION. 

(County  of  York,  Weat 
Riding.) 

Killinghall. 

KNIGHTON  UNION- 
(County  of  Radnor. 
Knighton. 

LAMPETER  UNION. 

(County  of  Cardtqan.) 
Lampeter. 

LANCASTER  UNION. 

(County  of  Lancaster.) 

Camforth^ 

EUel. 

Lancaster. 

Overton. 

Skerton. 

Thumham. 

Warton-with-LiQdetli. 

LANCHESTER  UNION. 

(County  of  Durham.) 

Benfieldsidc. 
Conside  and  Knitsley. 
Ebchester. 
Medemsley. 
Tanfield. 


LANGPORT  UNION- 
Barrington. 


LAUNCESTON  UNION. 

(County  of  Oorkwall.) 

South  Petherwin. 
NorthiU. 


LEDBURY  UNION. 

(County  of  Hereford.) 

Ashperton. 

Aylton. 

Bosbury. 

Canon  Frome. 

Castle  Frome. 

Coddingtoa. 

ColwalL 

Donnington. 

Eastnor. 

Eggleton. 

Ledbury. 

Little  Marcle. 

Much  Marcle. 

Munsley. 

Pexley. 

Putley. 

Stretton  G 

TarrlngtoB. 

Woolhope. 

YarkhilL 


LEEDS  TOWNSHIP. 

(County  of  York,  West 
Riding.} 

Leeds. 


LEICESTER  UNION. 

(County  of  LncflBriB.) 

All  Saints. 
Augustine  Friars. 
Black  Friars. 
Castle  View. 
St.  Margaret. 
St.  Mary. 
The  Newark. 
St  Nicholas. 


LEIGH  UNION- 

(County  of  Lakcastxr.) 

Astley. 
Atherton. 
Bedford. 
Pennington. 
West  Leigh. 


LEIGHTON  BUZZASD 
UNION. 

(County  of  BBDFomn.) 

Rillington. 

Eaton  Bray. 

Eggington. 

Heath. 

Leighton  Bunrd. 

iStanbridge. 
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LsiCBioif  BirsiAmB  Uinoir — 
contmued. 

(County  of  Buckingham.) 

Cheddington. 

Edlesbrongh. 

lyinghoe. 

linsiade. 

Slapton. 

Soolbary. 

Stoke  HammoDd. 

Wing. 


LEOMINSTEB  UNION. 

(Camoty  af  Hebbfosd^) 

^ton. 

Hampton  Wafer  (No  Return). 

Kimbolton. 

Leominster  Borough. 

Leominiter  Out  Parreh. 

Lucton. 

Loston. 

Newton. 

Orleton. 

Stoke  Prior. 

Yarpale. 

LEWES  UNION. 

(County  of  Subibx.) 

All  Saints. 
Cliffis. 
St  John. 
St  MlchaeL 
Soatk  Mailing, 
Southoifer. 

LEWISHAM  UNION. 

(County  of  Keht.) 

Eitham. 

Lee. 

Plnmstead. 

LEXDBN  AND 
WTNSTREE  UNION. 

(County  of  Essex.) 

Abberton. 

Aldham. 

Birch. 

Bozted. 

Bnghtlingsea; 

Chapel. 

Copford. 

Dedham. 

East  Donyland. 

Easthorpe. 

Fbgrinhoe. 

Fordham. 

Oreat  Horksley* 

Great  Tejr. 

Great  Wigborough, 

LanghauL 

Layer  Breton. 

Layer-de-la-Haj* 

Layer  Mamey; 

little  Horksley. 

Little  T^. 

Marks  Tey; 

Mount  Bares. 

Peldon. 

Stanway, 

135. 


Lbxbsn  and  Wivstrse 
Union — continued, 

(County  of  Essex) — continued. 

Wakes  Colne. 
West  Bergholt. 
Wivenhoe. 
Wormingford. 

LICHFIELD  UNION. 

(County  of  Stafford.) 

Alrewas. 

Armitage  and  Hansacre. 

Bromley  Regis,  or  King's 

Bromley. 
Colton. 
Hammerwieh. 
Longdon. 
Rugeley. 
St  Chad. 
St  Mary. 
St  Michael. 
Whittington. 

LINCOLN  UNION. 

(County  of  Lincoln.) 

Auboum. 

Bardney. 

Barlings. 

Branston. 

Canwick. 

Metheringham. 

Navenby. 

Nocton. 

North  Hyckham. 

Potter  Hanworth. 

St.  Benedict 

St.  Michael. 

St  Petsp-at-Gowts. 

Si.  Swithin. 

Saxelby  with  Ingleby. 


LINTON  UNION. 

(County  of  Cambridge.) 

Abington,  Great 

Abington,  Little. 

Babraham. 

Bartlow. 

Balsbam. 

Camps  Castle. 

Camps  Shudy. 

Duxfbrd. 

Hinxton. 

Horseheath. 

Ickleton. 

Linton. 

Pampisford. 

Sawston. 

West  WrattSng. 

WestWickham. 

Weston  Colville. 

Whitlesford. 


(County  of  Essex,  J 

Bartlow  Hamlet 
Hadstoek. 


USKEARD  UNION. 

(County  of  Cornwall.) 

Callington. 
Cleer,  St. 
Duloe. 
Ive,  St. 
Linkinhome, 
Menheniot 
South  HilL 

LLANDOVERY  UNION, 

(County  of  Carmarthen.) 
Uandingat. 

LLANELLY  UNION. 

(County  of  Carmarthrn.) 

Llanedy. 
Llanelly. 
Llangennech. 
Pembrey. 

(County  of  Glamorgan.) 

Loughor  Borough. 
Loughor  Parish. 


LLANFYLLIN  UNION. 

(County  of  Denbigh^) 
Llanrhaidr  (part). 

(County  of  Montgomery.) 

Carreghova. 

Gnilsfield. 

Llandrinio. 

Llandysilio. 

Llantair  Caereinion. 

Llanfechan. 

LlanfihangeL 

Llanfyllin. 

Llangynog. 

Llanrhaiadr  (part). 

Llansaintffraid  D^thm-. 

Llansaintflraid  Pool. 

Meifod. 

Pennant. 

LLANRWST  UNION. 

(County  of  Carnarvon.) 

Bettws-y-coed. 

Dolwyddelan. 

Eidda. 

Gwydir  or  Trewydyn 

Llanrhychwyn. 

Maenan. 

Penmachno. 

The  Abbey. 

Trefriw. 

(County  of  Denbigh.) 

^Iwysfisush. 
Gwern  Howd.. 
Gwytherin. 
Llanddoget^ 

B4 


LiJLNRWST  Uniotn — oontimtei* 

(Co,  of  Denbigh)— cowi*^. 

Llangemiew. 
Llaurwst 
Pentrevoelas. 
Tir  Evan  or  Ifan, 
Trebrys. 


LODDON  AND 
CLAVERING  UNION. 

,  (County  of  Norfolk.) 

Chedgrove. 

Difohingham. 

Hales. 

Kirby  Cane« 

Loddon. 

Thurton. 

Thwaite. 

Toftmonks. 

LONGTOWN  UNION. 

(County  of  Cumberland.) 

Arthuret- 
HethersgilL 

LOUGHBOROUGH 
UNION. 

(County  of  Leicester.) 

Long  Whatton. 
Loughborough. 
Sheepshed. 

(County  of  Nottingham.) 

Costock. 
East  Leake. 
Rempstone. 

LOUTH  UNION. 

.  (County  of  Lincoln.) 

Aby  with  Greenfield. 

Binbrook. 

Donington. 

Fulston. 

Grimoldby. 

Holton-le-Clay. 

Louth. 

Ludford  Magjia. 

Ludford  Parva. 

Manby. 

North  CJotes. 

Somercotes,  North. 

Somercotesy  South. 

Withem. 

LUDLOW  UNION. 

(County  of  HERltFOKIK} 

Downton. 
Leintwardine.   . 

(County  of  Salop.) 

Ashford  Bowdler. 
Ash&fd  Cwhoneip 
Bitterley. 
Bromfield. 
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Ludlow  Union — continued. 

(Co.  of  Salop)— contfnwerf. 

Cainham« 

Culmington. 

Diddleburj. 

Ludlow, 

Munslow, 

Onibury. 

Stanton  J^cy. 

Stokesay. 

Tugford. 

LUTON  UNION. 
(County  of  Bedford.) 

Barton-le-Clay. 
Caddingfon  (Beds). 
Dunstable, 
Houghton  Regis. 
Humbershoe  Hamlet 
Streatley. 
Studham  (Beds). 
Sundon. 
Totternhoe 
Whipsnade. 

(County  of  Hertford.) 

Caddington  (Herts). 
Kensworth, 
Studham  (Herts). 

LUTTERWORTH 
UNION. 

(County  of  Leicester.) 

Amesby. 

BitteswelL  * 

Broughton  Astley. 

Caybrooke  Magna. 

Caybrooke  Parva. 

Dunton  Bassett. 

Frolesworth. 

GilmortOD. 

Kil worth,  North. 

Kilworth,  South. 

Kimcote  and  Walton. 

Lutterworth. 

Misterton. 

Pealling  Magna. 

Shawell. 

Swinford. 

Walton-in-Knaptoft. 

Willoughby  Waterless. 

(County  of  Northampton.) 
Welford. 

(County  of  Warwick.) 

Copston  Magna. 
Monk's  Kirby. 
Paihon. 

Siretton-under-Fossa. 
Wibtoft. 


lymington  union, 

(County  of  Southampton.) 

BoMre. 
Brockeahnrst. 


Ltminoton  Union — contd. 

(Co.  of  Southampton) — cont^. 

Hordle. 
Lymington. 
Milford. 
Milton. 

MACCLESFIELD 
UNION. 

(County  of  Chester,) 

Macclesfield. 

Sutton. 

Hurdsfield. 

MACHYNLLETH 
UNION. 

(County  of  Cardigan.) 

Scybor-y-Coed. 

(County  of  Merioneth.) 

Pennal. 
Towyn. 

(County  of  Montgomery.) 

Cemmes. 

Darowen. 

Isygarreg. 

Llanbrynmair. 

Llanurin. 

Machynlleth. 

Pen^os. 

Uchygarreg. 

MADELEY  UNION. 

(County  of  Salop.) 

Barrow. 

Benthall. 

Broseley. 

Buildwas. 

Dawley. 

Linley. 

Littlb  Wenlock. 

Madeley. 

Much  Wenlock. 

Stirchley. 

WiUey. 

MAIDSTONE  UNION. 

(County  of  Kent.) 

Barming. 

Bearstead. 

Farleighy  East 

Farleigh,  West. 

Hunton. 

Loose. 

Marden. 

Staplehurst. 

Yafding. 

MALDON  UNION. 

(County  of  Essex.) 

All  Saints  (Maldon). 
BradwelL 


Maldon  Union — continued. 

(Co.  of  Essex)^c(m/ifttftftf. 

Burnham. 

Dengie. 

Goldbanger. 

Great  Totham. 

Heybridge. 

Langford. 

Little  Totham. 

Mayland. 

North  Fambridge. 

St.  Mary  (Maldon). 

St.  Peter  (Maldon). 

Southminster. 

Tolleshunt  Knights. 

MALLING  UNION. 

(County  of  Kent.) 

Allington. 

Aylesford. 

Birling. 

Burham. 

Ditton. 

East  Mailing. 

East  Peckham. 

igbtham. 

Leybourne. 

Mereworth 

OfTham. 

Ryarsh. 

Shipborne. 

Snodland. 

TrottersdifTe. 

Wateringbury. 

West  Peokham. 

Wouldham. 

Wrotham. 

MALMSBURY  UNION. 

(County  of  Wilts.) 

Abbey. 

Alderton. 

Bremilham. 

Brinkworth. 

Brokenborough. 

Charlton. 

Crudwell. 

Dauntser. 

Easton  Grey. 

Foxley. 

Garsdon. 

Hankerton. 

HuUayington. 

Lea. 

Luckington. 

Malmsbury. 

Minety. 

Norton. 

Oaksey. 

Sherston  Magna. 

Sherston  Parva. 

Somerford  Magna. 

Somerford  Parva. 

Sopworth. 

Westport. 

MANSFIELD  UNION. 
(County  of  Nottingham.) 

Mansfield. 
Sutton  in  Ashfield. 


MARKET  BOSWOBTH 
UNION. 

(County  of  Leicester.) 

Barlestone. 

Dadlington. 

Desford. 

Ibstock. 

Markfield. 

Newbold. 

Ratby. 

MARKET    HAR. 
BOROUGH   UNION. 

(County  of  Leicester.) 

Bowden,  Great 

Fieckney. 

Foxton. 

Harborough,  Market 

Kibworth,  Beauchamp. 

Laughton. 

Lubenham. 

Smeeton  Westerby. 

Theddingworth. 

(County  of  Nokthamptoic.) 

Bowden,  Little. 
Marston  Temple. 
Stoke  Albany. 
Wilbarston. 


MARLBOROUGH 
UNION. 

(County  of  Wilts.) 

East  Kennet 
Marlborough  St  Mary. 
Marlborough  St  Peter. 
Mildenhall. 
Preshute. 

Winterboum  Bassett 
Winierboum  Monkton. 

MARTLEY  UNION. 

(County  of  Worcester.) 

Abberley. 

Alfriok. 

Areley  Kings. 

Astley. 

Bransford. 

Broad  was. 

Clifton-on-Teme. 

Cotheridge. 

Doddenham, 

Grinley. 

Hallow. 

HlUhampton. 

Holt 

Kniehtwick. 


Lulsley. 

Martley. 

Pensax. 

Shelsey  Beauchamp. 

Shelsey  Kings. 

Shelsev  WaSh. 

Shrawley. 

Stanford. 

Stockton. 

Suckley. 

Wichenford, 

Witley,  Great 

Witley,  Little, 
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MEDWAY  UNION. 

(County  of  Kxht.) 

Chatham. 
Gillingham. 

MELKSHAM  UNION. 

(County  of  Wilts.) 

Hilperton. 

MeiKsham. 

Seend. 

Bemington. 

Trowbridge. 

MELTON  MOWBRAY 
UNION. 

(County  of  Lbicesteb.) 

Asfordby. 

Branston. 

BrooghtoDy  Nether. 

Brougbton,  Upper. 

Clawson. 

EastweU. 

Eaton. 

Edmondthorpe. 

Hoby. 

Hose. 

Helton  Mowbray. 

Scalford. 

Somcrby. 

Stapleford. 

Stathem. 

Waltbam 

Wjmondham. 

MERE  UNION. 

(County  of  DoBSET.) 

Boarton. 
Silton. 

(County  of  Sombsset.) 

EilmingtOD. 

(Counties   of   Sombrsbt  and 
Wilts.) 

Maiden  Bradley. 
Stourton. 

(County  of  Wilts.) 

East  Knoyle. 
Kingston  Deverill. 
Mere. 

MERTHYR  TYDFIL 
UNION. 

(County  of  Brecknock.) 

Pendeiyn. 
Vainor. 

(County  of  Glamobqan. 

Aberdare. 
Gelligaer. 
Meriyr  TydfiL 
Rbigos. 

MIDHURST  UNION. 

(County  of  Sussex.) 

Chithurst. 

Cocking. 

Didling. 

Easeboume. 

Fernburst 

Harting. 

Iping. 

Lincbmere. 

Lodaworth. 

lurgasball. 

125. 


MiDHURST  Uifiov'^^ontinued. 

(Co.  of  Sussex) — continued. 

Midhurst 

North  Ambersham. 

Northchapel. 

Rogate. 

Selnam. 

South  Ambersham. 

Terwick. 

Tillington. 

Woolavington. 

Woolbeding. 

MILDENHALL   UNION. 

(County  of  Suffolk.) 

Barton  Milk. 

Eriswell. 

Herringswell. 

IcklinJnam. 

Lakenheath. 

Mildenhall. 

Tuddenham. 

Worlington. 

MILTON  UNION. 

(County  of  Kent.) 

Halstow,  Lower. 

Milton. 

Murston. 

Newington. 

Rainham. 

Sittingbome. 

Upchurch. 

MITFORD    AND  LAUN- 
DITCH  UNION. 

(County  of  Norfolk.) 

Bawdeswell. 

Beeston. 

Beetley. 

Billingford. 

Bintree. 

Brisley. 

Colkirk. 

Dunham,  Great. 

Elmbam,  North. 

Elsing. 

Foxley. 

Fransnam,  Great. 

Fransham^  Little. 

Gately. 

Gressenhall. 

Guist. 

Hockering. 

Homingtoft. 

Lexham,  East. 

Litcham. 

Longham. 

Lyng. 

Mattishall  Bergh. 

Mileham. 

Seaming. 

Shipdham. 

Sonthbergh. 

Stanfield. 

Swanton  Morley. 

Tittleshall. 

Twyford. 

Weagenham  All  Saints. 

Weasenham  Saint  Peter. 

Wellingham. 

Wendling. 

Whissonsett. 

Wortling. 


MONMOUTH  UNION. 

(County  of  Gloucester.) 

English  Bicknor. 
Newland. 
Staunton. 
West  Dean. 

(County  of  Hereford.) 
Garway. 

(County  of  Monmouth.) 
Dixton. 

Llantillio  Crossenny. 
Mitchell  Troy. 
Monmouth. 
Ragland. 

MONTGOMERY  AND 
POOL  INCORPORA. 
TION. 

(County  of  Montgomery.) 

Castlewright. 

Chirbury. 

Churchstokc. 

•Forden. 

Leighton. 

Montgomery. 

Pool,  Lower. 

Pool,  Middle. 

Pool,  Upper. 

Worthen. 

MORPETH  UNION. 

(County  of  Northumber- 
land.) 

Morpeth. 

MUTFORD  AND 

LOTHINGLAND  IN- 

CORPORATION- 

(County  of  Suffolk.) 

Ashby. 

Bamby. 

Blundeston. 

Bradwell. 

Burgh  Castle. 

Carlton  Colville. 

Corton. 

Gisleham. 

Gunton. 

Herringfleet. 

Hopton. 

Kessingland. 

Kirtley. 

Lound. 

Lowestoft. 

Mutford. 

Oulton. 

Pakefield. 

Rushmere. 

Somerleyton. 

NANTWICH  UNION. 

(County  of  Chester.) 

Audlem. 

Buerton. 

Church  Coppenhall. 

Coppenhall  Monks. 

Hankelow. 

Nantwich. 

Newhall. 

Shavington-cum-Gresty. 

Stapeley. 

Tarporley. 

Willaston, 


NARBETH  UNION. 

(County  of  Pembroke.) 

Amroth. 

Begelley. 

Crunwere. 

East  Williamstow. 

Jeffreyston. 

Lampeter  Velfrey. 

Martletwye. 

Narberth,  North. 

Narberth,  South. 

Robeston  Wathen. 

St.  Issells. 

NEATH  UNION. 

(County  of  Brecon.) 

Ystradgunlais,  Higher. 
Ystradgunlais,  Lower. 
Ystradvelltey. 

(County  of  Glamorgan.) 

Aberavon. 

Baglan,  Higher. 

Blaengwrach. 

Blaenhonddan. 

Britonfeny. 

Coedfrank. 

DufFryn  Clydach. 

Dylais,  Higher. 

Dylais,  Lower. 

Glyncorrwg. 

Killyhebill. 

Llangonoyd)  Higher. 

Llangnicke. 

Llansamlet,  Higher. 

Llantwit,  Lower. 

Michaelstone>  Higher. 

Neath. 

Neath,  Higher. 

Resolven. 

NEWARK  UNION. 

(County  of  Lincoln.) 

AUington. 

Bassingham. 

Brant  Broughton. 

Caythorpe. 

Claypole. 

Foston. 

Fulbeck. 

Sedgebrook  (no  return). 

Syston. 

(County  of  Nottingham.) 

Coddington. 
Harby. 

NEWBURY  UNION. 

(County  of  Berks.) 

Boxford. 

Brimpton. 

Chieveley. 

Enborne. 

Greenham. 

Hampstead  Marshall. 

Midgham. 

NewDury. 

Shaw-cum-  Donningtoh. 

Speen. 

Tnatcham. 

Welford. 

Winterboum. 

Wool  bam ptoD. 
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PARISHES   WHICH    HAVR  ADOPTBO   THE    ACT   FOB   THE    BBTTBR   AftS£S8IN€»^ 


Nbwbury  Uniok— <?(m^'. 
(County  of  Soothampton.) 
Newtown. 

The  Clerk  states  that  lie  believes 
tlie  above-named  parishes  have 
adopted  the  Act,  but  whether  the- 
same  has  been  so  sHiopted  by  any 
order  of  veabry,  he  has  no  book*  or 
papers  in  his  possession,  a*r  Clerk  to 
the  Guardians,  which  will  enable  him 
to  say. 

NEWCASTIEUNDER. 
LYME  UNION. 

(County  of  SxAFFoaD.) 

Chorlton. 
Keele. 

NEWCASTLE-UPON. 
T^NE  UNION. 

(County  of  Northumber- 
land). 

All  Saints. 

Benwell. 

Byker. 

Elswick. 

Fenham. 

Heaton. 

Jesmond. 

St.  Andrew. 

St.  John. 

St.  Niohohs;. 

Westgate. 

NEWENT  UNION. 
(County  of  Gloucesisr.) 
Newent. 

NEW  FOREST  UNION. 
(County  of  Southampton.) 
Eling. 

NEWHAVEN  UNION. 

(County  of  Sussex.) 

Newhaven. 
Rottingdean. 

NEWMARKET  UNION. 

(County  of  Cambridge.) 

Ashley. 

Borough  Green. 

^pttisham. 

Brinkley. 

Burwell. 

Cheveley. 

Chippenham. 

Duliingham. 

Fordham. 

Isleham. 

Kennet. 

Newmarket  All  SaiBte. 

Soham. 

Snailwell. 

Stetchworth. 

SwafiPham  Prior. 

Swaffham  Bulbeck. 

Westley. 

Wicken. 

Woodditton. 


Newmarket  Uicion — cont^* 

(County  of  Suffolk.) 

Dalham. 

Exning. 

Gazeley. 

Lidgate. 

Moulton. 

Newmarket  St.  Mary. 

Ousden. 

NEWPORT  UNION 
(MONMOUTH). 

(County  of  Glamorgan.) 

Llanvedw. 
Rhydgwern. 

(County  of  Monmouth). 

Bedwas. 

Christchurch. 

Goedkemew. 

Graig. 

Llantarnam. 

Machen,  Upper. 

Maehen,  Lower. 

Magor. 

MarshHeld. 

Michaelstone-y-Bedw. 

Mynyddslwyn. 

Newport. 

Peterstone. 

Risca. 

Regerstone. 

St,  Woollos- 

NEWPORT  UNION 
(SALOP). 

(^County  of  Salop.). 

Church  Ashton. 
Newport. 

(County  of  Stafford.) 
High  Offley. 

NEWPORT  PAGNELL 
UNION. 

(County  of  Buckingham;) 

Bletchley. 

Bow  Brickhill. 

Bradwell  (no  return). 

Castle  Thorpe. 

Chickley. 

Clifton  Reynes. 

Cold  Brayfield  (no  return). 

Emberton. 

Fenny  Stratford. 

Gay  hurst. 

Great  Brickhill. 

Great  Lin  ford. 

Hanslope. 

Haversham  (no  return). 

Lavendon. 

Little  Brickhill. 

Longhton. 

Milton  Keynes. 

Newton  Longville. 

Newport  PagnelU 

Newton  Blossom ville. 

North  Crawley. 

Olney. 

Olney  Park  Farm  (no  return). 

Petsoe  Manor. 

Ravenstone. 

Shenly  Church  End.* 

Sherrington. 


Newport  Paonqll  Union — 

contintied. 

Co.  of  Buckingham — cont^. 
Simpson. 

Stoke  Goldington. 
Tyringham  cum-Filgrav€. 
Walton. 

Warrington  (no  return)* 
Water  Eaton. 
Wavendon. 
Woughton-on  the-Grecn. 

NEWTON  ABBOT 
UNION. 

(County  of  Devon.) 
Bishopsteignton. 
Da^dish. 

East  Teignmouth. 
Kingsteignton. 
Stpkeinteignhead. 
West  Teignmouth.. 
Wolborough. 

NEWTOWN  AND  LLA- 
NIDLOES UNION. 

(County  of  Montgomery.) 
CaiTio. 
Kerry. 

Llanllw-chaianu 
Llanidloes. 
Llanwnog. 
TrefEglwys. 

NEW  WINCHESTER 
UNION. 

(County  of  SomriLAMBiiON  ) 

Avington. 

Bishop  Stoke. 

Chilcombe. 

Crawlay. 

Easton. 

Ea6^  StHitton. 

Itch  in  Abbas. 

Milland. 

Mitcheldever. 

Owlesbury. 

St  Bartholomew  Hyde  (Win- 
chester), 

St.  Faith  (Winchester). 

St.  John  (Winchester). 

St.  Lawrence  (Winchester). 

St.  Mary  Kalender  (Winches- 
ter. 

St.  Maurice  (Winchester). 

St  Michael  (Winchester), 

St  Peter,  CheesehiU  (Wm- 
chester). 

St  Peter,  Colebrook  (Win- 
Chester). 

St.  Swithm  (Winchester). 

Iwyford. 

Wonston. 

NORTHALLERTON 
UNION. 

(County  of  York,  North 
Riding.) 
Brompton. 
Northallerton. 
Roman  by. 

NORTBAMPTOW 
UNION. 

(County  of  Northamtpton;) 
Abington. 
Billling,  Little. 
Bugbrooke. 
Harpole. 
Heyford  Nether. 


NaBTBAMPTOif  Union — cont*. 

Co.  of  Northampton— co«i^. 

Kingsthorpe. 
Kislingbury. 
North^pton,  AJl  S^nts. 

„  St  Andrew. 

„  St  Giles. 

ff  St.  Peter. 

„  St  Sepuicbie;. 

Weston  Favell. 

NORTH  ALESFORD 
UNION. 

(County  of  Kent.) 

Frindsbury. 
Luddesdown. 
Northfleet 
Shorne. 

NORTH  BIERLEY 
UNION. 

(County  of  York,  Weal 
Riding.) 
Bolton. 
Clayton. 
North  Bierley. 
Shipley. 
Thornton. 
Wikden. 
Wyke. 

NORTHLEACH   UNION.      | 

(County  of  Gloucester.)* 
Aldswortk. 
Aston,  Bla&k. 
Bibury. 
Chedworth. 
Coin  Rogers. 
Colo  St  Aldwins. 
Coin  St  Denis. 
Compton  Abdale. 
Dowdesw«lL 
Eastingtoo. 
Farmington. 
Hazleton. 
Northleach. 
Salpertoo;. 
Sevenhampton. 
Sherborne. 
Shipton  OUtE^ 
Shipton  SoUars. 
Southrop. 
St«weHl 
Turkdean» 
Whit^n^^ton. 
Windrush. 
Winson. 
Withington. 
Yanwortii; 

NORTHWICH  UNTON- 

(County  of  Chester.) 
Bam  ton. 

Cadile,  Nortbwich. 
Hartford. 
Kinderton. 
Middlewich. 
Newton. 
Northwich. 

NORTH  WITCHFORI> 
UNION. 

(County  of  Cambridqk) 
Benwick. 
Chatteris. 
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conUnuecL 

(Co.  of  Cambridge)— ca»^*. 

Doddington. 
Manea. 
March. 
Wimblington. 

NOTTINGHAM  UNION, 

(CoUDty  of  NOTTINQHAM.) 

St.  Mary,  Nottingham. 
St.  Nicholas,      ,, 

NUNEATON  UNION. 

(County  of  Warwick.) 

Arley. 

Balkington. 
Chilvere  Coton. 
Nuneaton. 

ONGAR  UNION. 

(County  of  EaCTx.) 

Abbots  Roothing. 

Beaacbamp  Roothing 

Bcrners  Roothing. 

Blackmore. 

Bobbingworth. 

Chipping  Ongar. 

Doadinghorst. 

Fyfield. 

Greenstead. 

High  Layer. 

Hfflb  Ongar. 

KeiTedon  Hatch 

Lamboume. 

Little  Layer. 

Moreton. 

Navestock. 

Norton  Mandeyille. 

Shelley. 

Shellow  Bowells. 

Stanford  Riyers. 

Stapleford  Abbotts. 

Stondon  Massey. 

Willingale  Doe. 

Willingale  Spain. 

ORSETT  UNION. 

(County  of  EssBX.) 

Ayelev. 

Chadwell  St.  Mary. 

East  Tilbury; 

Grays  Thurrock. 

H(inidon-on  -  the-Hill. 

Lanedon  fiilis. 

Little  Thurrock. 

Mucking. 

North  Ockendon. 

Orsett, 

South  'Oc&endoQ. 

Stanford-le-Hope. 

West  Tilbury. 

OSWESTRY  INCOR. 
PORATION. 

(County  of  Dbkbigh.) 

Chirk. 
Uaosilin. 

(County  of  Salop.) 

Kinnerley. 

liwyntidman  (Llanymynech.) 

Oswwtry  rParish). 

Oswestry  (Town). 

Royton. 

125. 


OSWBBTRT  IkOORPOSATION — 

continuecU 

(County  of  Salop) — cont^. 

St  Martin. 
Sellattyn. 
Sychtyn, 
West  Felton. 
Whittington. 

OUNDLE  UNION. 

(County  of  HuNTiKoDON.) 

Elton. 

Great  Gidding. 

Little  Gidding. 

(Counties  of  Hitntingdon 

and  NORTHAICPTON.} 

Luddington. 
Thurning. 

(County  of  Northampton.) 
Ashton. 

Barnwell  St.  Andrew. 
Barnwell  All  Saints. 
B^nefield. 
Bulwiok. 
Deenethorpe. 
Potberinghay. 
King's  Cliffe. 
Lilford. 
Onndle. 
Pilton. 
Polebrooke. 
Southwioh. 
Stoke  Doyle. 
Thorpe  Ackurch. 
Warmington. 
Woodnewton. 
Yarwell. 

PATELEY  BRIDGE 
UNIOTST. 

(County  of  York,  West 
Riding.) 

Dacre. 
Hartwith-cum-Winsley. 

PATRTNGTON  UNION. 

(County  of  York,  East 
Riding.) 

Burst  wick. 

Holmpton. 

Keyingham. 

Patrington. 

PeulL 

Ryhill-with-CJcanerton. 

Thorn  Gumbald. 

Welwick. 

PEMBROKE  UNION. 

(County  of  Pembroke.) 

Burton. 
Lamphey. 
Llanstadwell. 
Monkton. 
St.  Michael. 

PENIfiTONE  UNION. 

(County  of  York,  West 
Sliding.) 

Clayton  West 
Silkstone. 


PENKRIDGE  UNION. 

(County  oF  Stafford.) 

Acton  and  Bidnall. 

Brewood. 

Bushbury. 

Cannock. 

Church  Eaton. 

Dunston. 

Essington, 

Lapley. 

Norton. 

Peakridge. 

Saredon. 

ShareshilL 

PENRITH  UNION. 

(County  of  Cumberland.) 
Penrith. 

PENZANCE  UNION. 

(County  of  Cornwall.) 

Gulval. 

Ludgvan. 

Penzance. 

PERSHORE  UNION. 

(County  of  WoRCESiER.) 

Abberton. 

Besford. 

Birlingham. 

Bishampton. 

Bredicot 

Bricklehampton. 

Broughton  Hacket. 

Charlton. 

Churchill. 

Comberton  Great. 

Comberton  Little. 

Cropt  borne. 

Defford. 

Dormstone. 

Eckington. 

Elmley  Castle. 

Fladbury. 

Flyford  Flavell. 

Grafton  Flyford. 

Hill  and  Moor. 

Holy  Cross  (Pershore.) 

Kington. 

Naunton  Beauchamp. 

Nether  ton. 

North  Piddle. 

Norton-j  uxta-Kempsey. 

Peopleton. 

Piwvin. 

Pirton. 

Spetchley. 

St.  Andrew  (Perriiova). 

Stoulton. 

Strensham. 

Throckmorton. 

Upton  Snodsbury. 

White  Lady  (Aston). 

Whittington. 

Wiok. 

Wyre  Piddle. 

PETERBOROUGH 
UNION. 

(County  of  HUNTINODON.) 

Alwalton. 
Denton. 
Hetton. 
Folksworth. 


TSTBRBOROUOH  UnION  — 

continued. 
(Co.  of  Huntingdon) — oont^, 

Glatton  (partly.) 
Holme  (partly.) 
Stanground. 
Stilton. 
Yaxley. 

(County  of  Lincoln.) 

Crowland. 

(County  of  Nokthampton.) 

Eye. 

Glinton. 

Gunthorpe. 

Helpstone. 

Marholm. 

Newborough. 

Paston. 

Peterborough. 

Werrington. 

PETERSFIELD  UNION 

(County  of  Southampton.) 

Buriton. 

Colemore. 

East  Meon. 

Empshott. 

Froxfield. 

Greatham. 

Hawkley. 

Liss. 

Petersfield. 

Priors  Deane. 

Privett. 

Steep. 

Street. 


PETVVORTH  UNION. 

(County  of  Sussex.) 

BilliniQshitrst. 
Kirdford. 
Petworth. 
Rudgwick. 
Wisborough  "Green. 

PEWSEY  UNION. 

(County  of  Wilts.) 

Alton  Priors. 

Burbage. 

Colliogbourn  Ducis. 

Collingboiisn  EingsUm. 

Easton. 

Enford. 

Everley. 

Fittleton. 

Huish. 

Manningford  Abbots. 

Manningford  Bobun. 

Milton. 

Netherayon. 

North  Newnton. 

Pewsey. 

Rushall. 

Upavon. 

Wilcott. 

Wilsford. 

Woodborough. 

Wootton  Rivers. 

PICKERING  UNION. 

(County  of  York,  North 
Riding.) 

Marton. 
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PARISHES   WHICH    HAVE   ADOPTED   THE   ACT   FOR  THE   BETTER  ABSBSSINa 


PL0ME8GATE  UNION. 

(County  of  Suffolk.) 

Benhall. 

Blaxhall. 

Brandeston. 

Bruisyard. 

Butley. 

Campsey  Ash. 

Chilleaford. 

Cransford. 

Cretingham. 

Earl  Soham. 

Easton. 

Eyke. 

Farnham. 

Framlingham. 

Friston. 

Glemham,  Little. 

Haclieston. 

Hoo. 

Iken. 

Kenton, 

Kettlcbiirgh. 

Letheringnam. 

Marlesford. 

Monewden. 

Orford. 

Parham. 

Rendhain. 

Rendlesham. 

Saxmundham. 

Snape. 

Stern  field. 

Stratford  St.  Andrew. 

Sudhourne. 

Swefling. 

Tnnstall. 

Wantisden. 

Wickham  Market. 

PLYMPTON  ST.  MARY 
UNION. 

(County  of  Dbvon.) 

Ermington. 

Holbeton. 

Plympton  St.  Mary. 

Ply  ms  took. 

Revelstoke. 

"Wembury. 

Yealmpton. 

PONTEFRACT  UNION. 

(County  of  York,  West 
Riding.) 

Pontefract. 


PONTYPOOL  UNION. 

(County  of  Monmouth.) 

Llanhilletfa. 

Llanvrechva. 

Mamhilad. 

Panteague. 

Trcvelhin. 

PONTYPRIDD  UNION. 

(County  of  Glamorgan.) 

Eglwysilan. 

Lmnfabon. 

Llantrisant. 

Llantwitfardre. 

Llanwonno. 

Yslmdyfodwg. 


POOLE  UNION. 

(County  of  Dorset.) 

Canford. 
Hamworthy. 
Kinson. 
Lon^fleet. 

Lytcliett  Matravers. 
Lytcbett  Minster. 
Parkstone. 
Poole. 


PORTSEA  ISLAND 
UNION. 

(County  of  Southampton.) 
Portsea. 
Portsmouth. 

POTTERSPURY  UNION. 

(County  of  Buckingham.) 
Stony  Stratford,  East. 
Stony  Stratford,  West 

(County  of  Northampton.) 

Alderton. 
Ash  ton. 
Cosgrove. 
Grafton  Regis. 
Hartwell. 
Passenham. 
Paulerspury. 
Potterspuiy. 
Yardley  Qobion. 

PRESCOT  UNION. 

(County  of  Lancaster.) 

Huy  ton  with  Roby. 

Parr. 

Prescot. 

Sutton. 

Widnes. 

Windle. 

Woolton,  Little. 

Woolton,  Much. 

PRESTEIGNE  UNION. 

(County  of  Radnor.) 

Discoyd. 
Presteigne. 

PRESTON  UNION. 

(County  of  Lancaster.) 

Farin^ton. 

Fishwick. 

Longton. 

Much  Hoole 

Penwortbam. 

Preston. 

Walton-le-Dale. 


PRESTWICH  UNION. 

(County  of  Lancaster.) 

Blackley. 
Bradford. 
Crumpsall. 
Harpurhey. 

PWLLHELI  UNION. 

(County  of  Carnarvon.) 

Abererch. 
Bodyean. 


PwLLHBU  Union — cotU^. 

(Co.  of  Carnarvon) — cont^. 

Denip. 

Edeyrn* 

Llanaelhaiarn. 

Llanarmon. 

Llanbedrog. 

Llandegwning. 

Llanengan. 

Llangian. 

Llaniestyn. 

Llannor. 

Llanystymdwy. 

Penrhos. 

Rhiw. 

Tydweiliog. 

RADFORD  UNION. 

(County  of  Nottingham.) 

Lenton. 
Sneinton. 


READING  UNION. 

(County  of  Berks.) 

St.  Giles,  with  the  Hamlet  of 

Whitley. 
St.  Lawrence. 
St.  Mary,  with  the  Tything 

of  Southcot 

REIGATE  UNION. 

(County  of  Surrey.) 

Burstow. 

Betchworth. 

Chaldon. 

Chipstead. 

Kingswood. 

Leigli. 

Nutfield. 

Reigate  Borough. 

Reigate  Foreign. 

Walton  on-lhe-Hill. 

RICHMOND  UNION. 

(County  of  Surrey.) 

Barnes. 
Kew. 
Mortlakc. 
Petersham. 

RICHMOND  UNION. 

(County  of  York,  North 
Riding.) 

Catterick. 
Melsonby. 
Tunstall. 

RIPON  UNION. 

(County  of  York,  North 
Riding.) 

Rainton  with  Newby. 
West  Tanfield. 

(County  of  York,  West 
Riding.) 

Aismunderbv  with  Bondgate. 
Bishop  Monkton. 
Kirkby  Malzeard. 
Bipon. 


RI8BRIDGE  UNION. 

(County  of  Essbz.) 

Ashen. 
Birdbrook. 
Bumpstead  Helions. 
Bumpstead  Steeple. 
Ovington. 
Sturmer. 

(C/Ounties  of  Essex  and 
Suffolk.) 

Haverhill. 
Kedington. 

(County  of  Suffolk.) 

Bamardiston. 

Bradley,  Great 

Bradley,  Little. 

Clare. 

Cowlinge. 

Dens  ton. 

Hundon. 

Poslingford. 

Stansfield. 

Stoke. 

Stradishall. 

Thurlow,  Great. 

Thurlow,  Little. 

Wickhambrook. 

Withersfield. 

Wixoe. 

Wratling,  Great. 

Wratling,  Little. 

ROCHFORD  UNION. 

(County  of  Essex,  Great 
Stambridge.) 

Hadleigh. 
Rawreth. 
Rayleigh. 
South  Benfleet 

ROMFORD  UNION. 

(County  of  Essex.) 

Cranham. 

Dagenham. 

Great  Warley. 

Havering. 

Hornchurch. 

Romford. 

Upminster. 

Wennington. 

ROMNEY  MARSH 
UNION. 

(County  of  Kent.) 

Brookland. 

ROMSEY  UNION. 

(County  of  Southampton.) 

East  Dean. 
East  Wellow 
Lockerley. 
Mitchelmerth. 
Mottisfont. 
Nursling. 
Romsey,  Extra. 
Romsey,  Infra. 
Sherfield,  English. 
Timsbury. 

(County  of  Wilts.) 

Plaitford. 
West  Wellow. 
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ROSS  UNION, 

(County  of  Hbrbford.) 

Bridstow. 

Foy. 

Goodrich. 

Hentland. 

Hope  Mansell. 

King's  Caple. 

Llangarren. 

Llanwarne. 

Pencoyd. 

Petersiow. 

Ross. 

St.  Weonard's. 

Sellack. 

SoUershope. 

Tretire-with-Michaelchurch. 

Upton  Bishop. 

We8ton*ander  Penyard. 

Yalton. 


ROTHERHAM  UNION. 

(County  of  York,  West 
Riding.) 

Brampton  Bierlow. 

Grreasbroagh. 

Eimberworth. 

Rawmarsh. 

Rotherham. 

Swinton. 

Watb. 

Wentworth. 

ROYSTON  UNION. 

(County  of  Cambridge.) 

Abiogdon  Pigotts. 

Barruigton. 

Bassin^boom. 

Fouhnire 

Foxton. 

Eneesworth. 

Litlington. 

Melbourne. 

Meldreth. 

Morden  Gnilden. 

Horden  Steeple.    « 

Houston  (part  of). 

ShiDgay. 

Tbriplow. 

Wendy. 

Wbaddon. 

(County  of  EssBZ.) 

ClHsball,  Great 
Chishall,  Little. 
Heydon. 

(County  of  Hestfori).) 

Afibwell. 

Barkway. 

Barley. 

Hinxworth. 

Eelshall. 

Nuthampstead. 

Heed. 

Rojston  (part  of) 

Tberfield. 

RUGBY  UNION. 

(County  of  Nobthampton.) 

Barby. 
Crick. 
Elkington. 

125- 


RuGBT  Vviov —continued. 

(Co.  of  Northampton) — cont^. 

Kikby. 
Yelvertoft. 

(County  of  Warwick.) 
Birdingbury. 
Bourton  and  Draycott. 
Brandford  and  Bretford. 
Church  Lawford. 
Churchover. 
Dunchurch. 
Grandborough. 
Harborough  Magna. 
Hillmorton. 

Leamington,  Hastings. 
Long  Lawford, 
Marton. 

New  bold-upon- Avon. 
Newnham  Kegis. 
Newton  and  Biggin. 
Princethorpe. 
Rugby. 

Ryton-on-Dunsmore. 
Stretton-on-Dunsmore. 
Wolfhamcote. 
Wolston. 

RUNCORN  UNION. 
(County  of  Chestbr.) 

Aston-by-Sutton. 

Aston  Grange. 

Dareebury. 

Dutton. 

Hatton. 

Sutton. 

RUTHIN  UNION. 
(County  of  Denbigh.) 

Aberwheeler. 

Clocaenog. 

Gyltylliog. 

Llanarmon. 

Llandegla. 

Llandyrnog. 

Llanelidan. 

Llanfair. 

Llanfwroe. 

Llanrhaioar-in-Kinmerch. 

Llanrhydd. 

Llanynys. 

Nantglyn. 

Ruthin. 

RYE  UNION. 

(County  of  Sussex.) 

Beckley. 

Brede. 

Ickleshara. 

Iden. 

North  iam. 

Peasmarsh. 

Playden. 

Rye. 

Winchelsea. 

Udimore. 

SAFFRON  WALDEN 
UNION. 

(County  of  Essex.) 

Arkesden. 
Ashdon. 

Chesterford,  Great. 
Chesterford,  Little. 


Saffron  Walden  Union — 
continued. 

(County  of  Essex) — continued, 

Chrishall. 

Clavering. 

Debden. 

Elmdon. 

Hempstead. 

Langiey. 

Littlcbury. 

Newport 

Quendon. 

Radwinter. 

Rickling. 

Saffron  Walden. 

Sampford,  Great. 

Sampford,  Little. 

Strethall. 

Wendon  Arabo. 

Wenden  Lofls. 

Wicken. 

Widdinffton. 

Wimbish. 

ST.  ALBAN'S  UNION. 

(County  of  Hertford.) 

Harpenden. 

Redboum. 

St  Peter. 

St.  Stephen. 

Sandridge. 

Wheathampstead. 

ST.  ASAPH  UNION. 

(County  of  Denbigh.) 

Abergele. 

Denbigh. 

Henllaa. 

liandulas. 

Llanfairtalhaiarn. 

Llanefydd. 

Llansannan. 

St  George. 

(Counties  of  Denbigh  and 
Flint.) 
St.  Asaph. 

(County  of  Flint.) 

Bodfary. 

Dymeirchion. 

Dyserth. 

Mcliden. 

Rhuddlan. 

ST.  AUSTELL  UNION. 

(County  of  Cornwall,) 

Gorran. 
St.  Austell. 
St  Blazey. 
Tuwardreath. 


ST.  FAITH'S  UNION. 

(County  of  Norfolk.) 

Brandistone. 

Faith's,  Saint. 

Felthorpe. 

Frettenham. 

Hainford. 

Horsford. 

Horstead. 

Morton. 

Rackheath. 


St.  Faith's  Union —  cont^. 

(County  of  Norfolk)  -cont^. 

Ringland. 

Salhouse. 

Sprowston. 

Weston. 

Witchingham^  Great 

Wroxham. 

ST.  GERMAN'S  UNION. 

(County  of  Cornwall.) 

Landulph. 
St  German's. 
Quethiock. 

ST.  IVfeS  UNION. 

(County  of  Cambridge.) 

Boxworth. 
Conington. 
Fen  Drayton. 
Lolworth. 
Swavesey. 

(County  of  Huntingdon.) 

Bluntisbam-cum-Earith. 

Broughton, 

Bury. 

Colne. 

Fen  Stanton. 

Hemingford  Abbott's. 

Hilton. 

Holywell-cum-Needingwoi'th 

Houghton. 

Old  Hurst. 

Pidley-cum-Fenton. 

Somersham. 

Warboys. 

Wistow. 

Woodhurst. 

ST.  NEOT'S  UNION, 

(County  of  Bedford.) 

Dean. 

Little  Staughton. 

(County  of  Huntingdon.) 

Abbotsley. 
Buckden. 
Eynesbury. 
Graffham. 
Great  Catworth. 
Great  Staughton. 
Hail  Weston. 
Kimbolton. 
Little  Pax  ton. 
St  Neot's. 
Toseland. 

ST.  THOMAS'  UNION. 

(County  of  Devon.) 

Chris  tow. 

ClistHydon. 

Exminster. 

Farringdon. 

Heavitree. 

Honiton,  Clist 

Kenton. 

Pinhoe. 

Powderham. 

Sow  ton. 

Witbycombe  Raleigh; 
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PAEKEE£S  >^^ICH  VLAW^  ADO^TBD  TftE  MTT  POR  THE  BETTER  A00BB6TNG 


SALFORD  UNION. 

(County   of  LAHGAflVEB.} 

Pendlebury. 

Pendleton. 

8alford« 

SAMFORD  UNION. 

(County  of  Suffolk.) 

Arwarton. 

Belstead. 

Bentley. 

Brantbam. 

Burstall. 

Cape!  St.  Mary. 

Cbattisham. 

Cbelmondiaton. 

Copdock. 

East  Bergbolt. 

Freston. 

Harkstead. 

Higham. 

Hintlesham. 

Holbrook. 

Holton  St.  Mary. 

Raydon. 

Sbelley. 

Shotley. 

Sprougbton. 

Stratford  St.  Mary. 

Stutton. 

Tattingstone. 

Wasbbrook. 

Wenham  Magna, 

Wenbam  Parva. 

"Wberstead. 

Woolverstone. 

SCAIIBOROU^OH 
UNION. 

(County  of  York,  North 
Riding.) 

Smrborough. 

SCULCOATES  UNION. 

(County  of  York,  East 
Riding.) 

Atilaby. 

Cottingbam. 

Dry  pool. 

Hedon. 

Hessle. 

Kirk  Ella. 

Melton. 

Preston. 

Soutbcoates. 

Button. 

Welion. 

West  Ella. 

Willerby. 

8EDGEFIELD  UNION. 

(County  of  Durham.) 

Bishop  Middleton. 
Cornfortb. 

8EISD0N  UNION. 

(County  of  Stafford.) 

Codsall. 

Pattineham. 

Tettenhall. 


SELBY  UNION. 

(County  of  York,  West 
Riding.) 
Selby. 

SEVEN0AK8  UNION, 

(County  of  Keict.) 

Brasted. 

Cbevening. 

Cbiddingstone. 

Cowden. 

Edenbridge. 

Halstead. 

Hever. 

Kemsing. 

Leigh. 

Otford. 

Pensburst. 

Seal. 

Sevenoaks. 

Sboreham. 

Sundridge. 

Westerlmm. 

SHAFTESBURY  UNION. 

(County  of  Dorbbt.) 

Compton  Abbas. 
Fontmell  Magna. 
Gillingham. 
Iwerne  Minster. 
Melbury  Abbas. 
Motcombe. 
Slower  Provost 

SHARDLOW  UNION. 

(County  of  Derby.) 

Draycott 
Melbourne. 
Sawley. 
Sbardlow. 

(County  of  Leicbster.) 

Breedon. 

Castle  Donington. 

Kegwortb. 

(County  of  Nottingham.) 

Cbilwell. 
Staple  ford. 

SHEPPEY  UNION. 

(County  of  Kent.) 
Minster. 

SHEPTON  MALLET 
UNION. 

(County  of  Somerset.) 

Batcombe. 

Binegar. 

Cranmore,  West. 

CrescomlMe. 

Ditcheat 

Doulting. 

Downhead. 

Evercreech. 

Holcombe. 

Lydford,  West 

Milton  Clevedon. 

Pilton. 

Shepton  Mallet. 

Stoke  Lane. 

Upton  Noble. 


SHERBORNE  UNION. 

(County  of  Dorset.) 

Caundle  Purse. 

Leigh. 

Nemer  Compton. 

Obome. 

Sherborne. 

Yetminster. 

(County  of  Somerset.) 

Sandford  Orcas. 

SHIFFNAL  UNION. 

(County  of  Salop^) 

Albrighton. 

Donington. 

Kemberton. 

Sbifiual. 

Stockton. 

Tong. 

(Counties  of  Salop  and 
'BrAFFcmB.) 

Sheriff  Hales. 

(County  of  Stafford.) 
BlymilL 

SHIPBTON-ON-STOUR 
UNION. 

(County  of  Gloucester.) 

Bourton-on-the-Hill. 
Chipping  Campden. 
Ebrington. 

Moretonin-the-Marsh. 
Todenham. 

(Counties  of  Gloucbsisr 
and  Warwick.) 

Ilmington. 

(County  of  Warwick.) 

Brailes. 

Butlers  Marston. 

Cherington. 

Great  Wolford. 

Idlicote. 

Little  WoMbfd. 

Oxbill. 

Pillerton  Hersey. 

Pillerton  Priors. 

Stourton. 

Stretton-on-the-Foss. 

Sutton-under-Brailes. 

Tysoe. 

Wbatcote. 

Whicbford. 

(County  of  Worcester  ) 

Blockley. 

Sbipston-on-Stour. 

Tredington. 

SHREWSBURY  INCOR- 
PORATION. 

(County  of  Salop.) 

Holy    Cross    and    St  Giles 

(Shrewsbury). 
Meole  Srace  (Shrewsbury). 
St.  Alkmond  (Sbrewsbury). 
St.  Chad  (Shrewsbury). 
St.  Julian  (Shrewsbury). 
St  Mary  (Shrewsbury)* 


SKIPTON  UNION. 

(County  of  York,  West 
Riding;. 
Cononley. 
Cowling. 

Embsay  ^ith  Eastby. 
Farnhill. 
Silsden. 
Skipton. 
Thornton. 

SLEAFORD  UNION 

(County  of  Lincoln.) 
Heckin^ron. 
Leadenham. 
NewSlea&rd. 

SOLIHULL  *UNIOK. 

(County  of  Warwick.) 

Baddesley  Clinton. 
Knowle. 
Solihull. 
Tanwortfa. 

(County  of  Worcester.) 
Yardley, 

SOUTHAM  UNION. 

(County  of  WAJtwacK.) 
Harbury. 
Long  Itchington. 
Napton-on-the- Hifl. 
Southam. 

SOUTHAMPTON  IN- 
CORPORATION. 

(County  of  Southampton.) 
All  Saints. 
Holy  Rood. 
St.  Jobn. 
St.  Lawrence. 
St  Mary. 
St  Michael. 

SOUTH  SHIELDS 
JLJNION. 

(County  of  Durham.) 

South  Shields. 
WestOG. 

SOUTH  STONEHAM 
UNION. 

(County  of  Southampton.) 

Cbilworth. 
Millbrook. 
North  Stoneham. 

SOUTHWELL  UNION. 

(County  of  Nottingham.) 

Edwinstone. 

Elston. 

Fiskerton. 

Gunthorpe. 

Halam. 

Hoyeringham. 

Kneesal. 

Lowdham. 

Southwell. 

Stoke,  East 

ThurgtuUn. 

Upton. 

Wellow. 

Weston. 
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SPALDING  FNION. 

(County  ofLnvcoLN.) 

Cowbit 

Deepingy  St.  Nichalaa 

DoningtOD. 

GosbertoQ. 

IToulton. 

Pinchbeck. 

Quadring. 

Spalding. 

Siufleot. 

Weston. 

8PILSBY  UNION. 

(County  of  LiirooLN«) 

Anderby  (a). 

Aswardby. 

Bolingbroke. 

Braton. 

Candlesby  (b)^ 

Croft. 

Hondleby. 

Langton-j  ux  ta-Partney . 

Partney. 

Screnby-with-Gribby. 

Skenfdleby. 

South  Ormsby. 

Stickney. 

Thorpe,  St.  Peter. 

Wainfleet,  All  Saints. 

Well  (c). 

Welton-in-the-Mareh. 

STAFFORD  UNION. 

(County  of  Stafford.) 

Castle  Church . 

Colwich. 

8eighfor4* 

STAINEB  UNION. 

(County  of  Mioi>L£SBX.J| 

Ashford. 

Bedfont 

Cranford. 

Feltham. 

Hanwordi. 

Harlington. 

Laleham. 

latdeton. 

Shepperton. 

Staines. 

Stanwell. 

Sunbury. 

STAMFOEtt)  UNIQN^ 
(County  of  LnrcoEN.)^ 
West  Deeping. 

(County  oT  Nobthawcpton^) 

Buddington. 
Easton. 

other  of  the  pariahet,  loine  of  the 
iHMHoidft  P9  tfM  wta*  fbn  their 
poor  tenanto,  but  no  reaolntions 
in  Testrie«  have  been  pamd." 

steyning  union. 

(County  of  Sttssex.) 

Ashurst. 
Seeding. 


STBTNUfG  Union — continued. 

(Co*  of  8rwBex)^-H:<mtinued. 

Henfield. 

Hove. 

Patcbam. 

Portslade. 

Preston. 

Shemanlmry.. 

Sompting. 

South  wick, 

Steyning. 

Woodinancote. 

STOCKBRIDGE  UNION. 

(County  of  Southampton.) 

Ashley. 
Brougfaton. 
East  Tytherley. 
Houghton. 
King's  Sombourn. 
Leckford. 
Little  Sombourn. 
Longstock. 
Nether  Wallop. 
Over  Wallop. 
Stockbndce., 
West  Tytherley. 

(Counties  of  Southampton 
and  Wilts.) 

West  Dean. 

STOCKPORT  UNION- 

(Coui^y  of  Chestsr.) 

Bredbury. 
Hyde. 
Romiley. 
Wernetli. 

STOCKTON  UNION, 

(County  of  Dubham^) 

Norton. 
Stockton. 

(County  of  York>  Worth 
Riding.) 

Middlesborough. 
Thornaby. 

STOiSTR  UNION. 
(County  of  Stapfoeb*) 
Eccleshall. 

STOW  union: 

(County  of  Suffolk.) 

Bad  well- Ash. 

Combs. 

Cr9QtiDerSi.Pelez. 

Elmswell. 

FolsfatBik 

Gedding. 

Great  Ashfield. 

Great  Finborough. 

Harleston. 

Hessett. 

Langham. 

Little  Finborough. 

Norton. 


Stow  Union — continued. 

(Co.  of  Sitffi)lk) — continued. 

Old  Newton. 

Battlesden. 

Stowlangtoftr. 

Stowmarket. 

Stow  Upland. 

Thurston. 

Tostocjk. 

Walsham-le-Willows, 

Wetherden. 


STOW-ON^THE-WOLD 
UNION. 

(County  of  Gloucestbb.) 

Addlestrop. 
Barrington,  Great 
Bledington. 
Bourton-on-the- Water. 
Clapton. 
Condicote. 
Icomb  Cburolu 
Longborough. 
Mangersbury. 
Naunton. 
Notgrove.. 
Oddington. 
Rissington,  Great. 
*     „  Little. 

I,         Wicd& 
Slaughter,  Lowwr.. 
„        Uppen. 
Stow-on-the-Wbld; 
Swell,  Lower. 
„      Upper. 
Westcote. 


STRATFORD-ON-AVON 
UNION. 

(County  of  Gloucbstbr.) 

Clifford  Chambers. 
Dorsington. 
Mars  ton  Sicca. 
Preston-on-Stour. 

(Counties  of  Geoucbwbr 
and  Warwick.) 

Welford. 

(County  of  Warwick.) 

AlVeslon. 

Bcarley. 

Beaudesert. 

Binton. 

Oluurleootfl.^ 

Claverdon. 

Combrook. 

Eatington. 

Grafton. 

Hampton  i<ucy« 

Kineton. 

Langley. 

Loxley. 

Luddington. 

More  ton  Morrelll 

Newbold  Pacey. 

Old  Stratford. 

Preston  Bagot 

Snitterfiold.     ' 

Stratford-on-Avon. 


Stratford  on-Avon  Union— 
continued, 

(Co.  of  Warwick)  ~  cont"^. 

Wellesbourne  Hastino;8. 
Wellesbourne  Mountmrd. 
Whitchurch. 
Wolverton. 
Wootton  Wawen. 

(County  of  Worgkstbr.) 
Alderminster. 

STRATTON  UNION. 
(County  of  Cornwall.) 

Kilkhampton. 

STROUD  UNION. 

(County  of  Gloucester.) 

Kingstanley. 

Miserdine. 

Randwick. 

STURMINSTER  UNION. 

(County  of  Dorset.) 

Child  Okeford. 
Haselbury  Bnran. 
Hinton,  St.  Mary. 
Lydlinch. 
Marnhull. 
Okeford  Fitzpaine. 
Shilling  Okeford. 
Stalbridge. 
Stourton  Caundle. 
Sturminster  Newton* 

SUDBURY  UNION. 

(County  of  Essex.) 

Alphamstone. 
BuUingdon. 
Belchamp  Otten. 

jf        St.  Paul. 

„        Walter. 
Borley. 
Bulmer. 
Bures  Hamlet. 
Foxearth. 
Gestlingthorpe. 
Henny,  Ghreat. 
„      Little. 
Lamarsh. 
Listen. 
Middleton. 
Pentloe. 
Tumstead. 
Wickham,  St.  PaaL . 

(County  of  Suffolk.) 

Acton. 
Alpheton. 
Assington. 
Boxted. 

Buries,  St.  Mary. 
Cavendish. 
Chilton* 

Cornard,  Great. 
,,        Little* 
Glemsford". 
Harlest. 
Hawkesdon. 


(a)  The  Poor  and  High««f  Rates  stated  to  be  alimye  paid  by  the  pmprietors. 

(h)  The  landlord  pays  the  rates  on  all  tenements  uiMler  62.,  in  thia  parish. 

(e)  Thelandlbrd  pays  thrwhtle  of  the  parish  ratee  on  the  ootttges  in  this  village,  he  being  proprietor ef  ittrwhole^ 
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PARISHES    WHICH   HAVE    ADOPTED   THE   ACT    FOR  THE   BETTER  ASSESSING 


SuDBUHY  Union — continued. 

(Co.  of  Suffolk) — continued, 

Lawshall. 
Milford. 
Nay  land. 
Newton. 
Shimpling. 
Somerton. 
Stanstead. 
Stoke-by.-Nayland. 
Waldingfteld,  Great. 
,,  Little. 

Wissington. 

SUNDERLAND  UNION. 

(County  of  Durham.) 

Bisliopwearm  ou  th. 

Bishopwearmouth  Pans. 

Ford. 

Fulwell. 

Hylton.    . 

Monkwearmouth. 

Monkweannouth  Shore. 

Ryhope. 

Southwick. 

Sunderland. 

SUTTON  INCORPORA. 
TION. 

(County  of  Sussex.) 

Barlavington. 

Bignor. 

Burton. 

Bury. 

Coates. 

Duncton. 

Egdean. 

Fittleworth. 

Greatham. 

Heyshott. 

Southbersted. 

Sutton. 

SWAFFHAM  UNION. 

(County  of  Norfolk.) 

Ashill. 

Bradenhani,  East. 
Bradenham,  West. 
Cressinghara,  Great. 
Cressingham,  Little. 
Foulden. 
Hilborough. 
Holme  Hall. 
Narborough. 
Narford. 
Necton. 
Oxborough.- 
Pickenham,  North. 
Saham  Toney. 
Southacre. 
Sporle. 
Swaffham. 


SWANSEA  UNION. 

(County  of  Glamorgan.) 

Clase. 

Llandilo  Talybont. 

Mawr. 

Penderry. 

Rhyndwy  Clydach. 

St.  John. 

Swansea  Parish. 

Swansea  Town  and  Franchise. 


TADCASTER  UNION. 

(County  of  York,  West 
Riding.) 
Aberford. 

Lotherton-cum-Aberford. 
Parlington. 
Stnrton  Grange. 

TAMWORTH  UNION. 

(County  of  Stafford.) 
Wigginton. 

(Counties  of  Stafford  and 
Warwick.) 

Tamworth. 

(County  of  Warwick.) 

Austrey. 
Wilneycote. 

TAUNTON  UNION. 

(County  of  SOMBRSBT.) 

Bagborough,  West. 
Bishop's  Hull. 
Bishop's  Lydeard. 
Curry,  North. 
Durston. 
Hatch,  West 
Norton  Fitzwarren. 
Staple  Fitzpaine. 
Taunton,  St  James. 
Taunton,  St.  Mary  Magdalen. 

TAVISTOCK  UNION. 
(County  of  Devon.) 

Beerferris. 

Brenfon. 

Calstock. 

Cory  ton. 

Lamerton. 

Lifton. 

Marytavey. 

Milton  Abbot 

Petertavey. 

Saropford  Spiney. 

Sydenham  Damerell. 

Stowford. 

Tavistock. 

Walkhampton. 

Whitchurch. 

TENBURY  UNION. 

(County  of  Hereford.) 
Brimfield. 

(County  of  Worcester.) 
Tenbury. 

TENDRING  UNION. 

(County  of  Essex.) 

Ardley. 
Beaumont. 
Bentley,  Great. 
Bentley,  Little. 
Bra4field. 
Bromley,  Great. 
Clacton,  Great. 
Clacton,  Little. 
Dovercourt. 
Prating. 
Frinton. 
Kirby. 
Lawford. 


Tbndrinq  Union — continued, 

(Co.  of  Essnxy^^ontinued. 

Manningtree. 

Mistley. 

Oakley,  Great. 

Oakley,  Little. 

Ramsey. 

St  Nicholas  (Harwich). 

St  Osyth. 

Thorpe. 

Thorrington. 

Walton. 

Wix. 

Wrabness. 

TENTERDEN  UNION. 

(County  of  Kent.) 

Appledore. 

Biddenden. 

Rolvenden. 

Stone. 

Tenterden. 

Wittersham. 

Woodchurch. 

TETBURY  UNION. 

(County  of  Gloucester.) 

Beverstone. 

Oldbury-on-the-Hill. 

Shintou  Moyne. 

Tetbury. 

Weston  Birt-cum-Lasboroo^. 

(County  of  Wilts.) 

Ashley. 

Long  Newnton. 

TEWKESBURY  UNION. 

(County  of  Gloucbstbb.) 

Ashchurch. 

Boddington. 

Deerhurst. 

Elmstone  Hardwicke. 

Forthampton. 

Kemerton. 

Leigh. 

Tewkesbury. 

Tirlejr. 

Tredmgton. 

Twining. 

Walton  Cardiff. 

(County  of  Worcester.) 

Bredon. 

Chaseley. 

Conderton. 

Norton  by  Bredon. 

Overbury. 

Teddington. 

THAKEHAM  UNION. 

(County  of  Sussex.) 

Ashington. 

Coldwaltham. 

Findon. 

Pulborough. 

Rackham. 

Stopham* 

Storringtoji. 

Thakeham. 

Washington. 

West  Cniltington. 

Wis  ton. 


THAME  UNION. 

(County  of  Buckinghak.) 

Brill. 

Long  Crendon. 

(Counties  of  Buckinohax 
and  Oxford.) 

Ickford. 

(County  of  Oxford.) 

Aston  Rowant 
Chalgrove. 
Great  Haseley. 
Great  Miltcm. 
Shirbum. 
Thame. 

Clerk  states,  '^  So  far  as  I  haie 
been  able  to  ascertain.'* 

THETFORD  UNION. 

(County  of  Norfolk.) 
Croxton. 
Feltwell. 

Hockwold-cum-Wilton. 
Methwold. 
Northwold. 

(County  of  Suffolk.) 
Brandon. 

THINGOE  UNION. 

(County  of  Suffolk.) 

Bardwell. 
Barron. 
Barton,  Great 
Bradfield-Combust 

„        St  Clare. 

n        St  George. 
Brockley. 
Chedburgh. 
Chevington. 
Chimney  Mills. 
Culford. 
Oepden. 

Fornham  St  Martin. 
Hargrave. 
Hengrave. 
Ingham. 
Ixworth. 

Livermere,  Great 
Pakenham. 
Rede. 
Rougham. 
Saxham,  Littk. 
Stanningfield. 
Timworth. 
Westley. 

Whelnetham,  Great. 
Whelnetham,  Little. 
Whepstead. 

THORN  BURY  UNION. 

(County  of  OLOuoBsmt.) 

Alveston. 

Berkeley. 

Charfield. 

Cromhall. 

£lberton. 

Hame  and  Stone. 

Hill. 

Olveston. 

Thornbury. 

Tort  worth. 
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THORNE  UNION. 

(County  of  York,  West 
Riding.) 

Stainforth. 
Thome. 

THRAP8T0N  UNION. 

(County  of  Huntihgdon.) 

Brington. 

Bythom. 

Covington. 

Kejston. 

Molesworth. 

Old  Weston. 

(CounQr  of  Northampton.) 

Addington,  Great. 

Addington,  Little. 

Aldwinkle,  All  Saints. 

Aldwinkle^  St.  Peter^s. 

Brigstook. 

Chdreston. 

Clapton. 

Deoford. 

Hargraye. 

Islip. 

Lowick. 

Raonds. 


Slipton. 

Stanwiok. 

Sodborough. 

Tbrapston. 

Titchmarth. 

Twywell. 

Woodford. 

TICEHURST  UNION. 
(Counties  of  Kent  k  Sussex.) 

Frant. 
Lamberhnrst. 

(County  of  Sussex.) 

Bodiam. 

Borwash. 

Etchingham. 

Saleborat 

"noehurst. 

Wadhnrst. 

TISBURY  UNION. 

(County  of  Wilts.) 

Donhead,  St.  Andrew. 
Donheady  St  Mary. 
East  Tisbnry. 
Wardour. 
West  Tisbnry. 

TIVERTON  UNION. 

(County  of  Devon.) 

Bampton. 

Butterleigh   ^ 

Cttdbory         I  (no  returns.) 

Hockworthy  J 

Oakford  (no  return.) 

Stoodleigh, 

TiTcrton. 

TONBRIDGE  UNION. 
(County  of  Kent.) 
Asbhnrst, 


Brenchlev. 

Capel. 

Hadlow. 


ToNBRiDGB  Union — canlf^. 

(County  of  Kent) — continued. 

Horsmonden. 

Pembury. 

Speldhurst. 

Tonbridge. 

Tudeley. 

TORRINGTON  UNION. 
(County  of  Devon.) 

Huish. 

Merton. 

Petrockstow. 

TOTNES  UNION. 

(County  of  Devon.) 
Bnckfastleigh. 
Diptford. 
Kingswcar. 
Ugborough. 

TOWCESTER  UNION, 
(County  of  Northampton.) 

Blakesley. 

BliswortJi. 

Bradden. 

Easton  Neston. 

Greens'  Norton. 

Lichborough. 

Pattishall. 

Shutlanger. 

Silverstone. 

Slapton. 

Stoke  Bruem. 

Towcester. 

Whittlebury. 

TOXTETH  PARK 
TOWNSHIP. 

(County  of  Lancaster.) 

Toxteth  Park. 

TREGARON  UNION. 
(County  of  Cardigan.) 

Caron-ys-Clawdd. 
Caron-Uwch-Clawdd. 
Gorwydd. 
GwynfiL 

TRURO  UNION. 

(County  of  Cornwall.) 

Clement^  St. 

ErmOy  St. 

Gerrans. 

Just,  St. 

Kenwyn. 

Mary,  St. 

Merther. 

Probert. 

Ruanlanyborne. 

Tregooy. 

Veryan. 

TUNSTEAD  &  HAPPING 
INCORPORATION. 

(County  of  Norfolk.) 

Bacton. 

Catfield. 

Dilbam. 

Felmingham. 

Happisburgh. 

Heigbam  Potter. 

Hempstead. 


TuNSTEAD  and  Happing 
Incorporation— coft^intfadl 

(County  of  Norfolk)— co»^. 

Hickling. 

Honing. 

Homiug. 

Ingbam. 

Lessingbam. 

Lndbam. 

Neatisbead. 

Paston. 

Rnston^  East. 

Ruston,  Soo. 

Smallburgb. 

Sutton. 

Tunstead. 

Walcott. 

Worstead. 

TTNEMOUTH  UNION. 

(County  of  Northumber- 
land.) 

Backwortb. 

Bebside. 

Blyth. 

Burradon. 

Cbirton. 

Cramlington. 

Earsdon. 

Hartley. 

Holywell. 

Longbenton. 

Nortb  Sbields. 

Seaton  Delaval. 

Segbill.      . 

Tynemoutb. 

Wallsend. 

UCKFIELD  UNION. 
(County  of  Sussex.) 

Buxted. 

East  Hoatbly. 

Fletcbing. 

Framfield. 

Isfield. 

Little  Horsted. 

Maresfield. 

Mayfield. 

Ro&erfield. 

Uokfield. 

Wtfldron. 

ULVERSTONE  UNION. 

(County  of  Lancaster.) 

Allitbwaito,  Lower. 

Allitbwaite,  Upper. 

Brougbton,  East. 

Cartmell  Fell. 

Colton. 

Dalton. 

Egton-witb-Newland. 

Holker,  Lower. 

Holker,  Upper. 

Pennington. 

Staveley. 

Ulverstone. 

Urswick. 

UPPINGHAM  UNION 

(County  of  Northampton.) 

Harringwortb. 
Rockingbam. 

(County  of  Rutland.) 

Caldecott. 
Glaston. 


D 


Uppingham  Union — eont*. 

(County  of  Rutland) — oon^. 

Luffenbam,  Nortb. 
Luffenbanii  Soutb. 
Morcott 
Uppingbam. 

UPTON-UPON-SEVERN 
UNION. 

(County  of  Worcester.) 

Upton-upon*Seyem. 

UTTOXETER  UNION. 

(County  of  Derby.) 

Doveridge. 
Sudbury. 

(County  of  Stafford.) 

Roeestor. 
Uttoxeter. 

UXBRIDGE  UNION. 

(County  of  Middlesex.) 

Cowley. 
Hillingdon. 
Uxbridge. 
West  Drayton. 

WAKEFIELD  UNION. 

Alvertborpe-with-Tbomes. 

Crigglestone. 

Oulton-witb*Woodiesford. 

WALLINGFORD  UNION. 

(County  of  Berks.) 

Brigbtwell. 

Cbolsea. 

Hagboum,  East. 

Hagboum,  West. 

Moretoo,  Nortb. 

Sotwell. 

Wallingford,  St.  Leonard. 

WalUngford,  St-Mary-tbe- 

More. 
Wallingford,  St.  Petor. 
Wittenbam,  Little. 
Wittenbam,  Long. 

(County  of  Oxford.) 

Bensington. 

Berrick  Salome. 
I  Crowmarsb  Gifford. 
I  Dorcbester. 
I  Ewelme. 

Mongewell. 
I  Newnbam  Murren. 
I  Soutb  Stoke. 

Warborougb. 

WALSALL  UNION. 

'        (County  of  Stafford.) 

Bentley. 
Darlaston. 

WALSINGHAM  UNION. 

(County  of  Norfolk.) 

Bale. 

Barney. 

Binbam. 

Dunton. 

Egmore. 
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Walsinoham  Union- am/**. 

^Co.  of  Norfolk) — continneiL 

Fakenham. 

Field  Dalling. 

Fulmodestone. 

Ounthorpe. 

Helhoughton. 

Hempton. 

HindriDgham. 

Holkham. 

K^tlestone. 

Rjburgb,  .Gb'eat. 

Ryburgh,  Little. 

Saidingham. 

Soaltborpe. 

SharHngtoh. 

Snoring,  Little. 

Stiffkey. 

Tharsford. 

Walsifigham. 

Wells-next-tbe-Sea. 

Wighton. 

Wiveton. 

WAXDSWORTH  AND 
OLAPHAM  UklON 

(County  of  Surrey.) 

Tooting  Graveney. 

WANGFORD  UNION. 

(County  of  Suffolk.) 

All  Saints. 

BarBham. 

Beocles. 

Bungay  8u  Mary. 

BuHgay  Holy  Trinity. 

£llough« 

Flixton. 

Homersfield. 

Mettingham. 

North  Cove, 

Redisham. 

Ringsfield. 

St.  Andrews. 

St.  Cross. 

St.  James. 

St.  John; 

St.  Lawreno^. 

St  Margaret  Ilketsbttll. 

St.  Margaret  Southelmbam. 

St.  iMiohael; 

St.  Pcier. 

Shaddingfield. 

Shipmeadow. 

Setterley. 

Weston. 

Willingbam. 

Worlinghan}. 

WANTAGE  UNION. 

(County  of  Berks.) 

Aldworth. 

Ardington. 

Beedon. 

Blewbury. 

Brightwaltbam. 

Catmore. 

Cbaddleworth. 

Challow,  East. 

Challow,  West. 

Charlton. 

Chilton. 

Denrbworth. 

Farnborough. 


WANTAoi  Union — continued. 

(Co.  of  Berks) — continued. 

Fawiey. 
Goosey. 
Grove. 

Hampstead  N  orris. 
Hanney,  East. 
Hunney,  West. 
Hendredy  East. 
Hendredy  West. 
Ilsley,  East. 
Ilsley,  West. 
Letcombe  Bassett* 
Letoombe  Regis. 
Loekinge,  East 
Lookinge,  West 
Peasemore. 
Sparsholt. 
Upton. 
Wantage. 


WARE  UNION. 

(County  of  Hertford.) 

Brozboume. 

Great  Amwell. 

Great  Munden. 

Hoddesdon. 

Hunsdon. 

Little  Munden. 

Standoo. 

Stanstead. 

Thundridge. 

Ware. 

Widford. 

Wormley. 


WAREHAM  AND  PUR- 
BECK  UNION. 

(County  of  Dorset.) 

Aff  Puddle. 

Bere  Reg^» 

Blozwortb. 

Church  Knowle. 

('orfe  Custle. 

East  Stoke. 

Lady  St.  Mary. 

Langton  Matravers. 

Morden. 

More  ton. 

St  Martin. 

Studland. 

Swanage. 

The  Holy  Trinity. 

Turners  i^uddlc. 

Wool. 

Worth  Matravers. 


WARMINSTER  UNION. 

(County  of  Wilts.) 

Boy  ton. 

Chitteme  All  Saints« 

Chitterne  St  Mary. 

Codford  St.  Mary. 

Heytesbury. 

Hill  Deverill. 

Homingsham. 

Imber. 

Knook. 

Longbridge  Deverill. 

Sherrington. 

Stockton. 

Upton  Scudamore. 


WARRINGTON  UNION. 
(County  of  Chester.) 
Latohford. 

(County  of  Lancaster.) 
Warrington. 

WARWICK  UNION. 

(County  of  Warwick;) 
Ashow. 
Bagihton. 
Barford. 
Cubbington. 
Eathorpe. 
Kenilworth. 
Leamin<tton. 
Leek  Wootton. 
Lillington. 
Milverton. 
Radford  Semele. 
Rowington. 
St  Mary  Warwick. 
St  Nicholas  Warwick. 
Stoneleigh. 
Tachbrook. 
Wappenbury. 

WATFORD  UNION. 

(County  of  Hertford.) 

Abbots  Langlejr. 

Aldenham, 

Rickmansworth. 

Sarratt 

Watford. 


Clerk  states — ^"Tbe  reinaining 
parish  (Boshey)  has  acted  upon 
the  Btatate,  bat  there  leema  to  be 
doabt  whether  it  haa  been  l^gaily 
acted  upon  by  order  in  vestry.*' 

WAYLAND  UNION. 

(County  of  Norfolk.) 

Attleborough. 

Besthorpe. 

EUingham,  Great. 

Mertoh. 

Stow-bedon« 

Tompson. 

Tottington. 

Watton. 

WEARDALE  Ul^JlON. 

(Countjr  of  Durham.) 

Stanhope. 
Wobingham. 

WELLINGBOROUGH 
UNION. 

(County  of  Bedford.) 

Famdish. 
Poddington. 

(County  of  Northampton.) 

Bozeat. 

Earls  Barton. 

Finedon. 

Grendon. 

Higham  Ferrers. 

Irohester. 

Irthlingborough. 

Isham. 

Mears  Ashby. 

Newton  Bromshold. 

Rushden. 

Wellingborough. 

WoUaston. 


WELLINGTON  UNION 
(SALOP). 

(County  of  Salop.) 

Bolas  Magna. 
Wellington. 
Wotobridge. 
Wroekwardine. 

WElLlNGtON  OI^ION 
(SOMERSET). 

(CoUUty  of  SoMEli^ET.) 

Milverton. 

Wellington. 

Wivelisoombe. 

WELLS  UNION. 

(County  of  Somekset.) 
The  United   Parishes  of  St 

John  and  St  Benedict. 
Glastonbuiy. 

WELWYN  UNIOK. 

(County  of  Hertfoed.) 

Ayott  St.  Lawrenoe. 
Ayott  St  Peter. 
Digswell. 
Weiwyn. 

WEM  UNION. 

(County  of  Salop.) 
Broughton. 
CUve. 
Grinshili. 
Frees. 
Shaw  bury. 
Weill. 

WEOBLEY  UNION. 
(County  of  Hereford.) 

Bishopstone. 

Eardisland. 

fiannersley. 

Mansell  Laoy. 

Preston-on-Wye. 

Weobley. 

Yazor. 

WEST  ASHFORD  UNION. 

(County  of  Kent.) 

Charing. 

Egerton. 

Litt'e  Chart 

Piuckley. 

Shadoxhurst. 

Smarden. 

Westwell. 

WESTBOURNE  UNION. 

(County  of  Sussex.) 

Bosham. 
Funtington. 
Stoughton. 
Westboume« 

WEST  BROMWICH 

UNION. 
(County  of  Stafford.) 

Handsworth. 
Wednesbury. 

(Coun^  of  Worcester.) 
Warley  Salop. 
Warley  Wigorn. 
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WESTBURY  AND  WHOR- 
WELL8DOWN  UNION. 

(Coonty  of  Wilts.) 

Edington. 

KeevU. 

North  Bradley. 

South  wiok« 

Steeple  Ashtoo. 

West  Aebton, 

Westbury. 

WE8TBURY-0N-SEVERN 
UNION. 

(County  of  Gloucssteb.) 

Awre. 

Little  Dean. 
Mitcheldean« 
Newnham. 

WEST  DERBY  UNION. 

(County  of  Lahcastee.) 

Aiatree. 

Allerton. 

Bootle-oum-Linacre. 

Croeby,  Great. 

Canton. 

Litherland. 

Wolton-on-the-Hill. 

WtTertree. 

Weat  Derby- 

WEST  FIRLE  UNION. 

(County  of  Sussbx.) 

Alcialon. 

Beddingbam. 

fierwiok. 

Chalyington. 

Glynde. 

Ripe. 

Sebneaton.. 

West  Firle. 

WEST  HAM  UNION. 

(County  of  Essex.) 

East  Ham. 

Little  flford.         ^ 

Low  Leyton. 

Waltbamatow. 

*WanBtead. 

Woodford. 

WE8THAMPNETT 
UNION. 

(County  of  Sussex.) 

East  Dean. 

Graffbam. 

Sliadon, 

WEYMOUTH  Union. 

(County  of  Dorset.) 

Abbotsbury. 

Broadway. 

Fleet. 

Meloombe  R^is. 

Osmington. 

Porte^tm. 

Radipole. 


^may. 
Weyni^ 


reymonth* 
Wjke  Regis. 


125. 


WHEATENHURST 

UNION. 

(County  of  Gloucester.) 

Eastington. 

Longney. 

Wheatenburst. 

WHITBY  UNION. 

(County  of  York,  North 
Riding.) 

Bambv. 

Eskdsleside. 

Hinderwell. 

Lythe. 

Newbolm  with  Dunsley. 

Ugglebarnby. 

WHITCHURCH  UNION 
(SALOP). 

(County  of  Chester.) 

Malpas. 

(Coun^  of  Salop.) 
Whitcbureh. 

WHITCHURCH   UNION 

(HANTS). 

(County  of  Hants.) 

Overton. 
Wbitoburoh. 

WHITEHAVEN  UNION. 
(County  of  Cumberland.) 

Disting^n. 
Hensingbam. 
Preston  Quarter. 
Wbitebayen. 

WHITTLESEY  PARISH. 

(County  of  Cambridge.) 

United  Parishes  of  St.  Mary 
and  St.  Andrew,  Whittle- 
sey. 

WIGAN  UNION. 
(County  of  Lancaster.) 
Aspull. 

BiUinge  Chapel  End. 
Billinge  Higher  End. 
Dalton. 
Haigh. 
Hindley. 
Ince. 
OrrelL 
Pemberton. 
UphoUand. 
Wigan. 

WIGTON  UNION. 
(County  of  Cumberland.) 

Aspatria. 
Bowness. 
Caldbeok. 
Holme  Abbey. 
Holme  St.  Cuthbert. 
Westward. 

WILUTON  UNION. 
(County  of  Somerset.) 

Brompton  Ralph. 
Crowoombe. 


WiLLiTON  Union— con^utt^ 

(County  of  Somerset) — cantd. 

Cutcombe. 

Kilton. 

Luxborough. 

Monksilver. 

Nettleoombe. 

Old  Cleeve. 

Porlock. 

St.  Deoumans. 

Sampford  Brett. 

Stogorsey. 

West  Quantozhead. 

WILTON  UNION. 

(County  of  Wilts.) 

Barford  St.  Martin. 

Bayerstook. 

Berwick  St.  James. 

Broad-Chalk. 

Fugglestone  St  Peter. 

Netherhampton. 

South  Newton. 

Stapleford. 

Wilton. 

Wylye. 

The  clerk  ttatei  to  the  effBct 
«  that  the  sUtute  is  sIbo  ▼irtnally 
(though  not  legally)  in  force  in  the 
following  parishes  in  the  Union. 

Bower  Chalke. 

Compton  Chamberlayne. 

DintoD. 

Fisberton  Delamere. 

Foyant. 

Great  Withford. 

Steeple  Langford. 

WIMBORNE  AND  CRAN- 
BORNE  UNION. 

(County  of  Dorset.) 

Corfe  Mullen. 
Cran  borne. 
Gussage,  All  Saints. 
Moore  Critobell. 
Shapwiok. 
Sixpenny  Handley. 
Sturminster  Marshall. 
Wimbome  Minster. 
Wimbome  St.  Giles. 
Witobampton. 

(Counties  of  Dorset  and 
Southampton.) 

Hampreston. 

WINCANTON  UNION. 

(Countynrf  Somerset.) 

Brewham,  South. 
Bruton. 

Cadbury^  North. 
Castle  Gary. 
Cheriton,  North« 
Helton. 
Horsington. 
Lovington. 
Milbome  Port. 
Stoke  Trister. 
Wincanton. 

WINCHCOMB  UNION. 

(County  of  Gloucester.) 

Bishops  Cleeve. 
Charlton  Abbots. 


E 


WiNCHCOMB  Union — cotiU. 

(County  of  Gloucest^jr) — conf^. 

Dumbleton. 

Gotherington. 

Guitingy  Lower. 

Guiting  Temple. 

Hailes. 

Southam. 

Woodmanoote. 

WINDSOR  UNION. 

(County  of  Berks.) 

Clewer. 
New  Windsor. 

(County  of  Surrey.) 
Egham. 

WINSLOW  UNION. 

(County  of  Buckingham.) 

Drayton  Parslow. 

DuntOD* 

East  Claydou. 

Grandborougb. 

Great  Horwood. 

Hogston. 

Little  Horwood. 

Mnrelev. 

Nosh.' 

North  Marston. 

Sbenley  Brook  End. 

Stewkley. 

Swanboume. 

Tat^nboe. 

Whaddon. 

Winslow. 


WIRRALL  UNION. 

(County  of  Chester  ) 

Bebingtouy  Higher. 
Bebington,  Lower. 
Bromborrow. 
Great  Neston. 
Leighton. 

WISBEACH  UNION. 

(County  of  Cambridge.) 

Elm. 

Leverington. 
Newton. 
Outwell  (Isle)^ 
Parson  Drove. 
Tydd  St.  Giles. 
Upwell  (Isle). 
Wisbeaeb  St.  Mary. 
Wisbeach,  St,  Peter. 

(County  of  Norfolk.) 

Clenehwartoiu 
Emneth. 

Outwell,  Norfolk. 
Terrington  St.  Clement. 
Terrington  St  John. 
Tilney  All  Saints. 
Tiloey-eum-Isling^n. 
Tilney  St.  Lawrence. 
Upwell,  Norfolk. 
Walpole  St.  Andrew. 
Walpole  St.  Peter. 
Walsoken. 
West  Walton. 
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WITHAM  UNION. 

(County  of  Essex.) 

Braxtedy  Great. 

Braxtedy  Little. 

Cogg^eshall,  Great. 

Coggesball,  Little. 

Fairsted. 

Peering. 

Hatfield. 

Inworth. 

Kelvedon. 

Messing. 

RirenhalL 

Terling. 

Ulting. 

Whickham. 

Witham. 

WITNEY  UNION. 

(County  of  Oxford.) 
Astball. 

Aston  and  Coatcs. 
Bampton. 
BlackbourtoD. 
Brize  Norton. 
Burford. 
Clanfield. 
Coggs. 
DucklingtOD. 
Knsham. 
Filkins. 
Fulbrook. 
H  alley. 
HandboroQg^. 
Hardwick. 
North  Leigh, 
Ramsden. 
Standlake. 
Stanton-Harcourt. 
Upton  and  Signet. 
Westwell. 
Witney. 

WOBURN  UNION. 

(County  of  Bedford.) 
Aspley  Guise. 
Battlesden. 
Chalgraye. 
Erersholt. 
Harlington. 
Hoekliffe. 
Husborne  Crawley. 
Miiton  Bryant. 
Potsgrove. 
Ridgmont. 
Salford. 
Tilsworth. 
Tingrith. 
Toddington. 
Wobum. 

WOKINGHAM  UNION. 

(County  of  Berks.) 
Arbortield. 
Barkham. 
Broad  Hinton. 
Earley.  I 


WoKiNOflAM  Union— cow<^. 

(County  of  Berks) — cofUinued, 

Finch  ampstead. 

Ruscombe. 

Sonning. 

Swallowfield  (East). 

Swallowfield  (West). 

Wargrave. 

Whistley. 

Winnersh. 

VVoodley. 

Wokingham. 

(Counties  of  Bbrks  and  Wilts.) 
Shinfield. 

WOODBRIDGE  UNION. 

(County  of  Suffolk.) 
Alderton. 
Bawdsey. 
BeallngSy  Great. 

Bealings,  Little. 
Boy  ton. 

Bredfield. 

BrightwelL 

Bromeswell. 

Bucklesham. 

Burgh. 

Capel  St.  Andrew, 

Charlesfield. 

Clopton. 

Dallinghoo. 

Debach. 

Falkenham. 

Felixstow. 

Grundisburgh. 

Hasketon. 

Hemley. 

Hollealey. 

Kirton. 

Levington. 

Martlesham. 

Melton. 

Nacton. 

Newbourii. 

Otley. 

Petistree. 

Kamsholt. 

Rushmere. 

Shottishani. 

Sutton. 

Trimley  St.  Martin. 

Trimley  St.  Mary. 

Tuddenham. 

Ufford. 

Waldringfield. 

Walton. 

Witnesham. 

Woodbridge. 


WOODSTOCK  UNION. 
(County  of  Oxford.) 
Aston^  North. 
Aston  Steeple. 
Barton  Steeple. 
Barton  Westcott. 
Bladon. 


Woodstock  Union — coni''. 

(County  of  Oxford)— c£>«/^. 

Cassington, 

CooDibe. 

Deddington. 

Hampton  Poyle. 

Hensington. 

Kiddington, 

Kidlington. 

Sandford. 

Stonesfield. 

Tackley. 

Wolvercott. 

Wootton, 

Worton  Nether. 

Yamton. 

WORCESTER  UNION. 

(County  of  WORCBSTER.) 

All  Saints. 

St.  Alban. 

St.  Andrew. 

St.  Clement. 

St  Helen. 

St.  John. 

St.  Martin. 

St.  Michael. 

St  Nicholas. 

St  Peter. 

St  Swithin. 

The  Blockhouse. 

Tything  of  Whistones. 

WORKSOP  UNION. 
(County  of  Derby.) 

Barlborough. 
Clown, 

Clinton-with-Creswell. 
WhitwelL 

(County  of  Nottingham.) 
Blyth.  ^ 

Carlton. 
Harworth. 

Styrrup-with-Oldcoates. 
Worksop. 

(County  of  York,  West 
Riding.) 
Dinnington. 
HarthiU-with-Woodall. 
North  and  South  Anstow. 
Thorpe  Salvin. 
WoodsettSk 


WREXHAM  UNION. 

(County  of  Denbigh.) 

Acton. 

Allington. 

Bersham. 

Broughton. 

Brymbo. 

Burton. 

Esclusham  Above. 

Escluftham  Below. 

Gresfbrd. 

Gweisyllt 


Wrexham  Union-^c&ii/«<. 
(County  of  JjemVighy-ecnt*. 
Holt 
Llay. 

Marchwiel. 
Minera. 
Ruabun. 
Stansty. 

Wrexham  Abbe%. 
Wrexham  Regis. 

(County  of  Flint.) 
Hope. 

Merford  and  Roseley. 
Tryddyn. 

WYCOMBE  UNION. 
(County  of  Buckingham.) 
Blealow. 
Bradenham. 
Chipping  Wycombe. 
Fingest, 

Great  Hampden. 
Hedsor. 
Hughendon. 
Littio  Kimble. 
Little  Marlow. 
Little  Missenden. 
Monks  Risborough. 
Princes  Risborough. 
Radnage. 
Saunderton. 
Stoke  Mandeville. 
TurviUe. 
Wendover. 
West  Wycombe. 
Woobum, 
Wycombe  Borough. 

(County  of  Oxford.) 
Chinnor, 
Stokenchurch, 

YEOVIL  UNION. 
(County  of  Sombrbbt.) 

Chiselborough. 

East  Chinnock, 

East  Coker. 

Hardington  Manderille. 

Haselbury  Plucknett 

Ilchester. 

Limington.  t 

Martock. 

Middle  Chinnock. 

Montacute. 

Northover. 

North  Perrott. 

Odcombe. 

Preston  Plucknett, 
Puddimore. 
South  Petfaerton. 
Stoke-sub-Hamdon. 
Sutton  Bingham. 
TintinhuU. 
West  Camel. 
West  Chinnock. 
West  Coker, 
Yeovil, 


NAMES  of  Single  Parishes  under  the  48  Eliz.  c.  9,  which  have  adopted  the  Act  18  k  14  Vict  c.  09. 


COUNTY  OF  LAN- 
CASTER. 

Burrow  with  Burrow. 

Ireby. 

Leek. 

Melling  with  Wrayton, 


COUNTY  OF  MONT. 
GOMERY. 

Trewem  (No  Return). 

COUNTY  OF  SUSSEX. 
Heene. 


COUNTY  OF  YORK, 
North  Riding. 

Newbiggin  (No  Return). 
Thornton  Rust  (No  Return). 
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UNION    ASSESSMENTS. 


RETURN  to  an  Order  of  the  Honourable  The  House  of  Commous, 
dated  3  August  1866;— /or, 


RETURN  *^  of  the  Names  of  the  Unions  in  England  and  Wales,  showing 
the  Scale  of  Deductions  from  the  Gross  Estimated  Rental  in  the 
Assessment  of  the  Rateable  Value,  acted  upon  by  the  several  Union 
Assessment  Committees,  under  the  following  heads : — 


1 

i 

i 

li 

Houses  under  £.  15,  and 
above  £.  7  gross  esti- 
mated rental. 

^1 

i 

^ 

, 

1 
1 
1 

Woodlands. 

IP 

III 

1. 

2. 

3. 

4. 

5. 

6. 

7. 

8. 

9. 

10. 

11. 

County. 

Per 
Cent 

Per 

Cent. 

Per 

Cent. 

Per 

Cent 

Per 
Cent. 

Per 

Cent 

Per 
Cent 

Per 
Cent. 

Per 
Cent 

Per 
Cent 

Per 
Cent 

Union. 
Union. 

Comity. 

Union. 
Union. 

Poor  Law  Board,1 
7  August  1866.  / 


H.  FLEMING, 

Secretary. 


(Mr.  Hubbard.) 


Ordered,  by  The  House  of  Commotis,  io  be  Printed, 
1 0  August  1 866. 
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POOR  LAW  UNIONS  (VALUATION  LISTS). 


RETURN  to  an  Order  of  the  Honoarable  the  House  of  CommoDBy 
dated  28  June  1866;-- /or, 

RETURN  "  of  the  Names  of  the  Unions  in  England  and  WdUsy  showing  in  which  of  them  the  Valuation 
Lists  had  been  completely  Revised  and  Returned  Approved  of  up  to  April  1866,  together  with  the  Total 
Amount  of  the  Rateable  Value  upon  which  the  Contbibutions  to  the  Common  Fund  were  calculated 
at  Lady-day,  1865 ;  and  the  Amount  of  the  Rateable  Value  as  settled  by  thd  Assessment  Committee 
in  the  Lists  in  force  in  April  1866,  with  the  Difference  between  the  Two  (in  continuation  of  Parliamentary 
Paper,  No.  455,  of  Session  1865) : "" 

**  And,  of  the  Amount  of  the  Expenses  incurred  in  each  Union  in  respect  of  these  ListsJ  during  the  Year 
ending  in  April  1866." 


Poor  Law  Board,! 
6  Angrust  1866.  J 


RALPH    A. 


EARLE, 

Secretary. 


names  of  unions. 


AmoQiit  of 

the  Rateable 

Valae 

on  which 

the  Contribation 

was 

calculated 

at  Ladj-day 

1865. 


Amount  of 
the  Rateable 

Value 

as  settled  by 

the  Assessment 

Committee 

in  the  Lists 

last  ApproTed^ 

1866. 


Difference 
between  the  Two. 


Increase. 


Decrease. 


Amount  of  the 
Expenses  incurred 

by  the 
Committee^  and  paid 

by  the  Board 
of  Guardians,  from 

25  March  1865 
to  25  March  1866. 


Amount 

of 

the  Costs  incurred 

by  the 

Guaxdiansin 

Appeals  against  the 

Poor  Rate 

during  the  I 

Period. 


ENGLAND; 

BSDFORD  : 

Ampthill    - 
Bedford      - 
Biggleswade 
Lei^ton  Buzzard 
LntoQ 
Wobum 


Berks  : 

Abingdon  - 
Bradfield  - 
Cookham  - 
East  Hampstead 
Faringdon  - 
Han^erford 
Newbury  - 
Reading  - 
Wallingford 
Wantage  - 
Windsor  - 
Wokingham 


Bucks  : 
Amersham 
Aylesbury  - 
Bockingbam 
Eton  -        -        . 
Newport  Pagnell 
Winslow     - 
Wycombe  - 


Cambridge  : 

Cambridge 

Caxton  and  Arrington 
Chesterton  -        .        - 
Ely    ...        - 
Linton        -        .        - 
Newmarket 
North  Witchford 
Wbbeach   -        -        - 


495- 


£. 


£. 
65,968 


65,603 

-  Incomplete    - 
♦88,870      I       123,461 

-  Incomplete. 

-  Incomplete. 
48,502  48,660 


202,476 


♦112,083 

99,512 

80,274 

36,879 
♦99,968 
107,046 

94,384 

94,706 

89,021 
122,429 
-  Incomple 

78,928 


£. 
366 
36,091 

68 


£.  s.  d. 

26  -  - 

624  9  6 

80  16  2 


21  10  -. 


237,989 


36,614 


761  15  8 


1,016,119 


66,706 
144,441 

94,368 
139,212 
147,936 

59,888 
182,121 


113,212 
99,116 
80,686 
36,944 

116,319 

107|138 
94,074 

100,630 
88,642 

122,402 

e    - 
79,636 


229 

412 

66 

16,361 

87 

6,826 


708 


1,038,694 


23,687 


396 


810 

879 
27 


90  -  -. 

68  8  3 

21  6  - 

4  4- 

738  3  10 

21   -  10 

40  10  - 

44  - 

68  '2 

20  10  6 
278  18  - 

20  -  - 


6 

6 


1,112 


1,390  4  6 


66,788 
146,086 

94^2^2 
139,212 
149,044 

60,204 
133,227 


784,671 


787,812 


83 
644 


1,108 

816 

1,106 


3,257 


116 


60  -  - 

40  -  - 

11  16  7 

163  10  6 

26  6  - 

98  3  6 


116 


879  16  7 


109,699 
58,606 
162,831 
143,458 
76,760 
167,218 
113,627 
221,778 


116,667 
68,606 
162,724 
144,149 
76,239 
167,231 
113,700 
221,766 


1,042,656    1,049,961 


6,058 

^ 

— 

- 

_ 

107 

696 

- 

489 

- 

18 

- 

178 

- 

- 

17 

7,429 

124 

105  le 
20  - 
28  8 
19  8 
26  18 
71  14 
17  17 

119  16 


409  4  9 


*  County  lUte  Yaloation^ 

A 


£.    s.    d. 


60    -    - 


60    -    - 


Digitized  by 


Google 


2 


•  RSTURN   AfiLATINQ  TO   XTNION    VALUATION   LISTS. 


NAMES  OF   UNIONS. 


Cbbbter: 
Altrhiduun 

Birkenhead 
Boughton,  Great 
Congletou 
Macclesfield 
Naotwich  - 
Northwich 
Runcorn   • 
Stockport  - 
Wirrall     - 


ClORNWALL : 

AusteU  St. 
Bodmin    - 
Camelford 
Columb,  St  Mcgor 
Falmon^  - 
Garoianiy  St.     - 
Helston     - 
Launceston 
Xiskeard   -        •« 
Penzance  - 
Redrath    - 
Stratton     - 
Traro 


Cumberland  : 


Amount  of 

theRattablo 

Yalae 

on  which 

the  Contribution 

WSBI 

calculated 

at  Lady-day 

1866. 


Amount  of 
the  Rateable 

Value 

asaettledby 

the  Assessment 

Committee 

in  the  Lists 

last  Approved, 

1866. 


Bootle 
Brampton 
CarKsie 
Cockermoutb 
Longtown 
Penrith     - 
Whitehaven 
Wigton     - 


Dbrbt': 

ABliboume 
Bakewell  - 
Belper 

Chi^pel-en-le-Frith 
Chesterfield 
Derby 
GIossop    - 
Hayfield   - 
Shardlow  - 


Deyon  ; 


Axmiaster 
Bametaple 
Bideford  - 
Crediton   - 
HoUworthj 
Honiton    - 
Kingsbridge 
Newton  Abbot  - 
Okehampton     - 
Plympton,  St.  Mary 
South  Molton    - 
Tayiatock  - 
Thomas,  St. 
Tiverton   - 
Torrington 

XVUIXSV      " 


£. 
:260,306 

809,787 
120,087 
169,096 
241,712 
225,091 
198,060 
143,968 
♦248,199 
118,408 


£. 
261,842 
320,976 
139,909 
168,699 
241,712 
229,176 
192,744 
143051 
296,811 
122,121 


2,029,804 


89,421 

90,559 

87,381 

79,158 

66,737 

70,606 

76,405 

82,444 

119,024 

145,885 

111,671 

38,841 

117,581 


1,119,208 


33,486 
65,188 


2,117,041 


92,063 

91,616 

87,717 

83,852 

66,881 

70,524 

76,752 

82,532 

120,066 

146,235 

112,880 

33,362 

117,499 


1,131,429 


185,685 

61,872 

166,144 

185,825 

♦120,888 


Incomplete. 


84,384 
65,800 


769,088 


189,782 
130,040 


195,114 
62,187 
167,598 
188,487 
158,626 


816,596 


140,258 
132,316 


Incompleie  - 


79,82» 

76,059 

228,274 

229,784 

158,647 

160,052 

50,691 

53,006 

-  Incomplete  - 
202,926  202,926 


990,ldS 


96,840 
167,869 

57,258 
104,558 

85,857 
114,300 
105,344 
264,538 

80,951 
114,122 
107,141 
129,744 
258,060 
165,715 

62,817 
161,627 


994,396 


Difference 
between  the  Two. 


locrtaae. 


£. 

1,446 
11,189 
19,822 


4,085 


48,612 
3,718 


88,867 


Ajnount  of  the 
Expenses  incurred 

by  the 
Committee,  and  paid 

by  the  Board 

of  Guardiani,  from 

25  March  1865 

to  25  March  1866. 


897 


816 

917 


1,680 


2,642 
1,057 
836 
4,199 
1,094 

347 

88 

1,042 

350 

1,209 

21 


82 


82 


12,885 


164 


848 
162 

9,429 

815 

1,454 

2,612 

82,788 


47,558 


521 
2,276 


1,510 
1,405 
2,315 


8,027 


2,021,781 


96,928 
167,666 

57.802 
109,811 

85,8^ 
114,464 
104,966 
277,894 

81,082 
115,383 
107,356 
129,096 
252,468 
166,427 

62,580 
161,934 


2,041,102 


88 

44 

5,258 

164 

13,861 

181 

1,211 

215 


712 

807 


£.  s. 
57  8 

111  11 
85  18 
50  - 

184  14 
26  - 
90  17 
76  6 
99  19 
3  18 


d. 

7 


Amount 

of 

the  Costs  incurved 

by  the 

Guardians  in 

Appeals  agahiat  4k» 

Poor  Rate 

daciagtheMme 

Period. 


686     2     4 


£.    $.     d. 

78  19     8 

85     5     - 

92     8     - 
18     8  10 


224  16     1 


72  2  - 

7  15  11 

17  16  9 

58  19  4 

17  6  2 

45  -  - 

16  14  - 


28  4  6 

57  8  - 

210  -  - 

50  -  - 


581  1  8 


1   1  - 


100  -  - 

12  12  • 

2  10  - 

65  8  - 


181  11  - 


8,764 


8,764 


40  - 
50  - 
58  16 
42  - 


451 

1 


9 


48  17  - 
95  16  10 
11  8  - 


81  4  S 
191  10  6 


794  7  1 


222  15  2 


21,486 


203 

57 
878 


648 
592 

237 


2,115 


100  -  - 

154  11  6 

20  -  - 

34  6  8 

20  •  - 

125  -  - 

27  18  6 

2  7- 

20  -  - 

25  -  - 

8  8- 

55  -  - 

1   1  - 

20  16  - 

33  8  10 


-  8  - 


647  17  1 


-  8  - 


*  County  Rata  Valuation. 
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BSTUBN   RSLATINO  TO    LNlOZf   FALUJITIOK   LISTS. 


Ajnoantof 

Amoaatof 
tlie  Rateable 

Difference 

Amount  of  the 

Amount 
of 

NAMES  ov   UiriONS. 

Value 

on  which 

the  Contribution 

was 

calculated 

Value 
asMttledby 

Ckttmittee 
in  delists 

between  the  Two. 

Expenses  incurred 

by  the 
Conwittee,  mid  paid 

by  the  Board 
of  Guardians,  from 

the  Costs  incurred 

by  the 

Guardians  in 

Appeals  against  the 
Poor  Rate 

.tj^^r 

lastApgjo^, 

lacreaae. 

Decrease. 

25  March  1865 
to  25  March  1866. 

during  the  ^ame 
Period. 

D0B8BT  : 

£. 

£. 

£. 

£. 

£.      S.     d. 

£•      8.    d. 

Beaminster       .... 

70,272 

70,184 

- 

188 

mmm 

Blandford          .... 

65,468 

66,381 

868 

- 

80     -     - 

— 

Bridport   -         -         .        -        . 

63,024 

63,157 

188 

- 

15     -     ^ 

— 

Cerne 

63,700 

53,804 

104 

- 

15     -     - 

— . 

Dorchester        -        - 

06,354 

96.318 

- 

41 

80     -     - 

•» 

Poole 

40,178 

40,682 

454 

- 

81    12     6 

— 

Shaftesbuiy       .        -        -        - 

69,482 

69,903 

421 

- 

40     -     - 

— 

Sherborne          .        -        .        - 

75,276 

75,232 

- 

44 

— 

— 

Stnrminster       .        -        -        - 

71,805 

71,800 

- 

5 

— 

._ 

Wareham  and  Purheck 

66,856 

66,959 

103 

- 

25     -     - 

«_ 

Weymouth        .... 

93,161 

96,401 

3,240 

- 

69   18     6 

820  10     6 

Wimboroe  and  CnuibonM 

77,868 

77,586 

U3 

- 

10     -     - 

— 

£. 

842,939 

848,202 

5,491 

228 

266     6     - 

820  10     6 

"nnrn^ff  • 

Auckland          .... 

201,635 

211,691 

9,956 

^ 

108     4     - 

_ 

Chester-le-Street 

100,779 

101,276 

497 

- 

— 

«^ 

Darlington        -        -        -        . 

170,286 

182,848 

12,557 

- 

20     -     - 

— 

Durham    -        -        -        -        - 

154,739 

190,647 

85,908 

- 

64     4     1 

580     6     8 

Easington         -        .        .        - 

88,657 

89,627 

970 

- 

7  10     - 

ii— 

Gateshead         .        -        -        - 

152,062 

157,910 

5,848 

- 

480     8     4 

7     7  10 

Hartlepool         .... 

118,647 

126,791 

8,144 

— 

25     -     - 

— 

Houghton-le-Sprlng  -        -        - 

58,908 

61,661 

2,758 

- 

— 

** 

Lanchester        -        .        -        - 

94,737 

102,241 

7,504 

- 

80     -     - 

12     8     6 

Sedgefield         .... 

62.685 

65,208 

2,523 

- 

— 

— 

South  Shields    -        -        -        - 

189,204 

151,792 

12,588 

- 

80     -     - 

— 

Stockton 

198,809 

231,758 

82,949 

"^      / 

— 

-^ 

Sunderland        .... 

264,559 

280,802 

16,248 

- 

236  18     8 

128     2     2 

Teesdale 

"  Incon 

iplete  - 

- 

- 

81   16     1 

83     -    - 

Weardale-        .... 

68,784 
1,874,441 

69,492 

758 

- 

82-6 

— 

£• 

2,023,689 

149,198 

- 

809  16     8 

761     6     2 

l?ttaw  • 

Billericay          .... 

89,798 

87,898 

- 

1,900 

1   11     - 

... 

Braintree  -        -        -        -        - 

77,832 

76,556 

- 

776 

20 * 

— 

Chelmsford        -        -        -        . 

178,897 

178,620 

229 

— 

58  10     - 

— 

Colchester         -        -        .        - 

72,219 

72,447 

228 

- 

— 

— 

Dunmow  .        -        -        -        - 

100,850 

100,938 

588 

- 

50  18  10 

\ 

&&::::: 

109,420 

110,908 

1,488 

- 

85     -     - 

— 

78,091 

78,006 

46 

- 

— 

— 

Lexden  and  Winstree 

124,484 

125,363 

"      879 

- 

70     -     - 

— 

Maldon     .        -        -        -        - 

180,109 

180,294 

186 

- 

25     -     - 

— 

Ongar  ,----- 

74,035 

74,886 

801 

- 

80     -     - 

12  11     6 

Orsett 

74.579 

74,264 

- 

816 

21     -     - 

Rocbford 

119,126 

118,355 

- 

770 

68     8  10 

— 

Bomford            .        .        .         • 

150,084 

161,564 

1,680 

— 

— 

— 

Safton  Walden 

101,100 

101,007 

- 

98 

25     -     - 

— 

Tendring  .        -        -         -         - 

157,034 

161,028 

8,994 

— 

80     -     - 

— 

West  Ham        .        .        .        - 

-  Incon 

ipleie    - 

— 

- 

59  10     6 

— 

Witham   -        -        - 

85,658 

85,748 

95 

- 

20     -     - 

— 

£• 

1,716,685 

1,722,898 

9,562 

8,854 

499  19     2 

12  U     6 

Cheltenham       -        -        -        . 

267,064 

264,781 

.. 

2,888 

186  18     I 

... 

Chipping  Sodbury     -        -        - 

112,845 

112,007 

- 

888 

10     -     - 

— 

Cirencester        .        .        -        • 

129,660 

129,387 

— 

418 

221    12     - 

— 

Clifton 

853,180 

871,874 

18,194 

— 

84  18     - 

150    -    - 

Dursley 

62,981 

62,864 

— 

77 

^- 

— 

Gloucester 

152,927 

164,984 

2,007 

- 

46     8     6 

— 

Newent    - 

69,657 

75,625 

6,968 

- 

47     -    - 

—. 

Northleach       -        -        -        - 

74,997 

76,008 

6 

- 

10     -    - 

'— 

Stow-on-the-Wold     - 

58,682 

68,681 

- 

61 

10     -    - 

•— 

Stroud 

128,899 

128,786 

887 

— 

25     -     - 

— 

Tetburj 

87,808 

87,808 

— 

• 

6     -     - 

••• 

Tfewkesbury      .        -        -        - 

95,668 

96,787 

179 

— 

16     -    - 

— ~ 

Thombury        .... 

112,148 

112,679 

481 

— 

16     -     - 

— 

Wc8tbury-on-SevefB  - 

86,109 

86,405 

1,286 

— 

— 

— 

Wheaienhurst   1.        -        .        - 

68,036 

68,927 

1 

— 

— 

«.«. 

Winchcombe     .... 

80,162 

79,572 

- 

690 

6     5- 

— 

£. 

1,869,108 

1,898,660 

28,859 

8,802 

682     1     7 

150     -    - 

495- 


▲  2 
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RETURN   RELATING  TO   UNION  VALUATION    LISTS. 


NAMES    ov    UNIONS. 


Amount  of 

the  Ratetble 

Valae 

on  whibh 

the  Contribution 

was 

ceknlateJ 

at  Lsdy-day 

1865. 


Amount  of 
the  Rateable 

Valoe 

at  aetdedby 

the  Aaaetf  ment 

Committee 

intheUata 

laat  ApproTed, 

1866. 


IMnfarenoe 
between  the  Two. 


I 
Increase.  I  Deoreaae. 


Amount  of  the 
Ezpenaea  incurred 

by  the 
Committee,  and  paid 

by  the  Board 
of  Guardians,  from 

25  March  1865, 
to  25  March  1866. 


Amount 

of 

tiie  Costa  incurred 

by  the 

Guardians  in 

Appeals  against  the 

Poor  Rate 

during  the  same 

Period. 


Hbreford  : 

Bromyard  -  .  .  - 
Bore  -  .  -  .  . 
Hereford  .  .  -  .  - 
KiDgton    -        -        -        -        - 

Ledbury 

Leominster  •  .  .  . 
Ross  -  -  .  .  - 
Weobley  ----- 


Herts: 

Albans,  St  -  -  -  - 
Barnet  -  -  -  -  - 
Berkhampstead- 
Bishop's  Stortford  - 
Buntingford  -  -  -  . 
Hatfield  -  -  -  .  . 
Hemel  Hempstead    - 

Hertford 

Hitchin    -        -        -        -        . 
Royston    -        -        -        -        . 

Ware 

Watford 

Welwyn   -        -        -        -        . 

£. 


Hunts: 


Huntingdon 
Ives,  St.   - 
Neot's,  St 


Kent  : 

Ashford,  East  -  -  .  . 
Ashford,  West  -        -        .        . 

Blean 

Bridge  -  -  -  .  - 
Bromley  -  -  -  -  • 
Cranbrook  -  -  -  . 
Dartford  -  -  -  -  . 
Dover       -        -       -        .        . 

Eastry 

EUiam 

Farersham        -        -        -        . 
Oravesend  and  Milton 
Greenwicb         -        -        -        . 
HoUingboum     -        .        -        . 

Hoo- 

Lewisham  -        .        .        . 

Maidstone  .  •  •  . 
Mailing    -        -        -        -        . 

Medway 

Milton 

Nortb  Aylesford 

Romney  Marsh  -        -        -        . 

Seven  Oaks       -        -        .        . 

Sheppey    -        -        -        -        . 

Tenterden-        .        -        -        . 

Thanet,  Isle  of  - 

Tonbridge  -        -        -        . 

£. 


£. 

82,888 

66,921 

178,200 

81,275 

89,614 

106,566 

107,127 

67,680 


82,611 

67,094 

173,897 

82,197 

89,570 

106,497 

107,290 

68,091 


178 
697 
922 


168 
461 


775,166 


777,247 


2,416 


96,180 
68,581 

115,496 
40,514 
41,917 
69,299 
76,220 

126,028 
98,267 
94,848 

118,986 
14,977 


Incomplete. 


956,258 


142,643 
122,314 

107,880 


372,837 


96,180 
68,261 

116,189 
40,651 
42,083 
69,940 
76,495 

126,448 
98,321 
94,702 

112,479 
14,977 


956,676 


144,390 
121,815 
107,919 


374,124 


698 
187 
166 
641 
275 
425 
54 


£. 
222 


44 
69 


£.  s.  d. 

68  5  6 

98  6  - 

30  -  - 

11  4  1 
60  -  - 
28  15  0 

12  -  - 


385 


298  11   1 


820 


146 
1,507 


2,891 


1,747 
39 


1,786 


1,973 


499 


499 


76,408 

78,520 

80,607 

74,188 

125,802 

54,854 

188,856 

126,952 

180,754 

105,258 

108,993 

68,623 

883,449 

84,481 

29,138 

351.790 

167,809 

119,891 

141,806 

72,670 

110,465 

78,681 

125,218 

53,849 

66,135 

180,461 


•  Incomplete. 


76,284 

77,309 

94,975 

74,888 

183,986 

59,987 

194,982 

129,497 

131,654 

107,894 

118,541 

65,080 

897,255 

84,101 

29,138 

874,174 

169,877 

120,587 

145,892 

107,395 

110,686 

78,681 

125,182 

50.088 

67,895 

198,585 


8,179,543 


14,868 
645 
8,634 
5,688 
6,126 
2,545 
900 
2,641 
9,548 
1,457 

18,806 


22,884 

2,068 

696 

4,086 

84,825 

171 


1,760 
18,124 


3,824,358 


150,417 


119 
1,211 


380 


86 
8,811 


5,607 


106  5  0 

85  -  - 

200  14  - 


47  -  - 

80  -  - 

45  -  - 

85  -  - 

128  8  1 


622  7  7 


68  18  8 


58  18  8 


--4  6 
42  1  2 
30  -  - 


72  5  8 


45  9  - 

10  10  6 

2  15  - 

18  17  6 

2  4  4 

50  -  - 

80  9  8 

65  -  - 

226  12  - 

4  5- 

59  8  10 

36  8  4 

10  -  - 

179  6  1 

64  9  *- 

80  -  - 


64  18  - 

25  -  - 

45  -  - 

144  16  9 


1,199  19  7 


180  18  6 


180  18  6 
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EBTURN    RELATING  TO   UNION   VALUATION   LISTS. 
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NAMES  OF  UNIONS. 


Amount  of 

the  Rateable 

Tdiie 

on  which 

the  Contribution 

wat 

calculated 

at  Ladj-day 

1865. 


Amonnt  of 
the  Rateable 

Value 

as  settled  by 

the  Ajsesement 

Committee 

in  the  Lists 

last  Approred^ 

1866. 


Lancastsr: 

Ashton-under-Lyne 

Barton-upoQ-Irwell 

Blackburn 

Bolton      - 

Burnley    - 

Bury 

Chorley    - 

Chorlton  - 

Clitheroe  - 

Fylde,  The 

G^ustan^ 

Haslingden 

Lancaster 

Leigh 

Oldham    - 

Ormskirk 

Prescot     - 

Preston     - 

Prestwich 

Rochdale  - 

Salford     - 

Todmorden 

Ulyerstone 

Warringfton 

West  Derby     - 

Wigan      - 


£. 


Leicester: 

Ashby-de-la-Zouch    • 

Barrow-on-Soar 

Billesdon 

Blaby 

Hinckley  • 

Leicester  - 

Loughborough  - 

Lutterworth 

Market  Bosworth 

Market  Harborough ' 

Melton  Mowbray 


Lincoln: 
Boston 
Bourn 
Caistor     - 
Gainsborough   » 
Glanford  Brigg 
Grantham 
Holbeach 
Horncastle 
Lincoln     - 
Louth 
Sleaford    - 
Spalding  - 
Spilsby     - 
Stamford  - 


£. 


Middlesex  : 
Brentford 
Edmonton 
Fulham     - 
Hackney  - 
Hendon    - 
Holbom   - 
London,  City    - 
London,  East    - 
London,  West  • 


495- 


£. 

821,502 
162,422 
286,737 
815,410 


266,007 
131,464 
448,802 
111,709 
144,800 

85,282 
122,557 
116,486 
128,810 
265,155 
269,642 
803,714 
845,685 
202,211 
298,559 
857,989 

88,905 
199,859 
170,252 
781,484 
294,276 


Incomplete 


£. 

887,410 
166,178 
801,770 
441,767 


6,209,2)9 


112,750 

120,888 

92,802 

81,285 


851,609 
165,918 
576,977 
112,248 
153,544 

85,298 
200,707 
119,948 
128,810 
268,544 
278,076 
807,547 
848,812 
208,880 
804,711 
872,517 

95,919 
206,90^ 
171,880 
887,095 
805,440 


6,947,948 


192,205 
114,881 
108,480 
89,078 
188,698 
157,187 


Incomplete 


112,902 

121,614 

2,789 

81,186 


1,208,249 


218,830 
151,806 
248,255 
160,660 
224,808 
193,130 
182,554 
155,008 
276,877 
265,978 
206,696 


206,581 
116,193 
109,211 
89,221 
139,160 
156,852 


1,244,699 


219,126 
151,918 
249,561 
161,000 
226,875 
193,986 
232,306 
154,693 
279,200 
265,505 
206,800 


214,961 
110,193 


Incomplete  - 


2,559,256 


214,901 
110,247 


2,566,118 


Diffdrenoe 
between  the  Two. 


Increase. 


65,908 

3,756 

15,088 

126,857 

85,602 

84,454 

183,175 

584 

8,744 

16 

78,150 

8,457 

3,389 

8,484 

8,888 

2,627 

6,669 

11,152 

14,528 

7,014 

7,544 

1,578 

105,611 

11,164 


Decrease. 


Amonnt  of  the 

Ezp^ises  incnrred 

by  the 

Committee,  and  paid 

by  the  Board 
of  Guardians,  from 

25  March  1865 
to  25  March  1866. 


788,729 


£.  s.     d. 
849  12  - 


879  18 
702  18 
1,818  12 
50  - 
182  5 
270  12 


85  -  - 

892  15  10 
96  -  - 
15  6  9 

188  18  10 
15  17  - 
28  7  1 

184  6  10 
40  -  - 

191  9  4 
88  8  4 


55  10  - 


19  19  10 


4,546  18  9 


152 

726 


14,876 
812 
781 
148 

457 


16,897 


296 

112 
1,806 

840 
2,067 

856 


2,828 
104 


64 


7,958 


18 

99 


885^ 

447 


248 
315 

478 


60 


1,096 


•253,248 

806,714 

•171,876 


280,715 
378,110 
195,777 
-  Incomplete. 
142,265  I  142,265 
184,546  I  185,715 
Incomplete   - 


184,953 
171,070 


186,742 
170,983 


27,467 
71,396 
23,901 


1,169 
1,789 


87 


28  2  6 

50  -  - 

14  14  - 

100  -  - 

158  18  8 

16  -  - 

20  -  - 

42  10  - 

120  -  - 


550  - 


51  18  6 

21  9  11 

1  12  8 

89  18  6 

70  6  - 

84  8  6 
20  -  - 
62  -  - 
67  9  7 
60  -  - 

8  2  6 

85  -  - 
87  -  - 


543  16  2 


Amonnt 

of 

the  Costs  incurred 

by  the 

Guardians  in 

Appeals  against  the 

Poor  Rate 

during  the  same 

Period. 


612  10  2 

125  15  1 

254     8  7 

82  14  6 

-     4  - 

434  17  5 

98     6  - 


'C  County  Rate  Valuation. 
A3 


£.  s.    d. 


52  13  - 
146  14  11 


80  18  7 
97  12  3 


877  18  9 


1  10  - 
3  8  2 


4  18  2 


150  10  2 
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RETURN   RELATING   TO   imiON   VALUATION   UBTl. 


NAMES  OF  UNIONS. 


Middlesex — continued. 

Poplar 

Staines      .         -        .  -  -^ 

Stepney    .        -        -  •  - 

Sti*and      .        -        •  -  - 

Uxbridge  -        -        -  -  - 

Whiteonapel      -         -  -  - 

£. 

Monmouth  : 

Abergavenny    .        ^  -  - 

Bedwellty         .        •  -  • 

Chepstow  -        -  -  - 

Monmouth        .        .  -  - 

Newport  -        -        -  -  - 

Pontypool         -        -  -  - 

£. 

Norfolk  : 

Aylsham  -        -        -  -  - 

Blofield 

Depwade  -        -        -  -  - 

Docking 

Dowtiham         .        -  -  - 

Erpingham        -        -  -  - 

Faith,  St. 

Flegff,  East  and  West 

Forehoe    .        .        -  •  - 

Freebndge  Lyan       -  -  . 

Guiltcross         ,        •  -  - 

Henstead  .        -         -  -  - 
King's  Lynn     -        - 
Loddon  and  Clavering 
Mitford  and  Launditch 

SwafFham          -        .  .  - 

Thetford 

Walsingham      .        -  -  • 

Wayland  -        -        -  -  - 

NOBTHAMPTON ; 

Braokley  ,        -        -  -  - 

Brixworth         .        -  .  - 

DaveRtry  -        -        -  -  - 

Hardingstone    -         -  -  - 

Kettering          -        -  -  - 

Northampton     -        -  -  - 

Oundle     -         -         -  -  . 

Peterborough    -        -  •  - 

Potterspury       -         -  -  - 

Thrapston          .        -  -  - 

Towcester          .         -  -  . 

Wellingborough         .  -  . 

£. 

Northumberland: 

Alnwick    .        -        -  -  - 

Belford 

Bellin^am       -        -  -  -  - 

Berwick-on-Tweed    -  -  - 

Castle  Wtmjf     .        .  .  - 

Glendale  -        -        -  -  - 

Haltwhistle       -        -  .  - 

Hexham  -        -        -  -  - 

Morpeth   -        -        -  -  - 

Newcastle-on-Tyne    -  -  - 

Rotbbury  -        -        -  -  - 

Tynemouth        -        •  .  . 

£. 


Amount  of 

tlie  Rateable 

Value  . 

on  which 

the  Contribution 

was 

calculated 

at  Lftdy-day 

1865. 


Amount  tof 
the  Rateable 

Value 
as  settled  by 

tfaeAssestment 
Committee 
in  the  Lists 

last  Approfed^ 

leee. 


£. 
•844,320 
84,d98 
293,^52 
248,319 
110,929 
267,071 


2,703,256 


80,887 
97,542 
99,551 
117,815 
226,454 
97,197 


719,446 


£. 
434,471 
85,562 
230,695 
251,647 
111,078 
266,558 


2,920,313 


DifEbrepce 
between  the  Two. 


Increase. 


£. 
90,151 
1,169 

8,428 
149 


220,619 


Decrease. 


Amount  of  the 
Expenses  ineunred 

by  the 
Commltteejmd  paid 

by  the  Botrd 
of  Guardians,  from 

25  March  1865 
to  25  March  1866. 


£. 

a,957 
518 


8,562 


81,494 
98,094 
99,752 
117,578 
233,551 
99,055 


729,524 


1 19,726 
88,489 
127,094 
107,168 
137,809 
101,610 
69y698 


69,267 

8d,789 

68420 

75,182 

45,610 

102,227 

180,133 

89,779 

96,534 

127,813 

70,803 


Ineompkte 


119,708 
88,356 
127,216 
107,202 
187,089 
101,675 
69,727 


1,763,689 


69,178 

82,680 

62,536 

75,198 

46,596 

101,776 

180,057 

89,399 

97,463 

127,890 

70,476 


607 
662 
301 

7,097 
1,858 

10,315 


122 
84 

66 
29 


16 


918 

78 

173 


1,762,609 


1,434 


237 


237 


17 

83 


730 


79 
109 

684 

14 
452 

76 
880 


2,514 


£.  8.  d 

268  2  - 

88  4  6 

495  -  - 

110  6  - 

100  2  6 

60  -  - 


2,716  10  9 


36  12  6 
22  10  - 


100  16  8 
40  -  - 


198  19  3 


Amoont 
of 

the  Costs  incurred 

by  the 

Gtaaniiaiu  hi 

Appeals  agiinsttlie 

Poor  Rate 

during  the  same 

Period. 


£.     8.   d. 


150  10  2 


119  8  5 


189  9  2 


358  17  7 


30  -  - 

48  19  9 
20  -  - 


20  - 
80  - 
7  9 
16  16 
36  18 
35  - 


14  17  8 

60  -  - 

38  10  - 

36  -  - 

14  14  - 


867  6  8 


91,813 

104,049 

187,733 

60,004 

108,903 

166,725 

97,764 

242,486 

6S,587 

75,462 

78,310 

111,813 


1,823,136 


125,888 

55,126 

67,790 

117,0^ 

133,2«« 

127,717 

51,491 

198,282 

130,013 

844,558 

78,927 

346,522 


1,660^132 


91,874 

100,799 

137,733 

60,835 

109,407 

159,677 

98,056 

243,878 

69,475 

75,589 

78,506 

112,525 


1,827,833 


126,078 

55,668 

69,244 

118,467 

138,564 

128,253 

62,425 

200,356 

131,150 

345,210 

74,540 

266,214 


1,691,164 


03 


821 
606 

2,952 
292 

1,393 
888 
127 
196 
713 


7,948 


690 

537 

1,454 

1,383 

1,841 

536 

934 

2,074 

1,137 

652 

613 

19,692 


31,043 


8,260 


3,350 


80  -  - 

129  17  6 

79  9  9 

80  -  - 
60  6  - 


20  -  - 


849  12  3 


11  10  6 


11  10  6 


188  11  4 


138  11  4 


40  -  - 

20  -  - 

80  -  - 

20  -  - 


16 

5 

45 

20 
10 
80 


2  6 


286  2  .6 


86  16  11 


86  16  11 


*  County  Rate  Valuation. 


Digitized  by 


Google 


REmSK  HKLATIICG  TO   UNION    VJLLUATIOV   USTS. 


VAMBS  OP  UNIONS. 


of 

the  Rateable 

Value 

on  which 

the  ContribatUm 

was 

calculated 

at  Lady-day 

1865. 


AniQwitof 
the  Rateable 

Valoe 

as  settled  by 

the  Aaaetsment 

Committee 

in  the  lasts 

last  Approved, 

1866. 


Differenoe 
between  the  Two. 


Increase. 


Decrease. 


Amount  of  the 
Expenses  incurred 

by  the 
Committefipand  paid 

by  the  Board 
of  uuardians,  from 

25  March  1865 
to  25  March  1866. 


Amount 

of 

the  Costs  incuired 

by  the 

Onardianein 

Appeals  against  the 

Poor  Rate 

during  the  \ 

Period. 


NOTTIHGHAH  : 

Basford    - 
Bingliam 
East  Retford 
Mansfield 
Newark    - 
Nottingham 
Radford   - 
Southwell 
Worksop 


Oxford: 

Banbnrj  -  *     - 
Bicester    - 
Chippkig  Norton 
Headington 
Henley     - 
Thame      - 
Witney     - 
Woodstock 


£. 


Rutland; 
Oakkam 


UppiJBgham 


Salop:  . 

Atcham    -        -        - 

Brid^orth 

Church  Stretton         • 

Cleobury  Mortimer  - 

Oxok 

Drayton   -        •        - 

Ellesmere 

Ludlow    - 

Madeley  -        .        - 

Newport  -        -        • 

Shiffhal    .        -        - 

Wellington 

Wem         ... 

Whitchurch       - 


Somersbt: 
Axbridge 
Bath 

Bedmioster 
Bridgwater 
Chard 
Clutton     - 
Dulrerton 
Frome 
Kejnsham 
Laugport 
Bhepton  Mallet 
Taunton   - 
Wellington 
Wells        . 
Williton    - 
Wincanton 
Yeovil 


495- 


£. 

186,284 
119,990 
164,906 

78,996 
198,668 
257,277 

66,848 
198,270 

99,748 


236,319 
119,916 
165,288 

85,802 
197,881 
368,898 

66,392 
198,620 
123,506 


£. 
50,035 

317 

6,807 

6,621 

350 
23,763 


£. 
74 

782 
456 


£•  $.  d. 

181  4  5 

3  3- 

107  7  - 

106  6  2 

71  7  3 

50  -  - 

20  -  - 

294  17  11 


1,371,036 


1,457,617 


87,893 


1,312 


834  5  9 


189,216 

88,849 
108,235 


190,651 

89,675 

108,311 


96,699 

91,598 

119,407 

88,225 


Incomplete 


782,124 


89,103 
86,232 


175,335 


166,050 

106,604 

43,676 

51,696 


96,883 

9U660 

120,058 

88,168 


1,436 

826 

76 

284 

67 

661 


72 


785,391 


3,839 


72 


20  -  - 

27  16  - 

42  10  - 

35  -  - 

25  -  - 

45  -  - 


195  6  - 


89,168 
86,241 


65 
9 


275,409 


74 


113,472 
111,294 
108,892 
86,117 
90,925 
88,694 
87,343 
80,568 
69,838 


Incomplete. 


164,666 

106,340 

43,908 

57,339 


1,205,169 


1 13,036 
111,175 
108,942 
86,814 
90,970 
89,113 
93,755 
80,568 
69,636 


232 
5,643 


50 
697 

45 

419 

6,419 


1,384 
264 


436 
119 


202 


1,216,262   I  13,498 


2,405 


20  -  - 
37  18  10 


57  18  10 


121  -  - 

20  -  - 

3  12  9 

75  10  6 

8  8- 
20  -  - 
30  10  6 

30  -  - 

31  10  - 
63-5 


403  12  2 


278,016 
327,384 
164,088 
220,989 
113,951 
100,552 
40,566 
108,911 
111,066 
104,879 


191,792 
116,984 
145,524 
110,069 
119,016 
133,406 


Incomplete, 


280,016 
381,374 
192,758 
221,035 
114,791 
112,131 
41,387 
107,692 
123,509 
104,657 


-  2,887,171 


192,476 
118,025 
145,497 
110,777 
187,610 
134,630 


2,468,365 


2,001 

3,990 

28,670 

58 

840 

11,579 

822 

12,454 


684 
1,041 

708 

18,596 

1,225 


1,219 
222 

27 


82,662 


1,468 


26  4  1 

167  13  9 

49  16  - 

48  -  - 

30  -  - 

134  -  - 

8  -  - 

35  13  - 


55  12  - 

41  11  6 

.56  -  - 

85  -  - 

40  -  - 


777  9  4 . 


*.  County  Hate  Valoatioiu 
A4 


£.     s.    (L 


18  1  6 


13  1  6 


968  11  10 


268  11  10 


321  12  4 


351  4  11 


672  17  3 


22  8  6 


22  8  5 


Digitized  by 


Google 


8                                                       RBTUEN   RELATING   TO   UNION 

VALUATION   LISTS. 

Amount  of 

Amonnt  of 

Diflerenee 

Amount  of  the 

Amount 

the  Rateable 
Value 

the  Rateable 
Valtte 

between  tiie  Two. 

by  the 

of 
tiie  CoflU  incurred 

NAMES   OF    UNIONS. 

on  which 

the  ContribtttioD 

was 

calculated 

at  Lady-day 

1865. 

as  setded  by 

the  ABsessmeat 

Committee 

in  the  Lists 

last  ApproTed, 

1 

Committee,  and  paid 

by  the  Board 
of  Guardians,  from 

25  March  1865 
to  25  March  1866. 

by  tfae 
Guardians  in 

Increase. 

Decrease. 

Appeals  agamst  the 

PoorRste 

during  the  same 

Period. 

SotrTHAMPTON  : 

£. 

£. 

£. 

£. 

£.    8.    d. 

£.    «.     d. 

Alresford 

41,727 

41,933 

206 

- 

— 

"— 

Alton 

62,089 

61,389 

- 

700 

13     5     - 

■"■ 

Andover  -        -        ^        -        - 

100,680 

100,374 

- 

306 

"— • 

"■— 

Basingstoke       •        -        -        - 

105,065 

105,786 

721 

- 

21     3     4 

*"^ 

Cathcrington     -        -        -        - 

18,162 

13,644 

482 

— 

"— • 

^~" 

Christchurch     -        -        -        - 

52,292 

54,987 

2,64^^ 

— 

.   12  10     - 

— 

Droxford 

55,398 

56,977 

1,584 

"^XT 

341   12     9 

— 

Fareham 

♦70,662 

69,838 

- 

^ 

9     1- 

*~" 

Fordingbridge  -        ^        •        - 

85,120 

34,974 

- 

14dN 

V            — 

*■— 

Hartley  Wintney       ... 

57,148 

57,293 

145 

- 

X    25     -     - 

"■"• 

Havant     -        .        -        -        - 

37,216 

86,275 

- 

941 

^W  17     5 

44  12     I 

Hursley    -        •        -        .        - 

18,168 

18,202 

89 

- 

loV-     - 

"^ 

Kingsclere        .        •        -        - 

44,495 

44,190 

- 

305 

12    K- 

"~" 

Lymington        -        -        .        . 

48,696 

43,986 

240 

- 

23  11  ^ 

— 

New  Forest       .        -        -        - 

68,920 

54,085 

115 

- 

—             A. 

— 

Petersfield         .... 

45,831                45,507 

- 

324 

85     5     -    ^ 

<V.        24  13   10 

Portsea  Island  -        -        -        - 

-  Incomplete. 

\ 

Ringwood         -        -        -        - 

24,688 

24,657 

19 

- 

12- 

\    - 

Romsey    -        -        -        -        - 

43,773 

45,508 

1,730 

- 

27   12     6 

\- 

South  Stonebam        -        •      ,  - 

116,797 

110,354 

2,657 

- 

107     -     - 

V 

Stockbridge      -        -         -        - 

49,456 

49,115 

- 

841 

-     7     6 

V 

Whitchurch      .... 

39,708 

39,032 

224 

- 

10     -    - 

Jy 

Wight,  Isle  of  . 

-  Incomplete    - 

- 

- 

62     2     9 

\ 

Winchester       .... 

180,862 
1,241,893 

132,825      1 

1,963 

— 

45     -     - 

—  - 

£. 

1,250,676 

12,670 

3,887 

843  12     9 

60     5  ^1 

Stafford  : 

Burton-on-Trent         ... 

-  Incomplete  - 

- 

- 

165    -    - 

— 

Cheadle 

108,480 

109,111 

631 

- 

10     -     - 

— 

Leek 

100,447 

101,379 

932 

— 

47  10     6 

— 

Lichfield 

161,800 

169,208 

7,408 

- 

_ 

— 

Newcastle-under-Lyme 

88,854 

90,365 

1,511 

- 

21     -     - 

— 

Penkridge         .        -        .        - 

187,899 

13S>899 

1,000 

- 

8  18     0 

280     -     ~ 

Seisdon     -        ...        - 

10 1,869 

103,218 

1,859 

- 

200     -    - 

_ 

Stafford 

184,625 

134,711 

186 

- 

— 

— 

Stone        

125,121 

125,354 

233 

- 

— 

— 

Tam  worth         .        -        -        - 

-  Incomplete    - 

- 

■-     ' 

134  12     4 

— 

Uttoxeter  -        -        -        -         - 

110,677 

110,850 

173 

— 

17     2     - 

— 

Walsall 

154,092 

155,677 

1,585 

— 

— 

— 

West  Bromwich        -        .        - 

273,684 

288,943 

10,409 

- 

80     -     - 

— 

Wolstanton  and  Burslem   - 

140,228 

144,454 

4,231 

- 

30     -     - 

— 

Wolverhampton         ... 

312,949 

310,228 

- 

2,721 

— 

— 

£• 

1,949,960 

1,977,897 

30,158 

2,721 

714     4     7 

1       280     -     - 

Suffolk  : 

BIything 

Bosmere  and  Claydon 

Cosford 

145,262 

144,706 

- 

556 

26     -     - 

51     6     - 

100,125 
97,664 

98,751 
96,877 

. 

1,374 
687 

30     -     - 
28     -    - 

1 

Hartismere       .        -        -        - 

94,889 

94,889 

- 

— 

25     -     - 

-      1 

Hoxne     .        .        -        -        - 

81,701 

81,765 

64 

— 

25  16     - 

Ipswich    -        .        -         -        - 
Mildenhall        .... 

125,460 

128,383 

2,923 

— 

•               • 

77     2     7  1 

48,934 

48,933 

- 

1 

"^ 

-           1 

Plomesgate        .        .        -        - 
Risbridge          .... 

112,127 
82,043 

112,062 
82,466 

423 

65 

25     1-    - 
150  16     2 

E  / 

Samford  -        -        -        -        - 

75,428 

75,445 

17 

— 

40     -     - 

Stow         .        -        -        -        - 

115,934 

115,061 

- 

873 

0     6     6 

407     6     -f 

Sudbury   -        -         -         -         - 

151,953 

1.52,403 

450 

- 

115     7     6 

65  10    e^ 

Thingoe    -        -        -         -         • 

109,929 

100,929 

- 

- 

20     -     - 

•.1.          f 

Wanffford         -         -        -        - 
Woodbridge      ...        - 

67,154 

67,842 

688 

— 

31   13     - 

1 

123,969 

124,097 

128 

- 

13     -     - 

r 

1,532,472 

1,533,609 

4,698 

3,556 

541   10     1 

601   14  /r  1 

Surrey : 

26  17<     10 

Chertsey 

-  Incomplete. 

Croydon  -        -        -        -        - 

341,277 

385,814 

44,537 

— 

175  15     8 

Dorking 

64,335 

64,652 

317 

- 

37     2     4 

—  * 

Epsom 

Farnham  -        -        -        -        - 

117,542 

123,422 

5,880 

- 

— 

—  ^ 

63,618 

75,109 

11,491 

- 

271     0     8 

4     >-4    - 

Godstone-        .        .        .        - 

51,571 

57,996 

6,424 

" 

40     -     - 

""1* 

•  County  Rate  Valuation. 
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Amount  of 

the  Rateable 

Value 

Amount  of 

the  Rateable 

Value 

Difference 
between  the  Two. 

Amount  of  the 

Expenses  incurred 

by  the 

Committee,  and  paid 

Amount 

of 

the  Costs  incurred 

NAMES  OF  UNIONS. 

oa  which 

the  Ck)ntribution 

waa 

calculated 

as  setUed  by 

the  Assessment 

Committee 

in  the  Lista 

by  the 

Guardians  in 

Appeals  against  the 

Poor  Rate 

by  the  Board 
of  Guardians,  from 

25  March  1865 
to  25  March  1866. 

at  Ladf-day 
1865. 

last  Appro  ?ed, 

Increase. 

Decrease. 

during  the  same 
Period. 

S  arrej — continued. 

£. 

£. 

£. 

£. 

£,    8.    d. 

£,    $,   d. 

Guildford         .... 

126,017 

188,561 

7,544 

— 

98     2     6 

_ 

Hambledon       .        .        .        - 

69,885 

61,046 

1,160 

.. 

16   10     8 

— 

Kingston           .        -        .        - 

268,987 

275,707 

6,770 

- 

878  11     6 

17     8     8 

Olave,  St.          -        .        .        . 

110,700 

119,607 

8,807 

- 

80     9     - 

— 

Reififate     .        -        .        .        • 
Richmond         .        .        -         - 

162,160 

164,664 

2,614 

- 

10     -     - 

— 

131,048 

181,997 

949 

- 

10  16     - 

— 

Savioor,  St.       • 

-  Incomplete  - 

_ 

• 

287  18     6 

— 

Wandsworth  and  Clapham 

608,718 

611,606 

7,788 

- 

72  18     2 

16     1     4 

£. 

1,990,798 

2,094,979 

104,181 

- 

1,429     2  11 

68     6  10 

Sussex  : 

Battle 

68,407 

67,975 

- 

432 

64     -     - 

..^ 

Cbailey    .        .        -        -        . 

46,784 

46,829 

95 

- 

..- 

... 

Cuckfield          .... 

96,022 

99,270 

4,248 

- 

196  17     2 

... 

Eastbourne        .... 

66,884 

68,426 

8,042 

- 

800     -    - 

_ 

East  Grinstead           ... 

62,740 

66,961 

14,221 

- 

68     9     - 

_^ 

East  Preston  (G.  I.) 

67,100 

94,020 

26,920 

- 

— 

_^ 

Hailsham          .... 

66,638 

55,725 

87 

"" 

281   13     1 

65  14     6 

Hastings  -        -        .        .        - 

162,331 

170,818 

8,487 

64     6     - 

.« 

Horsham 

-  Incomplete  - 

- 

- 

8  16     - 

, 

Lewes       .        -        -        •        - 

40,148 

40,391 

243 

- 

44     6     - 

«. 

Midhurst 

69,446 

69»916 

470 

*" 

80     -     - 

.— 

Newhaven         .... 

86,014 

85,892 

878 

"■ 

80     -     - 

— 

Petworth 

86,671 

35,881 

210 

- 

26     •    - 

.-. 

Rye 

64,716 

65,026 

309 

- 

85     8     6 

^^ 

Steyning 

172,706 

179,576 

6,870 

- 

84     -     - 

_ 

Thakeham         .... 

41,860 

41,888 

- 

17 

68  14     6 

.« 

Ticehurst 

67,987 

68,068 

81 

- 

7     7     8 

... 

Uckfield 

67,279 

67,909 

680 

- 

60     -     - 

.« 

Westbourne       .        .        .        - 

41,869 

41,642 

- 

817 

•» 

... 

WestFirle        -        .        .        . 

18,265 

18,889 

634 

— 

96     2     6 

_^ 

WestHampnett 

87,496 

101,087 

13,642 

- 

— 

— 

£. 

1,334,782 

1,414,983 

80,967 

766 

1,428  18     - 

65   14     6 

Warwick  : 

Alcester    -        -        •        -        . 

98,999 

94,388 

884 

. 

16     -     - 

_ 

Aston        -        .        -        -        . 

-  Incomplete, 

.    Atherstone        .... 

67,849 

68,401 

652 

^ 

80     -     - 

Foleshill 

67,667 

58,847 

790 

— 

66     -     -- 

-    II 

Meriden  •        -        -        -        . 

85,421 

88,773 

8,852 

— 

142  19     7 

86    8     7 

Nuneaton          .... 

48,112 

49,616 

1,504 

- 

81     2     4 

Rugby 

Solihull 

♦198,046 

224,169 

26,113 

- 

84  12     6 

._ 

104,615 

108,746 

- 

769 

18  16     - 

. 

Southam  ..... 

90,204 

90,286 

31 

M 

44     7     8 

___ 

Stratford-on-Avon     - 

139,717 

139,898 

181 

• 

_„^^ 

Warwick           .... 

271,098 

_275,466 
1,192,964 

4,858 

- 

82     4     8 

... 

£. 

1,156,618 

87,215 

769 

604     1    11 

86     8     7 

Wsstmokeland: 

Eastward        .        .        .        . 

100,807 

100,768 

. 

49 

1 

^^^ 

Kendal 

228,129 

224,538 

1,409 

- 

4     6- 

.... 

Westward       .        -        .        . 

71,677 

74,289 

2,712 

- 

— 

— 

£. 

896,518 

399,586 

4,121 

49 

4     6- 

— 

Wilts: 

Alderbury         .... 

78,241 

79,396 

1,154 

— 

867  14     8 

... 

Amesbury          .... 

61,288 

61,261 

18 

- 

— 

... 

Bradford 

46,212 

46,151 

- 

61 

20     -     - 

... 

Calne        ..... 

52,298 

6^,491 

198 

- 

15  14  10 

_. 

Chippenham     .        .        .        - 

129,103 

128,840 

... 

268 

61     14 

.«« 

Cricklade  and  Wootton  Bassett  - 

68,076 

83,504 

15,428 

- 

31   15     - 

— 

Devizes    .        -        -        .        - 

119,811 

119,786 

- 

26 

2   10     - 

.. 

Hiorhworth  and  &windon    - 

111,946 

119,263 

7,317 

- 

38     8  10 

6   18     - 

Malmesbury      -        .        .        - 

96,485 

96,260 

- 

226 

84  17     - 

-^ 

Marlborough    -        -        -        . 

56,884 

56,186 

252 

— 

42     -     - 

"— 

495- 


♦  County  Rate  Valuation. 
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RETURN    RELATING    TO    UNION    VALUATION    LISTS. 


NAMES   ov    UNIONS. 


Anoant  of 

the  Rateable 

Value 

on  whidh 

the  Contribution 

was 

calculated 

M  Lady-id^r 

1865. 


Amount  of 
tbe  KaUable 

Valoe 

aa  ,4ett  led  l)3r 

the  Awewment 

Committee 

in  tbe  liiets 

last  Appnwed, 

1866. 


Difference 
betwwn  tbe  Two. 


Increiaae. 


Decrease. 


Amonnt  of  the 
Expenses  incurred 

by  the 
Commitjbei^  and  j)aid 
1)y  tbe"Boara     ^ 
of  Guardians,  from 

25  March  1865 
to  25  March  1866. 


Amount 

of 

the  Costs  incurred 

by  tbe 

Snanftiaasui 

Appeals  against  the 

Poor  Rate 

during  the  I 

Period, 


WihB'ConHn/ued. 

Melksham  ... 

Mere        .  -        -        . 

Pewsey     -  -       -        - 

Tbbaiy     -  ..^        -        . 

Warminster  -        .        - 

Weetbury  and  Whorwdsdown 

Wilton      .  .        .        - 


WORCBSTBB : 

Droitwich 
Dudley     - 
EveBham  - 
Kidderminster  - 
King's  Norton  - 
Hartley    - 
Pershore   - 
8hipston-K)n-Stottr 
'  Stourbridge 
Tenbnry    - 
Upton-on-Sefem 
Worcester 


YoRX,RR.: 

Bevjerley  • 

Bridlington 

Driffield   - 

Howden    • 

Patrington 

Pocklington 

-gcnlcoates 

Skirlaugh 

York 


£. 


62,802 
42,118 
70,411 
60,830 
76,87« 
62,87^ 
66|7ff8 


1^255^568 


1^,«0« 
128,584 


68,602 
42,286 
70,474 
<67,403 
76/960 
•62,e88 
66,870 


lj282,lW 


1,800 

118 

68 

664 

^^86 

11J1 


£.   s.  d. 

4  12  - 

10  10  - 

40     -  - 

80     -  - 


£.    i.   d. 


27,21$ 


574 


TOS     8     8 


6   18     - 


08,683 
115^640 
262,176 

07,000 

05,806 
127,810 
160^710 

47,000 
145,783 
110,661 


Incomplete, 


1,618,621 


l'8t),781 

020  1 

188^428 

0,844 

0<,i245 

«12* 

117,008 

l,-865 

274,082 

12,1507  * 

-08,040 

1,^1  ; 

05,717 

- 

127,086 

- 

162,164 

2,464 

47,206 

5^.5 

148,871 

8,08«' 

116,166 

6,*04 

1,661,618 


88 
784 


46  17  - 
68  10  0 


45  -  - 

80  ^  - 
10  --  - 


16  7  - 

60  ^  - 

110  4  - 


88,610 


8^ 


426  18  0 


146,566 
107,150 
144,617 
116,687 

06^062 
184,485 
242,880 

06,708 
276,250 


1,855,012 


l<66y671 

145,16S 
116^687 

«5v062 
1114/280 
242,875 

06,140 
278,184 


1,871,581 


YoRK,N.Il-: 
Bedale      - 
l^iogwold 
OuisDorough 
Helmsley  - 
Kirkby  Moorside 
Leyburn    -        • 
Malton 

Northallerton    * 
Pickering 
Reeth 
Richmond 
Scarborough 
Stokesley  - 
Thirsk 
Whitby     - 


11,M)6 
47^ 
545 


<5ajB 

842 

2,875 


205 


21     7  - 

12     -  - 

26     -  - 

10     -  - 

110  18  2 

12     -  - 


16,874 


205 


500     6     2 


York,  W.  R.  : 
Barnsley  - 
Bierley,  North  - 
Bradford  - 
Bramley   - 
Dewsbory 
Doncaster 
Eoclesall  Bierlow 
Ooole 
Halifax     - 
Hemsworth 
Hnddersfield     - 


61,808 

04,844 

108,163 

80,7^ 

87,220 

74,246 

166,669 

101,800 

60,7^8 

28,006 

108,598 

176,448 

71 ,457 

100,707 

01,688 


1,301,110 


61,887 

^4,253 

107,107 

40,116 

57,447 

74,881 

167,167 

102,060 

27,808 
103,863 
188,482 

71,886 
1OJI,208 

01,408 


1.820,876 


64 

4,084 
850 
218 
Ida 
488 
241 

1^81 

266 

lly&80 

426 

4M 


20,110 


01 


106 


85 


874 


6  U  6 


57  12 

6 

12  10 

0 

10  - 

«. 

82  8 

• 

16  - 

~ 

27  10 

- 

0  10 

- 

60  8 

4 

1  10 

6 

— . 

100  16 

- 

61  12 

6 

464  17  1 


201,040 
108,720 
870,306 

84,206 
274,481 
220,862 
187,008 

02,422 
862,726 

64,830 
850,660 


204,188 
226,276 
405,757 

84,086 
280,470 
2^2,717 
182,108 

08,401 
860,047 

51,148 
867,006 


2,108 

82,547 

- 

86,i86S 

- 

690 

- 

14^96 

- 

1,855 

- 

46,100 

- 

970 

- 

7,221 

- 

- 

3,687 

7,846 

"~ 

83 

5 

6 

^66 

11 

0 

26 

^ 

*- 

50 

8 

6 

288 

8 

8 

44 

. 

— 

1,086 

6 

6 

260     6  10 


78     9  lO 


78     »  10^ 


14   1«     - 
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NAMES   OF   UNIONS. 


Amoimt  of 

the  Rateable 

Value 

on  which 

the  Contribotion 

waa 

ealenlated 

at  Ladj-day 

1865. 


Keighlej  - 
Kna^borough  - 
Oosebarn,  Great 
Patelej  Bridge 
Penistone 
Pontefract 
Ripon 
Rotherham 
Sedbergh  - 
Selbj        - 
Settl« 
Sheffield  • 
Skipton    - 
Tadcaster 
Thorne     - 
Wakefield 
Wetherby 
Wharfedale 
Wortley   - 


An  OLBSET : 
Anelesej  - 
Holyhead 


Brbckhock: 
Brecknock 
Builth      . 
Crickhowell 
Hay 


WALES: 


Cabdioav  : 
Aberaeron 
Aberyslwith 
Cardigan  • 
Lampeter - 
Tr^aron  - 


£. 


GlBMARTHBW: 

Carmarthen 
Llanelly  -        •        - 
Llandilo  Fawr  • 
Llandovery 
Newcastle-in-Emlyn 


Cabnabvon : 

Bangor  and  Beaumaris 
Carnarvon         -        - 
Conway    -        -        - 
Pwllheli  .        . 


Denbigh: 

Llanrwst  - 
Ruthin  - 
Wrexham 


495- 


£. 


£. 
104,003 
121,218 
101,966 


of 
tiie  Rateable 

Valie 
■aaattladbj 

CoBBButtee 

intheliito 

last  Amprofedy 


£. 
105,915 
100,652 
108,181 


IncomphU 
48,069      I        40,892 
Incompldt* 

111,544 
210,115 
22,261 
91,674 
105,808 
870^000 


110,681 
207,182 
22,261 
02,868 
105,428 
870,810 


85,986 
96,715 
208,899 
47,853 
59,576 


Incomplete 


Incomplete. 


88,600 
96,918 
208,898 
47,121 
61,516 


4,035,148 


49,883 
65,811 


115,144 


98,275 
88,688 
58,616 

78,728 


259,252 


82,880 


Incomphtei 


58,298 


4,179,212 


49,769 
55,588 


105,807 


95,174 
89,887 
55,855 
76,461 


266,877 


25,221 


Incomplete. 
Incomplete. 


52,107 


90,678 


77,828 


122,974 
90,187 
64,190 
59,914 


Incomplete. 


155,000 
91,170 
70,695 
60,428 


887,215 


877,293 


123,465 
86,199 
54,779 
59,139 


323,582 


88,683 
*73,762 
161,915 


274,860 


125,430 
85,688 
54,685 
58,534 


824,287 


88,645 

89,487 

163,552 


291,684 


Diibraiee 
betwean  the  Two. 


Inareaie. 


£. 
1,012 

216 

1,828 

863 
2,988 


9,689 

2,664 
208 
494 

1,940 


169,768 


1,800 

754 

2,280 

2,788 


7,625 


82,026 

1,088 

6,505 

514 


40,078 


1,065 


1,065 


Decrease. 


£. 
20,561 


1,104 
80 


282 


25,704 


64 
0,778 


0,837 


7,160 
6,101 


13,350 


511 
144 
605 


1,260 


15,725 
1,637 


17,862 


88 


88 


Amoimt  of  the 
Eipeniea  Snenrred 

by  the 
Committee,  and  paid 

by  the  Board 
of  Guardiani,  from 

25Mardil865 
to25Biarch]866. 


£.  $.  d. 

810  -  - 

26  18  4 

20  -  - 

87  10  - 

ZQ   10  6 

75  -  - 

10  -  - 

12  12  - 

.  50  -  - 

287  16  10 

42  -  - 

150  -  - 

18  18  - 

17  16  - 


3,257  18  - 


86  -  - 


36  -  - 


57  7  6 

84  2  - 

85  1  - 


126  10  6 


42  14  6 


42  14  6 


105  "  -  - 

2  17  6 

421  -  - 

80  -  - 


558  17  6 


40  -  - 
40  -  - 
60  -  - 


140  -  - 


32  10  - 

8  7  4 

73  5  6 


114  2  10 


Amount 

of 

the  Coats  iocnrred 

by  the 

Guardians  in 

Appeals  against  the 

Poor  Rate 

daring  the  I 

Period. 


*  Connty  Rate  Valuation. 

c 


£.    s.    d. 


5  18    - 


20     5    - 


05  11     8 


05  11     8 
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12                                 isvuim  mn^vtHG  to  unwn 

VAUJxaov  uwn. 

AMWtof 

the  Rateable 

on  which 

the  Contrlbntloii 

was 

calcnkted 

atLady-daj 

1865. 

AmMHtoT 

TelM 
mnMtdbf 

UtHiaUiti 

DHfemce 
betVMBtheTwo. 

Amoimtofthe 

by  the 
ComnittM,  and  paid 

by  the  Board 
ofGnardiana,  from 

25  March  1865 
to  25  March  1866. 

Amoont 

of 

theCortsincnmd 

by  the 

NAMES   OF   tJKIOirS. 

laaraiMk 

Deofeaie. 

fMuomtm 

Appeals  agahittiie 

PoorRata 

during  the  «ne 

Period. 

Flint: 

Asaph,  St        .        .        -        - 
Hawarden         -        .        -        - 
Holywell 

180,466 

66,922 

168,432 

£. 

185,279 

66,897 
146,M8 

£. 
4,818 

£. 

25 
18,089 

£.    $.    d. 

12  11     6 
185     7   10 
236     6     6 

£•    t.    d. 
866    7    8 

£. 

860,810 

847,559 

4,818 

18,064 

484     4  10 

356     7     8 

Glamokoan  : 

Bridgend  and  Co^ridge  - 

Cardiff 

Gower 

Merihyr  Tydfil         -        -        - 

Neath 

Pontypridd       •        ,        -        - 
Swansea  .        -        -        -        - 

♦125,554 
280,941 

.  Incom 
850,851 

.  Tncan 
80,648 
178,584 

129,928 
286,867 

ipkte    . 
851/)62 

tpUte. 

188,451 
176,746 

•    4,874 
5,926 

211 

107,898 
8,212 

- 

6  16     6 

120     -     - 

8  19     - 

150     -    - 
497  18     - 

16     9    - 

£. 

1,011,528 

1,188,054 

121,526 

- 

777  18     6 

16    9    - 

Merioneth  : 

Bala 

Corwen 

Dolgelly 

Festiniog  -        -        -        -        - 

.  Incon 
.  Incan 

48,594 

68,789 

tplete. 

44,248 
64,728 

664 
984 

- 

— 

— 

£. 

97,888 

98,971 

1,638 

- 

— 

— 

115,097 
46,086 
91,868 

129,789 

46,945 

104,760 

14,692 
909 

12,897 

- 

12  17  10 
178     2     - 

Llanfyllin         ....    - 
Machynlleth     .... 
Newtown  and  Uanldloa  - 

.* 

£. 

262,986 

281,484 

28,498 

- 

190  19  10 

— 

Pembhoke: 

HaTerfordwast  -       •       -        - 

Narberth 

Pembroke         -        -        -        - 

184,472 
80,410 
85,525 

146,986 

87,886 

1^,061 

11,614 

7,426 

21,686 

- 

I   18     2 
176     2     9 
100  14     6 

— 

£. 

800,407 

840,888 

40,476 

-' 

278  15     6 

— 

Knighton-        .        .        -        - 
Presteigne        ^        -        .        . 
Rhayacter         -       -                • 

68,085 
24,678 
.  Incan 

62,787 
24,476 
tplete. 

- 

248 
202 

26     -    - 

— 

£. 

87,718 

87,268 

- 

450 

25     -    - 

— 

*  Comity  Rate  Valuation. 
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SUMMARY, 


Number  of  Unions  included  in  the  Return,  598 ;  Number  of  those  where  the  Valuation  Liqts  have  been 
Completed,  556  ;  and  Number  of  those  not  Completed,  42. 


Total  Amount 

Total 

Total 

Amount  of  the 
Expenses  incurred 

Amount  of 
the  Costa  incurred 

Nnmber 

Number 

of  the  Rateable  Valne 

Increase 

Decrease 

Increase 

Decrease 

by  the 

by  the 

in  the  Unions 

after 

after 

Committee,  and 

Guardians  in 

NAME  OF  COUNTY. 

of 
Unicms. 

Com. 
pleted. 

Completely  Revised. 

in  the 
Unions. 

in  the 
^Unions. 

Deduct. 

ing 
Decrease. 

Deduct- 

ing 
Increase. 

paid  by  the  Board 
of  Guardians, 

from 
25  March  1866 

Appeids  against  the 

Poor  Rate 

during  the  same 

Period. 

1865. 

1866. 

to  25  March  1866. 

ENGLAND: 

£. 

£. 

£. 

£. 

£. 

£. 

£.     #.    d. 

£.     a.    d. 

Bedford        -        -        - 

6 

3 

202,475 

237,989 

35,514 

- 

35,514 

- 

751  15    8 

— 

Berin  -       -        -        - 

12 

11 

1,016,119 

1,038,694 

23,687 

1,112 

22,575 

- 

1,390    4    5 

60    -    - 

Buds  .... 

7 

7 

784,671 

787,812 

3,257 

116 

3,141 

- 

379  15    7 

— 

Cambridge    -        -       - 

8 

8 

1,042,656 

1,049,961 

7.429 

124 

7,306 

- 

409    4    9 

— 

Cheater        -        -       - 

10 

10 

2,029,804 

2,117,041 

88,867 

1,630 

87,237 

- 

686    2    4 

224  16    J 

ComwiU      -        -        - 

13 

13 

1,119,208 

1,131,429 

12,385 

164 

12,221 

- 

681     1     8 

— 

Cumberland.        -       - 

8 

7 

769,038 

816,596 

47,558 

- 

47,558 

- 

181  11    - 

— 

Deiby-       .        .       - 

9 

7 

990.133 

994,396 

8,027 

3,764 

4,263 

- 

794    7    1 

222  15    2 

Dcnm  -       -        -        . 

16 

16 

2,021,731 

2,041,102 

21,486 

2,115 

19,371 

- 

647  17     1 

-    3    - 

Doreet-       .        -        - 

12 

12 

842,939 

848,202 

5,491 

228 

5,263 

- 

266    6    - 

320  10    6 

Dvikun        .        .       . 

15 

14 

1,874,441 

2,023,639 

149,198 

- 

149.198 

- 

809  16    3 

761    5    2 

E«ez  .       .        -       - 

17 

16 

1.716,685 

1,722,393 

9,562 

3,854 

5,708 

- 

499  19    2 

12  11    6 

GIoQoeiter     -        -        - 

16 

16 

1,869,103 

1,893,660 

28,359 

3,802 

24,557 

- 

632    1     7 

160    -    - 

Heitford      -        -       - 

8 

8 

775,166 

777,247 

2,416 

335 

2,081 

- 

298  11     1 

— 

Herts  .       -        -       - 

13 

12 

956,258 

956,676 

2.391 

1,973 

418 

- 

622    7    7 

53  18    8 

Hmts-       -        -        - 

3 

3 

372,837 

374,124 

1,786 

499 

1,287 

- 

72    6    8 

.— 

Kml   •       - 

27 

26 

8.179,643 

3,324,353 

150,417 

5,607 

144.810 

1,199  19    7 

180  18    6 

Lsneaster      - 

86 

25 

6.209.219 

6,947.948 

738,729 

- 

738,729 

- 

4,545  18    9 

377  18    9 

Leioester      .        .       - 

11 

10 

1,208.249 

1,224,699 

16,897 

447 

16,450 

- 

650    -    2 

4  18    2 

IJDOObi 

14 

13 

2,559.256 

2,566,118 

7,958 

1,096 

6,862 

- 

643  16    3 

— 

>Dddlaeez    -        -       - 

15 

13 

2,703.256 

2,920,313 

220,619 

3,562 

217,067 

• 

2,715  10    9 

150  10    2 

Momnontfa   -  '      -        - 

6 

6 

719,446 

729,524 

10,315 

237 

10,078 

- 

198  19    2 

258  17    7 

Norfolk        .        .        - 

19 

18 

1,753,689 

1,752,609 

1,434 

2,514 

- 

1,080 

357    5    8 

11  10    6 

Korthimpton 
Nortimmberltnd    *       - 

12 

12 

1,323,135 

1,327,833 

7,948 

3,250 

4,698 

- 

349  12    3 

133  11    4 

12 

12 

1,660^122 

1,691,164 

31,042 

- 

31,042 

- 

286    2    6 

36  16  11 

Kottiodiam  -        .-       - 

9 

9 

1,371,036 

1,457,617 

87,893 

1,312 

86,581 

~ 

834    5    9 

13    1    6 

Oxford-       -        .        - 

8 

7 

782,124 

785,391 

3,339 

72 

3,267 

• 

196    6    - 

268  11  10 

Botlsnd        .         .        . 

2 

2 

n543ft 

175,409 

74 

. 

74 

- 

57  18  10 

_ 

Silop  -       -        -        - 

U 

13 

1,205^60 

1,216.262 

13,498 

2,405 

11,093 

- 

403  12    2 

672  17    3 

^rset      .        -       - 

17 

16 

2,387,171 

2,468,365 

82,662 

1,463 

81,194 

- 

777    9    4 

22    8    5 

24 

22- 

1,»1,893 

1,250,676 

12,670 

3,187 

8,783 

- 

843  12    9 

69    5  11 

fitifford*      •        .        . 

15 

la 

1.949.966 

1,977,397 

30,158 

2,721 

27,487 

- 

714    4    7 

280    -    - 

Sofiolk         -        -       - 

15 

15 

1,JM2^7S 

1,533.609 

4,693 

3,566 

1,137 

- 

541  19    1 

691  14    1 

ottney  -        •         •        . 

14 

1? 

i,g»o^9e 

2,094,979 

104,181 

- 

104,181 

- 

1,429    2  11 

63    6  10 

Swex-       -        -       . 

SI 

20 

1,334^8S 

1,414.983 

80,967 

766 

80,201 

- 

1,428  18    - 

55  14    6 

Warwk^      ... 

11 

U) 

l,I56JSlf 

1,192.964 

37,215 

769 

36,446 

* 

504     1  11 

36    8    7 

Weitmoreland 

3 

3 

395,^13 

399,585 

4,121 

49 

4,072 

- 

4    6- 

— 

Wilts  -       -        -       - 

17 

17 

l,a55.55ft 

1,282,199 

97,215 

l>74 

26,641 

- 

708    3    3 

5  18    - 

Worcester     • 

13 

12 

1,513,621 

1,551,618 

38,819 

822 

37,907 

- 

426  18    9 



York,E.R..         .       - 

9 

9 

1,3&5>9M 

1,371,581 

16,874 

fl05 

15,669 

- 

200    5    2 

.. 

York,N.R..         .       - 

15 

15 

1,301,140 

1,320,876 

20,110 

974 

19,736 

- 

454  17    1 

78    9  10 

York,W.R.           -       . 

3D 

26 

4,035,148 

4,179,212 

169.768 

25,704 

144,064 

- 

3,257  13    ^ 

20    5    - 

Total  Eno&and 

552 

519 

64,683.329 

66,9o8,245 

2,366.029 

81,113^ 

2,286,f96 

1,080 

32,653    6    ^ 

5,238    3    9 

WALES  ^ 

Anglesey       .        •        - 

2 

2 

115,144 

105,307 

• 

9,837 

. 

9,837 

36    -    - 

__ 

Brecknock    - 

4 

259,252 

266,877 

7,625 

- 

7,625 

. 

126  10    6 

-. 

Cardigan       . 

2 

90,678 

77,328 

. 

13,350 

- 

13,350 

42  14    6 

_ 

Carmarthen  - 

4 

337,215 

377,293 

40,078 

- 

40,078 

. 

558  17    6 

95  11     8 

CansTTon     - 

4 

323,582 

324,287 

1,965 

1,260 

705 

- 

140    -    - 

_ 

Jnibigh        .        .        - 

3 

274,360 

291,684 

17,362 

38 

17,324 

- 

114    2  10 

.. 

Flint    ...        - 

3 

360,810 

347.559 

4,813 

18,064 

~ 

13,251 

434    4  10 

355    7    8 

ulamorgan    -        •        - 

5 

1,011,528 

1,133,054 

121,526 

- 

121.526 

- 

777  13    6 

16    9    - 

Merioneth     - 

2 

97,333 

98,971 

1,638 

- 

1.638 

- 

— 

Montgomery          -        - 

3 

3 

252,986 

281,484 

28,498 

- 

28,498 

. 

190  19  10 



Pembroke     - 

3 

3 

300,407 

340,883 

40,476 

- 

40,476 

. 

278  15    5 

— 

Radnor 

3 

2 

87,713 

87,263 

- 

450 

- 

450 

25 

— 

Total  Walks 

46 

87 

3,511,008 

3,731,990 

263,981 

42,999 

257,870 

36,888 

2,724  18  11 

467    8    4 

TOTAL  ENGLAND! 
AND  WAIiES     - 

598 

• 

556 

68,194,337 

70.700,235 

2,630,010 

124,112 

2.543.866 

37,968 

85,278    6    6 

5,705  12     1 

Note.—ln  the  Return  for  the  year  1865  the  number  of  Unions  included  therein  was  596.  In  this  Return  the  number  is  598.  One  new  Union  has 
been  formed  by  the  Poor  Law  Board,  and  one  Gilbert  Union  has  adopted  the  Act,  during  the  last  year.  The  number  of  Unions  where  the  lists  were  not 
completed  at  the  date  of  the  former  return  was  93.  The  number  in  this  return  is  42 ;  of  these,  however,  the  lists  of  many  are  in  a  very  forward  state.  In 
26  counties  the  committees  of  all  the  Unions  have  completed  their  Valuation  Lists.] 


Poor  Law  Board,  6  August  1866. 

495- 


TT.  O.  iMmley,  Assistuit  Secretary. 
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SICK  CASES  (METROPOLITAN  DISTRICTS). 


Retnm  to  an  Order  of  the  Honourable  the  House  of  Commons, 
dated  20  July  1866  ;-/or, 


A  RETURN  "  showing  the  Number  of  Sick  Cases  on  the  Books  of  each  Disteict  Poob  Law  Medical 
Officeb  of  the  Metbopolitan  Disteict  on  the  7th  day  of  January  and  on  the  7th  day  of  July  1866, 
distinguishing  the  Number  of  Persons  suffering  from — 

1.  Fever  and  Zymotic  Cases; 

2.  Acute  Disordei^ ; 

3.  Chronic  Disorders; 

Also,  the  Total  Number  of  Cases  attended  by  each  District  Medical  OflScer  during  the  Half  Years  ended  the 
29th  day  of  September  1865  and  the  25th  day  of  March  1866." 


Poor  Law  Board,! 
7  August  1866.  J 


H.  FLEMING. 


Secretary. 


RETURN  showing  the  Number  of  Sick  Cases  on  the  Books  of  each  Disteict  Poob  Law  Medical. 
Officeb  of  the  Metbopolitan  Disteict  on  the  7th  day  of  January  and  on  the  7th  day  of  July  1866, 
distinguishing  the  Number  of  Persons  suffering  from — 1.  Fever  and  Zymotic  Cases ;  2.  Acute  Disorders ; 
3.  Chronic  Disorders ;  Also,  the  Total  Number  of  Cases  attended  by  each  District  Medical  OflScer  during  the 
Half  Years  ended  the  29th  day  of  September  1865  and  the  25ih  day  of  March  1866. 


Name  of 
District  Medical  Officer. 

The  Number  of  ffick  Cases  on  the  Books  of  each  Distriot  Medical  Offioer 

of  the  Union  or  Parish  on  the  7th  January  and 

on  the  7th  Jaly  1866,  distinguishing  the  Persons  snfforing  from 

ToUl  Nnmbcr 

oTCases  attended  by 

each 

UNION  OWL  parish. 

Fever  and 
Zymotic  Cases. 

▲cute  Disorders. 

Chronic  Disorders. 

Medical  Officer 

during  the 
Half  Tears  ended 

^ 

7fhJan. 
186a 

7th  July 
1866. 

7th  Jan. 
1866. 

7thJ«ly 
1866. 

7ih  Jan. 
1866. 

7thJaly 
1866. 

29th  Sept. 
1865. 

25th  Mar. 
1866. 

StMary  Abbotts,  Ken- 
sington. 

Charles  M.  Frost     - 
Francis  Godrich 
John  B.  Guazzaroni 

Total    .    - 

Hunt,  Alfred   • 
Avent,  Nicholas 
SpauU,  Barnard  R  - 
Egan,  Francis 
Spurgin,  F.  W. 

Total    .    . 

Robert  Harper 
Samuel  Norway 

Total    -    - 

Martindale  Ward     - 
ThomaB  Keen  - 
Thomas  Dickinson  - 
James       Homiblow 

Wilh'ams. 
George  Brown 

Total    -    - 

6 
8 
5 

8 

4 
8 

9 
14 
10 

3 

9 

11 

43 

7 
24 

28 

6 

20 

807 
282 
176 

428 
290 
161 

19 

10 

83 

23 

74 

49 

766 

879 

6 

8 
8 

8 

12 

9 

11 

1 

11 
22 
11 
9 
10 

16 

10 

8 

8 

10 

14 
34 
12 
17 
26 

16 
30 
16 
19 
21 

261 
376. 
463 
244 
244 

239 
360 
339 
196 
284 

29 

88 

68 

62 

102 

101 

1,677 

1,408 

Paddington 

- 

11 

- 

- 

- 

1 
16 

87 
162 

108 
267 

- 

11 

.     - 

- 

- 

16 

289 

376 

St  Luke,  ChelM» 

2 
7 

2 

1 

4 

6 
9 

5 

8 

20 

6 

8 

8 

8 
20 

6 
14 

4 

9 

21 

6 

4 

4 

8 

29 

3 

6 

12 

271 
662 
136 

297 

84 

400 
646 
216 
827 

101 

16 

20 

60 

62 

48 

67 

1,339 

1,689 

5'9- 
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2                        NUMBEB 

.   OF   SICK   CASES   ON 

THE    BOOKS    OF 

EACH   POOR   LAW   MBDICAL   OFFICES 

The  Number  of  Sick  Cases  on  the  Books  of  each  District  Medical  Officer 

Total  Nnmher 
of  Cases  attended  by 
each         ' 

of  the  Union  or  Parish  on  the  7th  January  and 

on  the  7th  July  1866,  distingnishing  the  Persons  suffering  from 

^^ 

Medical  Officer 

duringthe 

Half  Years  ended 

UNION  OR  PARISH. 

Name  of 
Dittrict  Medical  Officer. 

Ferer  and 
Zymotic  Cases. 

Acute  Disorders. 

Chronic  Disorders. 

^ 

7th  Jan. 

7th  July 

7th  Jan. 

7th  July 

7th  Jan. 

7th  July 

29th  Sept 

25th  Mar. 

1866. 

1866. 

1866. 

1866. 

1866. 

1866. 

1865. 

1866. 

St,   George,    Hanover- 

square: 

South  Division  of 

Edw.  S.  Symes,  k.d. 

5 

8 

15 

16 

17 

19 

484 

810 

In  Wards. 

North  Division  of 

William  Bloxam,  m .d. 

2 

8 

22 

25 

15 

12 

401 

410 

In  Wards. 

Eastern  Division  of 

William  Griffith,  m.d. 

36 

81 

24 

28 

11 

5 

506 

489 

Out  Wards. 

Western    Division 

Edward  Lowe  Webb, 

8 

8 

23 

21 

11 

18 

568 

881 

of  Out  Wards. 

M.I>. 

Total    -    - 

51 

50 

84 

90 

54 

54 

1,959 

1,690 

St   Margaret    and   St. 
John;  Westminster, 

J.  White 

7 

9 

3 

8 

81 

25 

756 

868 

J.  Hunt  •        .        - 
Total    -    - 

85 

28 

58 

48 

78 

65 

1,868 

1,278 

42 

87 

61 

40 

109 

90 

2,119 

2,146 

St.  Martin-in-the-Fields 

James  Leonard 

7 

7 

B 

16 

18 

80 

430 

496 

St.  James,  Westminster 

John  George  French, 

F.R.C.S.,  B.  : 

In  the  workhouse 

1 

2 

21 

40 

60 

57 

1,939 

2,697 

Out-door  patients 
Total    -    - 

6 

9 

80 

24 

40 

88 

1,162 

1,212 

7 

11 

51 

64 

100 

95 

3,101 

8,809 

St.  Marylebone : 

AH  Souls  and  Ca- 

William Clapp 

18 

7 

25 

42 

31 

34 

558 

600 

vendish-square 

Districts. 

Rectory  District  - 

Montague     Thomas, 

M.D. 

67 

43 

105 

114 

114 

160 

1,806 

1,912 

St.  Marv*s  District 

Alfred  Elkins  - 

24 

42 

66 

51 

47 

27 

790 

611 

Christcliurch    Dis- 

G. Benson  Baker     - 

50 

67 

64 

60 

269 

142 

2,389 

1,792 

trict. 

St.  John's  District 

J.  M.  Donne  - 

Total    .    . 

18 

15 

54 

45 

39 

86 

857 

792 

172 

174 

314 

312 

500 

399 

6,400 

5,707 

St  John,  Hampstead  - 

William  Henry  Cook, 

M.D. 

- 

- 

4 

537 

401 

St.  Pancras : 

Eastern  District    - 

John  Thompson 

9 

16 

18 

22 

39 

H 

1,066 

1,723 

Central  District    - 

J.  W.J.  Oswald      - 

21 

17 

21 

64 

27 

50 

1,712 

1,590 

Southern  District  - 

William  Saul  - 

35 

14 

59 

34 

47 

49 

1,233 

1,641 

North  Western  Dis- 

C. C.  Ciaremont      - 

2 

6 

2 

26 

18 

49 

1,460 

1,572 

trict 

Northern  District 

S.  H,  Knapps  • 

4 

8 

2 

- 

6 

8 

808 

1,089 

North-east  District 

Thomas  Harley 

Tutal    -    - 

3 

4 

2 

8 

40 

80 

610 

.     750 

74 

59 

104 

149 

177 

2ai) 

6,680 

8,365 

1 
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OF   THE    METROPOLITAN    DISTRICT    ON    7    JANUARY    AND    7    JULY    1866. 


The  Number  of  Sick  Caaefi  on  the  Books  of  each  District  Medical  Officer 

Total  Number 

of  the  Union  or  Parish 

on  the  7th  January  and 

of  Cases  attended  by 

on  the  7th  July  1866,  distinguishing  the  Persons  suffering  from 

each 

_^ 

Medical  Officer 

tJNIOK  OB  PARISH. 

Name  of 
District  Medical  Officer. 

Fever  and 
Zymotic  Cases. 

Acute  Disorders. 

Chronic  Disorders. 

during  the 
Half  Years  ended 

7th  Jan. 

7th  July 

7th  Jan. 

7th  July 

7th  Jan. 

7th  July 

29th  Sept 

25th  Mar. 

1866. 

1866. 

1866. 

1866. 

1866. 

1866. 

1865. 

1866. 

St  Mary,  IsL'ngton     - 

Dr.  Greflnwood 

2 

12 

19 

17 

26 

23 

360 

326 

Dr,  Shea 

1 

2 

13 

11 

39 

29 

345 

368 

Dr.  Cotton 

4 

6 

12 

4 

16 

22 

267 

316 

Dr.  Lamb 

9 

12 

44 

61 

60 

85 

1,366 

1,311 

J.  R.  Donald  - 

G 

7 

11 

13 

41 

44 

654 

627 

F.  Dawson 

9 

15 

18 

6 

70 

35 

771 

611 

A,  J.  Cockerton 

7 

17 

17 

8 

41 

48 

1,977 

2,525 

A.  D.  Harston 

Total    -    - 

22 

20 

47 

26 

87 

72 

1,221 

1,167 

60 

91 

181 

146 

379 

358 

6,967 

7,151 

Hackney     - 

John  Svmons,  m.d.  - 

9 

26 

29 

19 

46 

49 

511 

899 

Robert  Ryder  Welch 

48 

90 

119 

110 

120 

165 

298 

642 

George  H.  T.  Jarvis 
John  Vinall 

Total    -    - 

37 

31 

36 

36 

20 

12 

510 

607 

10 

6 

16 

11 

28 

13 

409 

524 

104 

163 

199 

176 

214 

229 

1,728 

2,672 

St.  Gilesin-the-Fields, 

Mr.  W.  Bennett,  Sur- 

and  St  George  Bloome- 

geon,  Dr.  Charteris, 

bary. 

Assistant     Surgeon, 
conjointly  attend  the 
in-door  and  out  door 

sick  poor 

22 

26 

90 

66 

84 

77 

4,228 

4,016 

Strand 

John  Welch,  m.d,     - 

6 

3 

16 

4 

21 

11 

319 

328 

H.  Jones  -        -        - 

2 

- 

4 

3 

18 

14 

198 

295 

Benjamin  Brookes    - 
Total    .    - 

4 

- 

1 

- 

4 

1 

315 

378 

12 

3 

21 

7        1       43 

26 

832 

1,001 

Holborn      ... 

Anthony  Roberts 

10 

26 

33 

44 

37 

88 

1,001 

1,112 

Robert  Cuffe    - 

Id 

14 

14 

20 

9 

12 

646 

769 

John  R.  Gibson 

Total    .     . 

I 

11 

23 

17 

6 

5 

814 

776 

24 

51 

70 

81 

61 

55 

2,361 

2,647 

ClcrkenweH : 

Middle  District    - 

Leonard  Morse  God- 
dard. 

8 

2 

2 

4 

2 

1 

760 

536 

Northern  District  - 

Eugene  Goddard,  ap- 
pointed    Ist    July 
1665. 

- 

4 

- 

3 

- 

2 

- 

399 

Soutbem  District  - 

William  Thomas  Hud- 
son,  appointed  Ist 
November  1866. 

Total     -     - 

12 

24 

44 

32 

31 

17 

- 

498 

15 

30 

46 

39 

33 

20 

750 

1,438 

St  Luke,  Middlesex     - 

E.  N.  Sison      - 

3 

5 

6 

4 

4 

7 

333 

337 

R.  Bruce  -        -        - 

26 

20 

43 

61 

24 

20 

1,777 

1.861 

W.  P.  Cullen  - 

13 

29 

18 

17 

13 

15 

260 

263 

J.  R.  Pottle      - 

Total    -    - 

31 

49 

17 

38 

32 

41 

1,041 

1,042 

73 

103 

84 

110 

73 

83 

3,401 

3,503 

1 

1 

519- 
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4                        NUMPER 

OF    SICK   CASES   ON 

THE    BO 

0K9   OF 

EACH   P( 

)0R   LAT< 

r    MEDIC 

AL  ovm 

CER 

i 
1 

The  Number  of  Sick  Gates  on  the  Books  of  eadi  District  Medical  Officer 

Total  Nwnber 
of  Cases  atteadedbr 
each         ' 

of  the  Union  or  Parish  on  the  7th  January  and 
on  the  7th  Joly  1866,  distinguishing  the  Persons  suffering  from 

Name  of 

^ 

1 

Medical  Officer 

UNION  OR  PARISH. 

District  Medical  Officer. 

Fever  and 
Zymotic  Cases. 

Acute  Disorders. 

Chronic  Disorders. 

during  the 
Half  Yean  ended 

7th  Jan. 

7th  July 

7th  Jan. 

7th  July 

7th  Jan. 

7th  July 

29th  Sept   25th  Mir     1 

1866. 

1866. 

1866. 

1866. 

1866. 

1866. 

1865. 

1866. 

East  London : 

Aldersgate   - 

Dr.  Charles  Hogg   - 

11 

11 

48 

25 

11 

11 

284 

180 

Aldjtate 

Henry  Hadlow 

Dr.  Robert  Fowler  - 

5 

8 

13 

16 

19 

28 

882 

473 

Bishopggate  • 

15 

21 

14 

28 

18 

80 

1,042 

795 

Dr.  J.  W.  Mason    - 
Total  -    • 

4 

9 

14 

8 

17 

8 

591 

631 

85 

44 

89 

72 

65 

77 

2,299 

1,979 

West  L<mdon      - 

Dr.  Reid 

23 

20 

9 

10 

19 

28 

812 

843 

Dr.  Wilson      - 

Total  .    - 

1 

15 

2 

8 

52 

44 

478 

619 

24 

85 

11 

18 

71 

67 

785 

861 

City  of  London    - 

J.  Elliott 

4 

1 

5 

5 

8 

4 

877 

205 

H.  Blenkame  - 

6 

2 

9 

1 

14 

82 

214 

204 

T.  B.  Humphreys    - 

2 

4 

3 

5 

5 

12 

290 

274 

F.  Brown 

Total  .    . 

6 

1 

12 

18 

11 

11 

145 

195 

18 

8 

29 

24 

88 

59 

1,026 

878 

St  Leonard,  Shoreditch 

Griffith,  J.  C.  - 

5 

7 

7 

4 

71 

45 

545 

697 

Burchell,  P.  L. 

12 

9 

11 

14 

25 

80 

812 

787 

Leonard,  T.     - 

11 

12 

28 

19 

17 

6 

562 

694 

Greenwood,  M. 

17 

24 

20 

27 

9 

16 

628 

931 

Collier,  T.  P.  - 

2 

4 

6 

8 

- 

2 

479 

487 

Wallace,  R.  U. 

Total  -    - 

4 

11 

10 

17 

47 

44 

988 

901 

51 

67 

82 

89 

169 

148 

8,964 

4,297 

Bethnal  Green     - 

J.  E.  Massingham   - 

17 

24 

15 

9 

14 

11 

895 

486 

J.  G.  Defriea  - 

26 

40 

5 

14 

14 

10 

480 

601 

F.  J.  Burgess  - 

28 

5 

2 

7 

10 

6 

679 

497 

G.  Haycock     - 
C.  Welch 

59 

98 

48 

57 

18 

18 

744 

913 

81 

18 

16 

9 

20 

9 

619 

657 

B.  B.  Lyel      - 

W.  H.  Brotherton   - 

Total  -    - 

19 

14 

9 

6 

15 

8 

806 

461 

9 

6 

10 

2 

15 

6 

408 

493 

189 

195 

105 

104 

106 

68 

8,481 

8,958 

Whitecbapel 

Edward  Richardson  - 

5 

25 

15 

11 

66 

64 

1,848 

1,591 

Dr.  Swver 

88 

28 

70 

42 

85 

12 

2,695 

1,962 

Mr.  Sequeira  - 

89 

87 

86 

27 

22 

28 

2,418 

2,581 

Mr,  Champneys 

Total  -    - 

28 

87 

19 

16 

82 

&S 

1,108 

1,329 

100 

177 

140 

96 

205 

157 

7,969 

7,403 

St  (leorge'fl  -  in  -  tlie  *• 

East: 

Southern  District  - 

Dr.  Belcher    -^ 

19 

69 

81 

81 

26 

41 

610 

616 

Eastern  District  • 

Dr.  Turtle 

2 

1 

81 

18 

12 

7 

925 

873 

Central  District    - 

R.  W.  Lammiman   ^ 

9 

9 

19 

8 

51 

U 

646 

1,601 

Western  District  - 

J.  W.  Kay      - 

^                  Total     - 

11 
41 

64 

84 

41 

89 

27 

766 

822 

148 

165 

98 

128 

110 

2,947 

8,912 
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OP   THE   METROPOLITAN    DISTRICT   ON    7    JANUARY   AND    7    JULY   1806. 


Name  of 
District  Medical  Officer. 

The  Number  of  Sick  Caaei  on  the  Books  of  each  District  Medical  Offioei 

of  the  Union  or  Parish  on  the  7tb  January  and 

on  the  7th  July  1866,  distinguishing  the  Persons  suffering  from 

Total  I 

of  Cases  a 

ea 

Medical 

durin 

Halt  Yef 

dumber 
itended  by 
ch 

UVION  OE  PARISH. 

Fcrer  and 

Acute  Disorders. 

Chronic  DiM>rders. 

Officer 

g  the 
urs  ended 

7th  Jan. 
1866. 

7th  July 
1866. 

7th  Jan. 
1866. 

7th  July 
1866. 

7th  Jan. 
1866. 

7th  July 
1866. 

29th  Sept. 
1865. 

25th  Mar. 
1866. 

Stepney : 

No.  1  District      - 
No.  2  and  8  District 

Mr.  E.  W.  Hawkins 
Mr.  John  B.  Ross    - 

Total    -    -    - 

James  Stephenson    - 
Henry  Charles  Robin- 
son. 

Total    -    -    - 
H.      Stanley     Oale, 

M.B. 

William  P.  Baiii      - 
Josiah  Sarjant 
John  Page  Cooper  - 
W.  T.  G.  Woodforde 

Total    -    -    - 

Dr.  Barrett     - 

Dr.  Hibbert,  resigned! 

Dr.  Thorp        -       -J 

Total    -    -    - 
Henry  Lyell    - 

John  Dixon     - 
Robert  K.  Richmond 
Hugh  Cuolahan 

Total    -    -    - 

Mr.  Babbaee  - 
Mr.  Lleweffyn  - 
Mr.  Donahoo  - 

Total    -    -    * 

John  James  Williams 
Hicbard  Hunt 
Morden  Wright 
Alfred  Ebsworth       - 

Total    -    •    - 

44 
21 

86 
28 

65 

89 

62 
41 

120 
168 

185 
161 

1,541 
1,178 

1,679 
1,297 

65 

108 

94 

108 

278 

296 

2,714 

2,976 

HOe  End  Old  Town: 
Eastern  District   - 
Western  District  - 

110 
65 

168 
73 

97 
99 

140 

105 

51 
101 

46 
93 

1,768 
1,691 

1,766 
1,775 

166 

226 

196 

246 

162 

138 

8,469 

8,5:)0 

Ifoplar 

6 

20 

8 

11 

10 

84 

27 
78 
82 
23 

22 

26 
19 
12 
14 

90 

41 

80 
88 
16 

137 

32 
26 
41 
21 

185 

48 

102 

69 

80 

1,462 

487 
206 
329 
687 

768 

453 
353 
179 
475 

49 

194 

98 

216 

256 

484 

8,061 

2,218 

8t.  Saviour-        *        »• 

9 
2 

10 
8 

8 
8 

10 
19 

12 

26 

21 
22 

276 
S94 

893 
919 

11 

18 

11 

29 

87 

48 

1,169 

1,812 

St.01aTe    • 

17 

16 

87 

90 

67 

66 

2,281 

1,885 

Bennondsey : 

Waterside  District 
Landside  District 

17 

12 
6 

22 

14 

2 

27 

17 

2 

19 

21 

2 

16 
15 

14 

21 

3 

746 

769 

91 

644 
833 
121 

36 

88 

46 

42 

80 

38 

1,606 

1,698 

St  George-the-Martyr, 
Soathwark. 

7 
11 
26 

18 
27 
68 

29 
42 
12 

17 
49 
17 

26 
16 
16 

16 
17 
21 

1,099 

960 

1,983 

1,171 

902 

1,536 

44 

108 

88 

88 

66 

64 

4,042 

8,609 

St.  Mary,  Newington: 
St.  Mary's    - 
St.  Peter,  No.  1    - 
StPeter,  No.  2    - 
Trinity 

2 

6 

14 

4 

4 

7 

24 

47 

10 

19 

9 

7 

5 

29 

4 

12 

18 

23 

6 

19 

18 

17 

6 

887 
279 
672 
378 

812 
822 
470 
229 

26 

86 

86 

46 

63 

69 

1,611 

1,883 

5^g. 
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NUMBER   OF    SICK   CASES   ON    THE    BOOKS   OF   EACH    POOR   LAW    MEDICAL   OFFICER 


Name  of 
District  Medical  Officer. 

The  Number  of  Sick  Cases  on  the  Books  of  each  District  Medical  Officer 

of  the  Union  or  Parish  on  the  7th  January  and 

on  the  7th  July  1866,  distinguishing  the  Persons  suffering  from 

Total  Nnmber 

of  Cases  attended  by 

each 

UNION  o»  PARISH. 

Fever  and 
Zymotic  Cases. 

Acute  Disorders. 

Chronic  Disorders. 

Medical  Officer 

darinffthe 
Half  Teais  ended 

7th  Jan. 
1866. 

7th  July 
1866. 

7th  Jan. 
1866. 

7th  July 
1866. 

7th  Jan. 
1866. 

7th  July 
1866. 

29th  Sept 
1865. 

35th  Mtr. 
1866. 

Lambeth: 

District  No.  1 

EUjahDodd    * 

10 

17 

24 

10 

12 

18 

560 

702 

„       No.  2 

Nicholas  Misken 

15 

16 

10 

12 

28 

21 

638 

585 

„       No.  8 

John  E.  Smyth 

14 

25 

30 

23 

86 

40 

406 

764 

„       No.  4 

Walter  Monday 

8 

12 

5 

10 

36 

33 

581 

540 

,,       No.  5  and  6 

Walter  Arthur 

85 

38 

88 

88 

64 

49 

1,771 

1,844 

„       No.  7 

Robert  Christie 

14 

6 

36 

47 

20 

36 

206 

835 

^       No.  8 

Theodore  E.  Ladd   - 

1 

1 

11 

7 

22 

14 

140 

125 

„       No.  9 

George  E.  Walsh     - 

4 

1 

8 

3 

4 

4 

58 

43 

„       No.  10 

Samuel  Osborne 

5 

3 

7 

5 

11 

40 

176 

181 

„       No.  11 

John  Sharman 

Total    -    - 

5 

- 

27 

6 

23 

1 

68 

154 

111 

110 

255 

211 

256 

256 

4,592 

6,273 

Wandsworth  and  Clap- 
ham. 

Wm.  H.  Kempster  - 
David  Leslie,  m.d.    - 

16 
11 

3 

18 

72 
10 

52 
14 

13 

10 

11 

28 

533 
61 

523 
172 

John  MacDonogh    - 

4 

11 

13 

10 

4 

6 

556 

518 

R.H.Whiteman,M.D., 
late  medical  officer. 

- 

- 

- 

- 

* 

- 

131 

J.  C.  Pritehard 

10 

5 

7 

6 

21 

18 

•197 

248 

Alexander      Brown, 
deceased,  late  me- 
dical officer. 

- 

- 

- 

- 

" 

- 

49 

- 

Stewart,    m.d., 

temporary  medical 
officer. 

■" 

^ 

• 

• 

■■ 

14 

10 

Arthur  Shears,  m.d.  - 

- 

2 

1 

4 

12 

8 

- 

50 

F.  F.  Sutton,  M.D.    - 

- 

3 

2 

2 

9 

6 

28 

17 

Walter  Chapman 

1 

1 

2 

2 

11 

13 

54 

53 

G.  £.  Nicholas,  m.d. 
Total    .    . 

J.  Ottley  (succeeded 
by  E.'Pinder). 

10 

8 

16 

16 

29 

17 

564 

687 

52 

51 

123 

106 

109 

107 

2,182 

2,134 

St  Giles,  Camberwell  - 

1 

1 

3 

1 

11 

10 

332 

299 

J.  Blomfield     - 

2 

1 

4 

2 

16 

4 

540 

735 

T.  W.  Hooper  - 

8 

- 

2 

2 

10 

8 

414 

447 

E.  Chab5t        .        - 

1 

5 

- 

4 

8 

6 

498 

562 

E.Ray    . 

1 

- 

1 

2 

5 

3 

166 

120 

J.   C,    Roberts    (ap- 
pointed  to  a  new  dis- 
trict, Lady-day,l  866) 

Total    -     . 

— 

- 

— 

— 

- 

3 

— 

*■ 

13 

7 

10 

11 

50 

34 

1,950 

2,163 

*  Of  this  197, 57  caiet  bdoDged  to  the  St.  George's,  Battenea  District,  now  Dr.  Leslie's. 
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OF 

THE   METROPOLITAN   DISTRICT   ON   ^   JANUARY    AND 

7   JULY 

1866. 

7 

Name  of 
District  Medical  Officer. 

The  N  umber  of  Sick  Cases  on  the  Books  of  each  District  Medical  Officer 

of  the  Uuion  or  Parish  on  the  7th  January  and 

on  the  7th  July  1866,  distinguishing  the  Persons  suffering  from 

Total  Number 

of  Cases  attended  by 

each 

Medical  Officer 

during  the 
Half  Years  ended 

UNION  OR  PARISH. 

Fever  and 
Zymotic  Cases. 

Acute  Disorders. 

Chronic  Disorders. 

7th  Jan. 
1866. 

7th  July 
1866. 

7th  Jan. 
1866. 

7th  July 
1866. 

7th  Jan. 
1866. 

7th  July 
1866. 

29th  Sept. 
1865. 

25th  Mar. 
1866. 

Rotlierhithe  : 

West  District  - 

Joseph  Thos.  Forbes 
Firth. 

6 

11 

5 

9 

17 

7 

427 

C42 

East  District    - 

William      Murdoch, 

jun.,  H.D. 

Total    .    - 

1 

2 

8 

3 

6 

8 

201 

140 

7 

18 

13 

12 

28 

15 

628 

482 

Greenwich : 

Greenwich,  East 

Dr.  C.  C.  Cogan      - 

5 

2 

27 

27 

17 

37 

344 

880 

Greenwich,  Central  - 

D.H.Ryder  - 

11 

14 

40 

37 

73 

48 

806 

670 

Greenwich,  West     - 

J.  Hollingsworth      • 

6 

6 

29 

39 

27 

27 

331 

335 

Beptfbrd,  South 

T.  D.  Parker,  m.d.   - 

6 

7 

82 

10 

48 

29 

500 

582 

Deptford,  North 

J.  Henderson  - 

- 

- 

- 

- 

- 

- 

- 

Deptford,  East 

P.  Kavanagh,  m.d.   - 

- 

- 

- 

- 

- 

- 

- 

- 

Woolwich,  West       - 

G.  Starling,  m.d. 

4 

12 

27 

16 

24 

13 

585 

541 

Woolwich,  East 

W.  F.  Penland 

Total    -     . 

10 

8 

34 

15 

16 

13 

669 

811 

41 

48 

189 

144 

205 

167 

3,235 

3,319 

Lewisham  ... 

Edward  Jones,  m.  d. 

1 

2 

3 

4 

13 

11 

36 

44 

Hugh  Stott  (Oat  Dis- 
trict). 

- 

- 

- 

15 

5 

59 

63 

Hugh   Stott  (Work- 
house). 

- 

5 

2 

' 

81 

79 

214 

165 

John  Thomas  Robert 
Burroughs. 

7 

1 

4 

9 

11 

13 

59 

54 

David  King,  m.  d.    - 

- 

- 

- 

1 

13 

10 

59 

60 

Thomas  Wise  - 

18 

20 

28 

24 

24 

20 

276 

366 

Richard  Fegan,  m.  d. 

7 

2 

6 

6 

11 

13 

79 

86 

83 

30 

48 

44 

168 

151 

782 

838 

Total  of  the  Metro 

poLiTAN  District  •    - 

1,854 

2,542 

3,408 

3,299 

4,661 

4,507 

101,345 

105,245 

519- 
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WORKHOUSES   (METROPOLITAN   DISTRICTS). 


RETURN  to  an  Order  of  the  Honourable  The  House  of  Coramons, 
dated  3  August  i86Cj-;^, 


STATEMENT  "  showing,  as  respects  Workhouses  authorised  by 
Orders  of  the  Poor  Law  Board  to  be  Built  in  the  Metropolitan 
District,  the  Dates  of  the  Orders,  and,  the  Sums  to  be  Expended  ;  and 
showing,  as  respects  Old  Workhouses  authorised  by  the  Board  to  be 
Altered  or  Enlarged,  the  Dates  of  the  Orders,  and  the  Suras  to  be 
Expended." 


Poor  Law  BoaFd,1  H.    F^-EMING. 

Angrufet  1866.    /  Secretary. 


{Mr,  Gatkorne  Hardy,) 


Ordered,  by  The  House  of  Commons,  to  be  Printed, 
3  August  1866. 
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STATEMENT    RELATING   TO   W0KKH0U8ES    (mBTROPOLITAK    DISTRICT). 


A  STATEMENT  showing,  as  respects  Workhouse?  authorised  hj  Orders  of  the  Poor  tiaw  Board  to  be 
Built  in  the  Metropolitan  District,  the  Dates  of  the  Orders,  and  the  Sums  to  be  expended;  and 
showinty  as  respects  old  Workhouses  authorised  by  the  Board  to  be  Altered  or  Enlarged,  the  Dates  of     ' 
the  Orders,  and  the  Sums  to  be  expended. 

I,— WORKHOUSES    BUILT. 


NAME 

of 

UNION    or    PARISH. 


Full  Htm 


Greenwich 


London,  Citj-  of    - 


LoodoD,  East 


London,  Wcet 


Stepney 


Strand 


Dstet  of  Orders 

authorising 

the  BuilUing  of 

Workhouses, 

and  the 

subsequent 

Enlargement  of 

tiie*8B(kiM« 


10  Jan.  1848 
IB  April  1649 
28  Sept.  1X60 

9  Jan. 

2  Jan. 

4  Feb. 
14  July 

8  May 


1852 
1865 
1865 
1865 
1866 


25  Sept. 
22  Jan. 
20  June 
12  Aug. 

4  Feb. 
24  Mar. 

9  Sept. 
1 1  April 


29  Nov. 
80  Aug. 
21  Feb 

6  Mar. 

8  Dec. 

8  Sept. 


1888 
1840 
1859 
1861 
1862 
1862 
1868 
1866 


1847 
1849 
1851 
1861 
1867 
1868 


28  &  25  June 
1888. 

1  Deo. 
9  Oct. 

2  Aug. 
16  Oct. 

29  April  1866 
8  Nov.  1866 


1888 
1862 
1854 
1868 


1  June  1889 
28  Sept  1889 
10  June  1868 


30  May   1887 

19  Sept.   1888 
29  Feb.     1844 

20  Nov,  1849 
27  April  1860 
13  Sept.  1856 
20  Nov. 
26  June 

7  Oct. 
6  May 
22  July 


1867 
1860 
1862 
1864 
1866 


16  June  and  15^ 

July  1886.  J 

1  Dec.  1838 


AmoimtB  authorised 

to  be 

Expended  in 

the  Purchase  of  Sites, 

and  in  Building  and 

subsequent 

Enlargement  of 

Wondioiises. 


12,000 
9,400 

&y967 

1,500 
200 
400 

1,400 
400 


18,000 

4,700 

400 

260 

1,000 

700 

2,000 

10,000 


40,000 

10,000 

0,216 

600 

800 

900 


b  1,870 

(680 
19,250 
2,420 
1,200 
700 
1,040 


6,000 

600 

28,250 


6  227 

61,179 

6228 

6  600 

6  2,970 

6  1,000 

6200 

88,600 

6,400 

8,760 

1,000 


6268 
6  1,600 


£.    ^ 


22,267 


87,060 


60^916 


26,610 


.S8^60 


60|969 


NAME 

of 

UNION    or    PARISH. 


Strand^— cosi/fotif(/ 


Wandsworth  and  Clap- 
ham. 


Whitechapel 


St.    Matthew,   Bethnal 
Green. 


St.   George>    Hatiover- 
square. 


Dates  of  Orders 

authorisiDg 

the  Building  of 

Workhouses, 

and  the 
subsequent 
Eo|ai{gemeDt  of 
the  I 


81  Aug. 

81  Oct. 

17  Stpt. 
4  June 

18  Sept. 

17  Aug. 

18  Feb. 

1  July 

27  Oct. 

28  June 
28  April 

2  Sept. 
20  July 

j6  Mar. 


1889 
ie89 
1941 
1844 
1«4^ 
1849 
1864 
1867 
1867 
1868 
1860 
1868 
tl8«4; 
1866 


10  July  1887 

20  Mar.  1888 

18  Jan.  1889 

6  Sept.  1889 

18  April  1848 

80  Mar.  1849 

26  July  1862 


11  Jan.  1842 
19  Sept  1842 
21  July  1847 
28  Sept  1847 

12  June  1860 
12  Nov. 

6  N0T» 

26  May 

9  Feb. 
16  Aug4 
16  July 
23  July 

4  May 
28  Sept  1864 
.MOet;  1864 
19  Aug.  1866 
8lJan4  1866 


1861 
1868 
1864 
1866 
1866 
1869 
1860 
1864 


8  Mar. 
11  Man 
17  Oct 
11  Oct 
24  NoT4 
14  Sept 


1888 
1841 
1842 
1860 
1866 
1864 


6  July  1862 

6  July  1868 

21  Dec.  1864 


Amonnts  authorised 

to  be 

Expended  in 

the  Purchase  of  Sites, 

and  in  Building  and 

subsequent 

Bnlaigement  of 

Workhouses. 


ibOO 

ft226 

A  400 

6600 

b700 

6,000 

600 

6800 

6  600 

(400 

160 

a  1,400 

a  4,600 

26,000 


1,600 
10,000 
6,000 
2,400 
250 
2,800 
4,000 


6600 

6120 

6420 

6220 

2,000 

a  18,000 

6,000 

a  1,760 

a  1,000 

26,000 

6,600 

a  700 

a  826 

11,000 

a  600 

a  276 

1,460 


6  1,000 

16,000 

876 

6,869 

8,000 

6,000 


16,000 
4,000 
6616 
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STATEMENT    RELATING   TO    WORKHOUSES    (METROPOLITAN   DISTRICT^. 


I. — WORKHOUBES    BviLT-^COfUUUtCtL 


Dates  of  Orders 

Amounts  authorised 

Dates  of  Orders 

Amounts  authorised 

aathorisiDg 

to  be 

authorising 

to  be 

NAME 

the  Building  of 

Expended  in  the 

NAME 

the  Building  of 

Expended  in  the 

t%f 

Workhouses, 

Purchase  of  Sites, 

of 

Workhouses 

Purchase  of  Sites, 

OI 

and  the 

and  in  Building  and 

and  the 

and  in  Building  and 

UNION  or   PARISH. 

subsequent 

subsequent 

UNION  or  PARISH. 

subsequent 

subsequent 

Enlargement  of 

Enlargement  of 

Enlargement  of 

Eniaiigemeat  of 

the  same. 

Workhouses. 

the  same. 

Workhouses. 

£. 

£. 

£. 

£. 

St.  George-in-the-East   - 

9  Sept    1887 
22Juy    1848 

2,000 

, 

Mile  End  Old  Town— 

24  June   1862 

800 

1,800 

continued. 

15  Jan.     1866 

660 

19  Feb.     1849 

11,000 

7  April  1866 

600 

16  Jan.     1861 

a  10,000 

34,050 

18  Aug.    1858 

500 

St  Marylebone      - 

18  Sept  1857 

a  2,000 

14  Dec.    1860 

2,200 

12  June    1858   a  10,000 

16  Feb.    1863 

1,500 

26  July    1860 

a  4,600 

81  Dec.    1864 

1,400 

16,500 

\^  ^       ^k^V^'w             Jk  ^^  \^  ^ 

30,200 

Puddington,  Parish 

.12  Feb.    1846 

15,000 

St  Mary,  Islington 

10  Dec.    1861 

5  400 

25  Jan.     1848 

1,600 

29  June    1853 

a  8,000 

13  Deo.    1854 

9,000 

0  Feb.     1855 

6650 

2  Aprif  1862 

180 

10  Mav    1855 

a  2,000 

25,680 

8  Oct*.     1856 

a  100 

Sboreditchy  St  Leonard  - 

13  Jan.     18445 

2,661 

4  May    1865 

51,500 

62,650 

6  Nov.   18445 
18  Dae.    1845^ 
10  Oct    1860 

284 

2,360 

a  6,500 

St  Mary   Abbots,  Ken- 

21  Mar.    1846 

13,000 

18  Mar.   1851 A 

1,500 

sington. 

1  April  1S47 

4,000 

30  Nov.   18536 

400 

6  Mar.    1848 

600 

19  Dec.    1853 

a  1,500 

16  Oct.     1848 

3,300 

12  Jan.     1867 

a  3,000 

8  Oct     1860 

1,600 

90  M\(\ 

15  Mar.   1860 

21  Jun.     1863 

8  Aug.    1863 

a  450 

40,000 

1,100 

St  Mar^ret  and  St  John 

12  Nov.    1851 

8,100 

AdbfUxfyf 

the   Evangelist,  West- 
minster. 

18,000 

69,746 

16  Sept  1862 

l',1.50 

St.  Mary,  Newington 

30  Nov.    1846 

700 

16  Aug.    1865 

25,000 

7  Jan.     1860 

600 

24  Jun.     1866 

1,600 

24  April  1850 

a  8,000 

15  Muy    1866 

3^510 

67,260 

21  June    1850 
8  Oct     1851 

1,600 
7,000 

St  Martin-in-the  Fields - 

8  July    1866 

30,700 

30,700 

19  Jun.     1853 
11  Aug.    1853 

125 
300 

MOe  End  Old  Town      - 

11  Dec.   1857 
16  Mur.    iHoO 

27,500 
2,000 

19  Dec.    1861 

800 

18,925 

21  May   1860 
21  April  1802 

1,500 

1,500 

Total  -    •     - 

784,559 

a  School  buildings. 


6  Alteration  and  enlargement  of  old  workhouses. 


II.— WORKHOUSES  ALTERED  AND  ENLARGED. 


NAME  OF  UNION  OR 
PARISH. 


Hackney 


Holborn 


474- 


Dates  of  Orders. 


8  June  1838 

9  Jan.  and  23 
June  1841 

8  June  1844 
20  Sept  1845 

22  April  1847 

23  Sept.  1847 
2  May  1848 
5  Dec.     1948 

23  April  1850 
31  Oct  1854 
23  July 
28  Dec. 
23  July 
5  Dec. 


1857 
1857 
1863 
1864 


5  April  1838 
30  Aug.  1839 
29  Sept  1841 
2  Nov.  1846  ' 
5  Sept.  1848  i 


Amounts  authorised 
to  be  Expended. 


£. 
800 

4,800 

2,550 

5,000 

4,150 

4,047 

200 

350 

150 

357 

348 

195 

220 

900 


9,000 
2,800 
1,000 
444 
2,000 


24,567 


NAME  OF  UNION  OR 
PAHISH. 


Holborn — continued. 

Lewishain 
Olttve'fi,  Saint 

Poplar  - 


Dates  of  Orders. 


30  Mar.  1849 

3  Dec.  1853 

18  May  1866 

27  July  „ 

3  July  1837 

24  June  1840 

22  April  1842 


19  Oct 

20  June 
31  Dec. 

30  Sept. 
3  Oct 

17  Aug. 
27  April 

31  July 

21  April 
25  Oct. 


1837 
1840 
1841 
1812 
1842 
1841 
1847 
1847 
1849 
1804 


Amounts  authorised 
to  be  Expended. 


£. 
2,000 

650 
2,600 

500 


2,000 


7,000 
4,000 


170 
109 
500 

1,500 
800 

1,000 
250 

1,200 
600 
700 


£• 

20,894 
2,000 

11,000 


A  2 


6,329 
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STATEMENT   RELATING   TO   WORKHOUSES   (METROPOLITAN   DISTRICT). 


II, — WoRKHoasES  Altered  and  Enlarged— con/tnuerf. 


NAME  OF  UNION  OR 
PARISH. 

Dates  of  Orders. 

Amoants  aatlxorised 
to  be  Expended. 

NAME  OF  UNION  OR 
PARISH. 

Dates  of  Orders. 

Amounts  Authorised 
to  be  Expended. 

£. 

£. 

£. 

£. 

St.  Sarionr's - 

24  Mar.    1838 

10,000 

St  Giles,.  CamberweU     . 

16  Mar.    1836 

2,600 

11  Oct     1889 

600 

30  Nov.    1842 

760 

14  Deo.     1840 

1,008 

16  Dec.    1843 

660 

24  May    1849 

660 

9  Aug.    1847 

4,000 

29  Nov.    1866 

4,000 

29  Aug.    1848 

6,000 

27  Feb.    1867 
7  Oct     1862 

8,000 
360 

• 

26  Sept   1861 

4,000 

16,900 

20  Jan.     1866 
81  Aug.    1865 

21  Sept   1848 
81  July     1844 
80  Nov,    1849 

300 
1,600 

26,308 

St.    George-the-Martyr, 
Soutbwark. 

26  Aug.    1836 
23  F«b.     1837 
18  May    1837 
16  June    1837 
22  July     1837 
1  June    18:^8 

794 

200 

220 

6,600 

1,000 

1,000 

St  Luke,  Chelsea  - 

2,700 

800 

1,800 

17  Sept   1861 

400 

27  April  1849 
31  Oct     1864 

4,600 

6  April  1860 

2,027 

a  6,000 

6  Feb.    1864 
16  July    1865 

7,000 
860 

24  May    1860 
19  Jan.     1868 

a  10,000 
3,100 

7  April   18C6 

730 

16,307 

16  Sept    1868 
6  Jan.     1862 

3,000 
135 

St.  Jamea,  Clerkenwell  - 

9  Feb,     1867 

a  4,000 

4,000 

10  Jan.     1865 

700 

36,140 

St.  JaineSy  Westminster  - 

18  Mar    1850 

a  6,000 

2  Aug.   1866 

2,000 

St  Mury,  Lambetb 

4  April   1836 

163 

16  Sept    1868 

8,600 

28  Oct     1836 

20,000 

16  May    1861 

2,0(10 

17  Oct     1840 

a  1,600 

6  Sopt  1861 

2,920 

27  Nov.    1840 

6,000 

80  May    1863 

136 

21,466 

8  Dec.    1841 
7  Dao       1  A42 

100 
1,100 

St.  Giles  and  St  George, 

10  May    1864 

a  3,960 

17  June    1846 

<i260 

Bloomsburj. 

30  Oct    1865 

6  700 

4,660 

30  Sept    1846 
10  Feb      1847 

2,000 
6,000 

St.  John,  Hampstead      - 

6  May    1849 

6,800 

29  Aug.    1848 

460 

23  April  1860 

900 

12  June    1849 

a  4,600 

1  May    1861 

600 

25  Feb.     1851 

412 

3  Nov.    1862 

260 

18  July     1861 

600 

30  Deo.    1864 

1,000 

10  Mar.    1863 

300 

6  Nov.    1866 

3,000 

11  Aug.    1863 

700 

6  June    1867 

656 

17  Oct     1867 

700 

20  May    1862 

126 

23  Feb.     1869 

350 

30  April  1844 

12,230 

80  Mar.   1869 

2,000 

3,000 

46,225 

St  Luke,  Middlesex 

14  July    1866 

3,000 

6,000 

St  Mary,  Rotherhithe    - 

28  June    1836 
20  Aug.   1860 
6  April  1856 
19  Mar.    1866 
16  Oct     1857 

1,000 
3,500 

St.  Panoras  ... 

13. Tan.     18A4 

2,163 

300 

4  Feb.     1866 

913 

3,066 

800 
160 

St      Mary     Magdalen, 

22  Nov.    1836 

1,400 

9  June    1860 

700 

Bormondsey. 

16  June    1838 

100 

19  July     1860 
9  Sept    1803 

100 

3  Mar.    1843 

1,900 

1,700 

23  June    1843 

200 

8,250 

16  Nov.  1843 
6  Aug.    1868 

10,300 
300 

Total  - 

.    -  £. 

284,930 

12  Feb.    1801 
2  Oct     1861 

900 
3,600 

18.600 

a  Soho<^  buildings. 


b  Alteration  and  enlargement  of  old  workhouses. 


Workbouses  Built    - 
Workbouses  Enlarged 


Total  -     -    -  £. 


£. 
784,669 

284,930 


•  1,069,489 


the  case  of  the  Workhouses  provided  before  the  Poor  Law  Amendment  Act  of  1834,  of  which  many 


•  ThU  sum  is  exdasive  of  the  Tshie  of  the  property  in  the  case  of  the  Workhouses  provided  ^°";^^^/,^f>' f;*^^^^ 

are  stiU  retained  for  the  use  of  the  unions  and  parishes  to  which  they  belong,  and  the  Tslae  of  which  is  very  great. 
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WORKHOUSES    (METROPOLIS). 


RETURN  to  an  Order  of  the  Honourable  The  House  of  Commond, 
dated  6  July  1866;— ^or, 

RETURNS,  ^'as  far  as  can  be  ascertained,  of  the  Number  of  Inmates  for 
which  each  Metropolitan  Workhouse  was  originally  constructed, 
distinguishing,  where  possible,  the  Sick  from  the  Able-bodied  and  Infirm, 
the  Additions  since  made  to  such  Houses :  " 

*^  And,  of  the  Number  of  Inmates  in  each  Workhouse  on  the  1st  day  of 
January  1837,  1848,  1856,  and  1866.'* 


Poor  Law  Board,!  H.  FLEMING, 

7  August  1866.   J  Secretary. 


RETURNS,  as  far  as  can  be  ascertained,  of  the  Number  of  Inmates  for  which  each 
Metropolitan  Workhouse  was  originally  constructed;  distinguishing,  where 
possible,  the  Sick  from  the  Able-bodied  and  Infirm,  the  Additions  since  made  to 
such  Houses;  and,  of  the  Number  of  Inmates  in  each  Workhouse  on  the  1st 
day  of  January  1837,  1848,  1856,  and  1866. 


PARISH  OF  ST.  MARY  ABBOTTS,  KENSINGTON. 


Number  of  Inmates  for  which   the  Workhouse  was  originallj  constructed,  distinguishing  the 
Sick  from  the  Able-bodied  and  Infirm : — 

Sick 48 

Other  inmates  -- 406 

Additional  number  for  whom  accommodation  has  since  been  provided        -        -        -    80 

Number  of  Inmates  in  the  Workhouse  on  Ist  January — 

1866.— Sick 80 


1887. — Sick     -        OThe    present    work- 
„       Other  inmates/    house  was  unbuilt. 

1848.-Sick-.        .[The    present    work- 
s  house  was  unnmshed 
„       Other  inmates  1^  and  unoccupied. 


Other  inmates       -        -        -    297 

1866.— Sick 160 

„       Other  inmates        ...    386 


Note. — Upon  the  removal  of  the  children  from  the  workhonse  to  Plashet  School,  the  wards  Used 
by  them  were  converted  into  infirmary  wards,  whereby  additional  accommodation  for  32  sick 
inmates  was  given. 


FULHAM    UNION. 


Number  of  Inmates  for  which  the  Workhouse  was  originally  constructed,  distinguishing  the  Sick 
from  the  Able-bodied  and  Infirm : — 

Sick 1 

Other  inmates  ----•---/ 


Number  of  Inmates  in  the  Workhouse  on  Ist  January— 


„       Other  inma'tes    "-        ".}  Not  built. 

Sick-        .        .        \      ,.,. 
Other  inmates    -        -J  *  ^"^• 


1887.— Sick 
„       Othe 

1848— Sick  - 


1866.— Sick     - 
,,       Other  inmates 


444 


1866. — Sick \     3Q5 

„       Other  inmates       •        -        -J 
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PAEISH  OF  PADDINGTON. 


Number  of  Inmates  for  which  the  Workhoirce  was  originally  constracted,  distinguishing  Ae  Sick 
from  the  Able-bodied  and  Infirm ; — 

Sick 29 

Other  inmates  -----.--     1*06 


Additional  number  for  whom  accommodation  has  since  been  provide 
Number  of  Inmates  in  the  Workhouse  on  1st  January— 


1837. -Sick  - 


Other  inmates 


1848.— Sick 


Other  inmates 


^Not  built 

-  63 

-  118 


I866»— Siok 


Other  inmates 


1866.— Sick 


Other  inmates 


417 


-  77 
•  216 

-  140 

-  ^46 


PARISH  OF  ST.  LUKE,  CHELSEA. 


Number  of  Inmates  for  whioh  the  Workhouse  was  originally  con8tructe4>.<li8tJngaish]ng  thafiick 
from  the  Able-bodied  and  In6rm: — 


Sick 

Other  inmates 


^ISo  r68ord« 


Additions  since  made  to  the  Workhouse  [or  the  additional  namber  for  whom  accommodation  has 
since  been  provided]  ;— 

A  new  wing  has  been  recently  erected,  but  the  number  of  persons  it]  will  accommodate 
has  not  yet  been  fixed. 


Number  of  Inmates  in  the  Workhouse  on  1st  January- 


1837.— Sick . 

^       OAer  inmates  - 

1848.— Sick  -         .  - 

„       Other  inmates  - 


•-} 


No  record. 

92 
432 


1856.— Sick    . 
ff       Other  inmates 

1866.— Sick    - 
,,       Other  inmates 


68 
4tt 

126 
427 


PARISH  OF  ST.  GEORGE,  HANOVER  SQUARE. 


Number  of  Inmates  in  the  Workhouse  *on  Ist  Januasy— 


1637.— Sick  . 
„       Other  inmates 

1848.— Sick  - 
„       Other  Inmates 


.  66 

-  640 

.  63 

.  762 


1868*— Sick     - 
„       Other  inmates 

1866.— Sick    - 
„       Other  inmates 


-  88 

-  492 

-  106 

-  662 


PARISHES  OF  ST.  MARGARET  AND  ST.  JOHN,  WESTMINSTER. 


Number  of  Inmates  for  which  the  Workhouse  was  originally  constructed,  distinguishing  the  Sick 
from  the  Able-bodied  and  Infirm: — 


Sick 

Other  inmates  • 


-1 


917 


Additional  number  for  whom  accommodation  has  since  been  provided     • 


1!^ 


Number  of  Inmates  in  the  Workhouse  on  Ist  January — 


1837.— Sick 


Other  inmates 


1848.— Sick 


Other  inmates 


"1  ^*^ 


-/ 


661 


1866.— Sick   - 
„       Other  inmates     - 

1866,— Sick 

if 


Other  inmates 


^|>746 
3}  979 
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PARISH  OF  ST.  MARTIN-IN-THE-FIELDS. 

Number  of  Inmates  for  which  the  Workhouse  was  originally  couBtructed,  dtstTnguisbing  the  Sick 
from  the  Able-bodied  and  Infirm  : — 

OtL  innate*'        "-        '-        '-        '-        '-        ijUnknown. 

Number  of  Inmates  in  the  Workhouse  on  let  Jaouary  1B66 — 

Sick 180 

Other  inmates       -.-.-.-        301 


PARISH  OF  ST.  JAMES,  WESTMINSTER. 


Number  of  Inmates  for  which  the  Workhouse  was  originally  constructed,  distinguishing  the  Sick 
from  the  Able  bodied  and  Infirmt — 

Sick 80 

Othar  inmates       .......        570 

Additional  number  for  whom  accomraodalion  has  since  been  provided  -        -        54 

Bhiraber  of  Inmates  in  the  Workhouse  on  ist  January — 

1837,— Sick 70     1856.— Sick 80 

ff        Other  inmates    •        -        -      414  I      ,,         Other  inmates        ...      535 

1848.— Sick 78;    1866.— Sick 90 

,,        Other  inmates    -        -        -      698        «,        Other  inmates        -,       -        -      668 


parish:  of  ST.  MARYLEBONE.. 


Number  of  Inmates  for  which  the  Workhouse  was  originally  constructed,  distinguishing  the  Sick 
from  the  Able-bodied  and  Infirm  : — 

Sick -         -         -l     1000 

Other  inmates      ..-.-..-/     ^'"^" 

Additional  number  for  whom  accommodation  has  since  been  provided    -        -        948 

Number  of  Inmates  In  the  Workhouse  on  Ist  January — 


1887.— Sick.         ....  257 

„        Oiher  inmates  -        -        -  1,100 

1848.— Sick         -         -         -         -  361 

„        Other  inmates  .         -        -  1,709 


1850.— SicJc    -         .  -         -         .  215. 

„         Other  inmates  -        -         -  1,712 

1866.— Sick    -         -  -    .     .         •  291 

„         Other  inmates  ...  1,454* 


•  In  November  1860  the  children  were  removed  to  the  St.  Marylebone  schools,  Southall. 


PARISH  OF  ST.  JOHN,  HAMPSTEAJ). 


Number  of  Inmates  for  which  the  Workhouse  was  originally  constructed,  distinguishing  the  Sick 
^jj^from  the  Able-bodied  and  Infirm : — 

Sick 42 

Other  inmates  .......      209 

Additional  number  for  whom  accommodation  has  since  been  provided      -        •      9 
Number  of  Inmates  in  the.  Workhouse  on  1st  January — 

1837.— Sick       -         -1    The  parish  of  St. 

„         Other  inmates  John,    Hampstead, 

>then    formed    part 

1848.— Sick      -        -  of    the    Edmonton 

„        Other  inmates!  Union. 


1856.— Sick 19 

„        Other  inmates  ...     155 


1866.— Sick 46 

,,        Other  inmates  ...      99 
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PARISH  OF  ST.  PANCRAS. 


Number  of  Inmates  for  which  the  Workhouse  was  originally  constructed,  distinguishing  the  Sick 
from  the  Able-bodied  and  Infirm : — 

Sick )      «n..» 

Other  inmates ]     ^^^ 

Additional  number  for  whom  accommodation  has  since  been  provided        -        •     1|420 
Number  of  Inmates  in  the  Workhouse  on  let  January — 

1837. — Sick,  including  children \    i  nftT 

„        Other  inmates,  ditto \    ^*^^^ 

1848. — Sick,  including  children          -        ....        .^ 
„        Other  inmates,  ditto /    ^^^^^ 

1856. — Sick,  including  children 


1,464/    *'^ 


„         Other  inmates,  ditto       -        -        -        -    '    -  1,464/    *'^^® 

1866. — Sick,  exclusive  of  children  who  are  sent  to  schook  2341 

„         Other  inmates     -     ditto    -     -    -     ditto          -  1,696J      ' 

♦  Workhouse  built  in  1809. 


PARISH  OF  ST.  MARY,  ISLINGTON. 


Number  of  Inmates  for  which  the  Workhouse  was  originally  constructed,  distinguishing  the  Sick 
from  the  Able-bodied  and  Infirm  :— 

Sick -        -        Cannot  be  ascertained. 

Other  inmates  ----.--      344 

Additional  Number  for  whom  Accommodation  has  since  been  provided: — 

Sick 70-1       . 

•  Other  inmates 63/     **** 

Number  of  Inmates  in  the  Workhouse  on  1st  January — 

1887.— Sick  -        .  -1  Cannot  be 

„         Other  inmates  -  -/ascertained. 

1848.— Sick  -         -  -  ditto. 

„        Other  inmates  -  -        -       414 


1866.-£ick  ....         871 

„         Other  mmates-        -        -  887/ 

1866.— Sick         -         -        .         .  17  li 

„         Other  inmates  -        -  292/  *^^ 


HACKNEY    UNION. 


Number  of  Inmates  for  which  the  Workhouse  was   onginally  constructed,^    ^  - 

distinguishing  the  Sick  from  the  Able-bodied  and  Infirm    -        -        -        -  [       ^    .  ™g*"8     o 

Additions  since  made  to  the  workhouse,  or  additional   number  for  whom  r^^^^^^^S  ^® 

accommodation  has  since  been  provided    .----.  jquesions. 

Number  of  Inmates  in  the  Workhouse  on  Ist  January — 


1837. — Sick  -  -  -"1  No  means  of 
„        Other  inmates        -  (ascertaining, 

1848.— Sick   -         -  .         .         "\  488 

„        Other  inmates  -        -        -/ 


1856.— Sick 


-Sick ] 

Other  inmates  -        -        •        -J      ■  i 
1866.— Sick 168 

„         Other  inmates  -        -        -        -    [  463 


PARISHES  OF  ST.  GILES-IN-THE-FIELDS  AND  ST.  GEORGE 

BLOOMSBURY. 


Number  of  Inmates  for  which  the  Workhouse  was  originally  constructed,  distinguishing  the]^Sick 
from  the  Able-bodied  and  Infirm  : — 

In  the  year  1727,  for  about  280.     Provision  for  the  sick  not  distinguished. 
The  present  Provision  is  for — 

Sick 1341   ^-^ 

Other  inmates 786/     ' 

Number  of  Inmates  in  the  Workhouse  on  1st  January— 

1837.— Sick  ....         72 

„        Other  inmate<?    ...       514 

1848.— Sick  ....         82 

„        Other  inmates    .        -        -      686 


1856.— Sick 80 

„        Other  inmates  ...        -  702 

1866.— Sick 66 

„        Other  inmates  -        -        -        -  682 
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STEAND    UNION. 


Number  of  Inmates  for  which  the  Workhouse  was  originally  constructed,  distinguishing  the  Sick 
from  the  Able-bodied  and  Infirm  :— 


Sick  . 

Other  inmates 


^2«2 


Additional  number  for  whom  accommodation  has  since  been  provided  - 
Number  of  Inmates  in  the  Workhouse  on  1st  January — 


1837.— Sick  - 

jf        Other  inmates    - 
1848.— Sick  ... 

„        Other  inmates     - 


-/ 


482 
596 


1856.— Sick 

J,        Other  inmates    • 
1866.— Sick- ^ 

fy        Other  inmates    - 


318 


q  "• 

Z}'" 


Note. — In  1887  there  were  two  workhouses  belonging  to  the  union.    The  numbers  in  each  on 
the  1st  January  1880  were  as  follows : 

Cleveland-street  workhouse        ...    SOS^  .  ^^ 
Portugal-street        ditto     ...        -     179J*^ 

Subsequently  the  Cleveland-street  workhouse  was  enlar<);ed,  and  the  Portugal-street  workhouse  was 
given  up.  After  the  last  addition  to  the  workhouse  in  Cleveland-street  the  number  of  inmates  to  be 
accommodated  was  fixed  by  the  Poor  Law  Board  at  600.  Since  then,  however,  by  the  introduc- 
tion of  additional  officers,  and  the  enlarged  space  now  deemed  necessary  for  each  inmate,  it  is 
thought  that  not  more  than  465  should  be  accommodated  therein. 


HOLBORN    UNION. 


Number  of  Inmates  in  the  Workhouse  on  ist  January  — 


1837.— Sick   . 

Other  inmates 


II 


:}• 


1848.— Sick 199 

„        Other  inmates      ...    539 


1856.— Sick 

„        Other  inmates    - 
1866.— Sick 

„        Other  inmates  - 


-  145 

-  619 

-  187 

-  828 


*  The  clerk  is  unable  to  eive  this  return,  the  books  being  lost  or  mislaid,  and  three  workhouses 
were  in  use  in  this  union  at  this  period. 


PARISH   OF    CLERKENWELL. 


Number  of  Inmates  for  which  the  Workhouse  was  originally  constructed,  distinguishing  the  Sick 
from  the  Able-bodied  and  Infirm  : — 


Sick  . 
Other  inmates 


probably  100 
ditto     200. 


Additions  since  made  to  the  Workhouse  :— 

It  was  enlarged  greatly  between  the  years  1780  and  1790,  under  local  Acts,  15  Geo*  8  and 
28  Geo.  8,  c  44,  and  has  since  then  frequently  accommodated  more  than  600  inmates. 


Additional  number  for  whom  accommodation  has  since  been  provided 
Number  of  Inmates  in  the  Workhouse  on  1st  January — 


1887.— Sick   - 

fy        Other  inmates 
1848.^Sick 

,,        Other  inmates 


about  170 

-  840 

-  178 

-  356 


1856.— Sick 

„        Other  inmates 
1866.— Sick 

,,        Other  inmates 


Probably  600. 


.  175 

.  350 

-  200 

-  325 
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PARISH  OF  ST.  LUKE,  MIDDLESEX. 


Number  of  Inmates  for  which  the  Workhouse  was  originally  constructed,  distinguishing  the  Sick 
from  tke  Able-bodied  and  Infirm  :— 


Sick 

Other  Inmates 


I        I        I        r        I        '  l^Not  kafirwn. 
Additional  number  for  whom  accommodation  has  since  been  provided      -      Not  known. 


Number  of  Inmates  in  tho  Workhouse  on  Ist  January — 

1866. — Sick  on  January  1st     - 
^        vfct*v.  ».».«vw»  . —         „        Other  inmates 

194$. — Siok    -        -       Not  distinguished. 


1887.— Sick   -        -       Not  distinguished. 
Other  inmates     -        -        -    688 


Other  inmates  on  March  1st  -    69-2 


1866 — Sick    - 
y^        Other  inmates 


-  116 

-  490 

-  90 

-  639 


EAST    LONDON    UNION. 


Ifumber  of  Inmates  for  which  the  Workhouse  was  originally  construoted,  dsstiagiriBlungike Skk 
from  tlte  A-ble-bodied  and  Infirm : — 


Siek 

Other  Inmates 


14J9 
0«9 


Additional  number  for  whom  accommodation  has  since  been  provided     - 
Number  of  Inmates  in  the  Workhouse  on  Ist  January— 


{There  is  no  book 
or  record  to  enable 
the  clerk  to  give  the 
numbers  for  this  date. 

1848 Sick 109 

„         Other  inmates       -         -        -.  466 


1866.— Sick    - 
M        Other  inmates 


1866.— Sick    - 
f,        Other  iBUMties 


58 


78 
660 


206 

6de 


WEST    LONDON    UNION. 


Number  of  Inmates  for  which  the  Workhouse  was  originally  constructed 
It  is  a  new  workhouse,  opened  in  July  1865. 

Number  of  Inmates  in  the  Workhouse  on  1st  January — 

1866.— Sick 191 

„       Otber  iiiipate»        -.,•..-    816 


.     600 


CITY    OF    LONDON    UNION. 


Number  of  Inmates  for  which  the  Workhouse  was  originally  constructed,  distinguishing  the  Sick 
from  the  Able-bodied  and  Infirm:  — 


Sick     -        . 
Other  inmates 


1^10 


Addiiionftl  number  for  whum  accai»modfltioft  haa  gincel  ^^^  forimbeciles  principally, 
been  provided    -- J 


Number  of  Inmates  in  the  Workhouse  on  Ist  January — 

1887 Sick        -        -  -^. 

y^        Other  inmates  -  -I  Workhouse 

1848.— Sick         -         -  -  r    not  built. 

f,        Other  inmates  -  -I 


1866.— Sick   - 
„        Other  inmates 

1866.— Sick 


Other  inmates 


-  861 

-  607 

-  446 

-  388 
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PARISH  OF  ST.  LEONARD,  SHOREDITCH. 


Number  of  Inmates  for  which  the  Workhouse  was  onginallj  constructed)  distinguishing  the  Sick 
from  the  Able-bodied  and  Infivm  :— 

Sick 400 

Imbeciles 120 

Other  inmates  -»•--*-..    780 

1,060 

Number  of  Inmates  in  the  Workhouse  on  Ist  January  1*856  :— 

Sick 279 

Imbeciles 188 

Other  inmates  -        -        -        -        -        -       •-        -    868 

780 


PARISH  OF  BETHNAL  GREEN. 


Number  of  Imnates  for  which  the  Workhouse  was  originally  constructed,  distinguishing  the  Sick 
from  the  Able-bodied  and  Infirm  :— 


Sick 

Other  inmates 


64 
051 


Additional  number  for  whom  accommodation  has  since  been  provided    - 
Number  of  lamaies  in  the  Woikbouse  on  Ist  Jtimiary*^ 


858 


1837 Sick  . 

y,        Other  inmates 

1848.— Sick 

79 


- 1     Information 
^^^^  -        -        .  [cannot  be  given. 
Other  imnates     -J 


1856 Sick 818 


Other  inmates    - 


1866.— Sick  - 


Other  inmates 


-  959 

-  425 

-  888 


WHITE  CHAPEL     UNION. 


Number  of  Inmates  for  which  the  Workhouse  was  originally  constructed,  distinguishing  the  Sick 
from  the  Able-bodied  and  Infirm ; — 

The  present  workhouse  was  originally  intended  for  about  900  of  all  classes.     It  was  built  in 
portions,  and  the  accommodation  intended  for  each  class  cannot  now  be  given. 


Additional  number  for  whom  accommodatiou  has  since  been  provided      -    About  50  persons. 


Number  of  Inmates  in  the  Workhouse  on  1st  January 

For   the    1st  of 


,  o .  ^      a .  ,  J  two  workhouses  for 

1848.— Sick  -        -    xi- 

i^Vi.  •        *       the    union;     now 

„        Other  inmates  [^^^  ^^,^ 


1856.— Sick      -        -1   The  books  for  this 
y,        Other  inmates /period  are  mislaid. 

1866.— Sick 860 

,»        Other  inmaftes     .        •        -    888^ 
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PARISH  OF  ST.  GEORGE-IN-THE-EAST. 


Number  of  Inmates  for  which  the  Workhouse  was  originally  constructed^  distin-l  -^  ,  known 
guishing  the  Sick  from  the  Able-bodied  and  Infirm  .        .        .        •        .j 


The  onlj  part  of  the  original  workhouse  now  standing  is  called  the  north  wing  or\ 
old  buildings  and  will  accommodate  ••.....j 

Additions  since  made  to  the  workhouse   [or  the  additional  number  for  whom 
accommodation  has  since  been  provided]  : — 

The  south  wing  was  built  in  1824|  and  will  accommodate  .  .  •  •  • 
The  centre  wing  was  built  in  1844,  and  will  accommodate  •  .  *  .  . 
The  new  or  east  wing  was  built  in  1840,  and  will  accommodate     .        .        .        . 


Number  of  Inmates  in  the  Workhouse  on  1st  January — 


228 


245 

74 
278 

820 


1887.- 

f9 


-Disabled  and  old  and 

infirm      ...  8681 

Other  inmates    -        -  115  V  786 

Children   -        -        -  263j 


1848.— ^Disabled  and  old  and 

infirm     -        .         -  587 

„       Children  in  workhouse  79 

jj       Other  inmates     -        -  80 
„       Children    at    separate 

establishments          -  282 


978 


f9 


1866.. 
if 

9J 


1,185 


1856. — Disabled  and  old  and 

infirm     ...  681 

Children  in  workhouse  79 

Other  inmates     -        -  90 
Children    at    separate 

establishment  -        •  285j 

-Disabled  and  old  and 

infirm     ...  743  >^ 

Children  in  workhouse  56 

Other  inmates     -        -  58   1,181 
Children    at    separate 

establishment  •»        -  274 


STEPNEY   UNION. 


Number  of  Inmates  for  which  the  undermentioned  Workhouses  were  originally  constructed : — 


For  Sick  and  other  Inmates : 

Mile  End 

Ratclifi' 

Limehouse        -..-.-.. 
Wapping  ----..-. 

Additional  Number  for  whom  Accommodation  has  since  been  provided : — 

The  new  workhouse  of  the  Union,  at  Bromley,  will  accommodate 
The  Limehouse  Establishment,  still  retained  tor  children 


250 
272 
471 
880 


Number  of  Inmates  in  the  "Workhouse  on  1st  January — 


1887.— Sick 
„        Other  inmates  • 

1849.*— Sick 
,,         Other  inmates 


-f  Cannot  be 
-j^ascertainei 

-    1,127 
.       224 


1856.— Sick 
,,        Other  inmates 

1866.— Sick    ^     - 
,,        Other  inmates 


*  The  numbers  on  1st  January  1848  cannot  be  ascertained. 


HAMLET  OF  MILE  END  OLD  TOWN. 


-     858 
621 

1,479 


1,164 
255 

767 
269 


Number  of  Inmates  in  the  Workhouse  on  1st  January — 

1866.— Sick ^®H  506 

„        Other  inmates 824J 

This  Hamlet  during  the  years  1887,  1848,  and  1856  formed  part  of  the  Stepney  Union. 
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POPLAR  UNION. 


in  1811. 


Number  of  Inmates  for  which  the  Workhouse  was  oriffinally  conO  Unknown, 
structed,  distinguishing  the  Sick  from  the  Able-bodied  and  InfinnJ  The  Workhouse  built 

Additions  since  made  to  the  Workhouse,  or  additional  number  fori  No  data  in  existence  to  answer 
whom  accommodation  has  since  been  provided         -        -        -J     this. 


1887.— Sick 


Other  inmates 


"I  Unknown. 


Number  of  Inmates  in  the  Workhouse  on  1st  January— 

1866.— Sick 139 

,,        Other  inmates     «.        -        •    344 
Children  at  Industrial  Schook. 

1866.— Sick 163 

fj        Other  inmates      -        •        -    369 

Children  at  Industrial  Schools. 


1848.— Sick 


Other  inmates 
Children  then  in  Workhouse. 


64 
467 


ST.    SAVIOUR'S   UNION. 


Number  of  Inmates  for  which  the  Workhouse  was  originally  constructed,  distinguidiing  the  Side 
from  the  Able-bodied  and  Infirm : — 


Sick 

Other  Inmates  • 


Number  of  Inmates  in  the  Workhouse  on  1st  January— 

1856 — Sick   • 
^        Other  inmates 


1887.— Sick 
,.        Other  inmates 


1848.— Sick    - 
»        Other  inmates 


:} 


349 


80 

45e 


1868.— Sick    . 
,.        Other  inmates 


170 
388 


61 
460 

131 

d44 


ST.    OLAVE'S    UNION. 


Number  of  Inmates  for  which  the  Workhouse  was  originally  constructed^  distinguishing  the  Sick 
from  the  Able-bodied  and  Infirm : — 


Sick 

Other  inmates 


127 
4*1# 

637 


Accommodation  has  since  been  prorided  for  40  male  and  female  vagrants. 
Number  of  Inmates  in  the  Workhouse  on  1st  January : — 


1837.— Sick 46 

ft       Other  inmates     -        •        -  263 

1848.— Sick   .        .        .        •        .  70 

M       Other  inmates     -        -        -  292 


1866.— Siek 96 

yy       Other  inmates     -        •        •  262 

1866.- Sick 94 

,,       Other  inmates      ...  214 


5>6. 
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RETURNS    RELATING    TO    WORKHOUSES    (METROPOLIS). 


PARISH  OF   BERMO.NDSEY,  SURREY. 


Number  of  Inmates  for  which  the  Workhouse  was  originally  constract^,\The  clerk  has  no  means 
distinguishing  the  Sick  from  the  Able-bodied  and  Infirm        ~        '        *J     of  ascertaining  this. 

Additions  since  made  to  the  Workhouse^  or  additional  number  for  whom  1  The  clerk  has  no  means 
accommodation  has  since  been  provided        •        -        .        .        »        .j     of  ascertaining  this. 


Number  of  Inmates  in  the  Workhouse  on  Ist  January — 


1837.— Sick  ...         ."I 

„        Other  inmates   -        -        -/ 
Children  at  Merton  House. 

1848.— Sick  .         -         -      611 

„        Other  inmates  -        -    6 17  J 
Children  in  the  workhouse. 


372 


668 


.S}  »« 


1856 — Sick 
,,        Other  inmates  - 

Children  at  district  achool. 

1866.— Sick  -         -         -611 


Other  inmates 


Children  at  district  school. 


-     481J 


632 


PARISH   OF   ST.    GEORGE  THE  MARTYR,  SOUTHWARK. 


Number  of  Inmates  for  which  the  Workhouse  was  originally  constructed,  distinguishing  the  Sick 
from  the  Able-bodied  and  Infirm : — 


Sick 

Other  inmates ' 


:} 


460 


Additional  number  for  whom  accommodation  has  since  been  provided 


80 


Number  of  Inmates  in  the  Workhouse  on  1st  January— ^ 

1837.— Sick  . 
„       Other  inmates 


1848.— Sick  - 


Other  inmates 


.  60 

-  327 

.  87 

•  343 


1866.— Sick 174 

„       Other  inmates     -        -        -  269 

1866.— Sick 166 

,.       Other  inmates     -        -        -  263 


PARISH  OF   ST.    MARY,  NEWINGTON. 


Number  of  Inmates  for  which  the  Workhouse  was  originally  constructed,  distinguishing  the  Sick 
from  the  Able-bodied  and  Infirm  :r- 


Sick  .        - 
Other  inmates 


134 
660 


Additions  since  made  to  the  Workhouse,  or  additional  number  for  whoml  ^    -^-t 
accommodation  has  since  been  provided      -        -        -        -        •"•/' 


Number  of  Inmates  in  the  Workhouse  on  1st  January  : — 

1837. — Sick      -        -1  No  information  can 

„       Other  inmates/    be  obtained. 
1848.^Sick 94 

„       Other  inmates      -        -        -    213 


1866.— Sick 163 

„       Other  inmates     -        -        -  313 

1866.— Sick 149 

,,       Other  inmates     -        -        -  341 
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Tl 


PARISH   OF  LAMBETH. 


Number  of  Inmates  for  which  the  Workhouse  was  originally  constracted,  distinguish-l^r  ^  i^     .„.. 
ing  the  Sick  from  the  Able-bodied  and  Infirm |^ot  known. 

s  since  made  to  the  Workhouse,  or  additional  number  for  whom  accommo-\  v^^  b«-.-«. 
has  since  been  provided  -        - ^Not  known. 


Additions 
dation 


Number  of  Inmates  in  the  Workhouse  on  1st  January — 


1887.— Sick      - 
„        Other  inmates 

1848.--Sick      - 
;»        Other  inmates 


l>     783 
1}  h07l 


I356.*-^iok       - 
jy        Other  inmates 

1866.— Sick      . 
yy        Other  inmates 


:} 


963 

486 

648 


WANDSWORTH  AND  CLAPHAM  UNION. 


Number  of  Inmates  lor  which  the  Workhouse  was  originally  constructed,  distinguishing  the  Sick 
from  the  Able  bodied  and  Infirm: — 


Sick 

Other  inmates 


60 
890 


Additional  number  for  whom  accommodation  has  since  been  provided 
Number  of  Inmates  in  the  Workhouse  on  1st  January — 


226 


1887.— Sick 
jy       Other  inmates 


:} 


Not  then 
built. 


1848.— Sick 88 

,,        Other  inmates    •        -        -    863 


1866.--8ick- 
,,        Other  inmates    - 

1866.— Sick  ... 
„        Other  inmates    • 


-  121 

•  878 

-  178 

-  400 


PARISH  OF  ST.  GILES,  CAMBERWELL. 


Number  of  Inmates  for  which  the  Workhouse  was  originally  constructed,  distinguishing  the  Sick 
from  the  Able-bodied  and  Infirm,  and  Additions  since  made  to  the  Workhouse,  or  additional 
Number  for  whom  accommodation  has  since  been  provided ; 

No  record.  A  portion  of  the- workhouse  was  built  prior  to  the  year  1820,  and  the  building 
has  been  altered  and  enlarged  many  times  since  that  date.  The  most  recent  addition  was  in 
1862,  when  separate  accommodation  was  provided  for  120  imbeciles  and  harmless  lunatics. 


Number  of  Inmates  in  the  Workhouse  on  1st  January — 

*  >about  200 

:}  819 


1887.— Sick    - 
,,        Other  inmates 


1849,-r:Sick    - 
„       Other  inmates 


1866.— Sick 
,,        Other  inmates 


1866.— Sick 
»        Other  inmates  • 


:} 
:} 


877 
468 


516. 
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BKTURNS    RELATING  TO   WORKHOUSES   (METROPOLIS). 


PAKISH    OF    ROTHERHITHE. 


Number  of  Inmates  for  which  the  Workhouse  was  originally  constructed,  distinguishing  the  Sick 
from  the  Able-bodied  and  Infirm : — 


Sick    .        - 
Other  inmates 


J-Not  known* 


Additions  since  made  to  the  Workhouse : — 

East  wing  erected  1805;  west  wing  erected  1812  ;  infirroarj  erected  1837. 
New  infirmary,  separate  from  the  workhouse^  erected  1861. 


Nnn^ber  of  Inmates  in  the  Workhoose  on  1st  January—* 

J>No  record. 


1887.— Sick  - 

c    „       Other  inmates  • 

1848.— Sick  .        -  ^        .         -26 

„       Other  inmates  -        -        -    266 


1866.— Sick    . 
9,        Other  inmates 

1866.— Sick    - 
..        Other  inmates 


60 
136 


GREENWICH    UNION. 


Number  of  Inmates  for  which  the  Workhouse  was  originally  constructed,  distinguishing  the  Sick 
from  the  Able-bodied  and  Infirm : — 

Sick 208       * 

Other  inmates  -.--..-.  836 


Additional  number  for  whom  accommodation  has  since  been  provided 

Number  of  Inmates  in  the  Workhouse  on  Ist  January*- 

-1  Workhouse 
-J  not  built 


1887.— Sick      . 
••        Other  inmates 


1848.-r-Sick       - 
.  ^       Other  inmates 


-  222 

-  792 


1 866.— Sick 
yf       Other  inmates 

1866w— Sick 

.    H        Other  inmates 


62 


-  240 

-  722 

-  883 

-  555 


LEWISHAM    UNION. 


Number  of  Inmates  for  which  the  Workhouse  was  originally  constructed,  distinguishing  the  Sick 
from  the  Able-bodied  and  Infirm  :«-- 


Sick     - 
Other  inmates 


-1  300 

-J  including  children. 


Additions  since  made  to  the  Workhouse,  or  additional  number  for  whom  accommodation  has  siace 
been  provided ; — 

The  children  have  since  been  sent  to  the  North  Surrey  District  school,  and  the  workhouse 
will  now  (allowing  proper  cubical  space  for  each  inmate)  acconunodate  218  adults,  and  the 
infectious  wards  16  adults. 


Number  of  Inmates  in  the  Workhouse  on  1st  January — 


1837.— Sick 
M        Other  inmates  - 


1848.— Sick 
„       Other  inmates  - 


29 
164 

31 

208 


1856.— Sick 
f.       Other  inmates 

1866.— Sick 
;,       Other  inmates 


-  57 

-  158 

-  85 

-  188 
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RETURNS   RELATING   TO   WORKHOUSES   (METROPOLIS). 


».3 


S  U  M  M  A  R  Y. 


Number  of  Inmates 

Number  of  Inmates  in  Workhouse  on  Ist  January 

for  which  the 
Workhouse  was  originally 

Additional 
Accom* 

Constructed. 

183  7. 

184  8. 

18  56. 

18CG. 

PARISH  OR  UNI 

ON. 

modation 

since 
Provided. 

Sick. 

Other 
Inmates. 

Total. 

Sick. 

Other 
Inmates. 

Sick. 

Other 
(nmaten 

Sick. 

Other 
Inmates. 

«.  .      1    Other 
^'***^-    lomates. 

Kensington     - 

^        ^ 

48 

405 

453 

80 

, 

^ 

^ 

■^ 

80 

297 

160 

336 

Fnlham  -        -        - 

• 

- 

- 

537 

- 

- 

- 

- 

- 

444          1 

395 

PaddingtOD      - 

• 

29 

196 

226 

417 

- 

« 

53 

118 

77 

216 

140 

246 

St  Luke,  Chelsea    - 

- 

- 

~ 

- 

- 

- 

- 

92 

43-2 

58 

462 

128 

427 

St.  Geoi^e,  Hanover-square     - 

- 

- 

- 

- 

65 

649 

63 

76-2 

88 

402 

106 

662 

St.  Margaret  and  St  John       ^ 

— 

. 

917 

12 

641 

661          1 

746          1 

979 

St  Martin-in-the-Fields 

- 

- 

- 

- 

. 

- 

- 

- 

« 

- 

130 

301 

St  James,  Westminster 

•        • 

80 

670 

(550 

64 

70        414 

78 

603 

80 

535 

00 

683 

St  Marylebcme 

• 

- 

- 

1,000 

948 

257     1,100 

351 

1,709 

216 

1,712 

291 

1,454 

St  John,  flampstedd 

- 

42 

209 

261 

9 

- 

- 

19 

155 

46 

99 

8t  Pancras     - 

- 

- 

- 

50) 

1,420 

1,067 

1,694 

184 

1,464 

234 

1,696 

St  Mary,  Islington 

- 

— 

- 

844 

133 

-            - 

-     1     414 

87 

337 

171 

292 

Hackney 

- 

_ 

— 

-. 

- 

-            - 

488 

684          1 

153 

463 

St  Giles  and  St  George 

- 

- 

- 

280 

690 

72        614 

82  1     685 

86 

702 

65 

682 

Strand    - 

- 

~ 

« 

282 

818 

482 

596 

105 

461 

188 

350 

Holborn 

• 

- 

. 

- 

- 

- 

- 

199 

689 

145 

619 

137 

328 

Clerkenwell     - 

. 

100 

200 

300 

600 

170 

340 

178 

356 

176 

350 

200 

326 

St  Luke,  Middlesex 

- 

. 

.- 

~ 

mm 

- 

588 

- 

692 

115 

490 

90 

539 

East  London  - 

•        • 

149 

639 

788 

63 

- 

- 

109 

466 

78 

560 

205 

523 

West  London  - 

•        • 

- 

- 

500 

- 

- 

- 

- 

- 

- 

- 

191 

316 

City  of  London 

• 

- 

- 

1,010 

100 

- 

- 

- 

- 

361 

607 

440 

388 

Shoreditch 

- 

400 

850 

1,250 

- 

- 

- 

- 

- 

- 

- 

279 

501 

Bethnal  Green 

• 

64 

961 

1,015 

358 

- 

- 

- 

- 

318 

059 

4-25 

8'^3 

Whitechapel    - 

- 

- 

— 

900 

60 

- 

- 

- 

- 

- 

.- 

360 

338 

St  George-in-thc-East 

- 

- 

- 

223 

820 

786 

746 

860 

857 

Stepney  -        -        - 
Mile  End  Old  Town 

. 

- 

- 

1,373 

1,479 

- 

^- 

- 

-. 

1,104 

255 

767 

269 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

182 

324 

Poplar     -        -        - 

- 

- 

- 

. 

« 

- 

- 

64 

457 

139 

344 

163 

369 

St  Saviour 

. 

J70 

888 

668 

- 

349 

80 

456 

61 

450 

131 

244 

St  Olave 

- 

127 

410 

637 

40 

46     1     263 

70 

292 

96 

262 

94 

214 

Bermondsey    - 

- 

- 

— 

- 

- 

372 

61 

617 

52 

490 

61 

481 

St  George-ihe-Martyr. 

South- 

- 

- 

460 

80 

50 

327 

87 

343 

174 

259 

156 

263 

wark. 

St  Mary,  Newijigton 

m        •• 

184 

660 

604 

. 

- 

- 

94 

213 

153 

313 

149 

341 

Lambeth 

- 

— 

- 

- 

- 

783 

1,071 

962 

435 

548 

Wandsworth  and  Clnpham 

60 

390 

460 

2-26 

-    1       - 

38  1     362 

121  1     878 

173 

400 

Camberwell     - 

- 

• 

- 

_ 

120 

200 

319 

ft77 

463 

Rotherhithe     - 

- 

*• 

- 

_ 

— 

- 

— 

26 

266 

- 

^ 

60 

136 

Greenwich 

« 

208 

836 

1,044 

62 

- 

* 

222 

792 

249 

722 

383 

555 

Lewisham 

*        " 

•- 

•• 

300 

^ 

29 

164 

31 

208 

67 

158 

86 

133 

The  Totals  cannot  be  made,  as  the  Returns  are  imperfect.    It  will  be  seen  that — 

^1.^  11  Unions,  &c.,  do  not  give  the  number  of  inmates  for  whom  the  workhouse  was  originally  oonstrucled. 

f  2.)  14  Union?,  ^.^  do  not  distinguish  the  sick  from  the  able-bodied  and  infirm. 

(3.)  17  Unions,  &c.,  do  not  state  £e  *^  additional  number  for  whom  accommodation  has  since  been  provided.' 

(4.)  22  do  not  state  the  numbers  in  the  workhouse  on  1st  January  1837. 

f5.)  11  do  not  state  the  numbers  in  the  workhouse  on  1st  Januar}'  1848. 

(6.i     6  do  not  state  the  numbers  in  the  workhouse  on  1st  January  1850. 

(7.)  10  do  not  discriminate  between  ''sick  and  other  inmates,"  but  give  a  general  total. 
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BIRTHS    (METROPOLITAN    WORKHOUSES). 


RETURN  to  an  Order  of  the  Honourable  The  House  of  Commons, 
dated  27  July  18665— /or, 

RETURNS  ''  showing  the   Number  of  Bibths  in  each  of  the  Workhouses  of  the  Metropolitan 
District  during  the  Year  1865  :" 

"  And,  the  Number  of  Women  who  Died  in  Child-birth  in  the  same  Workhouses  during  that  Year." 


Poor  Law  Board,  ^ 
7  August  1866.  J 


H.  FLEMING, 

Secretary. 


RETURN  showing  the  Number  of  Births  in  each  of  the  Workhouses  of  the  Metropolitan  District  during  the  Year 
1865 ;  and,  the  Number  of  Women  who  Died  in  Child-birth  in  the  same  Workhouses  during  that  Year. 


union  ob  parish. 

Number  of 

Births 

in  Workhouse 

during  the 

YearlS65. 

Number  of 
Women 

who  Died  in 
ChUd-birth 
during  the 

Year  1865. 

UNION  OR  PARISH. 

Number  of 

Births 

in  Worldiouse 

dnring  the 

Year  1866. 

Number  of 

Women 
who  Died  in 
Child-birtli 
daring  the 
Year  1865. 

Kensington  -        .        •        - 

84 

none. 

West  London         ... 

52 

1 

Fulham         .... 

81 

none. 

City  of  London      .         -         - 

26 

none. 

Paddington  -        •        -        « 

48 

none. 

St.  Leonard,  Shoreditch  • 

63 

none. 

St.  Luke,  Chelsea  - 

60 

none. 

Bethnal  Green      .        .        . 

98 

none. 

St  George,  Hanover-square    - 

50 

none. 

Whiteohapel         .        -        - 

107 

1 

St.  Margaret  and  St.   John, 
Westmiuster. 

78 

none. 

St  George-in-the  East  - 
Stepney        .... 

102 
29 

none, 
none. 

St  Martin-in-the-Fields 

27 

1 

Mile  End  Old  Town      - 

41 

none. 

St  James,  Westminster  - 

68 

none. 

Poplar          -        -        -V        - 

38 

none. 

St  Marylebone    - 

306 

2(a) 

St.  Saviour            ... 

28 

none. 

St  John,  Hampstead     •> 

5 

1 

St  Olave      .... 

16 

none. 

StPancras  -        -        •        . 

249 

3(6) 

Bermondsey-        ... 

62 

none. 

St  Mar/,  Islington 
Hacknej      -        -        .        ^ 

01 
51 

5 
none. 

St  George  the  Martyr,  South- 
wark. 

96 

1 

St  Giles-m^the-Fields  and  St 
George,  Bloomsbury. 

122 

none. 

St.  Mary,  Newington   - 
Lambeth      .        .        -        - 

47 

167 

none, 
none. 

Strand          .... 

56 

none. 

Wandsworth  and  Clapham     - 

64 

none. 

Holborn        -        -        -        . 

55 

none. 

St  Giles,  Camberwell    - 

52 

none. 

Clerkenwell          -        . 

67 

none. 

Rotherhithe- 

16 

none. 

St  Luke,  Middlesex      - 

74 

none. 

Greenwich   .        -        -        . 

57 

none. 

East  London         ... 

41 

1(c) 

Lewisham    -        -        -        - 

9 

none. 

8UMI 

^ARY. 

Total  number  of  Births  in  the  39  Workhouses  of  the  Metropolis  during  the  year   1865     2,728 

Total  number  of  Women  who  died  in  child-birth  in  Metropolitan  Workhouses  during 
the  same  year      .--------.--.         16 

The  deaths  occurred  in  9  Workhouses,  leaving  30  in  which  no  deaths  occurred. 


(a)  The  actual  cause  of  death  of  one  of  these  was  phthisis.  1,      (e)  Sarah  Tofft,  aged  23,  only  44  inches  high,  distorted  pelvis;  de- 

(b)  Two  died  of  inflammation,  one  7  days  and  the  other  11  days    lirered  by  Cessarean  operation  of  a  inU-timed  child;  died  one  hour  after 
after  delivery ;  one  died  of  peritonitis  8  days*  after  delivery.  I|  the  operation  firom  exhaustion. 
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METROPOLITAN  WORKHOUSES. 


RETURN  to  Two  Orders  of  the  Honourable  The  House  of  Commons, 
dated  15  February  and  8  March  1866;— ^/br, 


(Ordkr,  16  February  1866.) 

RETURN  '*  of  the  Number  of  Persons  of  each  Sex  admitted  to  the  Casual 
Wards  of  Metropolitan  Workhouses  during  each  Night  in  the 
Months  of  January  1864  and  1866." 

(Order,  8  March  1866.) 

RETURN  "of  the  Number  of  Houseless  Poor  Persons  of  each  Sex  in 
the  Metropolis  who  were  accommodated  at  the  Cost  of  the  Poor  Rates 
Out  of  the  Metropolitan  Workhouses  during  each  Night  in  the 
Months  of  January  in  the  Years  1864  and  1866." 


Poor  Law  Board,  n  ENFIELD, 

12th  April  1866.  J  Secretary. 


{Mr.  Bromley.) 


Ordered^  by  The  House  of  Commons,  to  be  Printed, 
1 3  April  1 866. 
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St  Giles-in-the-Fields  and  St.  George, 

Bloomsbury,  Parishes      -         -        -  5 

Strand  Union     -         -         -         -         -  5 

Holbom  Union  -         -         -         -  5 

St.  James,  Clerkenwell,  Parish  -         -  6 

St.  Luke,  Middlesex,  Parish        -        -  6 

East  London  Union   -         -        -        -  6 


West  London  Union                  -  -  6 

City  of  London  Union      -         -  -  6 

St  Leonard,  Shoreditch,  Parish  -  6* 

Bethnal  Green  Parish       -         -  -  7 

Whitechapel  Union           -        -  -  7 

St  George-in-the-East  Parish  -  -  7 

Stepney  Union          -         -         .  -  7 

Mile  End,  Old  Town,  Parish    -  -  7 

Poplar  Union  -----  7 

St.  Saviour's  Union  -         -  -8 

St  Olave's  Union     -         -        -  -  8 

Bermondsey  Parish  -        -        -  -  8 

St  George,  Southwark,  Parish  -  8 

St.  Mary,  Newington,  Parish   -  -  8 

Lambeth  Parish      *-        -        -  -  8 

Wandsworth  and  Clapham  Union  -  9 

St  Giles,  Camberwell,  Parish  -  -  9 

Rotherhithe  Parish  -        -        -  -  9 

Greenwich  Union     -         -         -  -  9 

Lewisham  Union      -        -        -  -  9 


—  II-  — 

Rp:tuen  of  the  Number  of  Houseless  Poor  Persons  of  each  Sex  in  the  Metropolis  who 
were  accommodated  at  the  Cost  of  the  Poor  Rates  Out  of  the  Metropolitan  Workhouses 
during  each  Night  in  the  Months  of  January  in  the  Years  1864  and  1866. 
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10  KUMBER  OF  HOUSELESS  POOR  ACCOMMODATED  OUT  OF  WORKHOUSES,  JANUARY  1864  AND  1866. 


—  XL  — 

RETURN  of  the  Number  of  Houseless  Poor  Persons  of  each  Sex  who  were  Accommodated  at  the  Cost  of  the 
Poor  Rates  out  of  the  Workhouse,  in  Lodging  Houses  or  other  Places  not  being  the  Vagrant  Wards  or 
the  Workhouse  of  the  Union  or  Parish,  during  each  Night  in  tlie  Months  of  January  1864  and  1866. 
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HOUSELESS   POOR  (METROPOLIS). 


RETURN  to  an  Order  of  the  Honourable  The  House  of  CommonSy 
dated  30  April  i866;-;/br, 


RETURN  "of  the  Number  of  Houseless  Poor  relieved  at  the  several 
Metropolitan  Workhouses  in  each  Month  since  the  Metropolitan 
Houseless  Poor  Act  came  into  operation : " 

'^  And,  like  Return  in  those  Parishes  or  Unions  where  the  Police  have  been 
appointed  to  act  as  Assistant  Relieving  Officers  for  Vagrants,  together  with 
the  Dates  of  such  Appointments  of  the  Police." 


Poor  Law  Board,!  H.  FLEMING, 

80  July  1866.    J  Secretary. 


{Mr.  Harvey  Lewis.) 


Ordered^  by  The  House  of  Commons,  to  be  Printed, 
31  July  1866. 
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NUMBER   OF    HOUSELESS    POOR    RELIEVED    AT    THE    SEVERAL 


RETURN  of  the  Number  of  Houseless  Poor  relieved  at  the  several  Metropolitan 
Workhouses  in  each  Month  since  the  Metropolitan  Houseless  Poor  Act  came 
into  operation ;  and,  like  Return  in  those  Parishes  or  Unions  where  the  Police  have 
been  appointed  to  act  as  Assistant  Relieving  Officers  for  Vagrants,  together  with  the 
Dates  01  such  Appointmente  of  the  Police. 


BETHNAL    GREEN    PARISH. 

Number  of  Houseless  Poor  relieved  at  the  Workhouse  of  the  above  Parish  in  each 

Month  since  1st  October  1864. 


Males. 

Females. 

Children. 

Males, 

Females. 

ChiUraL. 

1S64: 

lS6b'-i!9n(immd, 

October  -        -        - 

222 

201 

05 

November 

233 

116 

93 

August     -        -        - 

199 

169 

59 

December 

182 

86 

40 

September 

19a 

129 

46 

October  -        -        - 

262 

194 

90 

1865  : 

November 

162 

151 

57 

January  -        -        - 

163 

42 

20 

December 

139 

122 

38 

Febmarr 

88 

23 

10 

March     - 

132 

30 

25 

1866: 

^  :   :   : 

219 

96 

46 

January  -        •       - 

149 

76 

33 

158 

193 

61 

February 

96 

70 

30 

Jane        -        .        . 

179 

188 

59 

March     - 

157 

84 

22 

July 

240 

256 

76 

April       -        .        - 

184 

135 

61 

The  Police  have  been  appointed  to  act  as  Assistant  Relieving  Officers  of  Vagrants  in  the  above  Parish. 
Date  of  Appointment,  23  January  1866. 


CHELSEA    PARISH. 


Number  of  Houseless  Poor  relieved  at  the  Workhouse  of  the  above  Parish  in  each 

Month  since  1st  October  1864. 


Males. 

Females. 

Children. 

Males. 

Females. 

Children. 

1864  : 

ISGb^continued. 

October  - 
November 

67 
86 

69 
3^3 

32 
50 

August    -        -        - 

254 

330 

205 

December 

106 

54 

32 

September 

October  -        -        - 

182 
270 

363 
440 

169 
182 

1865* 

November 

340 

369 

95 

January  -        -        - 

125 

37 

14 

December 

255 

345 

70 

February - 

88 

34 

14 

March     .        -        - 

95 

87 

16 

1866: 

Apra       -        .        - 

183 

56 

U 

January  -        -        - 

252 

333 

97 

May 

144 

71 

37 

February 

464 

421 

158 

Judo       -        -        - 

182 

141 

27 

March      - 

425 

199 

53 

July 

210 

259 

71 

April       -        -        - 

215 

89 

16 

The  Police  have  been  appoin£ed  to  act  as  Assistant  Relieving  Officers  of  Vagrants  in  the  above  Parish. 
Date  of  Appointment,  8  March  1866. 


CLERKENWELL   PARISH. 


Number  of  HouselesQ:  Poob  idieved  at  the  Workhouse  of  the  above  Parish  in  each 

Month  since  Ist  October  1864. 


Males. 

Females. 

Chilftwi.                  

Males. 

Females. 

r!hi]dr<»n 

1864: 

■ 

October  ... 

November 

December 

208 
226 
190 

167 
148 
105 

89 
59 
64 

August    -        -        - 

September 

October  ... 

426 
277 
385 

.426 
234 
438 

129 

65 

132 

1865: 
January  .        -        - 

November 

437 

384 

128 

136 

97 

59 

December 

555 

585 

213 

Pcbmajy 

153 

105 

64 

March     -        -        - 

212 

90 

65 

1866: 

April       - 

May        -        .        . 

184 

162 

84 

January  ... 

638 

561 

197 

261 

306 

140 

February 

487 

306 

442 

June        -        -        - 

214 

225 

130 

March     -        -        . 

702 

633 

764 

July        -        .        . 

318 

306 

102 

April       -        - 

827 

764 

232 

The  Police  have  not  been  appointed  to  «ct  as  Assistant  Relieving  Offioers  of  VagraBtt  in  the  above  Parish. 
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METROPOLITAK   WOUKHOUSES    IW    EACH    MONTH    SINCE    1    OCTOBEB    1864. 


FULHAM    UNION. 


Number  of  Houseless  Poor  relieved  at  the  Workhouse  of  the  above  Union  in  each 

Month  since  Ist  October  1864* 


MalM. 

Femalea. 

Children. 

MidM. 

1? 1-- 

Cuiidrcn. 

1864: 

ISeb-^eontinued. 

October  -        -        - 

247 

170 

90 

August    ... 

218 

181 

09 

Norember 

250 

Itt 

49 

September 

163 

149 

58 

DManber 

204 

90 

40 

October  .        .        - 

226 

161 

BO 

November 

153 

96 

54 

1665: 

December 

1^ 

122 

79 

JtimaTy   -        -        - 

173 

53 

10 

Febraary 

17S 

65 

21 

1866: 

March     - 

266 

86 

36 

X    -    -    ' 

440 

163 

43 

January  -        -        - 

127 

104 

78 

614 

286 

163 

February 

1        241 

156 

24 

June        .        -        - 

377 

196 

128 

March      -        -        . 

1        354 

287 

22 

July        -        -        - 

223 

184 

107 

April 

370 

305 

22 

The  Poliee  have  aot  ben  appointed  to  act  as  Ajiistant  ReUeving  Officers  of  Vagrante  in  the  above  Union. 


ST.  GEORGE,  HANOVER-SQUARE,  PARISH. 


Number  of  Houseless  Poor  relieved  at  the  Workhouse  of  the  above  Parish,  in  each 

Month  since  Ist  October  1&64. 


Males. 

Females. 

Children. 

Males. 

Females. 

Children. 

ie64t 

\ 

1865— «m«ni/erf. 

October   -       -       - 

91 

504 

120 

August    -        -        - 

848 

671 

93 

November 

407 

509 

103 

September 

569 

447 

86 

December 

462 

9» 

63 

October   -        -        - 

783 

649 

106 

November 

65S 

453 

56 

1865: 

Deeember 

782 

367 

47 

Janrnry  -        -        - 

476 

261 

42 

Febraary 

516 

228 

40 

1866; 

Maidi     - 

557 

186 

53 

April       .        -        - 

591 

327 

41 

January  -       -        - 

889 

306 

49 

May         -        -        - 

675 

414 

72 

February 

«75 

364 

56 

June        ... 

864 

430 

104 

March     -        -        - 

878 

284 

46 

July        ... 

805 

534 

89 

April 

«ai 

166 

89 

The  PoUce  have  beea  appointed  to  act  as  Aesiitant  Relieving  Officers  of  Vagrants  in  the  above  Parish. 
Date  of  Appointmeat,  lOtb  March  1866. 

Note, — Exclusive  of  the  above  admitted  into  workhouiOf  about  1,500  males  were  relieved  and  sent  to  a  liaensed  public 
lodging-hMie  kk  W^mmsteCt  bsAwteo  the  21at  Kavember  1866  and  the  19th  Mardi  1866.— P.  B,  C. 


ST.  GEORGE-IN-THE-EAST  PARISH. 


Number  of  Houseless  Poor  relieved  at  the  Workhouse  of  the  above  Fiurish,  in  each 

Mondi  since  let  October  1864. 


Males. 

Females. 

ChUdren. 

Males. 

Females. 

Children. 

1884: 

1865— oon/inuecl. 

• 

October  -        .       - 

92 

112 

44 

August    ... 

638 

197 

78 

rfovembw       •       • 

58 

40 

31 

September 

736 

353 

04 

December 

147 

60 

8 

October  -       -        . 

^5 

810 

Ul 

Novjember 

^9 

250 

122 

1866: 

December 

450 

180 

124 

Janwry  -       -       - 

09 

51 

15 

February 

102 

50 

24 

1866: 

March     -       .       - 

170 

77 

28 

ay   :   :   : 

370 

104 

«2 

January  •        »        . 

170 

130 

Ml 

815 

317 

95 

February 

258 

153 

48 

JuJi       -       -       - 

480 

143 

80 

March     -       .       - 

272 

127 

80 

July        -       -       - 

686 

177 

87 

April       -       .       . 

^6 

60 

88 

The  Pdlke  haf«  nattMea  appofaitad  to  act  as  Aasislsnt  Believing  Officers  of  Vagraatsin  the  above  Parish. 


453. 


A  2 


Digitized  by 


Google 


NUMBER   OF  HOUSELESS   POOR   RELIEVED    AT  THE   SEVERAL 


ST.  GILES-IN-THE-FIELDS,  AND  ST.  GEOBGE,  BLOOMSBURY, 

PABISH. 


Number  of  Houseless  Poor  relieved  at  the  Workhouse  of  the  above  Parish  in  each 

Month  since  Ist  October  1864. 


Males. 

FemsAes. 

Children. 

Males. 

Females. 

Ouldran. 

1864: 

October  - 

183 

225 

149 

August  .        -        - 
September      - 
October 
November 
December      -        • 

830 

455 

213 

NoTember 

97 

157 

94 

201 

381 

139 

December 
1865: 

109 

164 

81 

419 
388 
610 

579 
594 
622 

174 
194 
180 

January  - 

535 

229 

110 

February- 

1,031 

840 

156 

1866: 

Mardi     - 

1,553 

453 

186 

April 

1,522 

661 

203 

January  -        -        - 

987 

681 

149 

May        .       .'      - 

1,565 

1,071 

309 

February 

1,157 

587 

124 

J^ne        .        -        - 

741 

820 

300 

March    -        -        - 

1,123 

435 

130 

July        -        -        - 

399 

727 

227 

April     .        -        - 

369 

235 

82 

The  Police  have  not  been  appointed  to  Act  as  Assistant  Relieving  Officers  of  Vagrants  in  the  above  Parish. 


HACKNEY  UNION. 


Number  of  Houseless  Poor  relieved  at  the  Workhouse  of  the  above  Union  in  each 

Month  since  let  October  1864. 


Males. 

Females. 

Children. 

Males. 

Females. 

ChUdren. 

1864: 

ISSb'-continued. 

October  -       -       - 

247 

65 

46 

August  -        .        - 
September      - 
October 

170 

90 

34 

November 

218 

56 

22 

166 

69 

37 

December 

106 

26 

6 

223 

112 

42 

November 

139 

78 

26 

1865: 

December 

175 

56 

17 

January  -        -        - 

88 

83 

20 

February - 

87 

20 

8 

1866: 

March     - 

83 

21 

4 

April       -        -        - 

126 

49 

22 

January 

186 

34 

87 

May 

115 

71 

86 

February 

239 

30 

23 

June       -       -        - 

146 

108 

20 

March  -        -        . 

308 

56 

33 

July        -        .        - 

158 

95 

24 

April     ... 

266 

61 

27 

The  Police  have  been  appointed  to  act  as  Assistant  Relieving  Officers  of  Vagrants  in  the  above  Union. 
Date  of  Appointment,  7  June  1866. 


ST.  JOHN,  HAMPSTEAD,  PARISH. 


Number  of  Houseless  Poor  relieved  at  the  Workhouse  of  the  above  Parish  in  each 

Month  since  Ist  October  1864. 


Males. 

Females. 

Children. 



Males. 

Females. 

Childran. 

1864: 

iseb—continu&d. 

October  - 
November 
December 

32 
21 
17 

16 
23 
32 

19 

5 

10 

August  ... 
September     - 
October 

26 

39 
78 

44 
44 
31 

7 

5 
11 

November 

43 

16 

11 

1865: 

December 

28 

32 

4 

January  .        -        - 

14 

20 

9 

February 

18 

9 

13 

1866* 

Mardi 

26 

21 

15 

April       .        -        - 
May        .        .        . 

52 

39 

13 

January 

52 

17 

10 

73 

28 

25 

February 

69 

10 

7 

June       ... 

61 

63 

29 

March   - 

102 

31 

10 

July 

51 

42 

22 

April     -        -        - 

102, 

38 

19 

The  Police  have  not  been  appointecl  to  act  as  Assistant  Relieving  Officers  of  Vagrants  in  the  above  Parish. 
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HOLBORN    UNION. 


Number  of  Houseless  Poor  Relieved  at  the  Workhouse  of  the  above  Union  in  each 

Month  since  Ist  October  1864. 


Males. 

Females. 

Children. 

Males. 

Females. 

Children. 

1864: 

1865— ccm/tfitterf. 

October  - 

183 

439 

217 

August    -        -        - 

613 

644 

294 

November 

158 

406 

250 

September 

502 

504 

198 

December 

131 

307 

95 

October   -        -        - 

556 

639 

299 

November 

627 

625 

258 

1865: 

December 

823 

740 

230 

January  -        -        - 

145 

262 

106 

February  -        -        - 

281 

265 

88 

1866: 

March     -        .        - 

620 

476 

171 

April       - 

482 

565 

148 

January  -        -        - 

807 

640 

197 

May        -        -        - 

504 

718 

202 

February  -        -        - 

540 

435 

151 

Jnne        -        -        - 

467 

608 

280 

March     -        -        - 

631 

449 

170 

July 

511 

742 

261 

April       -        -        . 

543 

499 

190 

The  Police  have  not  been  appointed  to  act  as  Assistant  Relieving  OfScers  of  Vagrants  in  the  above  Union. 
N,B. — This  return  does  not  include  the  houseless  poor  relieved  at  lodging-houses. 


ST.    MARY,  ISLINGTON,  PARISH. 

Number  of  Houseless  Poor  Relieved  at  the  Workhouse  of  the  above  Parish  in  each 

Month  since  Ist  October  1864. 


Males. 

Females. 

Children. 

Males. 

Females. 

ChUdien. 

1864: 

1S65— con/tnifeef. 

October  .       -        - 

409 

316 

175 

August    ... 

810 

557 

175 

November 

394 

429 

231 

September 

210 

416 

148 

December 

243 

311 

132 

October  -        -        - 

364 

540 

249 

November 

455 

660 

332 

1865: 

December 

299 

486 

170 

January  -        -        - 

261 

264 

162 

February  -        -        - 

262 

236 

194 

1866: 

March     - 

282 

299 

222 

April       .        -        - 

194 

294 

137 

January  -        -        - 

323 

414 

200 

May        -        -        . 

214 

326 

122 

February  -        -        - 

398 

405 

162 

June        -        •        - 

335 

413 

188 

March     - 

653 

632 

217 

July        -        -        - 

236 

455 

129 

April       -        -        - 

590 

514 

164 

The  Police  hare  not  been  appointed  to  act  as  Assistimt  Relieving  Officers  of  Vagrants  in  the  above  Parish. 


ST.   JAMES^S,  WESTMINSTER,  PARISH. 

Number  of  Houseless  Poor  Relieved  at  the  Workhouse  of  the  above  Parish  in  each 

Month  since  1st  October  1864. 


Males. 

Females. 

Children. 

Males. 

Females. 

Children. 

1864: 

1865— c(m/iiuf«<i. 

* 

October  - 

263 

260 

170 

August    -        •        - 

543 

563 

189 

November 

270 

248 

146 

September 

521 

455 

123 

December 

265 

210 

87 

October  -        -        - 

560 

590 

190 

November 

435 

347 

95 

1865: 

December 

396 

297 

86 

January  .       -       - 

879 

292 

65 

Froruary  -        -        - 

516 

390 

85 

1866: 

Mardk     -        -        - 

590 

582 

153 

^.?   :   :   : 

570 

575 

156 

January  -        -        - 

456 

262 

59 

569 

543 

180 

February- 

455 

289 

65 

June        -        -       . 

542 

483 

182 

Mardi     .        .        - 

505 

283 

53 

July         -        .        . 

557 

567 

166 

April       -        .        - 

412 

350 

82 

The  Police  have  not  been  appointed  to  act  as  Assistant  Relieving  Offieera  of  Vagrants  in  the  above  Parish. 
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ST.  MARY  ABBOTTS,  KENSINGTON,  PARISH. 


NuMBEB  of  Houseless  Poor  Relieved  at  the  Workhouse  of  the  above  Parish 
in  each  Month  since  Ist  October  1864. 


Males. 

Females. 

Children. 

Males. 

Females. 

Children. 

1864: 

ISeb^eontinued, 

October  -        -        - 

255 

299 

109 

August    ... 

379 

241 

77 

November 

201 

246 

94 

September 

813 

327 

161 

December 

132 

206 

63 

October  -        -        - 

449 

467 

198 

November 

297 

286 

122 

1865: 

December 

323 

272 

88 

January  -        -        - 

94 

137 

46 

February 

104 

196 

62 

1866: 

March     -        -        - 

170 

175 

79 

April       -        -        - 

205 

251 

91 

January  -        -        - 

287 

212 

71 

May         -        •        - 

225 

314 

156 

February 

602 

204 

58 

June        .       -        - 

323 

238 

100 

March     - 

693 

355 

114 

July        -        -        - 

312 

278 

69 

April       -        -        - 

588 

472 

81 

The  Police  have  not  been  appointed  to  act  as  Assistant  Relieving  Officers  of  Vagrants  in  the  above  Parish. 


CITY  OF  LONDON  UNION. 


Number  of  Houseless  Poor  Relieved  at  the  Workhouse  of  the  above  Union 
in  each  Month  since  Ist  October  1864. 


Males. 

Females. 

Children. 

Makfl. 

Females. 

Children. 

1864: 

lB6b  ^eoniinued. 

October  - 

400 

227 

94 

August    -        -        - 

279 

187 

102 

November 

370 

189 

79 

September 

233 

168 

96 

December 

255 

167 

67 

October  -        -        - 

321 

227 

145 

November 

183 

141 

106 

1865 : 

December 

200 

175 

90 

January  -        -        - 

204 

106 

32 

February          -        - 

150 

72 

28 

1866 : 

March    - 

147 

106 

25 

• 

April       -        -        . 
May        -        .        . 

252 

196 

60 

January  -        -        - 

138 

103 

54 

161 

192 

49 

February 

127 

67 

38 

June        -        -        - 

221 

167 

69 

March     ... 

210 

129 

67 

July         -        -        - 

306 

244 

95 

April       -        -       - 

214 

157 

88 

Hie  Police  have  been  appointed  to  act  as  Assistant  Relieving  Officers  of  Vagrants  in  the  above  Union. 
Date  of  Appointment,  27  October  1848. 


EAST  LONDON  UNION. 


Number  of  Houseless  Poor  Relieved  at  the  Workhouse  of  the  above  Union 
in  each  Month  since  Ist  October  1864. 


Hales. 

Females. 

Children. 

-MmXmm 

Females. 

Chfldzen. 

1664  s 

October  .        .       - 

108 

34 

4 

August    ... 

123 

91 

44 

November 

66 

44 

5 

September 

75 

76 

6S 

December 

BD 

87 

5 

October  ... 

95 

11 

16 

November 

223 

44 

Z7 

1865: 

Detomber        -       - 

4»9 

285 

&4 

January  .        .        - 

64 

42 

3 

February 

66 

14 

- 

1866: 

Mansu     •       -       - 

86 

89 

■• 

te?  •  ■  * 

May       •       •       - 

79 

74 

2 

January  -       -       - 

m 

252 

4B 

61 

73 

1 

February 

oos 

807 

4S 

June       ... 

54 

56 

1 

March     -        .        - 

1,819 

310 

5S 

July        .       -       - 

76 

i 

55 

4 

April       ... 

1,109 

406 

69 

The  Police  have  not  been  appomted  to  act  aa  Assistant  Relieving  Officers  of  Vagrants  in  the  above  Unkm. 
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WEST    LONDON  UNION. 


NuMBiTR  of  Houseless  Poor  Relieved  at  the  Workhouse  of  the  aboTe  Union 
in  each  Months  since  Ist  October  1864. 


MflIeK 

Femalea. 

Children. 

Kalai; 

Females. 

nhiMmn 

1864: 

lSQ5^conHnued. 

October   .        *       - 

.i_ 

— 

— 

Aagmt    -        -        - 

490 

4 

..« 

Noreoiber 

— 

— 

— 

September 

344 

— 

^-> 

December 

.ii* 

— . 

— 

October- 

M)4 

403 

181 

November 

949 

594 

294 

1865: 

December 

1,557 

623 

291 

Jannarj  -        -        - 

10 

— 

Febmary 

113 

6 

3 

1866: 

Marcb     -        -        - 

103 

11 

— 

April       .        -        - 

178 

26 

— 

Jannary  -        -        - 

1,423 

894 

280 

May        -        .        - 

344 

19 

5 

February  -         .         - 

1,309 

761 

108 

JUOB           -           -           - 

373 

37 

9 

March     - 

i;j6i 

902 

160 

July 

430 

14 

5 

April       -        •        . 

1,106 

713 

163 

Tim  PbliM  btTft  ii«l  h&UL  af  p oiated  te  aet  as  As«ktaat  Relicvins  Offieers  of  Vagra&U  ia  the  abaire  Union. 


ST.  LUKE,  MIDDLESEX,  PAEISH. 


Number  of  Houseless  Poor  Relieved  at  the  Workhouse  of  the  above  Parish 
in  each  Month,  since  the  Ist  October  1864. 


Males. 

Females. 

Children. 

Males. 

Females. 

Children. 

1864: 

ISQb —continued. 

October  - 

235 

170 

132 

August    -        -        - 

367 

344 

171 

November 

>56 

92 

69 

September 

252 

249 

98 

December 

I<M 

60 

56 

October  - 

31B 

273 

119 

November 

169 

194 

91 

1865: 

December 

289 

^        236 

95 

Jaonary  -        -        - 

92 

39 

35 

Febraary 

70 

44 

26 

1866: 

March     -        -        - 

193 

94 

21 

April       -        -        - 
May        .        -        - 

328 

216 

114 

January  -        .         . 

2S2 

202 

56 

348 

'       231 

16® 

February  -        -        - 

726 

365 

166 

Jmi       -        -        - 

313 

223 

101 

March      - 

nb 

409 

171 

Joly        .        ►       - 

510 

263 

n 

April        -        -        - 

590 

649 

274 

ST.  MARGARET  AND  ST.  JOHN,  WESTMINSTER,  PARISH. 


Number  of  Houseless  Poor  Relieved  at  the  Workhouse  of  the  above  Parish 
kt' eaeh  Monihji  since  the  1st  October  1864^ 


Mal^ 

"  Temdiei. 

Chltdirett. 

Mite 

Females. 

ChUdren. 

1864: 

October  -       -       - 

317 

im 

79 

August    -        -        - 

528 

177 

66 

November 

294 

80 

45 

September 

345 

.       203 

75 

December 

238 

57 

2» 

October  • 

398 

201 

ST 

November 

383 

199 

65 

1865: 

December 

436 

174 

48 

JaMary  -        -       . 

SB 

67 

26 

Febnmry-        -        - 

205 

63 

41 

1866 1 

March     -       -       - 

307. 

76 

43 

'     4m 

J  - 

4 

^  :   ;    : 

376 

107 

69 

January 

169 

S» 

.465 

155 

123 

FdMnary 

3S 

132 

43 

Jb^          T           •          - 

«fi 

161 

87 

March     -        -       - 

680 

J       231 

9» 

J«ly       -       -      - 

3X2 

183 

161 

April       -        '       - 

M6 

!:«» 

100 
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ST.  MAKTIN  IN-THE-FIELDS  PARISH. 


Number  of  Houseless  Poor  Relieved  at  the  Workhouse  of  the  above  Parish  in  each 

Month  since  Ist  October  1864. 


Males. 

Females. 

ChUdren. 

Males. 

Females. 

Children. 

1864: 

ISOb^-aantinued. 

October  - 

436 

255 

149 

August    .        .        . 

313 

264 

118 

NoTember 

487 

308 

170 

September 

263 

244 

102 

*Deceiuber 

497 

333 

127 

October  .        -        - 

475 

407 

175 

November 

455 

390 

170 

1866 : 

December 

801 

454 

238 

January  -        .        . 

846 

611 

167 

February 

371 

412 

96 

1866: 

March     -        -        - 

422 

352 

166 

April 

590 

362 

103 

January  -        -       . 

841 

388 

145 

May        ... 

501 

401 

164 

February 

1,122 

380 

125 

June        ... 

414 

288 

141 

March     -        -        - 

1^47 

516 

221 

July        .        -        - 

349 

316 

131 

April       - 

812 

355 

117 

The  Police  have  been  appointed  to  act  as  Assistant  Relieying  Officers  of  Vagrants  in  the  abore  Parish. 
Date  of  Appointment,  26  March  18Q|6. 


ST.  MARYLEBONE  PARISH. 


Number  of  Houseless  Poor  Relieved  at  the  Workhouse  of  the  above  Parish  in  each 

Month  since  1st  October  1864. 


Males. 

Females. 

Children. 

Males. 

Females. 

CbUdrai. 

1864: 

ISQb^continued. 

October  ... 

323 

619 

196 

August    .        «       . 

949 

920 

238 

November 

454 

534 

153 

September 

745 

876 

250 

December 

319 

275 

64 

October  .        -        - 

1^45 

1,644 

390 

November 

1,853 

1,723 

459 

1865: 

December 

2,265 

1,655 

404 

January  -        -        - 

209 

232 

34 

February 

247 

292 

79 

1866: 

• 

March     -        -        - 

361  • 

391 

102 

April       -        -        - 

535 

666 

132 

January  -        -        - 

2,290 

1,203 

225 

May        -        .        - 

545 

672 

186 

February 

1,444 

744 

173 

June        -        -        - 

917 

746 

283 

March     ... 

836 

386 

78 

July         -        •        . 

911 

786 

160 

April       -        -        - 

650 

499 

96 

The  Police  have  been  appointed  to  act  as  Assistant  Relieving  Officers  of  Vagrants  in  the  above  Parish. 
Date  of  Appointment,  21  February  1866. 


MILE-END  OLD  TOWN  PARISH. 


Number  of  Houseless  Poor  Relieved  at  the  Workhouse  of  the  above  Parish  in  each 

Month  since  1st  October  1864. 


Males. 

Females. 

Children. 

Males. 

Females. 

Children. 

1864: 

October  -        .       - 

366 

351 

189 

August    -       •       - 

544 

434 

193 

November 

455 

265 

127 

September 

396 

356 

267 

December 

325 

148 

34 

October  -        -        - 

644 

411 

186 

November        *        • 

789 

315 

106 

1865: 

December 

716 

291 

84 

January  .        -       - 

321 

118 

32 

Febmary 

355 

126 

34 

1866: 

March     •        •        - 

452 

161 

66 

AprU       -        .        - 

361 

S19 

101 

January  -       -       - 

757 

210 

59 

May        -       -       - 

302 

236 

58 

February 

723 

180 

89 

Jane       .        •       . 

335 

287 

71 

March     -       -       . 

600 

84 

59 

July        -       -       - 

409 

390 

127 

April       -       -       - 

620 

160 

66 

The  PoUoe  have  been  appointed  to  act  as  Assistant  Relieving  Ofllcers  of  Tagranta  in  tiie  above  Parish. 
Date  of  Appointment,  26  February  1866. 
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PADDINGTON  PAEISH. 


Number  of  Houseless  Poor  Eelieved  at  the  Workhouse  of  the  above  Parish  in  each 

Month  since  1st  October  1864. 


Males. 

Females. 

Children. 

Males. 

Females. 

ChfldroL 

1S64: 

October  - 

_ 

.. 

..^ 

Angnat    -        -        - 

272 

101 

30 

NoTember 

mm^ 

.. 

.. 

September 

308 

125 

47 

December 

20 

4 

2 

October  -        -        - 

227 

123 

63 

NoTember 

178 

63 

99 

1865: 

217 

98 

48 

January  -        -       - 

169 

16 

8 

February 

263 

22 

11 

1866: 

March     ... 

287 

14 

12 

tLf  :   :   : 

459 

81 

41 

January  -        -        - 

160 

45 

9 

887 

108 

61 

February .        -        - 

177 

53 

16 

June        -        .       - 

340 

137 

59 

March     - 

251 

81 

41 

J«ly        .       .       . 

351 

141 

44 

April       -        .        - 

198 

70 

34 

The  Folice  have  not  been  appointed  to  act  as  Assistant  RelieTing  Officers  of  Vagrants  in  the  above  Parish. 


ST.  PANGEAS  PARISH. 


Number  of  Houseless  Poor  Relieved  at  the  Workhouse  of  the  above  Parish  in  eacfr 

Month  since  Ist  October  1864. 


Males. 

Females. 

Males. 

Females. 

Children. 

1864: 

1865— •c(m/tntfe<f. 

October  ... 

207 

142 

52 

August    - 

420 

253 

94 

November 

221 

56 

23 

September 

296 

189 

65 

December 

302 

52 

20 

October  .        -        - 

366 

252 

106 

November 

510 

246 

98 

1865: 

December 

515 

174 

93 

January  .        -        - 

292 

46 

24 

Febmary 

298 

45 

34 

1866: 

March     - 

847 

69 

53 

April       - 

205 

74 

40 

January  -        •        . 

653 

167 

6^ 

May        .        .        . 

313 

103 

41 

February 

993 

219 

56 

June       -        -       - 

368 

143 

85 

March     -        -        - 

692 

106 

27 

July        .        -        - 

342 

184 

43 

April       .        -        . 

616 

179 

56 

The  Police  havo  been  appointed  to  act  as  Asustant  Relieving  Officers  of  Vagrants  in  the  abore  Parish. 
Date  of  Appomtmenty  6  March  1866. 


POPLAR  UNION. 


Number  of  Houseless  Poor  Relieved  at  the  Workhouse  of  the  above  Union  in  each 

Month  since  1st  October  1864. 


Males. 

Females. 

Children. 

Males. 

Females. 

Children. 

1864: 

October  -       -       - 

513 

136 

02 

August    -        -        - 

1,456 

515 

134 

NoTomber 

336 

98 

80 

September 

1,241 

442 

141 

December 

219 

59 

20 

October  - 

1,568 

636 

136 

November 

1,261 

435 

187 

1865: 

December 

476 

84 

21 

January  -        -        . 

364 

55 

23 

February 

668 

99 

34 

1866: 

Mardi     -        -       - 

849 

154 

02 

^  :   :   : 

1,066 

277 

94 

January  ... 

427 

48 

17 

1,157 

451 

97 

February 

475 

56 

29 

June        .        -        . 

1,262 

361 

67 

March     .        .        - 

583 

69 

20 

July        -       .        - 

1,397 

479 

116 

AprU       -        -        . 

437 

105 

25 

The  Police  have  been  appointed  to  act  as  Assistant  Reliefing  Offioen  of  Vagrants  in  the  above  Union. 
Date  of  Appointment^  1  December  1865. 
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NUMBBR   OF   HOU8ELBS6    POOR   RBUEVRD   AT   TH£   SBYBRAL 


ST.  LEONARD,  SHOREDITCH,  PARISH. 


Number  of  Houseless  Poor  Relieved  at  the  Workhouse  of  the  above  Parish 
in  each  Month  since  Ist  October  1864. 


Males. 

Femalea. 

Children. 

Malea. 

Females. 

Children. 

1864: 

October  -        -        - 

198 

144 

90 

Auguat    -        .        - 

854 

542 

260 

XoTember 

265 

139 

105 

September 

623 

487 

200 

December 

328 

156 

158 

October   - 

872 

450 

253 

November 

462 

259 

129 

1865: 

December 

450 

261 

105 

Janaary   -        -        - 

198 

42 

65 

February 

224 

23 

20 

1866: 

March      - 

217 

36 

33 

April       - 

328 

118 

91 

Janaary  ... 

487 

208 

77 

May         -        .        - 

425 

205 

147 

February 

595 

189 

148 

June        .        -        - 

604 

348 

150 

March      -        -        . 

688 

139 

87 

July 

691 

477 

193 

April       .        -        . 

395 

182 

76 

The  Police  haye  been  appointed  to  act  as  Assistant  Keliering  Officers  of  Vagrants  in  the  above  Parish. 
Date  of  Appobitment,  21  March  1866. 


STEPNEY    UNION. 


Number  of  Houseless  Poor  Relieved  at  the  Workhouse  of  the  above  Union 
in  each  Month  since  Ist  October  1864. 


Males. 

Females. 

Children. 

Males. 

Females. 

Childieo. 

1864: 

October  - 

272 

88 

53 

August     - 

470 

126 

77 

NoTomber 

417 

69 

82 

September 

404 

180 

54 

December 

344 

34 

20 

October  -        .       - 

862 

238 

79 

NoTember 

1,172 

252 

120 

1865: 

December 

1,049 

234 

60 

January  -        .        . 

349 

16 

15 

February 

402 

20 

12 

1866: 

March     .        .        - 

429 

28 

16 

April       -        .        - 

462 

88 

43 

January  .        .        - 

768 

272 

72 

May         ... 

415 

103 

36 

February 

552 

268 

98 

June        -        .        - 

396 

91 

37 

March     -        -        • 

,     643 

222 

99 

July 

415 

121 

69 

April       ... 

442 

191 

72 

The  Police  have  not  been  appointed  to  act  as  Assistant  Reliering  Officers  of  Vagrants  in  the  abore  Union. 


STRAND    UNION. 


Number  of  Houseless  Poor  Relieved  at  the  Workhouse  of  the  above  Union 
in  each  Month  since  1st  October  1864. 


1864: 

October  - 
November 
December 

1865: 

January   - 

February 

March      - 

April 

May 

June 

July 


Males. 


251 
250 
117 


166 
90 
872 
602 
503 
618 
637 


Females. 

Chfldieo. 

139 

87 

85 

44 

80 

13 

25 

20 

27 

4 

64 

24 

109 

33 

179 

86 

138 

76 

180 

65 

1865— eon^uMi. 

August  • 
September 
October  - 
November 
December 


1866: 


January  - 
February 
March     - 
April 


Males. 


770 
568 
791 
710 
791 


681 
662 
814 
835 


Females. 

Cblldien. 

232 

84 

180 

52 

250 

143 

201 

79 

175 

72 

179 

41 

215 

42 

233 

63 

258 

91 

The  Police  have  been  appointed  to  act  as  Assistant  Relieving  Officers  of  VagEsati  in  tlis  abofe  Union. 
Date  of  Appointment,  November  1864. 
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WHITECHAPEL  UNION. 


Number  of  Houseless  Poor  relieved  at  the  Workhouse  of  the  above  Union  in  each 

Month  since  let  October  1864. 


1864: 

October  - 
NoTcnibcr 
December 

1865: 

January  - 

February - 

Mtrdi     - 

April 

May 

June 

July 


Males. 


638 
519 
427 


456 
459 
422 
674 
754 
688 
705 


Females. 


459 
367 
318 


319 
254 
370 
559 
601 
579 
587 


Children. 


189 
141 
106 


127 
71 
106 
162 
229 
251 
220 


1865— eeiiitiitie<f. 

AngoBt  - 
September 
October  - 
November 
December 


1866 1 


January  - 
February 
March     • 
April 


691 
624 

817 
544 

548 


528 
542 
767 
754 


Females. 


606 
578 
632 
497 
423 


279 
190 
246 
410 


Children. 


215 
219 
286 
204 
117 


99 

80 

74 

155 


It  has  been  resoWed  that  the  Police  shall  be  appointed  to  act  as  Assistant  ReUering  Officers  of  Vagrants  in  the  above 
Union,  and  the  negotiations  are  now  pending,  and  not  complete. 


GREENWICH  UNION. 


Number  of  Houseless  Poor  reKeved  at  the  Workhouse  of  the  above  Union  in  each 

Month  since  Ist  October  1864. 


Males. 

Females. 

ChUdren. 

Males. 

Females. 

Children. 

1864: 

October  - 

576 

181 

120 

August   -        .        • 

658 

398 

214 

rforember        •        - 

434 

144 

69 

September 

406 

.179 

98 

December 

307 

99 

77 

October  - 

644 

356 

207 

November 

448 

207 

107 

1865 : 

December 

381 

190 

87 

January  -        -        . 

303 

93 

90 

February .        -        - 

308 

72 

50 

1866: 

March     -        -        - 

406 

98 

67 

X    ■•    ■•    •• 

500 

187 

122 

January  -        -        - 

441 

172 

95 

510 

246 

143 

February - 

515 

152 

100 

June       -       -        - 

462 

260 

153 

March     -        . 

586 

152 

126 

July        -       -        . 

489 

344 

180 

Aprfl       -        -        . 

586 

235 

118 

The  Polioe  have  been  appointed  to  act  as  Assistant  Relieving  Officers  of  Vagrants  in  the  above  Union. 
Date  of  Appointment,  16  April  1866. 


LEWISHAM  UNION. 


Number  of  Houseless  Poor  relieved  at  the  Workhouse  of  the  above  Union  in  each 

Month  since  let  October  1864. 


Males. 

Females. 

ChUdren. 

Malet. 

Females. 

Children. 

1864: 

lS65^e9Htiwued. 

October  - 

-  none  - 

-  none  - 

-  none. 

August    -        .        . 

33 

54 

47 

November 

-  none  - 

-  none  - 

-  none. 

September 

20 

12 

10 

December 

3 

6 

3 

October  -        -        . 

71 

24 

18 

November 

72 

31 

22 

1865: 

32 

22 

10 

January   -        -        - 

9 

14 

7 

February - 

16 

4 

4 

1866: 

Mareh     -        -        - 

28 

8 

6 

April       - 

32 

6 

10 

January  -        -        - 

66 

8 

3 

May        .        .        - 

27 

20 

11 

February-        -        - 

78 

15 

10 

June        -       .       - 

fiO 

10 

8 

March      -        -        • 

151 

28 

7 

July        -        .        - 

26 

16 

14 

April       . 

124 

64 

41 

The  Police  have  not  been  appointed  to  act  as  Assistant  Relieving  Officers  of  Vagrants  fai  the  above  Union. 
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NUMBER   OP   HOUSELESS    POOR   RELIEVED   AT  THE   SEVERAL 


BERMONDSEY,  SURREY,  PARISH. 


Number  of  Houseless  Poor  Relieved  at  the  Workhouse  of  the  above  Parish 
in  each  Month  since  Ist  October  1864. 


Males. 

Females. 

Children. 

Males. 

Females. 

Children. 

1864: 

ISeb^conHnued. 

October  - 

360 

270 

95 

August    -        -        - 

317 

253 

122 

NoTember 

306 

194 

81 

September 

304 

225 

130 

December 

264 

165 

74 

October  - 

315 

263 

189 

* 

November 

330 

271 

165 

1865: 

December 

861 

348 

149 

January  - 

219 

158 

140 

February 

162 

128 

97 

1866: 

March     .        .        . 

216 

160 

142 

April       -        .        - 
May        -        .        . 

312 

197 

105 

January  -        -        - 

364 

374 

147 

281 

229 

119 

February 

221 

222 

113 

June       ... 

286 

247 

86 

March     .        -        . 

ld6 

104 

39 

July        -        -        . 

.267 

263 

114 

April       -        .        - 

202 

144 

40 

The  Police  have  been  appointed  to  act  as  Assistant  Relieving  OfScers  of  Vagrants  in  the  above  Parish. 
Date  of  Appointment,  10  Feb.  1866. 


CAMBERWELL  PARISH. 


Number  of  Houseless  Poor  Relieved  at  the  Workhouse  of  the  above  Parish 
in  each  Month  since  Ist  October  1864. 


Males. 

Females. 

ChUdren. 

Males. 

Females. 

ChUdren. 

1864: 

1865— coii/tiiKeii. 

October  .       -       ,. 

346 

165 

51 

August    - 

576 

319 

135 

November 

331 

87 

17 

September 

447 

158 

68 

December 

239 

92 

22 

October  ... 

503 

316 

112 

November 

835 

220 

47 

1866: 

December 

259 

211 

54 

January  -        -        . 

no 

42 

19 

February 

107 

26 

9 

1866: 

March     -     .-        . 

235 

72 

19 

April       .       -        - 

437 

128 

33 

January  -        .        - 

447 

278 

28 

May        .        -        . 

609 

254 

91 

February  -        .        - 

889 

236 

25 

June        -       .        - 

440 

180 

85 

March      - 

475 

208 

44 

July        .       -        . 

430 

228 

78 

April        .        -        - 

740 

329 

46 

The  Police  have  not  been  appointed  to  act  as  Asnstant  Relieving  Officers  of  Vagrants  in  the  above  Pariah. 


ST.  GEORGE-THE-MARTYR,  SOUTHWARK,  PARISH. 


Number  of  Houseless  Poor  Relieved  at  the  Workhouse  of  the  above  Parish 
in  each  Month  since  Ist  October  1864. 


Males. 

Females. 

Children. 

Males. 

Females. 

Children. 

1864: 

1866— cofi/mt(e(2. 

October  -       .        . 

872 

701 

248 

August    -        .        - 

291 

327 

189 

November 

651 

597 

339 

September 

248 

297 

175 

December 

394 

621 

243 

October  -        -        . 

427 

826 

179 

November 

288 

349 

119 

1866: 

December 

324 

372 

194 

January  -        -        . 

260 

534 

189 

February 

806 

526 

167 

1866: 

March     ... 

555 

904 

324 

April       ... 

633 

795 

435 

January  •        .        • 

342 

280 

137 

May 

648 

1,038 

617 

February 

866 

308 

94 

June       ... 

941 

1,460 

435 

March     ... 

349 

347 

100 

July        .        -        - 

279 

352 

147 

April       .        .        - 

305 

315 

67 

The  Polioe  have  not  been  appointed  to  act  as  Assistant  Relieving  Officers  of  Vagrants  in  the  above  Parialu 
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LAMBETH  PARISH. 


Number  of  Houseless  Poor  Relieved  at  the  Workhouse  of  the  above  Parish  in  each 

Month  since  Ist  October  1864, 


Males. 

Femaleg. 

Children. 

Males. 

Females. 

Children. 

1864: 

' 

October  -        -        - 

382 

505 

186 

Ang^nst    -        -        - 

922 

794 

326 

November 

385 

413 

185 

September 

592 

508 

205 

December 

292 

263 

121 

October  - 

924 

999 

366 

November 

1,120 

939 

434 

1865: 

December 

1,222 

599 

242 

Janotry  '^- 

314 

147 

78 

Vebratty 

603 

235 

90 

1866 : 

March     -        -       - 

754 

264 

129 

tt^  :    :    : 

846 

449 

124 

January  -        -        - 

1,742 

720 

221 

741 

579 

232 

February 

799 

214 

89 

June       -       .       - 

956 

810 

283 

March     -        -        - 

683 

132 

61 

July         -       .       - 

792 

775 

292 

AprU       -        .        - 

549 

192 

70 

The  Police  have  been  appointed  to  act  as  Assistant  Relieving  Officers  of  Vagrants  in  the  above  Parish. 
Date  of  Appointment,  23  January  1866. 


ST.  MARY,  NEWINGTON,  PARISH. 


Number  of  Houseless  Poor  Relieved  at  the  Workhouse  of  the  above  Parish  in  each 

Month  since  Ist  October  1864. 


Males. 

Females. 

ChUdren. 

Males. 

Females. 

Children. 

1864: 

1865— eofi/if»«e(t 

October  -        -       - 

94 

58 

26 

August    - 

160 

88 

38 

November 

68 

23 

16 

112 

53 

22 

December 

66 

28 

19 

October  -        -        - 

104 

53 

24 

November 

68 

39 

12 

1865: 

December 

89 

39 

8 

January  -        .       . 

41 

25 

9 

February 

30 

22 

14 

1866: 

March     -        -       - 

42 

16 

11 

April       .        .        - 

99 

39 

15 

January  ... 

57 

24 

5 

May        -        -        - 

99 

35 

18 

February  -        -        - 

156 

41 

6 

June        -        -       - 

116 

51 

20 

March      -        -        - 

316 

65 

13 

July        -        -        . 

130 

76 

23 

April 

266 

111 

22 

The  Police  have  been  appointed  to  act  as  Assistant  Relieving  Officers  of  Vagrants  in  the  above  Parish. 
Date  of  Appointment,  3  May  1866. 


ST.  OLAVE'S  PARISH. 


Number  of  Houseless  Poor  Relieved  at  the  Workhouse  of  the  above  Parish  in  each 

Month  since  1st  October  1864. 


Males. 

Females. 

Children. 

Males. 

Females. 

Children. 

1864: 

ISe^-^continued. 

• 

October  -        -       - 

6 

109 

19 

August    -        -       . 

15 

265 

113 

November 

42 

81 

42 

September 

8 

248 

111 

December 

86 

48 

14 

October    .        .        - 

16 

236 

129 

November 

18 

117 

72 

1865: 

December 

166 

191 

80 

January  -        .        - 

14 

60 

19 

February - 

30 

51 

31 

1866: 

March     -        .       . 

73 

48 

42 

April       -        -        . 
Way        .        -        . 

191 

177 

65 

January  ... 

210 

137 

41 

87 

184 

87 

February 

546 

213 

leo 

June       -        -        - 

19 

153 

74 

March     .        .       - 

231 

141 

67 

July        -        -        - 

9 

312 

88 

April       .        .        - 

110 

161 

48 

The  Police  have  been  appohited  to  act  as  Assistant  ReKeving  Officers  of  Vagrants  in  the  above  Parish. 
Date  of  Appointment,  28  February  1866. 
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KOTHERHITHE    PARISH. 


Number  of  Houseless  Poor  Relieved  at  the  Workhouse  of  the  above  Parish  in  each 

Month  since  Ist  October  1864. 


Males. 

Females* 

Children. 

Males. 

Females. 

Children. 

1864: 

October  ... 

87 

54 

30 

August    -        -        - 

96 

169 

77 

Norember 

69 

34 

16 

September 

77 

132 

62 

December 

74 

32 

29 

October  - 

95 

157 

69 

NoTember 

40 

73 

24 

1865: 

December 

28 

63 

18 

Jannary  -       -       • 

73 

49 

31 

February 

94 

50 

33 

1866 : 

March     .        -        - 

84 

69 

33 

X'  :   :   : 

88 

62 

36 

Jannary  -       -        - 

34 

58 

14 

76 

106 

38 

February 

62 

65 

25 

June        -        -        - 

63 

112 

35 

March     -        -        . 

106 

45 

23 

Jnly         .        -        . 

72 

137 

53 

April       -        - 

125 

120 

46 

The  Police  have  not  been  appointed  to  act  as  Anittsnt  ReUeviiig  OffiMvs  oi  Vagrants  in  the  abofe  Parish ;  but  it  is 
the  intention  of  the  Board  to  do  so. 


ST.   SAVIOUR'S  UKION. 


Number  of  Houseless  Poor  Relieved  at  the  Workhouse  of  the  above  Union  in  each 

Month  since  Ist  October  1864. 


Males. 

Females. 

Children. 

Males. 

Females. 

Chfldren. 

1864: 

1865-e(m^tmi«f. 

October  • 

504 

276 

81 

August    - 

413 

348 

74 

NoTember 

466 

241 

81 

September 

443 

382 

122 

December 

294 

228 

76 

October  - 

365 

318 

74 

November        -        • 

313 

245 

72 

1865: 

December 

182 

128 

16 

Jannary  -        -        . 

182 

199 

54 

February 

305 

178 

35 

1866: 

March     -       -       - 

238 

248 

58 

April       .        .        - 

288 

307 

60 

January  -        -        - 

274 

10 

4 

May        -        .       . 

SIO 

490 

122 

February 

277 

0 

4 

June        -       .        . 

454 

404 

96 

Blarck     ... 

224 

48 

32 

Jnly        -        -        - 

408 

384 

102 

April       -        -        . 

241 

116 

27 

WANDSWORTH  AND  CLAPHAM  UNION. 


Number  of  Houseless  Poor  relieved  at  the  Woiiiiouse  of  the  above  Union  in  each 

Month  since  Ist  October  1864. 


Males. 

Females. 

Children. 

Males. 

Females. 

Childien. 

1864: 

1865— con^tif^ 

October  - 

267 

636 

216 

August  .        .        - 

451 

1,107 

221 

November 

348 

747 

126 

September 

268 

415 

196 

December 

356 

636 

114 

October 

558 

918 

323 

November 

475 

1,091 

311 

1865: 

December      - 

369 

951 

248 

January  - 

420 

680 

104 

February 

306 

572 

103 

1866: 

March     -        -        - 

437 

772 

188 

Apjftt 

May         -        -        . 

537 

024 

193 

January 

663 

1,116 

283 

643 

1,063 

303 

February 

717 

682 

278 

June        -        -       - 

581 

798 

266 

March   -        -        . 

278 

118 

35 

July         .        -        . 

461 

838 

152 

April     - 

284 

165 

71 

The  Police  have  been  appointed  to  act  as  Assistant  Relieving  Officers  of  Vagrants  in  the  above  Union. 
Date  of  Appointment,  26  February  1866. 
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METROPOLITAN  WORKHOUSE  INFIRMARIES,  &c. 


RETURN  to  an  Order  of  the  Honourable  The  House  of  Commons, 
dated  26  June  1866  \—Jor^ 

COPY  **  of  the  Rbpokt  of  Dr.  Edward  Smith,  ll.  b.,  f.  r,  s..  Poor  Law 
Inspector  and  Medical  Officer  to  the  Poor  Law  Board,  on  the 
Metro POLiTAN  Wokkhousb  Infirmakies  and  Sick  Wards." 


Poor  Law  Board,  1  ENFIELD, 

26  June  1866.     J  Secrerary. 


REPORT  of  Dr.  Edward  Smith,  ll.b.,  f.r.s.,  Medical  Officer  to  the  Poor 
Law  Board,  and  Poor  Law  Inspector,  on  the  Metropolitan  Workhouse 
Infirmaries  and  Sick  Wards. 


My,  Lords  and  Gentlemen,  19  June  1866. 

In  your  letter  of  the  3d  April  1866,  Mr.  Farnall  and  myself  were  instructed 
to  make  a  careful  inspection  of  the  infirmary  wards  of  the  several  metropolitan 
workhouses,  and  to  inquire  into  the  existing  arrangements  for  the  care  of  the 
sick.  Our  attention  was  specially  directed  to  the  adequacy  of  the  accommoda* 
tion  provided  in  respect  of  the  size  and  ventilation  and  suitableness  of  the 
wards  and  their  beds  and  bedding,  and  other  furniture  ;  to  the  sufficiency  of 
the  arrangements  for  the  supply  of  medical  attendance  and  medicines;  and  to 
the  provision  for  the  nursing  and  care  of  the  sick.  We  were  also  requested  to 
suggest  such  alterations  as  might  appear  to  us  advisable  in  the  present  system, 
and  the  arrangements  of  each  workhouse,  in  order  to  secure  satisfactory  treat- 
ment and  care  for  the  sick  poor  of  the  metropolis. 

I  have  now  the  honour  to  state  that  we  completed  the  inspection  of  those 
workhouses  on  the  1st  June  1866,  and  to  report  the  result  of  such  inspection 
and  inquiry. 

The  course  pursued  by  us  in  conducting  the  inquiry,  was  to  visit  the  various  j^^jg  of  conduct- 
workhouses  during  the  daytime  vnthout  giving  notice  of  our  intention  to  do  ing  the  luquiiy. 
80  ;  and  in  nearly  all  cases  we  were  accompanied  by  the  master  and  medical 
officer.     We  were  also  accompanied  by  a  gentleman  who  measured  the  wards, 
except  those  at  Lambeth,  and  made  the  various  calculations  upon  which  the 
tables  are  founded. 

As  our  investigations  were  restricted  to  the  arrangements  for  the  sick,  the 
first  duty  was  to  arrive  at  a  conclusion  as  to  the  persons  who  should  be  regarded 
as  of  that  class. 

The  classes  of  inmates  in  a  workhouse  are  the  able-bodied,  the  aged  and 
infirm,  imbeciles,  and  children ;  and  such  of  them  are  accounted  sick  as  have 
been  placed  upon  the  medical  relief  book  by  the  medical  officer.  Ail  the  cases 
which  were  found  in  the  detached  infirmaries,  or  in  separate  sick  wards,  were 
clearly  of  that  class,  but  those  by  no  means  comprehended  the  whole ;  and  it 
became  necessary  to  extend  our  inquiries  to  the  wards  of  the  aged  and  infirm, 
and  lunatics,  and  in  some  instances  even  to  the  wards  of  the  children.  The 
aged  and  infirm  were  not  as  a  body  classed  as  sick,  but  many  of  them  being 
bedridden,  or  afflicted  vnth  temporary  increase  of  some  special  disorder,  as, 
for  example,  bronchitis,  were  permanently  or  temporarily  so  regarded,  and 
were  treated  in  their  own  wards. 

In  some  workhouses  the  lunatics  and  imbeciles  were  warded  separately  from 
the  general  inmates,  whilst  in  others  they  were  placed  in  the  general  wards ; 
and  the  medical  officer,  at  his  own  discretion,  in  one  workhouse,  considered  them 
all  as  sick,  and  in  another,  regarded  only  such  of  them  as  sick  as  were  suffering 
from  bodily  disease.  In  some  the  sick  cases  were  treated  in  their  own  ordinary 
wards,  whilst  in  others  they  were  removed  to  the  infirmary,  or  to  the  proper 
sick  wards. 
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Mode  of  conduct-  The  children,  except  in  two  or  three  workhouses,  were  placed  in  schools 
ing  the  inquiry.  apart  from  the  workhouse  ;  hut  all  under  a  given  age  (two  years  in  one  work- 
house, and  four  years  in  another),  as  well  as  those  who  were  in  transitu  to  the 
schools  or  were  sick,  were  retained  in  the  workhouse ;  and  the  sick  cases  were 
in  one  workhouse  treated  in  the  general  nursery,  in  another  in  the  sick  nursery, 
and  in  a  third  in  the  infirmary  or  sick  wards. 

Hence  it  was  evident  that,  in  the  discharge  of  our  duty  we  must  inspect 
other  wards  than  those  of  the  infirmary  and  the  purely  sick  wards. 
•  The  next  question  was,  as  to  where  a  liue  could  be  drawn  at  which  our 
inspection  might  stop,  so  as  not  to  include  the  whole  estabhshment ;  and  as  it 
was  impossible  for  us  to  determine  this  for  ourselves,  we  arrived  at  the  conclu- 
sion to  regard  all  cases  as  sick  who  were  upon  the  Medical  Relief  Book,  to 
visit  the  wards  where  th^y  were  placed,  and  to  submit  to  the  diversity  in  the 
decisions  of  the  medical  oflSicers  which  have  been  already  referred  to. 

But  two  circumstances  required  our  further  consideration.  Whenever  in  the 
opinion  of  the  medical  officer  any  person  required  extra  diet  his  name  was 
placed  upon  the  Relief  Book  whether  the  diet  were  required  simply  on  the 
ground  of  inability  to  masticate,  or  other  infirmity  of  old  age,  or  from  distinct 
bodily  disease ;  and  as  five-sixths  of  all  the  adults  in  the  workhouse  belonged  to 
the  class  of  aged  and  infirm,  we  learnt  that  the  Medical  Relief  list  was  rather 
indicative  of  the  persons  receiving  extra  diet,  than  of  a  defined  class  of  sick 
persons.  Hence,  if  on  entering  a  ward  of  the  aged  and  infirm,  containing, 
perhaps,  20  to  30  persons,  not  more  than  two  or  three  of  them  were  taking 
medicine,  we  did  not  regard  it  as  an  infirmary  ward ;  but  where  a  larger  pro- 
portion, or  the  majority  of  the  inmates  were  bedridden,  or  otherwise  ill,  we 
included  the  ward  in  our  investigation. 

Hence  it  soon  became  evident  that  the  class,  the  arrangements  for  whose 
care  it  was  our  special  duty  to  investigate,  was  not  so  well  defined  as  at  first 
appeared  probable. 

It  was  also  important  to  determine  the  exact  scope  of  our  inquiries,  so  as  to 
render  our  investigations  in  the  different  workhouses  as  nearly  uniform  as 
possible.  The  duties  which  had  been  confided  to  us  were  such  as  ordinarily 
devolve  upon  Poor  Law  Inspectors,  and  precisely  such  as  would  be  performed 
by  a  medical  man,  who  is  at  the  same  time  an  inspector.  But  the  inspector, 
in  making  his  ordinary  inspections,  not  only  has  regard  to  the  general  fitness  of 
the  various  parts,  and  of  the  arrangements  of  the  workhouse,  for  the  purposes 
to  which  they  are  devoted,  but  inquires  into  the  condition  of  each  sick 
person,  and  invites  the  inmates  to  make  complaints  on  any  matter  which 
injuriously  affects  them.  This  attention  to  the  individual  cases  appeared  to  be 
the  duty  of  the  Metropolitan  Inspector,  Mr.  Famall,  in  his  periodical  visits, 
whilst  on  the  present  occasion  our  duty  seemed  rather  to  be  to  determine, 
with  great  care  and  minuteness,  the  fitness  of  the  workhouse  and  its  organiza- 
tion and  arrangements,  for  the  care  of  the  sick  generally. 

In  pursuing  our  inquiry,  we  entered  into  and  carefully  inspected  every  part 
of  the  wards  where  the  sick  were  found,  and  made  notes  of  our  observations, 
and  of  the  answers  of  the  nurses  and  other  officials  to  our  questions.  We  also 
examined  the  corridors,  water  closets,  lavatories,  and  bath  rooms  adjoining 
those  wards,  and  noted  the  general  arrangements  of  the  buildings,  and  the  size 
and  position  of  the  yards ;  and  at  the  end  of  each  day's  inspection,  I  detailed 
the  information  which  I  had  gained,  with  the  suggestions  which  I  had  to  offer 
for  the  improvement  of  the  workhouse,  in  special  reports,  which  will  be  found 
in  the  Appendix. 

Moreover,  as  the  necessity  for  improved  ventilation  was  at  all  times  a  subject 
of  conversation,  the  alterations  which  were  required  to  effect  it,  as  well  as 
the  existing  defects  in  furniture  and  general  arrangements,  were  usually  pointed 
out  by  us,  and  often  noted  by  the  master  for  his  guidance. 

After  the  inspection  had  been  completed  we  conferred  with  the  medical 
officer  alone  upon  the  nursing  and  medical  care  of  the  inmates,  and  the  general 
sanitary  arrangements  of  the  workhouse. 

In  preparing  the  report  upon  each  workhouse,  I  have  considered  the  following 
subjects  in  their  order,  viz. :  the  classes  of  siok,  number  of  inmates,  general 
accolnmodation  apart  from  the  wards,  the  size  and  general  character  of  the 
wards,  the  beds,  bedding,  furniture  and  utensils ;  cleanliness,  ventilation,  nnrsiag 
and  medical  attendance ;  and  have  made  such  recommendations  on  each  as  the 
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cage  required.  In  tlus  general  report  I  purpose  to  give  a  summary  of  the  whole  Mode  of  conduct- 
results  in  the  same  order,  and  to  treat  the  subject  under  three  headsy  riz. :  »ng  tbe  inquiry. 

Part    I.— Details  of  thb  Inspection. 

Part  IL— Gbnbral  Revikw  and  Suggestions. 

Part  III. — Government  and  Supervision  of  the  Workhouses. 


PART  L— DETAILS  OF  THE  INSPECTION. 
Site- 


We  have  iaepeeted  4tt  wojckhouses 
foikmiug  order,  viz. : 

1  LMobeth      .•-.,-- 

2  St.  Saviour's         .        -        -        - 

3  Bermondsey  -        -        -        . 

4  St  Olave 

5  St.  G^orge-the-Martyr 

ft  Chpeeiwrien   -        -        -        -        - 

7  St.  Marylebone    -        -        - 

8  St  Giles  and  St  George,  Blooms- 

bury. 

9  St  Martin-iih4h€-Field» 

10  TheStEMd 

11  Holborft 

12  Clerkenwell^  St  James 

13  Shoreditch,  St.  Leonard 

14  WhitecBapel  -        -        -        - 

15  MilaEad,  Old  Town   - 

16  Ci*yofLo»4m    -       *       .        - 

17  Stepney       -        -        -        -        - 

18  Poplar 

19  St  Margaret  and  St  John,  West- 

minster. 

20  St.  Jamee,  Westminster 

21  St  Mary  Abbott,  Kensington 

22  St  Margaret,  Westminster   - 

23  St..  Gkerge,  Hanover-square - 

24  Hackney      -        -        -        -        - 

25  East  London        -        .        .        - 

26  Islington 

27  Chelsea        .        -        •        -        - 

28  St  George^  Hanover-sqmare 

29  Fulham        -        -        -        -        - 

30  St  George-in-the  East- 

31  Rotherhithe,  St.  Mary  - 

32  Paddington  -        •        -        -         - 

33  St^Pancras 

34  Bethnal  Ghrean     -        •        •        - 

35  Camberwell,  St  Gilep 

36  St  Luke,  Middlesex     -        -        - 

37  St.  Mary,  Newington   -        -        - 

38  Wandsworth  and  Clapham    - 

39  Hampstead  -        -        -        -        - 

40  West  London,  Homsey 


in  the  Metropolitan  District,  in  the 


Princes-road,  Lambeth. 
Christohurch,  Southwark. 
Russell  Street,  Bermondsey. 
Parish-street,  Southwark. 
Mint-street,  Southwark. 
Greenwich. 

Ncttrthumberlaad-street 
Vinegar-yard,  St  Giles. 

Castle -street,  Leieester^square. 
Cleveland-street,  Fitzroy-square. 
Gray's  Inn-lane,  HolbOTu. 
Farringdon-road>  Clerkeuwell. 
Elingsland-road. 
Charles-street,  Whitechapel. 
Mile  End,  Old  Town. 
Bow-road,  Mik  End. 
Bromley. 

High-street,  Poplar. 
Petty  France,  Westminster. 

Poland-street,  Oxford-street 

Kensington. 

Kensington, 

Mount-street,  Grosvenor-square. 

St.  John,  Hackney. 

Homerton. 

Liverpool-road,  Islington. 

St  Luke,  Chelsea. 

Brompton. 

Fulham. 

Charles-street,  Old  Gravel-lane. 

Deptford  Lower-road,  Rotherhithe. 

Paodington. 

King's  lload,  St  Fancras-road. 

Bonner's  Hall  Field,  Bethnal  Green. 

St  Giles,  CamberwelL 

City-road. 

Walworth. 

Battersea. 

Hampstead. 

Meeting  House-lane,  E^onton. 


Parti. 

Details  or  tub 

Ikspection. 

Site. 

Workhonses 
viBited. 


The  following  occupy  suburban  sites,,  and  are  built  upon  suflSciently  large  idots  Suburban. 
of  land,  viz. :  Mile  End,  City  (rf  London^  Stepney,  Kensington,  St.  Margaret's  at 
Kensington,  East  London,  St,  George^s  at  Brompton,  Fulham,  Rotherhithe, 
Paddington,  Bethnal  Green,  Hackney,  Camberwell,  St.  Mary  Newington,  Wands- 
worth and  Clapham,  and  West  London.  St.  Pancras  may  also  be  added  to  tins 
list,  if  not  on  account  of  its  suburban  site,  on  that  of  its  large  plot  of  land. 

The  following  are  surrounded  by  buildings,  have  little  or  no  spare  land,  and  Urban, 
are  situate  ija  urban  positions,  via. :  Lambeth,  St.  George-the-Martyr,  Clerken- 
well,  St.  Margaret's  Westminster,  Islington,  St.  Saviour's,  Bermondsey,  St 
Olave,  Marylebone,  St.  Giles',  St  Martin's,  Stoand,  Holbom,  Poplar,  St.  James's, 
St.  George  Hanover-square,  Chelsea,  St.  George-in-the-East,  and  St.  Luke 
Middlesex.  Shoreditch  and  Whitechapel  should  also,  perhaps,  be  added  to  this 
list,  but  they  difier  from  the  others  in  having  been  recently  ereeted. 

Hampstead  oceirpies  a  position  between  these  two  classes,  since  it  is  subur- 
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Parti. 

Details  of  iue 

Inspection. 


Old. 


Site. 


New. 


EleratioD. 


ban,  bilt  has  little  or  no  spare  land.    It  is,  however,  so  situate  that  land  may, 
I  believe,  be  readily  obtained. 

The  following  are  old  workhouses,  viz. :  Lambeth,  St.  George-the- Martyr, 
Clerkenwell,  Islington,  St.  Saviour's,  Bermondsey,  Marylebone,  St.  Giles*,  St. 
Martinis,  Strand,  Holborn,  Poplar,  St.  Jameses,  St.  George  Hanover-square, 
Chelsea,  St.  George-in-the-East,  St.  Luke's,  Camberwell,  and  Rotherhithe ;  but 
many  of  them  have  comparatively  new  infirmary  buildings,  as  Rotherhithe, 
Camberwell,  St.  Luke's,  St.  George-in-ihe-East,  Chelsea,  St.  GUes',  St.  Saviour's, 
and  others. 

The  following  are  new,  or  comparatively  new  workhouses,  viz : — Shoreditch, 
Whitechapel,  M  ile  End,  City  of  London,  Stepney,  Kensington,  St.  Margaret's  at 
Westminster  and  Kensington,  East  London,  St  George's  at  Brompton,  Fulham, 
Paddington,  Betbnal  Green,  St.  Mary  Newington,  Wandsworth,  West  London, 
and  Hampstead ;  and  to  these  may  be  added  St.  Pancras  and  Hackney. 

The  elevation  of  such  of  the  workhouses  as  are  placed  upon,  and  near  the 
banks  of  the  river  is  low.  Such  are  Lambeth,  St.  George-the-Martyr,  St. 
Saviour's,  St.  Olave,  Rotherhithe,  Poplar,  St.  George-in-the-E^st,  and  Bermond- 
sey.  That  of  the  others  is  higher ;  and  a  large  majority  are  altogether  removed 
from  the  influence  of  the  river  level. 


Drainage. 


Only  two  workhouses  were  said  to  have  defective  drainage,  viz  : — Bermond- 
sey  and  Lambeth.  The  sewers  of  the  former  were  said  to  be  sometimes  inun- 
dated by  the  tide,  and  the  drains  of  the  latter  were  stated  to  be  very  frequently 
under  repair.  We  did  not  perceive  any  evidence  of  bad  drainage  at  either  place. 
At  Whitechapel,  St.  Luke's,  St.  Pancras,  St.  Margaret's  at  Kensington,  and  a 
few  others,  we  perceived  drain  smells  from  defective  trapping  of  certain  pipes. 

Closely  surrounded.  Many  of  the  older  workhouses  are  closely  surrounded  by  buildings,  which 
contain  populations  more  or  less  dense,  and  lessen  the  opportunity  for  free  ven- 
tilatioD. 

Such  are  particularly  Lambeth,  St.  George-the-Martyr,  St.  Saviotir's,  St. 
George-in-theEast,  Poplar,  Chelsea,  St.  James,  Holbom,  Strand,  St  Giles, 
Clerkenwell,  St.  Margaret's  Westminster,  and  Islington  ;  and  from  the  nature 
of  the  case  nearly  all  the  urban  workhouses,  as  nearly  all  other  urban  buildings, 
must  be  placed  in  the  same  class. 

All  the  suburban  workhouses  are  placed  in  open  localities,  and  some  of  the 
urban  ones,  as  St.  George,  Hanover-square,  are  not  surrounded  by  a  dense 
population. 


General  Salubrity. 


The  general  salubrity  of  the  sites  of  all  the  workhouses,  except  those  on  the 
river  level,  is  undoubted ;  and  in  reference  to  the  latter  it  must  not  be  inferred 
that  they  are  less  salubrious  than  other  buildings  in  the  same  localities.  There 
was  no  evidence  presented  to  us  which  indicated  insalubrity,  and  it  is  only  the 
higher  rate  of  general  mortality  in  several  of  these  districts  that  warrants  a 
doubt  respecting  them.  At  the  same  time,  if  opposing  reasons  did  not  exist, 
no  one  could  hesitate  to  prefer  their  removal  to  a  higher  level. 

The  site  of  the  newly-built  workhouses,  as  of  many  others,  is  very  salubrious. 


Classes  of  the  Sick. 

Fever  and  Small- 
pox. 


Classes  of  the  Sick. 

With  the  exception  of  Paddington  and  Poplar,  there  is  no  workhouse  where 
developed  fever  cases*  are  willingly  or  usually  retained ;  but  such  cases,  as  also 
those  of  small-pox,  are  sent  to  the  fever  and  small-pox  hospitals.  At  Poplar  and 
Fulham  there  are  special  buildings  appropriated  to  both  fever  and  small  pox 
cases,  and  at  Paddington  small-pox  cases  are  sent  to  the  hospital.  There  are, 
however,  several  workhouses  where  cases  of  fever  are  occasionally  retained,  as 
the  City  of  London,  Lambeth,  Bethnal  Green,  St.  George-the-Martyr,  St.  Giles, 
and  others ;  and  where  there  are  no  separate  fever  wards,  such  cases  are  placed, 
vnth  more  or  less  separation,  in  wards  with  other  cases.  This  want  of  complete 
isolation  is  much  to  be  regretted ;  but  the  medical  officers  stated,  that  they  had 
never  known  any  injury  to  follow  this  arrangement. 

In  only  about  one- fourth  of  the  workhouses  are  there  any  special  fever 
wards  at  the  present  time. 

This 

*  Bj  this  term  is  signified  cases  of  typhus,  typhoid,  aod  scarlet  feyer,  and  not  simple  forer,  attend- 
ing yarioui  affections,  as  measles  or  colds. 
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This  state  of  things  is  only  of  recent  occurrence,  yet  it  appears  now  to  have  Part  I. 

become  so  general  as  to  be  almost  miiversal.     It  has  also  been  of  great  con-    Details  of  the 
venience  in  the  Poor  Law  Administration,  for  a  class  of  cases  requiring  special        nspection. 
watchfulness,  and  large  cubical  and  floor  space,  and  the  care  of  some  of  which  classes  of  the  Sick. 
is  necessarily  attended  with  some  danger  to  the  nurses,  has  been  transferred  to 
excellently  managed  institutions,  set  apart  for  those  special  classes,  and  the 
cost  to  the  guardians  has  been  less  than  that  of  treating  them  in  the  workhouses. 
The  difficulty  of  want  of  space  in  the  Fever  Hospital  has  frequently  arisen,  and 
the  very  serious  inconvenience  of  taking  back  the  patient  to  the  workhouse  has 
resulted ;  but  the  energy  and  philanthropy  of  the  managers  of  the  Fever  Hos- 
pital have  recently  enabled  them  to  receive  nearly  all  cases  which  have  been 
sent  from  the  workhouses. 

There  is,  however,  the  uncertainty  of  their  reception  always  present; 
and  temporary  provision  for  the  reception  of  a  case  has  to  be  occasionally  made 
in  many  workhouses. 

A  similar  difficulty  has  also  existed  in  reference  to  the  Small-Pox  Hospital, 
and  several  cases  are  now  unable  to  gain  admission. 

But  it  will  scarcely  exceed  the  truth  to  state  that  neither  fever  nor  small- 
pox cases  are  now  admitted  into  the  workhouses. 

Itch  cases  are  received  into  all  the  workhouses,  and  in  a  majority  they  are  itch, 
not  placed  in  separate  wards,  but  occupy  a  foul  ward  in  common  with  venereal 
or  bad  leg  cases ;  or  are  placed  in  the  receiving  wards,  with  more  or  less 
isolation.     Twelve  workhouses  have  no  separate  itch  ward  for  either  one  or  both 
sexes. 

The  use  of  the  solution  of  sulphur  and  lime,  to  which  I  called  the  attention  of 
the  medical  profession  in  England  1 5  years  ago,  is  now  somewhat  frequent  in 
the  workhouses ;  and  the  cases  are  therefore  less  oflfensive  when  under  treatment, 
and  are  more  quickly  cured  than  when  the  sulphur  ointment  had  been  used. 

Venereal  cases  are  sent  to  the  Lock  Hospital  from  nearly  every  work**  Venereal  Disease* 
house,  and  but  few,  and  those  the  doubtful  or  milder  cases,  are  retained. 
The  Government  have  placed  20  beds  at  the  disposal  of  the  guardians  at 
Greenwich ;  and  most  of  the  Boards  of  Guardians  subscribe  to  the  Lock. 
Yet  there  are  commonly  some  cases  retained  in  the  workhouses,  and  placed  in 
separate  wards,  or  they  are  mixed  with  the  general  inmates,  or  placed  with  itch 
and  other  diseases  in  foul  wards.  This  practical  exclusion  has  also  been  found 
a  convenient  arrangement,  on  account  of  the  desirability  on  moral  grounds  of 
preventing  communication  between  such  persons  and  the  less  immoral  inmates 
of  workhouses. 

The  difficulty  already  pointed  out  in  reference  to  fever  and  small-pox  cases, 
had  also  been  experienced  in  the  removal  of  this  class,  viz.,  the  insufficiency  of 
the  accommodation  at  the  Lock  Hospital. 

No  inconsiderable  number  of  this  class  are  received  from  the  casual  wards 
and  houses  of  refuge. 

Hence  only  a  small  number  of  this  class  of  cases  are  found  in  the  workhouses, 
— a  small  minority  of  those  who  seek  admission. 

With  very  few  exceptions  the  children  are  placed  in  district,  separate,  or  Children^ 
other  schools,  under  the  inspection  of  the  Poor  Law  Board,  apart  from  the 
workhouses,  and  only  those  are  retained  who  are  in  transitu  to  the  school,  who 
are  too  young  to  be  sent  there,  or  who  are  sick.  When  the  schools  do  not  be- 
long to  the  parish  the  guardians  pay  a  certain  sum  (about  5  s.  6d.  per  week) 
for  each  child,  for  board,  lodging,  clothing,  medical  attendance  and  education. 

Among  the  workhouses  which  have  schools  on  the  same  premises  as  the 
workhouse,  but  usually  distinct  from  it,  are  Mile  End  Old  Town,  St.  George's 
at  Brompton,  Fulham,  and  St.  Margaret's  at  Kensington. 

The  sick  children  are  not  always  treated  apart  from  the  adults,  for  in  some 
workhouses,  as  St.  Giles  and  St.  Luke's,  there  is  no  sick  nursery;  but. in  many, 
as  St.  Pancras,  there  is  a  sick  nursery  in  which  they  are  placed.  The  absence 
of  a  sick  nursery  is  a  too  general  defect. 

Hence  there  are  children  in  all  workhouses,  but,  speaking  in  general  terms, 
thev  are  a  very  small  minority  of  those  who  are  under  the  care  of  the  guardians. 

As  the  able-bodied  are  found  in  very  small  numbers  in  all  except  three  or 
four  workhouses,  the  inmates  consist  chiefly  of  the  aged  and  infinn,  and  the 
sick,  properly  so  called ;  and  the  classes  of  sick  above  mentioned  having  been 
elindnated^  chronic  cases  and  the  aged  and  infirm  constitute  nearly  the  whole. 
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6  REPORT  ON  THE  METROPOUTAN 

Part  I  On  the  day  of  our  visit  the  total  number  of  inmates  was  about  23,500,  of  whom 

^'•wTioJ"'   ^^^  '^^^  one-tenth  were  able-bodiecL 

NftPscTioN.  Prom  a  Pariiamentary  Return  prepared  by  tlie  Pbor  Law  Board  in  May  1865 

Clasisi  of  the  Skk.  (House  of  Commons,  No.  312),  it  appeared  that  there  were  in  the  metropolitan 
workhouses,  on  28th  Janumy  of  that  year,  upwards  of  lylOO  afflieted  with  acute, 
and  upwards  of  6,000  with  chronic,  diseases.* 

Hence  it  appears  that  the  workhouses  are  now  homes  for  the  aged  and  infirnu 
a  last  refuge  for  destitute  sick  persons,  places  where  a  great  number  of  women 
Summary;  give  birth  to  illegitimate  children,  and  a  temporary  shelter  for  tramps  and  very 

destitute  persons  su£Eering  from  some  disease.  Tl/by  are  not,,  on  the  one  hand, 
workhouses  in  the  sense  of  institutions  where  the  inmates  are  ableito  work,  or 
where  labour  is  exacted ;  neither,  on  the  other,  are  they  hospitals  where  all 
are  sick  and  temporarily  receired  and  treated,  but  asylums  where  the  aged 
and  infirm  are  provided  for  during  life ;  and  where  consumptiFe  and  other 
chronic  cases,  most  of  whom  have  been  in-patients  or  out-pttients  of  ho^itals, 
and,  being  entirely  without  resources^  end  their  days.  They  are  ionstitutions 
sui  gefterhy  and  fulfil  a  purpose  not  contemplated  by  any  others. 


Number  of 
Inmates. 


Number  of  Inmates. 

The  following  Table  shows  the  number  of  inmates  in  the  workhouses  at  the 
period  of  our  inspection. 

TABLE  No.  1. 

Total  Number  of  Inmates  and  the  Number  oi  the  Able-bodied  in  the  Workhouses  at  the 

Period  of  our  Visit. 


Total. 

Able- 
Bodied. 

r 

1 

Total. 

Able- 

Bodied. 

1 

Lambeth,  St.  Maiy- 

879 

182 

''    21 

Kensington      ... 

440 

75 

2 

St.  Savionr'a   -        -        - 

400 

42 

32 

647 

90 

8 

Bennondsey,     St.     Mary 

5dL 

154 

23 

St. George,  HaBoyer-eq^uare 

265 

30 

Magdalen. 

24 

Hackney         -        -        - 

573 

10 

4 

St  Olave's      - 

277 

48 

25 

East  London   -        -        - 

656 

245 

6 

St.  George  the  Martyr     - 

404 

17 

f    26 

Islington,  St  Mary  - 

470 

27 

e 

Greenwich       -         -         - 

884 

9 

27 

St  George,  at  Brompton  • 

320   » 

45 

7 

St.  Marylebone 

1,708 

65 

28 

Chelsea  .... 

453 

17 

s 

St.  Giles 

667 

38 

29 

Fulham  -         -         -         - 

312 

12 

9 

St  Martin-in-the-Fields   - 

487 

47 

30 

Rotherhithe,  St  Mary     - 

194 

-          36 

10 

Strand    -         -         -         - 

656 

44 

31 

St.  George-iB-the-East     - 

770 

30 

11 

Holbom- 

459 

28 

32 

St  Paneras    -         -         - 

1>960 

296 

12 

Clerkenwell,  St.  James     - 

529 

32 

33 

Paddington     -         - 

385 

41 

13 

Shoreditch,  St  Leonard    - 

784 

56 

34 

Bethnal  Green 

1,175 

43 

14 

Whitechapel   .         -        - 

692 

45 

35 

St.  Luke,  Middlesex 

581 

33 

15 

City  of  London 

844 

120 

86 

CamberweU,  St,  Giles       - 

404 

18 

16 

MUe-End  Old  Town 

530 

13 

37 

St.  Mary,  Newington 

482 

180 

17 

Stepney .         .         -         - 

558 

69 

88 

Wandsworth  and  Clapham 

524 

19 

18 

Popkr    -         -         -         - 

472 

1        67 

30 

Hampstead      ... 

114 

[          26 

19 

St.  Margaret,  West  minster 

179 

8 

40 

West  London  -         •         - 

456 

14 

20 

St  James,  Westminster    - 

614 

42 

Single  beds.  Each  inmate  almost  universally  occupied  a  separate  bed,  except  in  the  case 

of  children,  and  of  women  with  children ;  but  in  one  or  two  wards  of  a  very  few 
workhouses  double  beds  were  used  for  the  sick.  Thus,  in  one  ward  at  St. 
George-the-Martjrr,  the  aged  women,  some  of  whom  were  sick,  slept  two  in  a 
bed  ;  and  in  another  ward  four  or  six  infants  were  placed,  heels  to  heels,  iu 
one  bed ;  whilst  at  St.  Paneras  aiid  Clerkenwell  two  women  and  their  children 
sometimes  occupied  one  bed  iij  the  lying-in  ward.  Such  an  arrangement  was 
very  improper ;  but  the  exceptions  in  reference  to  adults  were  so  exceedingly 
few  that  they  only  served  to  confirm  the  rule  of  the  use  of  single  beds. 

*  We  have  obtained  from  the  medical  officers  a  Return  showing,  among  other  partlculan,  the  number  of  sick  io 
the  Beveral  workhouses  for  three  periods  in  186&-((.  Thifa  Ketnm  has  been  presented  to  the  Home  ef  Lord%  aad 
is  now  in  the  course  of  being  printed.  The  total  nnmber  of  inmates^  inchiding  the  aUd-bodied  and  ikk,  ob  tha 
day  of  our  visit  in  each  case  is  stated  in  the  Tables  contained  in  the  present  Report 
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Cubical  and  Floo.  Space,  DETlt^o.rm 

The  following  Table  gives  the  usual  cubical  and  floor  space,  in  sick  wards      Inspection. 
occupied  both  by  day  and  night,  in  the  different  workhouses :  CuUeal  and  Floor 

TABLE  No.  2.  '"^P^"' 


Usual  Cubical  and  Floor  Space 

in  the  Infirmabt  and  Sick  Wabds. 

Cubical  Space. 

Ploor  Space. 

Cubical  Space. 

Floor  Space. 

Cubic  Feet. 

Sup.  feet. 

Cubic  Feet. 

Sup.  Feet. 

1 

Lanftbetb.  St.  Mary 

815  to  879 

42  to  68 

22 

St.  Margaret,  Kensington 

629  to  625 

48  to  78 

3     St.  Sarioar's 

625  to  855 

47  to  66 

23 

St.    George,    Hanover- 

698  to  682 

60  to  89 

3  j  BennoDdsej,  St  Mary 

362  to  709 

42  to  71 

square. 

1       Magdalen. 

24 

Hackney      -         -        . 

895  to  690 

41  to  69 

4     St.  Olave'8  -        -        • 

554  to  698 

60  to  68 

25 

East  London        -        - 

486  to  599 

87  to  60 

5     St.  George-the-Martyr  - 

8d4  to  656 

88  to  75 

26 

Islington,  St.  Mary 

410  to  669 

63  to  69 

6     Greenwich  -        -         • 

894  to  525 

42  to  58 

27 

St.  George,  at  Broropton 

667  to  999 

68  to  85 

7     St.  Marylebone     - 

488  to  794 

43  to  63 

28 

Chelsea 

421  to  667 

48  to  71 

8     St.  Giles      . 

413  to  822 

48  to  66 

29 

Falham 

660  to  693 

60  to  64 

9     St.  Martinin-the-Fields 
10     Strand 

478  to  728 
340  to  817 

52  to  60 
35  to  66 

30 

Rotherhithe,  St.  Mary  - 

/  670  to  770 
I  400  to  500 

»]»«. 

11     Holboin       . 

864  to  616 

44  to  13 

81 

St.  George-in-the-East  - 

846  to  891 

86  to  56 

12  Clerkenwelly  St.  James  - 

13  Shoreditch,  St.  Leonard 

288  to  684 
492  to  742 

36  to  100 
44  to  64 

32 

St.  Pancras 

f  688  to  780 
\  452  to  615 

47  to  56 
38  to  63 

14  1  Whiteohapel 

460  to  700 

42  to  60 

38 

Paddington 

496  to  892 

50  to  64 

15 
16 

City  of  London     - 
Mile-End  Old  Town     - 

521  to  621 
438  to  650 

45  to  61 
41  to  58 

34 

Bethnal  Green 

r  457  to  648 
\  877  to  889 

40  to  45 

88  to  ea 

17 

Stepney       -         -         - 

372  to  649 

40  to  66 

86 

St.  Luke,  Middlesex     - 

318  to  596 

28  to  58 

18 

Poplar          -         -         • 

447  to  599 

42  to  52 

36 

Camberwell,  St.  Giles  - 

490  to  666 

40  to  60 

19 

St.      Margaret,     West- 

415  to  643 

42  to  57 

37 

St.  Mary,  Newington    - 

865  to  800 

82  to  69 

minster. 

r  555  to  695 

1 

88 

Wandsworth  and  Clap- 

884  to  676 

41  to  66 

20 

St.  James,  Westminster 

<  814  in  base- 
[     ment. 
481  to  037 

U7  to  79 

89 

ham. 
Hampstead  -         -         - 

497  to  636 

50  to  63 

21 

Kensbgton  ... 

48  to  50 

40 

West  London 

482  to  998 

38  to  76 

It  is  of  no  value,  but,  on  the  contrary,  would  mislead^  to  point  out  the 
average  cubical  and  floor  space  in  each  workhouse,  since  the  workhouse  is  not  to 
be  regarded  as  a  whole,  but  as  composed  of  different  rooms,  each  having  its  own 
space,  and  occupied  by  persons  who  receive  good  or  evil  from  that  room  alone. 

It  is,  however,  of  the  greatest  interest  to  note  how  many  sick  wards  have  a 
cubical  space  to  each  bed  of  less  amount  than  that  required  by  the  Poor  Law 
Board,  viz.,  500  feet ;  and  the  following  Table  shows  that,  with  only  five  or  six 
exceptions,  some  are  found  in  all  workhouses,  and  m  a  few  they  constitute  a 
maj  ority : 

TABLi:  No.  3. 

NuMBEB  of  Infibmaby  and  Sick  Wabds  used  by  Day  and  Night  in  the  several  Wobkhouses  which  we 

found  to  have  less  than  500  Cubic  Feet  Space. 


8 

4 

6 

6 

7 

8 

9 

10 

11 

12 

18 

14 

15 

16 

17 

18 

19 

20 

21 


Lambeth,  St  Mary 
St.  Saviour's  -         -        - 
Bermondsey,  St  Mary  Magdalen 
StOiave's     - 
St.  George-the- Martyr    - 
Greenwich     -         -         - 
St.  Marylebone 
St  Giles        -        «        » 
St  Martin-in-the-Fields  - 
Strand  -        -        -        - 
Holborn         ... 
Clerkenwell,  St.  James  - 
Shoreditch,  St.  Leonard  - 
Whiteohapel  •        •        « 
City  of  London 
Mile-End  Old  Town 
Stepney         •        .       -- 
Poplar  -        -        -        - 
St  Margaret,  Westminster 
St.  James,  Westminster  • 
Kensington    •        -        • 


10 

None. 

9 

None. 

3 

20 

2 

6 

2 

19  of  24 

5  of  10 
9  of  12 

Scarcely. 
6 
None. 

6  of  18 
8  of  27 
6  of  21 
4  of  18 

Basement  only. 
Bofl7 


22 

23 
24 
26 
26 
27 
28 
29 
30 
31 
82 
88 
84 
36 
36 
87 
88 
89 
40 


St.  Margaret,  Kensington 

St  Geoi^,  Hanover-square 
Hackney        ... 
East  London  -        •        • 
Islington,  St  Mary 
St  George,  at  Brompton 
Chelsea  ... 

Fulham  ... 

Rotherhithe,  St.  Mary    - 
St  George-in-the-East    - 
St.  Pancras    ... 
Paddington    -         -        - 
Bethnal  Green 
St  Luke,  Middlesex 
Camberwell,  St  Giles 
St.  Mary,  Newington     - 
Wandsworth  and  Clapfaam 
Hampstead     •        •        - 
West  London 


Oof  10 

in  main  building. 

None. 

18  of  19 

7  of  21 

9  of  17 

None. 

5  of  14 
2  of  18 
4  of  10 
4  of  20 
4  of  20 

1  of  12 
10  of  42 

2  of  8 

1  of  13 

6  of  20 
Oof  28 

1  scarcely. 

2  of  82 


The  workhouses  which  have  no  exceptions  are :  St.  Saviour's,  SL  Olave's,  St. 
George's  Mount-street,  wid  Brompton ;  and  Shoreditch,  St.  James's,  and  Hamp- 
stead might  be  added  to  the  list. 
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In  reference  to  some  others  it  must  be  added,  that  the  exceptional  wards  are 
often  for  itch,  venereal,  and  foul  cases,  which,  for  the  purpose  of  isolation, 

have  been  removed  from  the  main  building,  and  placed  in  low  buildings,  or 

Cubicai  and  Floor  outhouses,  not  originally  intended  for  habitation. 


Part  I. 

Details  of  the 

Inspectiok. 


Hfoce. 


The  workhouses  in  which  over-crowding  exists  in  its  most  extreme  de- 
gree  are  Greenwich,  Qerkenwell,  Strand,  St.  Margaret*s,  and  Hackney;  but 
at  Lambeth,  Bermondsey,  Poplar,  East  London,  Islington,  Chelsea,  Rother- 
hithe,  Bethnal  Green,  and  others,  it  is  very  considerable ;  and  in  aJl  is  inde- 
fensible  and  reprehensible. 

In  reference  to  floor  space,  the  same  condition  prevails,  and  taking  50  feet 
as  the  standard  which  has  been  professedly  adopted,  only  nine  workhouses 
have  kept  within  the  rule.  In  nine  others  the  space,  in  one  or  more 
rooms,  has  been  reduced  to  less  than  40  ;  and  in  at  least  one  to  less  than  30 
superficial  feet.  These  are  Sl  George-the-Martyr,  Strand,  Qerkenwell,  East 
London,  St.  Geoi^e-in-the-East,  St.  Pancras,  Bethnal  Green,  and  St.  Luke's. 

Hence,  in  the  great  majority  of  the  workhouses,  the  actual  floor  space  in 
some  of  the  rooms  is  between  30  and  40  superficial  feet ;  whilst  in  the  same 
workhouses  the  actual  space  in  other  wards  is  from  50  to  100  superficial 
feet. 

In  one-half  of  the  workhouses  the  maximum  floor  space  is  above  60  super- 
ficial feet. 


Flam  of  Construe* 
Hon  of  the  Work- 
houses,  with  the 
Size  and  General 
Character  of  fJic 
Wards. 


Plans  of  Construction  of  the  Workhouses,  with  the  Size  and 
General  Character  of  the  Wards. 

The  plans  of  construction  of  the  diflferent  workhouses  vary  in  the  widest 
possible  degree,  and  the  same  occurs  even  in  different  parts  of  the  same  work- 
house where  additions  have  been  made. 

In  most  of  the  newer  workhouses,  as  Bethnal  Green,  East  London,  Stepney, 
Mile  End,  City  of  London,  and  St.  Pancras,  there  is  a  central  corridor  running 
through  each  floor,  and  the  wards  are  placed  on  each  side  of  it.  With  such  an 
arrangement  outer  windows  can  be  placed  only  on  one  side  of  the  wards  ;  but, 
as  at  Bethnal  Green,  windows  are  placed  in  the  corridor  wall  and  admit  a 
certain  amount  of  light,  and,  when  plugged  open,  admit  air  also  ;  or,  as  at  East 
London  and  Stepney,  the  corridor  wall,  for  the  most  part  a  blank  wall,  and  neither 
light  nor  air  is  systematically  admitted  from  the  corridors,  except  by  the  doors. 

The  corridor  is,  in  some  cases,  very  narrow,  as  at  Greenwich,  and  in  others 
very  long,  as  at  Stepney,  and  there  is  a  large  part  of  the  lower  corridor,  at  least, 
which  is  dark ;  whilst,  in  some,  corridors  leading  to  the  outer  air  do  not  exist  at 
all,  or  only  at  the  centre.  For  the  same  reasons,  and  because  the  outer  air  is 
not  admitted  at  the  ends  with  sufficient  freedom,  the  corridors  do  not  supply 
sufficient  air  to  the  wards. 

The  state  of  these  wards,  in  reference  to  lightness,  airiness,  and  cheerfulness, 
further  depends  upon  the  distance  between  their  outer  and  inner  walls  ;  for  if, 
as  at  Hampstead,  the  length  of  the  ward,  and  not  its  width,  is  in  that  direction, 
they  must  be  dark;  but  if  the  width  be  in  that  direction  and  not  great, 
they  may  be  light  and  cheerful.  Whenever  there  are  large  outer  windows, 
extending  nearly  to  the  ceiling,  and  windows  in  the  corridor  wall,  the  width'of 
the  rooms  being  moderate,  and  that  of  the  corridors  good,  the  rooms  are  light, 
airy,  and  cheerful. 

With  such  an  arrangement  there  are  always  a  number  of  wards  at  the  ends  of 
the  building,  which  have  a  different  construction,  and  admit  of  windows  on  two 
or  three  sides. 

In  a  few  workhouses  there  is  not  a  central  corridor,  but  the  wards  are  placed 
side  by  side,  and  the  gangway  is  through  ihe  wards.  Such  is  the  case  in  a  part 
of  Islington  Workhouse  ;  and  the  windows  can  only  be  on  one  side,  except  in 
the  case  of  the  end  rooms. 

In  others,  as  Lambeth  and  St.  Margaret*s  Kensington,  there  is  only  one 
ward  in  depth  ;  and  for  the  most  part  there  are  windows  on  both  sides, 
and  the  passage  is  through  the  rooms. 

The  above  refers  chiefly  to  the  body  of  the  workhouse,  where  the  aged  and  in- 
firm are  placed,  among  whom  there  is  a  certain  proportion  of  sick,  and  where 
the  sick  wards  and  lying-in  wards  are  sometimes  placed. 
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In  detached  or  separate  infirmaries  the  wards  are  for  the  most  part  single,  P^'^  I- 

and  have  windows  on  both  sides.    In  some,  as  at  the  new  buildings  at  Chelsea,       jj^^"  ^^  ^"' 
corridors  run  along  the  side  of  the  wards,  whilst  more  generally  the  passage  is  ^    cnov. 

through  the  wards,  and  in  some,  as  at  Stepney  and  East  London,  the  objection-  Plans  qf  Congtmo^ 
able  plan  is  adopted  in  some  wards  of  directing  the  passage  along  one  side  of  *^  9f^^  Work* 
the  ward,  and  thus  preventing  the  proper  arrangement  of  the  beds.  ^li^^eralt^ 

In  nearly  all  such  buildings  there  must  be  some  wards  where  windows  can  be  racteroftheWurds. 
placed  on  one  side  only ;  and  where  side  corridors  exist,  windows  are  not  always 
placed  in  the  wall  separating  it  from  the  ward.  There  will  also  usually  be  end 
wards  where  windows  will  be  found  on  two  or  three  sides,  or  where  in  such  posi- 
tions two  wards  will  be  built  back  to  back,  as- at  East  London,  with  a  blank  and 
often  unbroken  partition  wall. 

It  is  perhaps  as  unusual  to  find  double  wards  separated  by  a  corridor  in  the 
infirmary  buildings  as  it  is  usual  in  the  main  building  of  the  workhouses,  but,  as 
at  West  London,  it  does  sometimes  occur. 

It  is  impossible  to  consider  in  this  general  manner  the  arrangements  of  the 
minor  building  in  many  of  the  workhouses,  which  in  the  special  reports  on  each 
workhouse,  I  have  recommended  to  be  taken  down,  since  they  are  of  every  size, 
form,  and  mode  of  arrangement :  but  very  generally  they  are  outer  buildings 
which  were  designed  for  workrooms,  as  at  St,  Mary  Newington,  or  for  school- 
rooms, as  at  Kensington. 

Perhaps  in  illustration  of  the  diversity  of  arrangement  in  the  several 
buildings,  I  might  advantageously  cite  St.  George-in-the-East,  with  its  oM 
dark  and  cheerless  buildings,  its  excellent  new  buildings,  its  disreputable  vene- 
real wards  in  a  lean-to,  its  imperfect  imbecile  and  nursery  wards,  and  its  **  stone 
buildings,"  with  large  and  good  rooms,  built  side  by  side ;  or  St.  Pancras,  with  a 
whole  village  of  detached  buildings  ;  or  St.  Mary  Newington,  or  Fulham,  with 
its- main  building,  imbecile  wards,  general  infirmary,  and  fever  wards,  all  in 
distinct  buildings,  and  of  diflferent  modes  of  construction  :  and  it  may  not  be 
denied  that  additions,  whether  to 'the  main  building,  or  in  the  erection  of 
infirmary,  fever  wards,  casual  wards,  imbecile  wards,  and  offices,  have  been 
made  without  unity  of  design,  and  the  erections  have  been. placed  upon  the 
land  without  order,  and  without  regard  to  the  appearance  or  the  openness 
of  the  site. 

Yet,  as  a  general  expression,  it  must  be  stated  that  in  a  large  majority  of  the 
workhouses,  the  infirmary  and  other  sick  wards  have  windows  on  two  sides  (one 
or  both  being  from  the  outside),  and  that  in  general  the  wards  are  light,  airy, 
and  cheerful.  There  is,  however,  almost  universally  need  for  improvement, 
and  in  numerous  instances  I  have  pointed  out  in  the  speci^d  reports  the  neces- 
sity for  placing  windows  in  the  corridors,  as  at  Bethnal-green,  Fulham,  Stepney, 
Eaist  London,  and  West  London ;  of  increasing  the  number  of  the  outside  windows, 
as  at  Bethnal-green  ;  and  of  increasing  the  admission  of  light  and  air  to  the 
corridors.  In  reference  to  the  former  there  is  not  any  real  difficulty  in  effecting 
the  improvement ;  but,  as  to  the  latter,  whilst  some  are  so  wide  as  to  be  used, 
or  are  capable  of  being  used,  as  exercising  grounds,  as  at  Shoreditch,  others 
are  too  narrow  to  be  materially  improved. 

Moreover,  some  of  the  workhouses  are,  from  theii^  general  construction,  in- 
capable of  material  improvement,  as  at  Islington,  which  the  Directors  have 
decided  to  pull  down. 

The  size  and  general  appearance  of  the  wards  must  necessarily  vary  much  in 
workhouses  of  different  ages  and  plans  of  construction.  There  are,  however, 
but  very  few  in  which  they  are  so  large  as  to  be  wasteful  in  point  of  space, 
and  where  it  becomes  necessary  to  place  one  or  more  rows  of  beds  in  the  mid- 
dle of  the  room.  Such  wards  are  met  with  at  Lambeth,  St.  Pancras,  Bermondsey, 
&c.  There  is  only  one  ward,  and  that  is  at  Bermondsey,  which  is  of  inconvenient 
length.  Neither  are  the  wards  usually  too  small  to  admit  of  good  ventilation, 
and  the  proper  use  of  space ;  but  a  few  of  such  are  found  in  many  workhouses. , 
St,  Margaret's  Westminster,  is,  as  a  whole,  a  marked  instance  of  this  defect ; 
and  several  new  infirmaries,  as  Mile  End  and  West  London,  belong  to  the  same 
class. 

Generally  speaking,  the  wards  in  the  body  of  workhouses  are  of  moderate  size, 
and  are  capable  of  both  economical  and  efficient  use  of  space,  whilst  in  too 
many  of  the  infirmaries  the  rooms  are  small. 
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DETAILS  OT  TOM       ^  icference  to  width  and  height,  the  tables  attached  to  the  reports  show*— 

IwsPEcfioj.  J    j^^^  whilst  the  wards  of  many  of  the  old  workhouses  are  of  moderate 

Pla/ts  ofVonstnic-  ^dth,  they  are  low.     This  is  the  case  at  the  Strand,   Lajibeth,  Holborn,  and 
H^n  oftheW&rk'     other  workhouses,  in  some  of  which  a  few  of  the  wards  do  not  exceed  eight  feet 
hauges^wUhtheSize  in  height.     In  such  the  least  lofty  wards  are  at  tlie  top  of  the  building. 
ra^^^J^J^r^       2.  In  many,  perhaps  a  large  majority,  of  the  new  ones,  the  wards  are  of 
'  statable  height,  but  deficient  in  width. 

The  height  in  all,  except  those  in  the  upper  storey,  is  usually  10  to  1 1  feet; 
and  in  the  upper  storey,  where  the  wards  are  built  in  the  roof,  it  is  12  to  14  feet. 
In  some  workhouses  there  are  wards  the  height  of  which  is  as  low  as  nine,  and 
as  high  as  12  feet. 

The  width  is  in  some  from  18  to  22  feet,  but  more  commonly  it  is  17  to 
18  feet.  Some  are  yet  narrower,  as  at  Fulham,  Hackney,  Kensington,  and 
St.  Margaret's,  where  it  varies  from  16  to  17  feet. 

A  very  few  have  both  the  general  height  and  width  much  contracted,  as  in 
the  case  of  Hackney,  where  the  usual  dimensions  are  9  to  10  feet  x  16  to 
17  feet. 

There  are,  moreover,  some  wards  in  most  ot  the  workhouses  where  the 
dimensions  in  one  or  both  directions  are  even  less  than  these ;  and  which  are 
the  blois  upon  perhaps  an  otherwise  fair  picture. 

3.  A  great  imd  common  defect  is  the  great  height  of  the  window  sill  from 
the  floor,  by  which  the  inmates,  when  lying  in  bed,  and  very  generally  also  when 
sitting  or  standing,  are  unable  to  see  the  ground  outside.  It  equally  exists 
in  an  old  workhouse,  like  St.  George- the-Martyr,  and  a  new  one,  like  the  West 
London ;  and  even  in  the  newlv  built  infirmaries,  as  those  of  St  Saviour's  and 
St  Giles. 

This  evil,  however,  varies  in  degree  both  in  different  workhouses,  and  in 
different  parts  of  the  same  workhouse,  and  in  some,  as  at  Camberwell,  is 
not  a  very  considerable  one  for  such  of  the  inmates  as  can  sit  or  stand  up. 
It  has  arisen  from  a  desire  t^  prevent  improper'  communication  between  the 
olaeses  of  inmates,  and  to  diminish  the  nuisance  of  the  workhouse  to  the  sur- 
rounding inhabitants. 

4.  The  walls  in  nearly  all  the  newer  workhouses  are  undrawn,  and  therefore 
look  rough.  In  many  workhouses  they  are  simply  white- washed  \  but  in  others, 
and  probably  in  a  n  ajority,  pains  have  been  taken  to  colour  or  tint  them.  'In 
some,  as  at  St.  George-the-Martyr,  a  space  of  about  four  feet  from  the  floor  has 
been  painted,  and  the  upper  part  has  been  coloured  with  a  wash  of  a  bluish, 
greenish,  or  pinkish  tint,  or  of  even  more  pronounced  colours ;  and  in  some, 
as  at  Poplar,  the  Master  changes  the  tint  every  six  months. 

The  effect  of  this  tinting  is  very  agreeable  to  the  inmates,  but  in  some  cases, 
as  at  St.  George-the-Martyr,  the  depth  of  colour  is  too  pronounced. 

As  a  general  statement  of  the  impression  made  upon  my  own  mind,  and  not- 
withstanding the  defects  which  I  have  pointed  out,  the  infirmary  and  sick  wards 
are,  during  the  daytime,  light,  airy,  and  moderately  cheerful. 


Beds,  Bedding,  Purnituke  and  Effects. 

BedSf  Bedding,  The  beds  consist  almost  universally  of  flock,  but  in  some  workhouses,  as  at 

Furniture  and        Camberwell  and  Hampstead,  there  are  beds  of  coir,  or  cocoa  fibre;  in  others, 
•^     •  as  at  Paddington  and  Stepney,  hair  mattresses ;  in  others,  and  chiefly  for  dirty 

cases,  as  at  Greenvnch,  straw  beds ;  and  in  some,  as  at  Camberwell,  a  part  of  the 
aged  and  infirm  sick  have  feathers.  In  some,  as  at  Chelsea,  there  are  a  few 
hair  pillows.  Hair  mattresses  are  now  supplanting  flock  beds  at  Chelsea,  and 
wool  mattresses  are  being  introduced  at  St.  Giles. 

The  flock  is  very  generally  of  good  quality,  and  is  therefore  moderately  soft, 
but  however  good  the  quahty,  it  requires  to  be  put  through  the  process  of 
teaaing  by  a  machine  several  times  in  the  year,  in  order  to  keep  it  as  soft  as  it 
can  be  made.  In  several  of  the  workhouses,  this  machine  has  been  procured ; 
in  others,  the  flock  is  picked  with  some  regularity  without  a  machine  ;  but  in  a 
majority  there  is  no  machine,  and  the  picking  is  effected  very  irregularly,  or 
only  after  the  death  of  the  occupant  of  the  bed. 

In  several  of  the  workhouses  we  found  some  of  the  beds  too  thin. 
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The  cocoa  fibre,  in  like  manner,  requires  to  be  pulled  to  pieces  from  time  to          "^"^  ^• 
time,  so  as  to  lighten  and  give  elasticity  to  the  mass.     This  is  not  alwi^      is!mncnov^ 
effected,  and  in  several  cases  the  coir  bed  was  much  less  soft  than  the  fioek  bed.  -- 

Straw  beds  when  used  for  dirty  cases  require  to  be  changed  frequently,  and  "^^.ff*^*^' 
this  is  |2:eKerally  effected ;  but  with  frequent  changes  by  careless  persons,  ike  ™J^"** 
beds  will  sometimes,  as  at  Greenwich,  contain  too  little  straw.  ^^^' 

Hair  mattresses  of  the  thickness  provided  in  workhouses,  and  without 
palliasses,  always  become  thin  in  the  middle,  and  in  due  time  afford  but  little 
protection  to  the  body  of  the  inmate.  At  Paddington,  as  well  as  at  Stepney^ 
we  found  many  of  them  in  that  state,  and  not  creditable  to  the  watchfulness  of 
the  officials. 

As  they  are  fastened  in  various  parts  they  cannot  be  so  readily  empri(*d  and 
re-made  as  flock  beds ;  and,  indeed,  they  requif^  more  skill  than  can  usually  be 
found  in  a  workhouse. 

The  feather  beds  are  few ;  and,  when  they  consist  of  common  feathers,  be- 
come inelastic  with  age,  and  are  veiy  apt  to  become  lumpy.  They  require 
more  cave  in  making  the  bed  than  is  necessary  with  flock  beds. 

Hence,  whilst  almost  universally  the  beds  are  comfortable,  more  systematic 
care  is  required  to  keep  them  in  good  order. 

With  the  exception  of  St.  George-the- Martyr,  there  is  not  any  workhouse 
where  the  bedsteads  are  of  wood ;  but  iron  bedsteads  may  be  said  to  be  uni- 
versal. Some  of  them  are  old  in  construction  and  not  agi  eeable  in  appearance, 
as  in  many  of  the  old  workhouses,  and  in  a  few  new  ones  where  they  had  been 
removed  from  an  older  workhouse ;  whilst  in  the  great  majoi-ity  of  cases  they  are 
of  modem  make.  There  is,  however,  much  diversity  in  the  -different  worichouses 
even  in  the  character  of  the  iron  bedsteads. 

In  a  majority  of  cases  the  bottom  is  of  iron  latiis,  but  in  some,  as  at 
Bermondsey,  Camberwell,  Shoreditch,  Stepney,  and  Bethiial  Green,  there  are 
some  of  the  C  rimean  bedsteads,  or  bedsteads  having  similariy  broad  and  rigid 
bands  of  iron  for  the  bottom ;  and  at  Kensington  there  are  some  mth  rigid 
wooden  laths.  In  most  workhouses,  moreover,  there  are  some  bedsteads  vnth 
sacking,  and  such  are,  for  the  most  part,  allotted  to  the  aged  and  the  siok. 

In  a  few  instances,  we  found  some  of  the  laths  detached  and  the  bottom  of 
the  bedstead  very  hollow  in  the  middle ;  and  in  others,  the  sacking  was  torn 
and  the  ropes  were  loose  ;  but  in  the  great  majority  of  cases  the  bedsteads  were 
in  fair,  and  in  many,  in  excellent  order. 

Single  bedsteads  are  alino^l  universal  for  the  use  of  the  siek,  but  in  some 
workhouses,  as  at  Lambeth,  St.  Olave's,  St.  George-the  Martyr,  Olerkenwdl, 
St.  Margaret's  Kensington,  and  !St.  Pancras,  there  are  a  few  douWe  ones. 
Moreover,  in  several  other  workhouses  double  beds  are  provided  for  women 
with  children,  and  for  children  alone. 

The  usual  size  of  the  bedstead  is  6  feet  to  6  feet  3  inches  in  length,  by  2  feet 
5  inches  to  2  feet  8  inches  in  breadth ;  there  are  some  3  feet>  and  others,  as 
some  at  East  London,  only  2  feet  3  Inches  in  width  ;  and,  what  is  more  remark- 
able and  reprehensible,  there  are  two  or  three  workhouses,  as  St.  Mary  New- 
ington,  where  a  few  beds  of  only  4  feet  8  inches,  and  5  feet  in  length,  are 
furnished  for  adults. 

in  nearly  all  cases,  a  bed  of  the  wider  width  is  supplied  to  women  with  chil- 
dren, but  in  some  instances,  as  at  Whitechapel,  a  few  narrow  beds  were  used, 
and  must  have  been  most  uncomfortable. 

The  bedding  consists  of  a  rug,  two  or  more  blankets,  and  a  sheet  above  the 
inmate,  with  an  under-sheet,  and  usually  an  under-bknket. 

The  rugs  vary  greatly  in  appearance,  and,  to  an  observer,  give  a  character  to 
the  room. 

In  many  of  the  older  workhouses  they  are  of  cotton,  either  white,  yellow,  or 
blue,  and  have  the  name  of  the  union  woven  into  them.  When  they  are  white 
and  clean  they  look  well,  but  when  coloured  or  old,  as  are  many  at  St.  Giles, 
St.  James',  and  elsewhere,  they  are  feuled,  worn,  or  ragged,  and  look  untidy 
and  cheerless.  In  some,  as  at  the  Strand,  a  white  cover,  with  a  coloured  stripe, 
is  thrown  over  the  bed  during  the  daytime,  and  gives  a  very  clean  and  cheerful 
appearance.  This  is  supplied  to  the  women.  In  others,  and  now  in  a  majority, 
woollen  rugs  of  varying  quality  and  degrees  of  cheerfulness  are  being  introduced, 
and  the  officials  are  learning  that  these,  although  more  costly  than  the  cotton 
ones,  are  more  durable,  and  retain  their  good  looks  for  a  much  longer  period. 
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The  officers  are  also  in  this,  as  in  reference  to  the  walls,  learning  the  agreeable 
effect  of  bright  colours  upon  the  inmates.  In  this  matter,  however,  there  is 
still  much  room  for  improvement. 

The  blankets  are  sometimes  thick  and  good,  whilst  very  generally,  perhaps, 
they  are  not  so  thick  and  new  as  might  be  desired.  I  do  not  know  that  any 
lack  of  warmth  occurs,  since  our  inspection  was  not  made  in  the  winter  season, 
when  probably  an  additional  blanket  is  supplied.  On  the  contrary,  in  reply  to 
our  enquiries,  the  inmates  assured  us  that  they  were  sufficiently  warm ;  but 
judging  from  the  character  of  many  of  the  blankets,  and  the  fact  that  in  some 
workhouses,  as  at  East  London,  two  blankets  were  supplied  in  the  depth  of 
winter,  I  think  that  watchfulness  is  required. 

The  sheets  were  in  the  great  majority  of  cases  good.  In  some  the  linen 
was  brown,  and  had  a  somewhat  dirty  and  repelling  appearance ;  and  in  others, 
and  particularly  in  the  foul  wards,  the  sheets  were  old  and  discoloured.  In 
many,  a  kind  of  linen  had  been  selected  with  a  narrow  stripe  of  colour  in  it ; 
but  usually  the  ordinary  white  sheeting  was  provided,  and  the  whole  was 
agreeable  in  appearance. 

Mattresses,  in  addition  to  the  beds,  were  of  very  rare  occurrence.  At  Poplar, 
in  addition  to  many  other  improvements  effected  by  the  intelligence  of  the 
master,  was  a  cocoa-fibre  mattress  under  each  bed.  in  a  few^  as  St.  James  and 
Rotherliithe,  a  straw  mattress  had  been  placed  upon  some  of  the  women's  beds  ; 
and  in  one  or  two  a  strip  of  cocoa-fibre  matting  supplied  the  place  of  a 
mattress  :  but  those  exceptions  were  only  sufficiently  numerous  to  establish 
the  rule  above  mentioned.  This  was  of  little  moment  in  the  case  of  beds  with 
sacking,  since  probably  no  easier  bed  could  fall  to  the  lot  of  the  poor  than  one 
of  good  flock  properly  teazed  and  filled,  and  placed  upon  sacking  with  a 
suitable  tension  ;  but  it  was  of  the  greatest  moment  to  the  comfort  of  the  inmates 
lying  upon  bedsteads  with  rigid  wooden  or  iron  bottoms,  and  in  the  case  of 
well  made  iron-lath  bottoms,  when  the  beds  were  not  well  filled,  or  the  hair 
mattress  was  worn  thin  in  the  middle.  Moreover,  in  numerous  cases  we  found 
the  ticks  iron-moulded,  and  injured  from  direct  contact  with  the  iron. 

For  a  reason  to  be  mentioned  presently,  the  use  of  laths  is  supplanting  that 
of  sacking. 

This  deficiency  of  mattresses,  and  the  use  of  cheap  bedsteads  with  rigid 
bottoms,  and  the  possible  occurrence  of  thin  beds,  is  a  serious  defect  in  the 
bedding  of  some  of  the  workhouses.  It  should  also  be  added  that  whilst  the 
eondition  of  the  ticks  is,  in  a  majority  of  instances,  good,  in  some  they  are  very 
poor  in  quality,  patched,  and  old. 

Bolsters  are  always  provided,  and  usually  pillows  also. 

It  is  difficult  to  do  justice  while  comparing  the  bedding  in  one  workhouse 
with  that  in  another,  except  in  a  few  extreme  cases,  since  nearly  in  all  the 
workhouses  there  is  diversity  in  its  character  ;  but,  generally  speaking,  that  of 
St.  George  Hanover-square,  at  their  two  workhouses,  Marylebone,  Shoreditch, 
and  St.  Margaret's  was  almost  or  quite  universally  good  ;  whilst  at  Fulham, 
East  London,  St.  Giles,  Paddington,  Bethnal-green,  St.  Pancras,  Mile-end,  St. 
Margaret's  at  Kensington,  Whitechapel,  and  St.  Luke's,  the  condition  was 
more  or  less  defective.  Perhaps,  for  easy  comparison,  and  in  two  new  work- 
houses, none  could  be  more  effectively  taken,  both  in  this  and  other  things, 
than  the  neighbouring  workhouses  of  St.  George's  at  Brompton  and  Fulham. 

In  most  of  the  workhouses  there  are  some  bedsteads  with  racks,  by  whi^h 
the  upper  part  of  the  body  may  be  raised.  At  Poplar  most  of  the  sick  beds 
have  this  convenience ;  and  at  St.  George's  Hanover-square,  St.  Mary  New- 
ington,  and  many  others,  there  is  a  noticeable  proportion  ;  but  in  many,  as  at 
Hackney,  there  are  none.  A  few  separate  bed-rests,  and  some  fitted  up 
luxuriously  with  hair  stuffing,  as  at  Wandsworth,  are  provided  in  nearly  all 
workhouses.  Generally  speaking,  however,  there  is  a  deficiency  in  both  of 
these  requirements. 

It  may  be  further  added,  that  in  some  of  the  workhouses,  as  Holborn,  and 
Bethnal-green,  and  in  general,  where  the  master  has  previously  held  some 
office  in  the  army,  the  bedding  is  neatly  folded  up  and  placed  at  the  head  of  the 
bedstead  throughout  the  day.  In  this^  as  also  in  other  cases,  and  particularly 
where  the  rooms  are  narrow,  the  bedsteads  are  often  made  to  fold  up,  so  that 
the  lower  part  is  turned  upon  the  upper,  and  covers  the  bedding,  whilst  more 
space  is  left  in  the  centre  of  the  wards.      i 
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This  arrangement,  however,  is  not  general ;  and  more  commonly  the  beds,  ^^^  '• 

\xhich  the  occupants  vacate  in  the  daytime,  are  made  at  eight  or  nine  a.m.,       Inspectk)™^ 

and  left  prepared  for  use  at  night.     When  the  inmates  occupy  the  bed  during  

the  day,  it  is  made,  more  or  less  conveniently,  once  9r  twice  daily.  Fu^u^^^^y* 

Under  the  head  of  Furniture  and  Effects,  we  have  noticed  the  following :  E^ts.  ^  ^" 

Cupboards,  dressers,  lockers,  bookshelves,  nightstools,  benches  with  backs, 
chairs,  arm-chairs,  rocking-chairs  for  lying-in  rooms,  cushions,  screens,  capes  or 
shawls  for  use  in  bed  when  sitting  up,  flannel  nightgowns  for  use  in  the  night, 
slippers,  bed-trays,  napkins  to  cover  the  trays  or  beds  at  meals,  looking-glasses, 
pulleys,  spectacles,  towels,  combs,  brushes,  soap,  washhand  basins,  urinals,  waste 
paper,  books  of  a  religious,  entertaining,  and  illustrated  character,  illustrated 
periodicals,  games  and  other  amusements ;  and  such  medical  appliances  as  feet 
and  chest  warmers,  air  or  water  beds  and  cushions,  waterproof  sheeting  and 
urinals,  bed-rests,  and  moveable  slipper,  hip,  and  foot  baths. 

It  will  not  be  possible,  with  any  satisfactory  results,  to  enter  into  a  minute 
analysis  of  the  information  which  we  have  gained  on  these  matters,  but  must 
be  content  to  offer  a  few  observations,  and  those  rather  of  general  character 
than  of  detail,  and  refer  to  the  reports  on  the  separate  workhouses. 

With  40  workhouses,  each  managed  by  officers  of  varying  discernment,  taste, 
knowledge,  and  attention  to  the  details  of  duty  ;  and  with  Boards  of  Guardians 
varying  in  their  acquaintance  with  other  workhouses,  and  even  with  their  own — 
differing  also  in  their  personal  tastes,  and  in  their  views  as  to  the  proper  pro- 
vision to  be  made  for  the  treatment  of  the  poor,  great  diversity  in  the  degree  in 
which  these  articles  are  supplied  might  be  expected.  In  some,  as  for  example, 
St.  George's  workhouses,  Marylebone,  City  of  London,  Camberwell,  and  Islington, 
the  most  casual  observer  would  notice  that,  whatever  defects  may  yet  exist,  great 
attention  has  been  paid,  not  only  to  the  well-being  but  to  the  comfort  of  the 
inmates  ;  whilst  in  others,  as  Fulham,  notably,  St.  Mary  Newington,  Hackney, 
East  [^ondon,  Bethnal  Green,  Whitechapel,  Paddington,  Mile  End,  Stepney, 
West  London,  St.  Giles,  and  Clerkenwell,  there  is  in  many  particulars  a  marked 
deficiency. 

Buckets,  tins,  and  the  larger  utensils,  with  brushes  and  similar  articles,  are 
sometimes,  as  at  Whitechapel,  placed  in  cupboards  under  the  sinks  in  the 
corridors ;  or,  as  at  St.  Pancras  and  many  other  workhouses,  in  the  small 
ill-ventilated  sinks,  or  even  in  the  water-closets,  both  of  which  may  lead 
directly  out  of  the  wards.  In  others,  as  at  Clerkenwell,  they  remain  exposed 
in  the  wards ;  and  in  others  they  are  placed  in  cupboards  in  the  wards. 

It  is  impossible  to  keep  such  articles  sweet,  and  they  are,  moreover,  unsightly, 
and  should  not  be  exposed,  nor  kept  in  ill-ventilated  places  in  direct  communi- 
cation with  the  wards,  and  least  of  all  should  they  encumber  the  water- 
closets. 

In  this  respect  there  is  a  deficiency  in  most  of  the  workhouses. 
In  a  large  majority  of  workhouses  there  are  cupboards  in  the  wards,  in  which 
the  lesser  utensils  are  properly  placed ;  but  in  a  few,  as  St.  Giles,  they  are 
misappropriated  by  being  occupied  by  the  paupers'  clothing,  which  might 
readily  be  kept  elsewhere,  whilst  the  articles  which  should  be  placed  therein, 
are  left  scattered  about  and  exposed. 

Dressers  are  found  at  Bermondsey,  St.  George-the-Martyr,  Greenwich,  Mary- 
lebone, St.  Martin's,  Holborn,  City  of  London,  St.  George  Hanover-square 
(two  workhouses) ;  Chelsea,  St.  George-in-the-East,  and  Camberwell,  and  a  few 
in  Whitechapel,  Hackney,  &c.  They  contain,  in  the  cupboards,  the  smaller 
but  rougher  utensils,  and  some  of  the  crockery,  whilst  the  polished  tin  warmers, 
the  crockery,  and  ornaments,  are  displayed  upon  the  outside.  In  some  work- 
houses, as  St.  George-the-Martyr,  St.  George's  at  Brompton,  Holborn,  Maryle- 
bone, and  Islington,  they  are  most  useful,  and  by  the  display  give  an  air  of 
comfort  to  the  wards.  In  several  workhouses  they  are  replaced  by  small  cup- 
boards; but  at  St.  Margaret's,  Kensington,  East  London,  St.  Pancras, 
Paddington,  Bethnal  Green,  St.  Mary  Newington,  Wandsworth,  and  West 
London,  there  are  none,  or  scarcely  any,  in  the  wards. 

In  many  workhouses  there  is  also  a'cUsplay  of  these  articles  upon  the  mantel- 
shelves, but  in  one  or  two,  and  those  the  newer  workhouses,  as  at  Fulham,  there 
are  not  any  mantel-shelves,  and  the  walls  look  very  bare. 

Lockers,  in  which  the  inmates  may  place  a  few  things  belonging  to  them- 
selves, as  slippers  and  books,  are  not  by  any  means  generally  founds  and  they 
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are  most  useful  and  necessary.  None  exist  at  Mil.-  End,  Stepi*ey,  Poplar,  St. 
Margarets  Kensington,  Hackney,  East  London,  Paddtngton,  or  Wandsworth. 
In  suuiC  workhouses  there  are  a  lew  (usually  very  old  and  small  ones),  a:*  at 
West  Lundon,  Chelsea,  Kensington,  St.  Margaret's  Westminster,  and  White- 
chapel.     In  some  chey  are  absurdly  small,  as  at  St.  Mary  Newington. 

The  lockers  usually  have  a  door  in  front,  and  sometimes  they  add  materially 
to  the  furniture  of  the  wards.  In  others  tney  are  like  night-stools  in  form  and 
size, — small  and  very  common,— and  are  opeiied  at  the  top.  In  some,  as  at 
Hi»njpstead,  the  night-stool,  ihe  locker,  and  the  washstand  are  compounded 
together,  and  a  hybrid  piece  of  furuiture  is  produced.  At  6t  Pancras  they  are 
lofiy,  have  three  or  four  shelves,  and  are  without  doors. 
In  this  matter  there  is  a  very  general  deficiency. 

Bookshelves  are  found  geneiallv  in  only  a  very  few  workhouses,  including 
those  ol  the  City  of  London  and  St.  George-in-the-East;  but  an  occasional  set 
may  he  seen  at  St.  Margarets  U  e&tminster,  and  St.  James's.  Hence  the  books 
and  periodicals,  when  they  exist,  are  scattered  about  the  wards,  or  laid  up  in 
corners. 

Night-stools  are  found  in  every  ward,  and  as  they  are  used  as  ordinary  seatg 
also,  they  sometimes,  as  at  Mile  End,  abound  to  an  extraordinary  degree.  Ihey 
are  commonly  very  small  and  plain,  and  being  used  as  benches,  are  very  generally 
without  arms,  and  are  most  inconvenient  for  the  use  of  aged  and  infirm  persons 
in  the  night.  In  a  few  workhouses  they  are  chairs,  and  then  very  cominonly 
they  are  old  anJ  ill-looking. 

There  is  always  a  moveable  pan;  and  where  there  is  a  night  nurse,  it  is  the 
practice  to  empty  it  after  use ;  but  in  ^ome  places,  as  in  ihe  old  buildings  at 
St.  George -in-the-East,  it  remains  in  th^  ward  until  the  morning.  In  one  work- 
house only,  Holborn,  is  there  a  night  convenience  of  improved  construction ; 
one  that  is  sealed  after  use.     {See  pagie  51,  fig.  5). 

In  several  workhouses  the  only  benches  provided  are  without  backs  ;  and 
there  are  both  small  ones  between  the  beds,  and  long  ones  in  the  middle  of  the 
room.  More  commonly,  however,  the  long  benches  have  backs,  and  are  thus 
more  comfortable  ;  but  the  backs  are  often  very  upright,  and  the  seals  narrow. 
In  not  a  few,  there  are  cushions  upon  the  benches  ;  and  in  some  the  benches 
are  padded  and  quite  luxurious. 

1  here  is,  however,  in  general,  a  defect  in  comfort  in  this  matter  ;  and  it  is 
painful  to  see  the  aged  and  infirm,  and  particularly  the  sick,  sitting  upon  narrow 
benches  without  backs  or  cushioas. 

Chairs  are  universally  found ;  and  sometimes  both  single  and  arm-chairs  are 
suppUed  in  abundance ;  but  in  many,  perhaps  in  most  workhouses,  there  is  a 
deficiency,  and  particularly  of  arm-chairs.  They  are  usually  Windsor  chairs; 
but  some  are  even  straighter  in  the  back,  and  look,  if  possible,  harder  in  the 
seat.     Some  workhouses,  however,  supply  very  comfortable  chairs. 

Rocking  chairs  for  the  use  of  the  lying-in  room  and  nursery  are  scarcely  ever 
provided  ;  and  in  this,  as  in  many  other  comforts,  the  lying-in  wards  of  the 
metropolitan  workhouses  are  deficient.  In  some  of  the  workhouses  in  my  own 
district  every  Uttle  child  has  been  provided  with  a  little  rocking-chair ;  but  no 
such  comfort  exists  in  London. 

Cushions  for  benches,  or  chairs,  or  both,  are  found  in  many  workhouses,  as 
at  St.  Saviour's,  Bermondsey,  Marylebone,  St.  George  Hanover-square  (two 
workhouses) ;  Islington,  St.  George-in-the-£ast,  &c. ;  but  not  at  all,  or  most 
rarely,  at  St.  George-the- Martyr,  Shoreditch,  Mile  End,  St.  Margaret  West- 
minster, St.  Pancras,  East  London,  St.  James,  Paddington,  &c. 

In  this  matter,  and  particularly  in  the  lying-in  wards,  there  is  a  deficiency. 
Screens  are  lound  in  nearly  all  workhouses.  They  are  of  every  size  and 
colour ;  but  tlfose  which  seemed  tiie  most  simple  and  neat  were  only  sheets 
thrown  ovt  r  a  stand  like  a  clothes-horse.  There  is  an  objection  to  place  them 
around  the  bed  of  dying  persons,  since  the  practice  is  said  to  have  a  depressing 
effect  upon  the  sufferer,  and  to  intimate  very  plainly  the  belief  of  the  official 
in  his  approaching  end.  But  it  was  very  painful  to  see  a  dying  man,  as  at 
Bermondsey  and  Stepney,  exposed  to  the  gaze  and  notice  of  all  the  inmates 
and  incomers ;  and  v\  e  could  not  but  wish,  both  for  the  sense  of  privacy  which 
seems  natural  at  such  a  time,  and  to  prevent  the  ill  effect  of  the  sight  of  frequent 
deaths  upon  the  other  inmates  of  the  ward,  that  screens  sufficiently  high  to  pre- 
vent those  who  lie  in  bed  from  seeing  the  dving  person  were  universally  provided. 
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Woollen  capes,  or  shawls,  for  the  use  of  the  inmates  when  sitting  up  in  bed.    ^     ^i^^l'f  the 
are  now  very  generally  provided ;  and  in  perhaps  a  majority  of  the  workhouses       Inspection. 

there  are  woollen  gowns  for  such  as   use  the  night-stool  during  the  night.  

Further  extension  of  these  comforts  is,  however,  required.     Slippers  are  pro-  Beds^  Bedding^ 
vided  in  a  large  majority  of  the  workhouses,  and  sometimes  they  are  neat  and  ^rnitureand 
good.  -^^  *' 

Bed-trays  are  suppHed  in  most  workhouses,  and  in  some,  as  at  Whitechapel, 
pains  have  heen  taken  to  fix  them  well  upon  the  bed.     More  are  needed. 

Napkins  to  cover  the  trays,  or,  in  the  absence  of  trays,  to  lie  upon  the  bed- 
clothes during  the  meal,  are  supplied  in  some  workhouses,  as  at  St.  Luke's  and 
St.  George's,  but  the  practice  is  not  general. 

Looking-glasses  are  found  in  probably  a  majority  of  the  workhouses,  and  at 
Shoreditch  one  is  also  placed  in  each  lavatory.  This  practice  is  extending, 
and,  as  at  Wandsworth,  will  soon  include  both  men's  and  women's  wards. 

Pulleys  to  the  bed  are  not  generally  supplied,  but  they  are  found  in  several 
workhouses,  and  should  be  found  in  all. 

Spectacles  are  supplied  by  the  Guardians  in  nearly  all  workhouses ;  and 
although  we  did  not  find  any  case  in  which,  spectacles  had  been  refused, 
I  think  it  open  to  question  whether  due  pains  are  taken  to  see  that  every  aged 
person  has  them.  Many,  perhaps  most,  of  the  aged  have  some  dilapidated  ones 
of  their  own,  but  the  degree  of  power  is  not  always  fitted  to  their  present  sight. 
Improvement  is  needed  in  this  mutter. 

The  supply  of  towels  varies  in  almost  every  workhouse.  In  a  very  few,  as 
Marylf'bone,  St.  Giles,  St.  Margaret  Westminster,  Islington,  Hampstead,  and 
St  George's  at  Brompton,  each  sick  inmate  has  a  separate  towel.  In  most  work- 
houses a  certain  number  of  towels  are  supplied  to  each  ward  by  the  guardians, 
and  many  of  the  inmates  have  their  own.  They  are  square  or  roller  towels, 
and  their  number,  of  whatever  kind  and  size,  allowed  to  each  ward  varies  from 
1,  as  at  Paddington,  to  24  for  31  inmates,  as  at  St.  Pancras.  Usually,  however, 
the  supply  for  an  ordinary  ward  is  two  or  three  round  ones,  and  they  are 
changed  twice  a  veek.  In  several  workhouses  they  are  changed  whenever 
desired,  and  therefore,  practically,  the  number  is  greatly  multiplied,  and  as  at 
St.  Saviour's,  East  London,  St.  Pancras,  St.  Mary  Newington,  and  many  others, 
the  supply  is  abuntlant. 

In  a  few  the  towels  were  greatly  deficient  in  size,  quantity,  and  quality,  as  in 
some  wards,  at  St.  George-in  the-East ;  and  in  many  it  was  impossible  td 
believe  that  two  roller  towels,  changed  twice  a  week,  could  be  sufficient. 

In  this,  however,  it  is  very  difficult  to  arrive  at  a  just  conclusion,  since,  as 
has  already  been  stated,  many  of  the  inmates  have  their  own  towels ;  and  in 
washing  the  inmates  in  bed,  a  sponge  is  very  generally  used.  We  rarely  saw 
towels  in  a  vCTy  dirty  state,  and  still  more  rarely  saw  dirty  faces  amongst  the 
inmates.  Moreover,  the  matron  in  one  workhouse  stated  that  the  towels  when 
returned  were  scarcely  dirtied  ;  but  in  not  a  few  cases  we  pointed  out  to  the 
master  and  matron  that  a  deficiency  existed,  and  obtained  their  assent  to  our 
view  of  the  matter. 

In  this,  as  in  other  matters,  a  rapid  improvement  is  being  effected ;  and 
whilst  in  one  part  of  the  workhouse,  as  at  St.  George-in-the  East,  we  found  the 
miserable  towels  to  which  1,  have  referred,  in  other  wards  good  roller  towels 
had  been  provided. 

In  one  workhouse,  the  separate  towel  was  fastened  with  a  loop  to  a  hook  in 
the  wall,  near  to  the  bed  of  each  patient;  and  in  another  a  towel  horse  had 
been  fixed  upon  the  locker ;  but  usually  they  were  folded  and  placed  over  the 
rail  at  the  top  of  the  bedstead,  orb-r^hind  the  pillow.  Rollers  for  the  jack-towels 
were  usually  provided;  but  in  some  workhouses,  as  at  St.  Mary  Newington, 
ttiey  did  not  exist,  and  the  towels  were  laid  about  untidily. 

Combs  in  like  manner  often  belonged  to  the  inmates,  and  particularly  to  the 
women ;  but  in  by  far  the  large  majority  of  workhouses  only  one  or  two  were 
supplied  by  the  guardians  to  each  ward.  We  did  not  examine  those  of  the 
inmates,  but  those  of  the  guardians  were  usually  broken,  and  sometimes  dirty. 
A  small-tooth  comb  and  a  large  cuinb  were  usually  found  together. 

At  Marylebone  and  Isfington,  one  was  supplied  to  each  inmate;  and  at 
Hampstead,  and  pit)bably  a  few  other  workhouses,  each  female  inmate  had  a 
eomb,  either  of  her  own  or  of  the  guardians. 

The  instances  were  extremely  few  where  hair-brushes  were    provided  for 
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adults ;  but  at  Marylebone  and  Islington  one  was  supplied  to  each  female.  At 
the  City  of  London,  St.  James's  and  St.  Margaret  Westminster,  two  were 
supplied  to  a  ward ;  at  Camber  well,  three  to  each  ward ;  and  at  Hampstead 
and  Chelsea,  one  to  each  ward. 

Hair-brushes  were  used  fo  the  children. 

In  reference  to  towels,  combs,  and  brushes,  there  is  a  deficiency. 

Soap  is  universally  supplied  by  the  guardians.  In  a  majority  of  workhouses 
a  certain  quantity  is  allowed  to  the  ward,  part  of  which,  is  used  to  clean  the 
ward  and  part  in  washing  the  inmates ;  and  in  some  workhouses  a  separate 
piece  of  about  two  ounces  is  given  to  each  person.  In  only  one  or  two  work- 
houses was  a  complaint  made  of  insufficiency  of  soap :  and  we  were  very  generally 
informed  that  if,  from  any  special  reason,  an  additional  quantity  of  soap  was 
required,  it  was  supplied  on  asking  for  it. 

As  this  is  an  article  which  miuht  readily  be  wasted,  it  is  probable  that  the 
supply  is  generally  limited  and  watched ;  and  in  reference  to  the  question  of 
the  distribution  of  soap  to  each  inmate,  and  the  use  of  a  separate  towel,  it 
must  not  be  forgotten  that  no  inconsiderable  proportion  of  the  inmates  of  the 
wards  which  we  saw  were  accustomed  to  get  up  and  wash  at  the  lavatory 
vnth  a  piece  of  soap  common  to  all,  and  to  wipe  themselves  upon  a  common  toweL 

The  practical  test  of  these  questions  is  the  cleanliness  of  the  inmates,  and 
this  doubtless  far  exceeded  that  of  the  same  class  at  their  own  homes,  and  was 
not  less  than  that  of  the  inmates  of  other  public  institutions. 

Washhand  basins  were  universally  provided,  but  in  numerous  workhouses 
the  number  was  small  in  proportion  to  that  of  the  inmates.  Usually  there 
were  two  or  three  to  a  ward ;  but  sometimes  only  one,  and  that  a  broken  one, 
could  be  found ;  and  in  others,  six  or  seven  were  supplied  to  each  ward. 
Those  inmates  who  did  not  keep  their  beds  did  not  use  these  basins,  but 
washed  in  the  lavatory ;  and  as  the  persons  who  washed  the  inmates  rarely 
exceeded  two,  scarcely  more  than  that  number  of  basins  could  be  used  by 
them.  In  some  workhouses,  as  at  Fulham,  we  found  wards  vrith  only  one 
basin  for  the  use  of  all  the  inmates,  whether  able  to  rise  or  not ;  and  as  it  is 
probable  that  some  of  the  inmates  who  kept  their  beds  were  able  to  sit  up  to 
wash  themselves,  we  could  not  doubt  that  in  this,  as  in  cases  where  even  two 
or  three  basins  were  allowed,  the  supply  was  insufficient. 

The  basins  were  very  generally  of  white  pottery ;  but  in  some  they  were  of 
dirty  looking  tin,  and,  in  others,  of  metal,  with  or  without  a  lining  of  enamel. 
In  some,  as  at  Wandsworth,  they  were  small  in  size. 

At  Kensington  and  Paddington,  two  West-end  workhouses,  we  found  the 
disgraceful  fact,  of  some  of  the  inmates  washing  in  the  chanaber  pots.  This 
occurred  only  in  one  ward  in  each  workhouse,  and  was  owing,  not  to  the 
general  absence  of  washhand  basins,  but  to  the  fact  that  the  washhand  basins 
in  charge  of  those  particular  pauper  nurses  had  been  broken.  In  each  case 
the  master  was  present  with  us,  and  appeared  to  be  quite  unaware  of  the 
occurrence  of  this  filthy  habit,  and  blamed  the  pauper  nurse  for  not  having  asked 
for  additional  basins ;  but  it  appeared  to  us,  and  so  we  expressed  ourselves,  that 
the  fault  and  the  discredit  rested  upon  him  and  the  matron,  and  at  Paddington, 
upon  the  newly-appointed  paid  nurse,  for  not  making  themselves  acquainted 
vnth  the  ordinary  proceedings  in  their  workhouse. 

We  were  told  that  the  same  practice  had  formerly  existed  in  some  of  the 
wards  at  St.  George-the-Martyr ;  but  under  the  present  vigilant  and  intelligent 
master,  this,  with  a  multitude  of  other  evils,  had  passed  away. 

We  were  also  informed,  by  the  medical  officer  at  the  East  London  Union, 
that  the  inmates  would  adopt  the  same  practice  there  if  not  sharply  looked 
after ;  that  it  was  not  an  uncommon  habit  in  the  -  homes  of  the  poor ;  and  that 
even  in  a  militia  regiment,  with  which  he  had  been  officially  connected,  this 
dirty  practice  had  occurred. 

It  may  be  presumed,  and  we  learnt  that  at  Paddington  it  was  so,  that  the 
pots  were  in  each  case  washed  before  being  used  for  this  purpose. 

Urinals  were  universally  supplied  to  each  bed,  and  many  of  them,  as  would 
be  probable,  had  the  handle  broken  off. 

VV  aste  paper  for  use  at  the  water-closet  was  supplied  in  but  very  few  work-, 
houses.  This  appears  to  be  really  both  a  hardship  to  the  inmates  and  a 
disgrace  to  the  guardians ;  and  has  led  in  numberless  instances  to  the  use  of  old 
towels,  dusters,  and  dishcloths,  which  were  thrown  down  the  water-closet,  and 
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in  not  a  few  instances  stopped  them  up.     It  was,  however,  stated — ^and  it  P*^  I. 

certainly  applies  too  much  to  country  populations — that  a  very  large  proportion    ^^''^^^  °""*. 

of  the  poor  do  not  use  waste  paper  at  their  homes,  and  do  not  therefore  notice         ^^^f 

the  necessity  for  it ;  and  it  must  also  be  added  that  the  subject  from  its  nature  Beds^  Bedding^ 
had  very  generally  been  overlooked  by  the  Guardians.    We  nevertheless  found  FumUure  and 
several  masters  who  had  noticed  the  necessity  for  a  supply ;  and  as  periodicals  ^^^^^ 
do  not  find  theu*  way  largely  into  workhouses,  neither  the  master  nor  the  inmates 
could  furnish  waste  paper  without  some  special  arrangement  being  made  for 
its  purchase  by  the  Guardians.     In  this  matter  there  is  a  too  general  defect. 

One  or  more  Bibles,  and  sometimes  a  Prayer  Book  were  found  in  each  ward, 
but  in  a  more  or  less  imperfect  and  dilapidated  state, — a.  circumstance  connected 
with  the  subject  just  discussed.  In  only  one  workhouse  have  we  found  a  separate 
copy  of  any  part  of  the  Sacred  Scriptures  supplied  to  each  sick  inmate.  The 
master  at  CMnberwell,  thus  honourably  distinguished,  had  provided  a  bent-wire 
rack,  holding  a  Testament  with  good  type  and  in  good  condition,  which  hung  at 
the  bed  bead  of  each  inmate ;  and  it  cannot  be  doubted  that  when  thus  close 
at  hand  the  Scriptures  would  be  read,  when  under  other  circumstances  the 
inmates  would  not  have  that  advantage. 

A  library  was  found  in  a  majority  of  the  workhouses  ;  but  it  certainly  varied 
greatly  both  in  extent  and  variety.  Generally  it  was  very  small,  and  the  books 
old^  and  perhaps  not  interesting ;  whilst  in  some,  interesting  biographies  and 
the  excellent  serials  of  the  day  had  been  bound,  and  were  accessible  to  the 
inmates.  In  more  than  one  workhouse,  however,  libraries  of  some  value  had 
been  supplied ;  and  at  St.  Margaret's,  Kensington,  the  chaplain  and  medical 
officer  enjoyed  the  high  reward  of  having  amassed  a  library  of  about  800 
volumes. 

In  a  majority  of  the  wards,  probably,  we  found  some  books,  few,  old,  and 
generally  uninteresting ;  and  whilst  in  most  some  efforts  were  made  to  distri- 
bute the  library  books  through  the  several  wards,  there  was  generally  an  utter 
want  of  regularity  and  success. 

Periodicals  of  an  interesting  nature,  and  often  with  illustrations,  as,  for 
example,  the  *^  Sunday  at  Home,"  "  Leisure  Hour,**  "  Cassell's  Paper,**  and 
the  "  British  Workman,**  are  found  nearly  in  all  workhouses,  but  their  number 
is  very  few,  the  circulation's  most  irregular  and  unsystematic,  and  in  many 
wards  it  entirely  fails.  In  some  workhouses  the  Guardians  expend  2  ^.  to  5  «. 
weekly  in  the  purchase  of  periodicals ;  but  in  many  others,  as  at  St.  Pancras, 
they  do  not  do  so ;  and  the  supply,  if  any,  is  provided  by  the  chaplain  or  other 
official,  the  scripture  reader,  the  tract  distributor,  the  lady  visitor,  or  a  kindly 
disposed  and  thoughtful  guardian,  as  at  Wandsworth.  But  few  newspapers 
find  their  way  into  workhouses,  yet  sometimes  an  inmate  purchases  them,  or 
the  doctor  leaves  his  copy  of  the  "  Illustrated  London  News** ;  and  we  were  in- 
formed that  an  impression  exists,  however  erroneous  it  may  be,  that  the  Poor 
Law  Board  do  not  approve  of  their  introduction. 

On  the  whole,  there  is  a  defect  in  the  supply  of  Bibles  and  other  religious 
books ;  and  a  more  general  defect  in  the  supply  of  useful  and  entertaining 
books  to  readers,  and  illustrations  for  those  who  cannot  read.  There  is  also  a' 
great  defect  in  the  system  of  distributing  through  the  different  wards  such  as 
are  provided ;  and,  perhaps,  even  a  greater  still,  in  the  absence  of  persons  who 
will  read  to  those  who  cannot  'read  for  themselves.  A  few  honourable  ex- 
ceptions exist. 

Games  and  similar  amusements  are  but  rarely  supplied  either  to  the  children  or 
the  aged.  In  reference  to  the  former,  no  one  doubted  the  acceptableness  of 
toys  and  simple  games ;  but  as  to  the  latter,  we  were  informed  that  the  aged 
cared  little  for  them,  and  that  they  were  liked  only  by  the  young  and  the  idle. 
Whatever  amount  of  truth  there  may  be  in  that  statement,  it  was  certainly 
sad  to  see  so  many  hundreds  of  persons,  with  nothing  to  amuse  them, 
who  from  defective  education,  and  long  residence  out  of  the  world,  had 
nothing  to  think  about,  and  who  sat  or  lay  looking  at  the  bare  walls,  or 
their  scarcely  more  animated  fellow  inmates.  In  many  workhouses  a  certain 
number  of  draught  boards  and  men,  either  supplied  by  the  Guardiauh,  or 
made  by  the  inmates,  and  a  larger  number  of  dominoes  existed,  but  they 
were  not  distributed  to  the  wards  generally,  and  were  insufficient  in  number. 
In  this,  as  in  some  other  matters  the  officials  had  not  kept  pace  with  the  times ; 
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and  had  left  the  inmates  to  ask  for  that  which,  as  we  found  at  CambeFwelT^ 
existed  in  stock,  and  might  have  been  distributed  long  before. 

Games  at  cards  are  not  allowed  in  any  workhouse. 

The  lunatics,  when  warded  separately,  are  in  this  matter,  as  in  almost  every- 
thing  else,  more  highly  favoured  than  any  other  class  of  inmates.  There  is 
very  generally  a  good  bagatelle  board  for  their  use,  with  battledoor  and 
shuttlecock,  and  other  games,  both  within  and  without  the  wards ;  and,  as  at 
Shoreditch,  it  is  not  uncommon  for  the  nurse  to  amuse  them  with  the  accordion; 
or,  as  at  the  City  of  London,  for  some  of  the  inmates  to  play  upon  the  piano, 
to  the  amusement  of  all. 

In  reference  to  children,  there  is  a  universal  deficiency  of  toys  and  amuse- 
ments, and  in  reference  to  the  aged  and  sick  adults,  the  amusements  should  be 
more  varied  and  numerous. 

Prints  and  Scripture  phrases  (some  of  the  latter  not  a  little  incongruous)^  were 
found  in  nearly  all  the  workhouses,  differing  greatly  in  value,  fitness,,  and 
number.  They  were  the. most  noticeable  at  St«  Margaret^s  at  Kensington,. 
Holborn,  St.  George-the-Martyr,  Marylebone,  Strand,  Islington,  St.  George's  at 
Brompton,  Chelsea,  St  George-in-the-East,  Paddlngton,  and  Camberwell,  and 
were  indicative  of  a  thoughtful  chaplain  or  master,  or  the  bounty  of  some 
lady  visitor^  as  in  the  case  of  Mrs.  Gladstone,,  in  St.  George-in-the  East.  At 
St.  Margaret^s  at  Kensington,  the  chaplain  and  medical  officer  had  collected 
about  500  prints.  On  the  other  hand,  there  were  several  workhouses  in  which 
none,  or  scarcely  any  prints  could  be  found ;  as  West  London,  Wandsworth, 
Fulham,  St.  Mary  Newington,  St.  Luke^s  City-road,  St.  Pancras,  Rotherhithe, 
East  London,  Hackney,  St.  George  Hanover-square,  Kensington,  St.  James, 
St.  Margaret  Westminster,  Whitechapel,  St.  Giles,  and  St.  Saviour's.  Hence 
there  was  a  very  general  deficiency  in  this  matter. 

Of  medical  applianqes  there  was,  speaking  generally,  a  good  supply ;  and^ 
without  exception,  the  medical  officers  informed  us  that  whatever  they  required 
or  ordered  was  readily  supplied. 

Feet  and  chest  warmers,  one  or  both,  were  found  in  all  workhouses ;  and  in 
some,  as  Marylebone,  and  St.  George's  Hanover-square,  they  were,  with  other 
metal  utensils,  displayed  in  every  ward.  In  some  workhouses  proper  bottles 
were  used  as  foot  warmers ;  and  in  a  few,  as  at  Wandsworth,  their  size  was 
small.  In  a  few  there  were  no  chest  warmers;  and  in  several  workhouses 
I  have  pointed  out  some  deficiency. 

Moveable  baths,  whether  slipper,  hip,  or  foot-baths,  were  almost  universally 
supplied.  Some  of  the  former  were  on  wheels,  as  at  Marylebone,  and  were 
large  and  convenient.  In  some,  as  at  St.  Pancras,  hip-baths  were  numerous^ 
and  more  or  less  supplanted  slipper  baths ;  and  foot-baths  were  universale 

The  number  of  these  appliances,  however,  varied  much ;  and  in  some  places, 
as  Fulham,  were  clearly  deficient. 

Air  or  water  beds,  and  air  or  water  cushions,  were  supplied  in  very  nearly 
all  the  workhouses ;  but  at  Whitechapel,  East  London,  and  one  or  two  others, 
there  was  a  deficiency,  and  there  were  not  any  cushions  with  a  central  de-^ 
pression. 

Waterproof  sheeting  was  found  everywhere ;  and  in  general  it  is  now  used 
both  for  the  labour  bed  and  for  the  lying-in  beds ;  but  in  quality  it  was  often  thin 
and  poor,  and  not  really  economical.  We  found  very  few  of  the  waterproof 
sheets  with  a  central  depression  and  a  fuunel  to  pass  through  the  bed,  so  suited 
to  wet  and  dirty  cases.  No  waterproof  urinals,  to  be  worn  by  the  aged  suffer- 
ing from  incontinency  of  urine,  were  seen  by  us ;  and  I  pointed  out  the  defect 
at  Mile  End  and  some  other  places. 

There  was  also  a  deficiency  in  the  supply  of  properly  formed  urinals  for  men 
and  women,  to  be  used  in  bed,  and  at  St  Mary  Newington,  there  was  a  complaint 
of  want  of  tin  vessels  for  vomits. 

Curtains  to  the  windows,  in  addition  to  blinds,  were  found  in  several  work- 
houses, as  at  St.  Pancras,  Islington,  and  Camberwell.  In  some,  short  curtains 
were  economically  represented  by  whitened  window  panes ;  and  in  a  few,  as  at 
East  London,  colour  was  put  upon  the  panes  to  effect  the  same  purpose  as 
blinds. 

In  some,  as  at  Camberwell,  a  white  dimity  curtain  was  placed  between  each 
two  beds,  which  could  be  drawn  or  extended  at  pleasure ;  and  in  a  few  there 
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were    curtains  at   the    head  of  the  women's   beds,  and  particularly,    as  at  Part  r. 

St.  George-the-Martyr,  on  the  lying^in-beds.  Detail  of  the 

When  the  labour  bed  was  in  the  same  room  as  the  lying-m  beds,  there  was  a        nspection. 
curtain  placed  around  it.  Dedsj  Bedding^ 

Usually,  however,  window  and  bed  curtains  were  not  supplied ;  neither  were  Furniture  and 
there  generally  valances  to  the  beds.  Effects. 

Artificial  and  natural  flowers,  and  various  ornaments  were  found  in 
several  workhouses,  as  at  St.  George*s  at  Brompton,  Islington,  Marylebone, 
Camberwell,  and  Holborn,  and  did  not  a  little  to  give  a  charm  to  the  wards  and 
yards. 

It  was  not  possible  for  us  to  inquire  minutely  into  the  character  of  the 
clothing  supplied  to  the  sick,  since  so  many  of  that  class  do  not  make  use  of 
day  clothes.  Generally  speaking,  however,  it  was  the  same  as  that  supplied  to 
the  other  inmates,  and  the  use  of  flannel  shirts  and  pocket  handkerchiefs  was 
not  general.  I  doubt  very  much  whether  it  would  be  in  general  sufficiently 
warm  for  the  winter  season,  if  the  inmates  were  not,  by  the  nature  of  their 
ailment,  commonly  confined  to  the  wards  or  to  the  workhouse  at  that 
period. 

After  this  reference  to  details,  we  must  arrive  at  the  conclusion  that  there  is 
great  diversity  in  the  different  workhouses  in  all  the  matters  discussed  under 
this  head ;  but  that  having  regard  to  the  subject  numerically,  there  can  be  no 
doubt  that  a  deficiency  widely  exists. 

Among  those  workhouses  which  occupied  the  first  rank  in  the  supply  of  fur- 
niture and  comforts  are  Marylebone,  Islington,  St.  George's  at  Brompton,  and 
the  City  of  London  ;  whilst  Camberwell,  St.  George-in-the-East  (except  in  the 
iAA  parts),  St.  George*s  Hanover-square,  Poplar,  St.  George-the-Martyr,  and  St. 
GUes  occupied,  the  next  rank.  Amongst  those  in  which  the  most  marked  de- 
fects existed,  speaking  generally,  were  West  London,  Bethnal  Green,  Paddington, 
Fulfaam,  East  London,  and  Hackney. 

In  a  few  workhouses,  as  at  St.  Giles  and  Wandsworth,  wooden  plates  or 
bowls  were  still  in  use  for  the  sick ;  and  in  others,  as  St.  Olave,  tin  plates 
were  used  for  the  same  purpose.  In  many,  probably  in  a  majority,  tin  pan- 
nikins are  used  for  soup.  In  the  large  majority  of  workhouses,  however, 
pottery  plates,  basins,  and  mugs  have  been  introduced. 

Cleanliness.  cleamiineM. 


The  condition  in  which  we  found  the  linen,  furniture,  and  wards,  was  that 
of  marked  cleanliness. 

In  a  very  few  workhouses,  as  St.  George  the  Martyr,  Shoreditch  and  White- 
<;hapel,  and  particularly  the  latter,  we  found  some  stains  on  the  labour  bed ; 
but  in  nearly  every  other  case  stains  had  been  prevented  by  the  use  of  water- 
proof sheeting.  The  linen  used  in  the  basement  wards,  as  at  St.  James,  and  in 
some  foul  wards  in  other  workhouses,  was  of  bad  colour,  and  the  bedding  upon 
which  itch  patients  were  treated  by  sulphur  ointment,  could  not  be  clean.  The 
cotton  rugs  in  use  in  some  workhouses,  as  St.  Giles,  had  the  appearance  of  want 
of  cleanliness;  but  they  were  old  and  of  a  dirty  colour. 

The  rule  is  to  supply  at  least  one  sheet  weekly  to  all  the  beds  in  the  sick 
wards,  and  one  sheet  fortnightly  to  the  other  wards.  In  numerous  workhouses 
two  sheets  weekly  were  regularly  supplied  to  each  bed  in  the  sick  wards ; 
and  in  certain  cases  one  or  both  sheets  were  changed  daily.  It  was  usual  to 
have  three  sheets  for  each  bed  at  Holborn,  and  four  at  St.  Mary's  at  Newing- 
ton ;  and  a  greater  number  were  allotted  to  the  dirty  cases. 

Each  inmate  bad  clean  under  linen  and  stockings  weekly  ;  and  the  dirty  and 
lying-in  cases  had  a  change  of  linen  much  more  frequently. 

Indeed  nothing  appeared  to  me  to  be  more  remarkable  than  the  exceeding 
cleanliness  of  the  workhouses,  having  regard  to  the  dirty  habits  of  many  of  the 
inn^ates,  and  the  great  number  of  persons  of  the  lowest  class  of  society  who 
were  there  congregated  together ;  and  in  this  respect  many  of  the  old  work- 
houses, as  Holborn  and  Poplar,  vied  with  the  newest  and  best  arranged  work- 
houses, and  were  in  a  state  highly  creditable  to  the  officials. 

The  filthy  practice  of  the  use  of  chamber-pots,  in  two  wards  already  referred 
372^  c  2  to. 


Digitized  by 


Google 


20 


REPORT  ON  THE  METROPOLITAN 


PartL 

DsrAlLS  OF  THB 
In8P£CTI0N. 

Cleanlinessm 


to,  must  be  regarded  as  a  matter  quite  apart,  and  as  in  no  way  indicative  of 
want  of  cleanliness  in  the  workhouses^ 

The  presence  of  bugs  is  also  much  to  be  regretted ;  but  considering  their 
abundance  in  London  houses  of  almost  every  class,  and  particularly  of  the 
class  whence  the  inmates  of  workhouses  are  derived,  greater  importance  must 
not  be  attached  to  it  than  it  deserves.  They  were  said  to  be  numerous  at 
St.  George-the-Martyr,  with  the  old  wooden  and  sacking  bedsteads ;  and  there 
it  cannot  be  pleaded  that  the  authorities  were  blameless,  for  those  bedsteads 
ought  to  have  been  burnt,  and  supplanted  by  iron  ones.  We  were  also  told 
that  they  were  abundant  at  St.  Mary's  at  Newington  ;  and  were  present  in  the 
Holbom,  Clerkenwell,  Shoreditch,  and  a  few  other  workhouses.  Pains  are 
taken  to  prevent  their  entrance  on  the  first  admission  of  inmates,  but  the 
occasional  visits  which  the  inmates  make  to  their  old  haunts,  and  the  admission 
of  visitors  and  other  persons,  aflford  great  facilities  for  their  introduction ;  and, 
when  oiice  introduced,  a  perpetual  warfare  must  be  maintained  against  them 
to  prevent  the  building  from  being  overrun  by  them. 


"FeniUatiofu 


Ventilation. 


The  ventilation  of  the  workhouses  is  almost  everywhere  defective,  from  the 
absence  of  efficient  means  of  ventilation,  and  the  almost  universal  habit  of 
covering,  or  othervrise  closing  the  ventilators.  The  first  cause  is  almost,  and 
the  second  quite  imiversal. 

When  referring  tO'  the  construction  of  workhouses,  I  pointed  out  conditions 
which  were  unfavourable  to  both  light  and  ventilation,  and  which  were  very 
generally  present,  viz. :  imperfectly  ventilated  central  corridors,  and  imperfect 
communication  between  the  corridors  and  the  wards.  To  those  were  also  added 
the  narrowness  of  certain  corridors,  as  at  Greenwich,  the  great  length  of  the  cor- 
ridors at  Greenwich,  Bethnal  Green,  and  many  other  workhouses,  without  a 
sufficient  number  of  transverse  passages  which  have  direct  access  to  the  outer 
air,  a^d  whatever  circumstances  were  then  cited  as  leading  to  deficient  light 
must  also  be  quoted  as  evidence  of  deficient  ventilation. 

These,  however,  do  not  apply  to  such  workhouses  as  St.  George's  Hanover- 
square,  Strand,  and  St.  Margaret's  at  Kensingtonj  where  there  are  outer  walls  on 
both  sides  of  the  wards,  nor  to  a  large  majority  of  the  detached  infirmaries 
which,  for  the  most  part  are  of  one  ward  only  in  depth. 

The  root  of  the  evil  is  doubtless  the  indifference  to  this  subject,  which  until 
now  has  existed  and  even  yet  exists  in  reference  to  both  private  houses  and 
public  buildings ;  to  want  of  due  consideration  of  and  knowledge  upon  the 
subject  by  those  having  the  immediate  charge  of  the  wards,  and  to  the 
rough-and-ready,  but  most  inefficient  habit  of  relying  upon  windows  only  iov 
ventilation. 

But  notwithstanding  the  defective  construction  and  the  want  of  knowledge 
referred  to,  various  means  have  been  devised  in  each  workhouse  to  aid  in  the  work 
of  ventilation.  These  are  cited  in  detail  in  the  special  reports  in  the  Appendix ; 
and  it  will  here  suffice  simply  to  name  them. 

1.  Open  fire  grates  are  found  in  all  workhouses,  and  with  very  few  exceptions 
in  every  room,  whilst  in  large  wards  there  are  usually  two.  In  some,  as  at 
Wandsworth,  they  are  very  small ;  and  however  efficient  when  a  fire  is  lit,  are 
less  effective  in  the  summer  time.  Stoves  have  been  introduced  at  Poplar 
which  project  into  the  room,  and  offer  an  open  fire  grate,  and  a  hot  plate  at 
the  top  for  the  distribution  of  heat  and  for  warming  the  dishes  ;  but  whilst  I 
do  not  doubt  their  advantage,  they  are  not  equal  to  chimney  grates  as  venti- 
lators during  the  summer  time. 

The  windows  are  for  the  most  part  double  hung,  but  in  some  the  lower  sash 
is  fastened.  In  several  workhouses  one  or  both  sashes  are  fastened  by  hinges, 
and  fall  forwards  into  the  room,  either  into  racks,  as  at  St.  George's  Hanover- 
square,  St.  George-the-Martyr,  and  Chelsea,  or  are  held  by  ropes,  as  at  Newing- 
ton. Usually  the  wider  opening  is  at  the  top,  but  in  a  few  places,  as  in  the 
lunacy  wards  at  GamberweU,  it  is  at  the  bottom,  and  directs  a  large  body  of 
cold  air  downwards.  At  St.  George's  at  Brompton,  each  large  jmne  is  made  to 
open ;  and  in  many  workhouses  smaller  portions  of  a  window  than  a  whole 
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open.  In  a  few  workhouses,  as  St  Martin's  and  Chelsea,  the  outer 
windows,  whether  square,  semicircular,  or  circular,  move  on  a  central  pin,  and 
open  at  both  ends ;  and  this  is  a  very  frequent  arrangement  in  workhouses,  in 
reference  to  the  windows  in  inner  walls.  In  some  of  them,  moreover,  there  is 
a  central  portion  which  moves  upon  a  central  pin. 

The  size  of  the  windows,  and  their  proximity  to  the  top  and  bottom  of  the 
wards,  varies  very  much ;  but  very  generally  they  are  high  from  the  floor,  and  on 
the  upper  floor  are  low  from  the  ceiling.  On  the  inner  wall,  or  in  walls,  as  at 
Bethnal  Green,  where  the  windows  look  into  a  lane,  or  into  a  passage  used  by 
other  classes  of  inmates,  they  are  usually  very  small,  irregular,  and  placed  very 
high. 

3.  One  01^  more  panes  not  unfrequently  consist  of  perforated  glass,  or  finely 
perforated  zinc;  but  sometimes,  as  at  St.  George-the-Martyr,  care  has  not 
been  taken  to  place  such  in  the  top  row  of  panes. 

This  system  is,  perhaps,  more  frequent  in  reference  to  lavatories,  sinks,  and 
water-closets  than  the  wards.  In  a  few  workhouses,  as  East  London,  a  wide 
and  deep  strip  of  perforated  zinc  had  been  placed  in  the  upper  window  frame  ; 
but  the  window  was  not  fixed  open. 

4.  At  Camberwell,  the  master  has  cut  about  half-an-inch  from  the  top  of  one 
of  the  panes,  in  one  or  more  windows  in  a  ward.  At  Chelsea  and  other  places, 
this  is  also  effected  with  the  gas  lamp,  which  is  placed  in  partition  walls ;  but  it 
Is  never  carried  to  the  extent  of  rendering  the  lamp  a  means  of  ventilation. 

5.  At.  St.  Pancras  the  inner  windows  of  the  lying-in-wards  are  separated  at 
the  bottom  from  the  wall  to  the  extent  of  six  inches  or  eight  inches,  and  the 
space  is  filled  in  with  perforated  zinc ;  whilst  over  it,  and  on  the  outer  side 
of  the  ward,  a  gas  jet  is  placed  to  light  both  the  room  and  the  corridor. 
This  by  rarefying  the  air,  aids  much  in  ventilating  the  rooms. 

6.  Openings  are  made  at  the  top  of  the  inner  walls,  or  over  the  doors, 
which  are  left  open ;  or,  as  at  St.  George  s,  Hanover-square,  are  covered  with 
wooden  shutters,  which  are  moved  by  ropes. 

7.  Openings  of  all  sizes  are  placed  in  the  outer  walls  at  the  top  and  bottom 
ipue  or  both),  which  are  simply  defended  by  wide  iron  gratings  on  the  outside  ; 
or,  in  addition,  have  a  sliding  shutter,  as  at  Lambeth,  and  many  other  work- 
houses ;  or  are  covered  with  perforated  zinc,  with  or  without  shutters,  as  at 
Wandsworth.  In  some  places,  as  the  latter  workhouse,  this  perforated  zinc 
had  been  painted  over ;  and  in  others  the  open  spaces  left  in  the  walls  had 
become  the  receptacles  for  rubbish,  and  suppUed  in  their  degree  the  absence 
of  lockers  for  the  inmates ! 

In  a  few,  as  at  St.  Pancras,  the  outer  and  inner  openings  were  not  in  the 
same  plane,  but  were  connected  by  a  shaft.  In  some  the  shaft  went  from  the 
bottom  towards  the  roof,  where  it  terminated  in  an  open  end ;  and  the  roof 
was  either  closed,  or  had  an  opening  by  which  a  communication  with  the 
outer  air  was  freely  established.  In  some,  as  at  St.  Margaret's  at  Kensington, 
air  flues  had  been  built  in  the  walls,  but  no  ventilator  had  been  placed  in  them, 
and  their  existence  had  only  recently  been  discovered. 

In  some,  as  at  Islington,  air-bricks,  with  iron  bars  on  both  sides,  were  placed 
in  numbers  around  the  room. 

The  ventilators  which  were  placed  at  the  lower  part  of  the  room  either  opened 
near  the  floor,  as  at  Rotherhithe,  and  were  covered  as  above  mentioned,  or  they 
passed  under  the  floor  and  communicated  with  ventilators  which  were  placed 
in  the  floor  of  one  room  and  the  ceiling  of  the  room  below.  These  were  some- 
times large  and  circular,  as  at  West  London,  but  usually  they  were  the  size  of 
two  bricks  only.  Sometimes  a  channel  had  been  laid  du*ect  to  the  ventilators 
in  the  floor,  but  otherwise  the  air  thus  introduced  was  left  to  find  its  way 
between  the  joists. 

The  ventilators  in  the  floor  were  very  generally  circular,  and  consisted  of  two 
plates,  by  the  change  of  the  position  of  one  of  which  the  openings  were  closed. 
One  such  was  usually  placed  in  the  central  line  of  the  room ;  but  in  som^  there 
were  two.  Those  in  the  ceiling  were  sometimes  defended  in  the  same  manner, 
but  more  usually  they  were  covered  with  zinc,  perforated  to  various  sizes ;  or,  as 
atFulham,  were  covered  by  shutters  which  slid  along  on  a  cord  being  pulled,  or 
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had  shutters  placed  on  their  upper  side  which  were  removed  by  the  hand  or  by 
ropes. 

In  some^  as  at  St.  George-the-Martyr,  these  openings  in  the  upper  storey 
were  very  large,  and  let  down  volumes  of  sooty  or  smoky  air,  and  in  others  were 
only  six  or  eight  inches  square. 

8.  A  system  of  tubes  was  observed  in  several  workhouses,  which  passed  across 
the  room  and  communicated  with  the  outer  air  at  both  ends ;  and  in  order  to 
act  as  ventilators  were  perforated  throughout  their  course.  Some  were  round, 
as  at  Bermondsey ;  whilst  others  were  four-sided,  as  at  St.  Mary  Newington ; 
but  they  produced  a  less  beneficial  effect  than  woidd  have  resulted^  if  the  outer 
openings  only  had  been  left  open. 

In  others^  as  in  certain  wards  at  Bermondsey,  wide  wooden  tubes  were 
carried  from  the  lower  rooms  to  the  roof. 

In  the  uppermost  rooms  in  many  workhouses,  as  at  Poplar,  round  metal 
tubes  passed  directly  through  the  roof,  and  were  either  open  at  the  bottom 
or  had  a  covering  of  perforated  zinc,  or  had  a  wooden  or  metal  plate  moving 
on  a  central  pin,  which  wholly  or  partially  covered  the  opening  when  moved 
by  a  string.  Many  of  these  had  cowls  at  the  top  which  diminished  the  force 
of  the  descent  of  the  air.  In  some,  as  at  Poplar,  jets  of  gas  were  burning 
in  the  tubes  day  and  night 

In  a  few  workhouses,  as  at  Bermondsey  and  the  Strand,  a  tube  was  placed 
along  the  ceiling,  which  communicated  with  the  flue  or  the  outer  air  by  one 
end,  and  by  the  other  received  the  products  of  combustion  of  a  gas  flame,  which 
was  placed  underneath.  When  the  gas  was  burnt  night  and  day,  and  the  tube 
was  of  good  size,  the  ventilation  was  materially  improved ;  but  where,  as  iu 
the  Strand,  the  gas  was  not  burnt  continually,  and  the  tube  was  very  small, 
the  effect  was  inconsiderable. 

9.  In  a  few  workhouses,  as  at  Greenwich,  holes  had  been  bored  in  the 
bottom  or  at  the  top  of  the  doors,  or  parts  of  the  panel  had  been  removed 
and  were  replaced  by  perforated  zinc. 

!©•  At  Hampstead,  Watson's  Syphon  Tubes  had  been  employed,  but  not 
with  satisfeu^tory  results. 

11.  Amott^s  Ventilators  have  been  introduced  into  many  workhouses,  some- 
times in  connection  with  the  chimney  flue  only,  and  at  others  with  the 
outer  air.  In  some  they  worked  satisfactorily;  but  this  was  by  no  means 
universal. 

12.  Louvre  lights  in  the  roof  either  of  the  wards,  as  at  St.  Geoi^e-in-the 
East,  or  of  the  corridors,  were  sometimes  found. 

Hence,  as  a  general  expression,  it  may  be  stated  that,  in  addition  to  fire- 
places and  windows,  there  were  various  devices  adopted  by  which  the  outer 
air  could  be  further  admitted.     But  it  must  be  added : 

(A.)  That  in  some  rooms,  in  nearly  all  workhouses,  no  such  aids  to  ventilation 
existed. 

(B)  Where  they  did  exist  they  were  insufficient,  in  number  and  arrangement, 
to  keep  the  wards  sweet  and  fresh. 

(C.)  They  were  ahnost  universally  closed ;  and  then  the  ventilation,  even  with 
ventilators,  was  left  to  windows  only. 

(D.)  The  windows  were  universally,  or  very  nearly  so,  shut  at  night,  and  in 
cold  and  wet  weather,  and  were  not  then  used  as  ventilators.  When  opened 
by  day  they  poured  large  volumes  of  air  upon  the  patients  beneath,  and  must 
have  often  caused  injury  to  health ;  and  the  officials  thus  defeated  their  own 
object. 

(E.)  In 
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(E.)  In  many  cases  the  ventilators  defeated  their  object  by  being  too  small, 
but  in  others  by  being  too  large,  and  too  imperfectly  covered  by  perforated 
metal  to  protect  the  inmates  from  direct  draughts. 

(F.)  In  like  manner  the  air  bricks  were  often  so  open  and  large  as  to  allow 
great  currents  of  air  to  pass  through  the  floors  and  ceilings,  and  were  not  pro- 
perly covered ;  and  as  this  could  not  be  borne  they  defeated  their  own  object. 

(6.)  The  aged  seek  warmth.  Inmates,  of  whatever  age,  living  in  the  wards 
did  not  notice  the  foulness  of  the  atmosphere,  and  the  deficient  ventilation  led 
to  elevation  of  the  temperature,  and  caused  intolerance  of  cold  air ;  and  hence, 
no  complaint  of  want  of  ventilation,  but  rather  of  too  much  ventilation, 
occurred,  and  the  ventilators  were  dosed. 

(H.)  In  some  workhouses,  as  the  Strand,  Wandsworth,  Rotherhithe,  and  St. 
Geo]^*8-in-the-East,  the  ventilation  of  certain  wards  was  effectually  prevented 
by  enclosing  the  landings,  or  the  entrance  from  the  stairs  or  passages,  by  wooden 
lobbies,  and  leaving  no  other  opening  but  the  door.  Some  of  the  small  wards 
at  the  Strand  were,  from  this  cause  chiefly,  highly  discreditable  to  the  oflScials, 
and  injurious  to  the  inmates.  Indeed,  these  wards  were  the  worst  ventilated  of 
any  in  the  London  workhouses,  and  that  for  a  cause  so  simple  and  evident  that 
the  medical  officers  and  other  officials  ought  to  have  noticed  it,  and  have  called 
the  attention  of  the  guardians  specially  to  it. 

(I.)  The  special  reports,  in  the  Appendix,  vdll  show  that  blank  walls  exist, 
in  many  wards  in  the  workhouses,  in  which  ventilating  windows  might  have 
been  placed ;  and  I  have  pointed  out  the  various  improvements  which  are  neces- 
sary in  the  different  workhouses.  It  only  now  remains  for  me  to  indicate  those 
in  which  the  ventilation  of  the  whole  or  of  certain  of  the  wards  was  exceedingly 
defective,  and  those  in  which  the  general  arrangements  for  ventilation  were 
unusually  good. 

The  former  were  the  Strand  and  St  Margaret's  at  Westminster,  almost  univer- 
sally, with  certain  parts  of  St  Saviour's,  Greenwich,  Marylebone,  St  Giles', 
Clerkenwell,  Whitechapel,  Mile  End,  St.  James',  Kensington,  Rotherhithe,  St. 
George  s-in-the-East,  St.  Pancras,  St.  Luke's  Middlesex,  St.  Mary's  at  Newington 
and  Hampstead. 

The  latter  were  St.  Geoi^e's  at  Brompton,  and  in  Mount-street,  the  Infirmaries 
at  St.  Saviour's,  and  St.  Giles',  Marylebone,  Holborn  (not  the  room  for  imbe- 
ciles), Whitechapel,  (except  some  foul  and  lunacy  wards)  East  London,  Islington, 
St.  Geoi^e->in-the-East  (new  wards),  Paddington,  and  Camberwell ;  but  it  must 
not  be  inferred  that  the  ventilation  was  therefore  quite  satisfactory  in  any,  and 
certainly  not  in  all  the  buildings  in  any  workhouse.  The  extremes  are,  no  doubt, 
the  Strand  on  the  one  hand,  and  St.  George's  at  Brompton,  on  the  other. 
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The  propriety  of  appointing  paid  nurses  has  now  been  almost  universally 
admitted,  for  in  only  four  workhouses  did  they  not  exist  at  the  time  of  our 
visit,  and  in  one  of  these  the  guardians  were  about  to  appoint  one.  Those  work- 
houses are  St.  Olave,  St.  George-the-Mart)T,  St.  James,  and  Islington. 

The  extent  to  which  this  principle  is  in  operation  is  such,  that  the  number  of 
paid  nurses  in  the  different  workhouses  varies  from  19  in  Marylebone,  16  in 
St.  Pancras,  and  12  at  Shoreditch,  to  one  at  Bermondsey,  St.  Martin's, 
Holborn,  Kensington,  St.  George-in-the-East,  and  Hampstead.  So,  in  like 
manner,  the  necessity  for  further  appointments  is  not  uniform,  except  in  this, 
that  with  only  two  or  three  exceptions  additional  nurses  are  needed. 
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hlwJ^ioI!"'    °^  ^^^  '"'^  *^^  number  stiU  required,  in  the  several  workhouses : 

^'^'^-  TABLE  No.  4. 

NuMBEB  of  Paid  Non-Paxjpbb  Nubses  now  Appointed,  and  the  Number  now  required. 


Paid  Nurses 

Paid  Nurses 

Now. 

Still 
needed. 

Now. 

StiD 
needed. 

1 

Lambeth,  St  Mary     - 

8 

and  dispenser. 

7  or  8 

19 
20 

St  Margaret,  Westmbster  • 
St  James,  Westminster 

8 

none 

2 
4 

2 

St.  Sayionr^g      - 

4 

..^ 

3,  small  pay- 

21 

Kensington        ... 

1 

6 

ment 

22 

St  Margaret,  Kensington   - 

8 

8 

3 

Bermondsey,  St.  Mary  Mag- 
dalen. 

1 
is  also  the  as- 

6 or  6 

28 

St  George,  Hanover-square 

2 

2 

sistant  matron. 

24 

Hackney   - 

2 

4 

4 

StOlave's         -        -        - 

none 

8 

26 

East  London      .        .        • 

4 

.i. 

26 

Islington,  St  Mary    - 

none 

6 

St.  George-the-Martyr 

none  ;   1  is  to 
be  appointed. 

6 

27 

St  George,  at  JBrompton     - 

1 
and    assistant 

I 

6 

Greenwich          -        •        - 

4 

— 

matron. 

7 

St  Maiylebone  - 

19 

— 

28 

Chelsea      .... 

2 

6 

8 

St  Giles    .... 

2 

4 

29 

Fulham     .        .       .        - 

1 

2  or  a 

0 

St  Martin-in-the-Fieids     • 

1 

2 

30 

Rotherhithe,  St  Maiy 

2 

2 

10 

Strand       -       • 

2 

8 
or  more. 

31 

St  George-in-tiie-East 

1 
for  imbecOes. 

a 

11 

Holbom     .... 

1 

2 

82 

St  Pancras        .        •        - 

16 

.  1 

12 

Clerkenwell,  St  James 

8 

8 

33 

Paddington 

2 

'^ 

2,  small  pay- 
ment 

84 

Bethnal-green    ... 

4 

4 

18 

Shoreditch,  St  Leonard     - 

12 

6 

35 

St  Luke,  Middlesex  - 

'8 

2 

14 

Whitechapel 

4 

6 

36 

Camberwell,  St  Giles 

6 

andamanoook, 

9 

16 

City  of  London  .       .        - 

6 

8 

with  small  sa- 

16 

Mile-end  Old  Town    - 

7 

6 

lary. 

2,  smaU  pay- 

37 

St  Mary,  NewiBgton  - 

2 

8 

ment 

38 

Wandsworth  and  Clapham  • 

8 

17 

Stepney     ^       •       .       . 

6 

8 

39 

Hampstead         ... 

1 

1 

18 

Poplar      .       ^       -       - 

2 

8 

40 

West  London     -        *        - 

8 

8 

In  addition  to  the  paid  nurses  there  was  s^wayB  a  pauper  nurse,  and  ahnost 
always  one  or  two  pauper  helpers,  in  each  ward.  Nearly  all  these  received  extra 
rations,  and  particularly  of  meat,  tea,  heer,  or  gin ;  whilst  some  had  a  distinctive 
dress  ;  and  others,  as  at  St.  George  Hanover-square,  Hackney,  Islington, 
St.  George's  at  Brompton,  St.  George-in-the-East,  St.  Luke's,  &c.,  &c.,  received 
from  6^.  per  quarter  to  2  ^.  per  week. 

The  opinion  which  was  entertained  of  pauper  nurses  by  the  medical  officers, 
masters,  and  matrons^  varied  in  the  several  workhouses ;  but,  with  three  or  four 
exceptions,  all  concurred  in  the  opinion  that  they  were  generally  so  old,  ill-trained^ 
and  unreliable,  as  to  render  it  needful  to  appoint  paid  nurses. 

As  to  the  alleged  habits  of  drunkenness  and  pilfering,  we  found  very  gene- 
rally that  whenever  the  nurses  were  allowed  to  go  out  of  the  workhouse  some 
of  them  returned  the  worse  for  liquor,  and  that  sometimes  one  or  two  who  had 
not  left  the  workhouse  had  been  found  in  that  state;  but  the  instances  were 
extremely  few  in  any  workhouse  in  proportion  to  the  whole. 

In  one  or  two  cases  pilfering  of  the  stimulants  had  been  proved  against  a 
nurse ;  and  in  numerous  instances  this  had  been  suspected ;  but  in  by  far  a 
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^eater  number  of  cases  it  had  not  even  been  suspected,  or  was  positively 
denied,  or  had  not  been  proved. 

Their  capability  to  read  the  directions  upon  the  medicine  bottles  differed  very 
much,  since  in  some  workhouses,  as  at  Lambeth,  scarcely  any  could  read; 
whilst  in  others,  as  at  Shoreditch  and  St.  Olave's,  ail,  or  very  nearly  all,  could 
read.  At  Wandsworth,  Camber  well,  Poplar,  St.  George-the-Martyr,  and  Ber- 
mondsey,  and  the  great  majority  of  workhouses,  some  could  read,  and  others 
could  not  read.  In  some,  as  at  St.  Olave,  it  was  understood  that  the  pauper 
nurses  should  be  able  to  read  (although,  as  we  found,  this  was  not  strictly  true 
in  practice) ;  whilst  in  nearly  all  others  this  was  not  regarded  as  a  qualification. 

Upon  the  general  question  of  the  propriety  of  employing  this  class  of  persons, 
all  agreed  that  under  any  system  of  paid  nursing  they  would  still  be  required, 
but  only  in  their  proper  capacity  as  servants  ;  and  that  it  would  not  be  possible 
to  diminish  their  number  or  cost.  Some,  as  at  St.  George's  at  Brompton  and 
the  City  of  London,  claimed  for  their  inmates  a  much  higher  position  than  that 
due  to  the  inmates  of  other  workhouses,  since  formerly  they  had  been  gentle- 
men's servants,  with  character  and  training.  At  Islington,  St.  James,  and 
Poplar  also,  they  were  regarded  as  valuable  and  trustworthy  persons ;  and,  speak- 
ing generaUy,  as  well-conducted  as  servants  in  general.  At  Islington,  the  master 
and  matron  considered  that,  in  their  present  workhouse,  it  would  be  most  un- 
desirable to  appoint  paid  nurses,  but  such  would  not  be  the  case  in  the  new 
workhouse  which  is  to  be  erected.  On  the  other  hand,  the  officers  of  some 
other  workhouses  spoke  in  very  strong  terms  of  the  bad  conduct  and  inefficiency 
of  some  of  their  pauper  nurses. 

It  was  not  difficult  for  us  to  notice  a  great  difference  in  the  appearance  and 
intelligence  of  this  class  of  persons  in  the  different  workhouses,  and  to  form  an 
opinion  of  the  unfitness  of  many  of  them.  Those  who  would  see  pauper  nurses 
of  the  best  class  should  visit  the  Islington,  City  of  London,  and  St.  George's  at 
Brompton  workhouses,  and  would  find  them  very  neat  and  clean  in  their 
persons,  respectful  in  their  behaviour,  intelligent,  and  well-conducted. 

In  this,  as  in  other  matters,  the  whole  truth  is  not  told  by  referring  to  either 
the  best  or  the  worst.  Each  ])erson  has  her  own  merits  and  demerits ;  and 
amongst  the  many  hundreds  who  are  employed  in  the  metropolitan  workhouses, 
some  will  be  well  and  others  ill-conducted. 

Something  in  this  matter  will  depend  upon  the  class  whence  the  inmates 
generally  are  derived,  and  the  capabihty  to  obtain  labour  in  their  own  neighbour- 
hood ;  something  also  upon  the  judgment  with  which  they  are  selected,  and 
the  mode  in  which  they  are  treated.  Generally  speaking,  a  pauper  nurse  of 
efficiency  and  chai-acter  will  find  profitable  employment  out  of  the  workhouse 
at  certain  seasons  of  the  year  ;  and  if  she  have  not  such  a  tie  to  the  workhouse 
as  the  presence  of  her  children  there,  will  leave  it  when  she  has  become  a 
fairly  good  nurse.  In  other  instances  the  matron  appears  to  act  in  opposition 
to  the  medical  officer,  and  for  reasons  of  her  own,  removes  a  woman  who  has 
been  for  some  time  acting  as  a  nurse,  and  has  gained  a  certain  efficiency.  In 
others  there  are  no  rewards,  or  they  are  unfitting  or  inadequate.  In  only  a 
minority  of  the  workhouses  is  a  pecuniary  payment  made,  and  that  is  not  always 
dependent  upon  perfectly  good  behaviour. 

In  some  the  extra  food  does  not  amount  to  meat  daily,  and  the  dress  of  many 
is  only  as  shabby  as  that  of  ordinary  inmates  ;  and  hence,  instead  of  induce- 
ments being  offered  to  the  industrious,  the  temptation  is  rather  to  be  an 
ordinary  inmate  and  idle. 

In  not  a  few  cases  were  they  spoken  of  before  their  faces  as  ill-conducted 
drunken  pauper  niurses,  and  their  self-respect  was,  at  any  rate,  not  increased ; 
and  in  some  cases  they  had  been  compelled  to  nurse  by  night  as  well  as  by  day, 
and  thus  became  fatigued  and  disgusted. 

Last,  and  perhaps  most  important  of  all,  the  habit  of  drinking  strong  drinks, 
which  is  so  generally  alleged  against  them,  is  cultivated  by  the  allowance  of 
one  pint,  or  a  pint  and  a  half  of  strong  porter  daily,  or  at  night  only,  with 
one  or  more  glasses  of  gin  for  night  duty  or  disagreeable  work. 

What  might  be  the  effect  of  a  careful  selection  of  persons ;  a  monetary  allow- 
ance carefully  graduated  to  good  behaviour,  and  placed  in  the  savings  bank ; 
of  good  and  proper  clothing ;  of  behaviour  towards  them  calculated  to  excite 
their  own  respect ;  of  the  introduction  of  the  teetotal  pledge,  and,  whilst  dis- 
countenancing the  use  of  strong  Uquors,  supplying  good  and  comfortable  food, 
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Und^r  eKisting  circufiftfttaaces  tlie  class  is  a  mixed  one ;  the  good,  the  bad, 
and  the  flft*>derately  efficient;  but  under  the  constant  supervision  of  properly- 
paid  and  trained  nurses  they  will  be  of  great  value. 

On  the  subject  of  their  inability  to  read,  I  must  remark,  that  wbifet  it  is,  I 
believe,  general,  it  is  not  universaA,  whether  in  any,  or  in  all  the  workhouses ; 
and  it  is  desirable  that  a  just  estimate,  should  be  formed  of  its  effect  in  the 
tkdmindstration  of  n^dicineSt.     On  this  subject  I  remark — 

1 .  There  are  certain  common  medicines  placed  in  each  ward,  which  are  known 
to  both  t>he  nurses  and  the  Inmates  by  the  bottles  and  their  appearance.  Such 
are  aperient  medicine  and  cough  medicine,  and  the  dose  of  each  is  known. 
A  person  unable  to  read  would  administer  them  with  safety. 

2.  It  is  the  practice  in  most  workhouses  to  administer  nearly  all  medicines 
in  one  uniform  dose,  as,  for  example,  in  some  one,  and  in  other  workhouses 
two  table-spoonfuk ;  and  thus  errors  could  most  rarely  take  place  in  reference 
to  the  dose. 

3.  The  medical  officer,  or  the  paid  nurse,  directs  the  pauper  nurse  verbally 
as  to  the  frequency  with  which  medicine  is  to  be  administered  to  an  inmate. 
The  bottle  being  placed  by  the  side  of  the  patient,  the  right  medicine  will  be 
administered;  and  the  only  question  which  r^.mains  is  tiiC  possible  error  in 
frequency.  Again,  there  is  something  like  a  common  agreement,  and  medicines 
are  usually  administered  thrice  a  day  ;  moreover,  should  the  nurse  forget,  there 
are  always  some  inmates  of  the  ward  who  can  read,  and  we  were  informed  that 
the  pauper  nurse  was  accustomed  to  seek  their  aid. 

Hence  it  will  be  seen  that  the  safeguards  are  much  greater,  and  the  proba- 
bilities of  error  much  less  than  would  at  first  sight  appear. 

This  conclusion  is,  moreover,  supported  by  the  fact  that,  in  our  inquiries  from 
the  medical  officers,  we  found  but  very  few  instances  in  which  the  y  had  known 
that  errors  had  been  made ;  and  as  this  defect  in  the  nurses  is  so  general,  the 
small  amount  of  evil  which  has  been  known  to  result  is  so  far  satisfactory.  The 
medical  officer  at  St.  Olave's  stated  that  he  had  known  both  the  wrong  dose  and 
the  wrong  medicine  given  ;  and  the  medical  officer  at  Lambeth  had  known  the 
wrong  dose  given  ;  but  neither  of  them  had  ever  seen  any  evil  results  to  follow. 
Other  medical  officers  had  also  known  similar  results ;  and  as  those  who  are 
acquainted  with  prescribing,  are  aware  that  the  dose  ordered  is  most  rarely 
even  an  s^pproach  to  the  maximum  one,  it  will  readily  be  believed  that  medicine 
may  be  safely  given  with  greater  frequency,  and  in  greater  dose,  than  that 
commonly  ordered. 

Whilst,  therefore,  there  is  and  should  be  a  concurrence  of  opinion  that 
no  nurse  should  administer  medicine  who  cannot  read,  I  have  reason  to 
know  that  the  inability  to  read  is  not  universal,  and  that  but  little  evil  has 
resulted  from  the  defect.  Further,  the  statements  which  were  made  to  us  do 
not  warrant  a  general  charge  to  the  effect  that  those  persons  pilfer  the  stimu- 
lants of  the  patients ;  but  there  is  reason  to  believe  that  a  system  of  barter  is 
sometimes  adopteJ,  by  which  the  nurse,  or  indeed  any  inmate,  exchanges  one 
article  of  food  for  another  of  food  or  drink ;  and  that  ihere  are  certain  nurses 
who  abuse  the  trust  reposed  in  them. 

Medical  Officer. 

The  medical  officers,  for  the  most  part,  reside  away  from  the  workhouses,  and 
attend  at  certain  periods,  and  are  also  engaged  in  private  practice.  In  a  few 
cases  this  is  not  the  plan  adopted. 

In  only  four  workhouses,  viz  ,  Marylebone,  St.  Pancras,  St.  Giles,  and  St. 
Olave,  are  there  resident  medical  men.  At  Marylebone  the  medical  officer 
resides  away  from  the  workhouse,  but  pays  a  resident  assistant,  and  also  a  dis- 
penser, who  does  not  reside.  At  St.  Pancras  the  medical  officer  and  an  a«^sistant 
reside  in  the  workhouse  ;  and  at  St.  Olave  and  St.  Giles  they  have  charge  of  a 
district  or  parish  also. 

ITiere  are  four  workhouses  where  the  medical  officers  devote  their  whole 
time  to  the  duties ;  but  in  three  this  is  conjointly  with  the  medical  charge  of  the 
parish,  or  of  a  district  in  the  parish.  They  are,  St.  Pancras,  St.  Olave,  and  St. 
Giles  (alreadv  mentioned),  and  Mile  End  Old  Town. 
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At  St.  CMave  there  is  but  one  medical  officer,  irfaitet  at  St.  Giles  an  assistant 
is  appointed,  who  attends  chiefly  to  the  out-door  poor.  At  Whitechapel  and 
Mile  End  there  are  t\iw)  medical  officers  respectiveiy,  each  of  whom  takes  charge 
of  a  part  of  the  workhouse  and  a  part  of  the  out-door  poor ;  aud  at  Stepney 
the  medical  officer  to  the  workhouse  is  also  medical  officer  to  the  schools  at 
limehouse. 

There  are,  in  the  whole,  16  medical  officers  of  workhouses  who  are  also  me- 
dical officers  of  districts  or  parishes,  viz.,  those  at  Bemnondsey,  St.  Olave,  St. 
Giles,  Whitechapel  (two),  Mile  End  (two),  St.  James,  Kensington,  St.  Marga- 
ret's at  Kensington,  St.  George's,  Hanover- square  (two),  Chelsea,  Rotherhithe, 
St.  Geoi^e's4n-the-East,  and  Hampstead. 

There  are  also  five  workhouses  at  which  two  medical  men  each  are  employed, 
viz.,  St.  Geor<re's  Hanover-square,  Marylehone,  St.  Pancras,  V\'hitechapel,  and 
Mile  End ;  and  as  nearly  every  medical  officer  to  a  workhouse  has  a  deputy, 
there  is  a  majority  of  workhouses  in  which  more  than  the  medical  officer  have 
occasional  charge  of  the  patients.  Of  these,  in  only  six,  viz.,  Strand,  Poplar, 
Hackney,  West  London,  Wandsworth,  and  Camberwell,  do  not  the  medical 
officers  almost  solely  attend  to  their  duty.  At  the  Strand  the  private  assistant 
of  the  medical  officer  attends  daily.  At  Poplar  the  private  assistant  attends 
daily,  and  the  medical  officer  two  or  three  times  a  week ;  but  the  medical  officer 
himself  takes  sole  charge  of  the  separate  infectious  building  called  the  North- 
street  Infirmary.  At  Hackney  a  partner  does  the  chief  work,  and  at  Wandsworth 
and  Can»berweil  the  sons  of  the  medical  officers  materially  aid.  At  West  London 
the  medical  officer  is  aged  and  unable  to  do  the  duty,  but  a  recognised  deputy 
performs  it,  and  receives  from  the  medical  officer  nearly  the  whole  of  the  salar)^. 

There  are  two  workhouses,  viz ,  Hampstead  and  Rotherhithe,  where  the 
medical  ol'cer  is  required  by  his  contract  to  attend  only  on  alternate  days, 
except  in  cases  of  emergency  (actually  he  attends  more  frequently) ;  but  in  all 
others,  I  believe,  the  medical  officer  is  expected  to  attend  daily,  or  twice  a  day, 
besides  his  visits  to  special  cases.  The  medical  officers  at  Lambeth,  Greenwich, 
Holbom,  Shored  itch,  Whitechapel,  City  of  London,  Stepney,  Hackney,  Bethnal 
Green,  St.  Luke's,  West  London,  aaad  probably  a  few  others,  always  attend 
twice  a  day.  Niglit  visits  are  comparatively  rare,  as  would  be  expected  from 
the  class  of  cases  in  workhouses.  At  Islington  there  may  be  an  average  of  one 
weekly ;  at  Chelsea,  fortnightly  ;  at  Bethnal  Green,  one  monthly ;  and  at  Hamp- 
stead, one  six  times  in  the  year. 

The  usual  routine  is  for  the  medical  officer  to  attend  at  or  before  mid-day 
for  his  principal  visit,  and  thai  he  visits  the  infirmary  or  sick  wards,  and  speaks 
to  all  the  more  important  cases.  He  also  walks  into  each  infirm  ward  where 
there  are  some  sick  persons,  and  asks  if  any  wish  to  see  him,  or  he  has  arranged 
that  the  nurse  shall  have  made  the  inquiry  previously,  and  have  communicated 
the  result  to  him  In  some  cases  this  class  of  visits  is  not  paid  daily,  but  on 
alternate  days,  or  semi-weekly,  and  there  is  less  regularity  in  the  visits  paid  to 
other  wards. 

There  are,  however,  instances  in  which  the  sick  cases  are  not  seen  daily ; 
neither  are  all  such  seen  at  each  visit.  Thus  the  medical  officer  of  the  male 
inmates  at  Whitechapel  sees  the  sick  cases  three  or  four  times  weekly,  and 
does  not  see  all  each  time,  but  sometimes  only  such  as  ask  for  him. 

The  diversity  of  action  amorjgst  the  medical  officers  in  reference  to  lunatics, 
which  has  already  been  pointed  out,  leads  to  diversity  in  the  frequency  of  visits 
to  the  latter.  When  they  are,  as  a  class,  placed  upon  the  books  of  the  medical 
officer,  he  visits  them  daily,  as  at  Shoreditch,  or  two  or  three  times  weekly,  as 
at  Whitechapeli  but  otherwise  only  those  are  seen  who  are  ill. 

So,  in  like  manner,  with  lying*in  cases.  Where  there  is  a  midwife  the  medical 
officer  does  not  deem  it  needful  to  visit  the  cases,  except  when  specially  required, 
or  when  at  a  large  workhouse,  as  at  St.  Pancras,  there  is  a  large  number  of 
casetj,  some  of  whom  always  require  his  attention. 

la  the  evening  he  is  required  to  examine  applicftnts  for  admission^  and  tO' 
visit  special  cases. 

The  time  devoted  to  the  duties  of  his  office  differs  materially  according  to 
the  size  of  the  workhovse,  and  pix>badt)ly  hk  emn  habits  and  the  nrgency  of 
other  engagetnents,  bi^t  when  a  visit  is-  paid  twice  a  day,  the  firsi  is  much 
the  k>ngw  o!  the  two.  It  was  also  difficult  to  arrive  at  a  just  estimate  of  the 
time  which  was  then  spent,  since,  in  the  larg»  workhouses,  at  least,  the  medical 
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officer  was  sent  for  on  numerous  special  occasions  daily,  besides  his  regular  visits, 
and  the  frequency  of  such  was  capable  only  of  a  geneittl  computation. 

Moreover,  it  was  necessary  to  include  the  time  devoted  to  dispensing  the 
medicines,  particularly  when  the  medical  officer  himself  dispensed  them  in 
the  workhouse,  and  the  whole  computation,  therefore,  sometimes  included 
three  persons,  as  at  the  Strand  Union,  where,  in  addition  to  the  medical 
officer,  a  dispenser  and  an  assistant  attended  at  the  workhouse  at  certain  periods 
of  the  day,  and  consequently  the  time  devoted  to  actual  attention  to  the  sick 
was  less  than  the  whole  time  stated.  Hence,  it  will  be  understood  that  the 
periods  given  in  the  following  table  are  only  approximate,  and  would  probably 
not  be  precisely  the  same  if  the  same  medical  officers  were  to  make  another 
computation. 

TABLE  No.  5. 

Time  spent  in  the  Wobkhouses  daily  by  the  Medical  Offices,  his  Assistant,  and  Dispenser. 


10 


11 

13 
14 
16 
16 
17 


Lambeth,  St  Mary    •  •  . 

St.  Saviour's     .        -  .  - 
Bermondsey,  St  Mary  Magdalen 

StOlave's        -        -  .  . 

St  G^eo^ge-the-Marty^ 

Greenwidi         -        -  .  • 

St  Marylebone         -  .  - 


StGUes  - 

St  Martin-in-the-Fields 

Strand      ... 


Holbora   -        • 
ClerkenweIl,St.  James 
Shoreditchy  13t  Leonard 

Whitechapel 

City  of  London 

Mile  End  Old  Town  - 

Stepney    ... 


Hours. 


Two-thirds  of  day. 
1  tod 

Mall.) 

IJ 

6 

6 
and    the    whole 
time  of  the 
Assistant 

6  (all.) 
Si 

4 
with  assistant  and 
dispenser. 

n 


li) 


6 
2 
2 

4 


18 
19 
20 
21 
22 

23 

24 
26 
26 
27 
28 
29 

80 
31 

32 

83 
34 
35 
36 
87 
38 
89 
40 


Poplar      -        .        -        - 
St  Margaret,  Westminster 
St  James,  Westminster 
Kensington        ... 
St  Margaret,  Kensington  - 

St  George,  Hanover-square 

Hackney  -  -  .  - 
East  London  ... 
Islington,  St  Mary  - 
St.  George'^B  at  Brompton  • 
Chelsea  -  -  .  - 
Fulham    -        .        -        - 


Hours. 


i 


Rotherhithe,  St  Mary 
St  George-in-the-East 

St  Pancras 

Paddington       .        .        - 
Bethnaf  Green  .        .        - 
St  Luke,  Middlesex  - 
Camberwell,  St  Giles 
St  Mary,  Newington 
Wandsworth  and  Clapham 
Hampstead        .        .        . 
West  London    -        -        - 


8  or  4 
2 
2 
3 
8 
2  T 

1/ 
lito2 
2 
2 
2 
2 
2 
and  1  for  dispenser. 


6}(^"-) 


n 

4 

4 


1| 
1  to  8 
5 


In  five  workhouses  the  average  tune  devoted  to  the  duty  at  the  v^orkhouse 
was  less  than  two  hours  daily,  viz. :  St.  George- the-Martjrr,  Whitechapel  (each 
of  two),  Hackney,  Wandsworth,  and,  perhaps,  Hampstead. 

The  number  of  sick  upon  the  books,  and  the  salaries  of  the  medical  officers 
at  these  workhouses,  were  as  follows  : — 

TABLE  No.  G. 


St  George-the-Martyr  - 
Whitechapel  (male  side) 
Hackney       -        -        - 
Wandsworth  -        -        - 
Hampstead    -        •        - 


Sick. 


154 
154 
119 
280 
91 


Salabt. 


80 

75 

130 

100 

40 


EXTBAS. 


£. 
70 
10 
10 
30 
30 


Each  medical  officer  at  Whitechapel  attends  to  about  half  of  the  workhouse, 
and  one  devotes  one  hour,  and  the  other  1  4  hours,  or  2  J  hours  for  the  whole. 
The  time  was  variously  stated  in  reference  to  Hackney.    The  assistant  of  the 
medical  officer  and  the  master  stated   1  J  hours,  the  medical  officer  subse- 
quently 
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quently  two  hours,  and  in  a  still  later  return  2  i  hours,  showing  the  difficulty          Parti, 
in  forming  a  correct  estimate.    The  medical  officer  at  Hampstead  being  re-    Details  of  thc 
quired  to  attend  only  on  alternate  days  devotes  from  one  hour  to  three  hours       Ihspection. 
to  his  duties.  

In  14  workhouses  the  time  devoted  is  two  hours  or  less,  viz. :  those  above-    Medical  Officer. 
mentioned,  with  Bermondsey,  Clerkenwell,  Mile  End  (to  each  of  two  medical 
officers),  St.  Margaret's,  Westminster,    St.  James,  East  London,  Islington, 
St.  George's  at  Brompton,  and  Chelsea. 

In  six  workhouses  from  two  to  three  hours  are  devoted,  viz. :  St.  Martin's, 
Holbom,  Poplar,  Kensington,  St.  Margaret's  at  Kensington,  and  Paddington. 

Those  in  which  a  large  part  of  the  day  is  devoted  to  the  duties  are  the  large 
workhouses,  as  Lambeth,  Marylebone,  St.  Pancras,  and  St.  George's-in-the-East, 
with  the  others  at  which  there  are  resident  medical  men.  Those  occup]ring 
four  hours,  or  upwards,  for  the  whole  workhouse,  are  Lambeth,  Greenwich, 
Marylebone,  St.  Giles's,  Strand,  Shoreditch,  Mile-end,  City  of  London,  Stepney, 
St.  George's-in-the-East,  St.  Pancras,  Bethnal  Green,  St.  Luke's  City-road,  and 
West  London. 

Salary. — The  salary  of  the  medical  officer  is  in  all  cases  a  fixed  yearly 
payment,  and  in  many  workhouses  there  is  also  a  further  sum  for  extras.  The 
former  does  not  appear  to  have  been  based  upon  any  general  rule  (except  in 
the  case  of  those  who  devote  their  whole  time  to  their  duties),  but  varies  in 
every  degree.  The  commercial  rule  of  the  relation  of  supply  and  demand 
has,  moreover,  not  been  always  observed;  for  after  the  appointment  upon 
those  terms  and  without  new  appointments,  the  guardians  have,  from  time  to 
time,  increased  the  salary  to  bring  the  amount  nearer  to  that  which  their  own 
sense  of  justice,  and  the  views  of  the  medical  officer,  have  indicated.  This 
process  of  increase,  however  slow,  has  been  tolerably  continuous  in  its 
course,  and  in  several  instances  the  salaries  have  been  increased  within  a  few 
months. 

The  extras  provided  for  by  the  regulations  of  the  Poor  Law  Board  are  for 
midwifery,  lunacy  certificates,  removal  of  paupers,  certificates,  and  vaccinations  ; 
and  in  only  five  or  six  workhouses  is  no  allowance  made  for  some  of  them.  In 
reference  to  midwifery,  it  must  be  remarked  that  where  a  midwife  is  appointed^ 
as  at  St.  Pancras,  Islington,  Marylebone,  St.  Giles's,  and  Strand,  either  at  a 
fixed  salary  or  at  a  certain  charge  per  case,  no  extras  are  allowed  to  the  medic^ 
officer  in  some  workhouses  for  aiding  in  such  cases,  whilst  in  others  an  allowance 
for  difficult  cases  is  made.  At  the  Strand,  the  medical  officer  declined  to  attend 
midwifery  at  10^.  per  case,  the  sum  offered  by  the  guardians,  and  a  non-resident 
midwife  performs  the  duty  at  7^.  6  d.  per  case  ;  but  in  cases  of  unusual  difficulty, 
the  medical  officer  attends,  and  receives  a  higher  fee.  The  medical  officer  at 
Islington  did  not  desire  to  attend  the  midwifery  cases  ;  and  the  medical  officer 
at  St.  Margaret's  at  Kensington  attends  a  few  out-door  cases  at  5  s.  per  cas6 ! 
whilst  10^.  is  the  lowest  fee  recognised  by  the  Consolidated  Order. 

In  some  workhouses  the  number  of  such  cases  is  quite  insignificant  both 
as  to  fee  and  trouble ;  but  in  others,  as  at  St.  Luke's,  nearly  300  cases  are 
attended  yearly,  and  no  separate  fees  as  extras  are  allowed. 

Usually,  however,  the  medical  officer  attends  the  midwifery  cases  at  a  charge 
of  10^.  or  Ms.  each  for  ordinary  cases  as  extras;  and  it  appeared  to  me 
on  inquiry  that  where  extras  were  allowed,  a  much  larger  proportion  were 
attended  by  the  medical  officer  himself,  and  fewer  simply  by  the  nurse ;  whilst 
without  extras,  as  at  Hackney  and  St.  Luke's,  a  large  proportion  of  the  cases 
were  virtually  attended  by  the  nurse. 

Vaccination  fees  are  rarely  earned  in  a  workhouse,  since  the  infants  usually 
leave  at  too  early  an  age  to  warrant  the  performance  of  the  operation  ;  and  in 
some  instances  the  medical  officer  prefers  that  they  should  be  earned  by  the 
medical  officer  of  the  parish  or  district. 

In  some  workhouses,  as  at  Mile-end,  the  medical  officers  do  not  fill  up  lunacy 
certificates  ;  but  this  duty,  with  the  remimeration  attached  to  it,  is  given  to  a 
medical  man  who  does  not  hold  a  Poor  Law  appointment.  Usually,  however, 
the  medical  officer  is  employed,  and  receives  a  fee  of  10^.  6d.  or  one  guinea. 

A  similar  fee  is  sometimes  given  in  the  case  of  removal  of  paupers. 

It  has  already  been  stated  that,  in  16  cases,  the  medical  officer  to  the  work- 
house is  also  the  medical  officer  to  a  district  or  parish,  with  separate  salary ; 
372.  D  3  and 
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and  it  has  appeared  |M*obable  that  in  such  cases  the  salary  to  the  workhouse  was 
less  than  it  would  have  been,  had  not  the  medical  officer  held  a  district  also. 

The  arrangements  for  the  supply  of  drugs  are  very  various. 

In  all  cases  where  the  medical  officers  devote  their  whole  time  to  their  duties, 
as  at  St.  Luke's,  St.  Olave's,  Mile  end,  and  St.  Pancras,  the  guardians  provide 
all  drugs.  The  guardians  further  provide  all  drugs  at  Lambeth,  Shoreditch, 
Whitechapel,  City  of  London,  Stepney,  Poplar,  Islington,  Falham,  St.  Geoi^e's- 
in-the-East,  Bethnal-green,  St.  Luke's,  St.  Mary's  Newington,  and  Wandsworth ; 
or  in  17  of  40  workhouses.  At  the  Strand  Union,  the  guardians  provide  all 
drugs  up  to  the  value  of  30  /.  yearly,  besides  cod-liver  oil  and  quinine ;  so  that 
this  may  virtually  be  added  to  the  17  just  mentioned,  and  it  may  be  stated  in 
nearly  one-half  of  the  workhouses  the  guardians  provide  all  the  drugs.  Cod- 
liver  oil  alone  is  supplied  by  the  guardians  in  two  workhouses,  viz. :  Rotherliithe 
and  East  London,  whilst  cod-liver  oil  and  quinine  are  paid  for  by  the  guardians 
in  12  workhouses,  viz.,  Bermondsey,  St.  George-the  Martyr,  Greenwich,  St. 
Martin's  at  Holbom,  Clerkenwell,  St.  Margaret's  Westminster,  and  Kensington, 
St.  George's  Hanover-square,  Hackney,  and  Camberwell,  and  at  St.  Margaret's 
(two),  Holbom,  and  Bermondsey,  other  drugs  are  supplied. 

Hence  in  33  of  40  workhouses  the  guardians  provide  some  or  all  of  the  drugs 
required  by  the  sick. 

The  guardians  do  not  provide  any  drugs  at  St.  Saviour's,  Marylebone,  St. 
JamesX  Kensington,  Chelsea,  Hainpstead,  aad  West  London ;  but  in  reference 
to  one  of  them,  at  lenst,  Marylebone,  express  provision  is  made  for  the  value 
of  the  drugs  in  the  950  /.  per  year  which  is  paid  to  the  medical  officer. 

The  cost  of  the  drugs  could  only  be  obtained  by  us  in  a  general  manner ; 
for  in  the  case  of  drugs  being  supplied  by  the  guardians  to  a  district  as  well  as 
to  the  workhouse^  and  also  when  a  medical  officer  supplied  drugs  b  >th  to  the 
workhouse  and  10  his  private  patients,  it  was  not  possible  to  arrive  at  other  than 
approximate  results,  and  this  may  account  in  some  measure  for  the  discrepancy 
in  the  values  given.  At  St.  George-tbe-Martyr,  with  404  inmates,  and  154  sick, 
the  cost  was  believed  to  be  10/.  to  12/.,  whilst  at  Marylebone,  with  1,703 
inmates  and  414  sick,  it  was  stated  to  be  300  /. 

Hence,  in  duly  estimating  the  salaries  of  the  medical  officers,  and  comparing 
them  with  each  other,  it  is  needful  to  regard  not  only  the  actual  sum  paid  as 
salary,  but  also  the  extras  and  the  source  of  the  supply  of  drugs.  In  reference 
to  the  extras,  it  may  be  remarked  that  they  varied  from  10  /.  to  70/.  per 
year,  and  in  the  following  cases  bore  a  near  relation  to  that  of  the  salary. 
Thus  at  St.  George- the-Martyr  the  salary  was  80  /.,  and  extras  70  /. ;  at 
Poplar,  salary  50/,,  extras  46  /  ;  at  Chelsea,  salary  100/.,  and  extras  70/.; 
at  Paddington,  salary  40  /.,  and  extras  40  /.  to  60  /. ;  at  St.  George-in-the-East, 
salary  100  /.,  extras  60  /. ;  at  Kensington*  salary  85  /.,  and  extras  for  workhouse 
and  district  80  /. 

We  did  not  in  all  cases  inquire  into  the  salary  and  extras  allowed  for  the 
•district  or  parish  when  the  two  appointments  were  held  by  the  same  person, 
but  the  total  amount  was  sometimes  considerable.  Thus,  at  Bermondsey, 
148/.;  St.  Olave,  135/.;  Stepney,  192/.;  Kensington,  240/.;  St,  George's 
Hanover- square,  205  /• ;  Chelsea,  240  /. ;  Rotherhithe,^  135  /. ;  St.  George-in-the- 
East,  255  /. ;  and  Hampstead,  140  /. 

The  highest  salaries  were  Marylebone,  950  /. ;  for  medical  officer,  salaries  of 
dispenser  and  resident  assistant,  and  cost  of  drugs  to  workhouse  :  St  James, 
350  /.  for  medical  officer  and  drugs  to  workhouse  and  district ;  and  I^mbeth 
300  /.  for  medical  officer  without  drags,  and  20  /.  to  30  /,  for  extras.  The 
Vfforkhouses  in  which  the  salary  and  extras  did  not  amount  to  100/.  per  year, 
were  Rotherhithe,  36  /. ;  Hampstead^  40  /. ;  Fulham,  74  /. ;  and  Poplar,  96  /. 

In  the  case  of  those  who  devoted  their  whole  time  to  the  duties  of  the 
workhouse  and  district,  the  total  emoluments  were,  St.  Olave,  135  /.,  with 
board  and  lodging ;  Sc.  Giles,  285  /.,  with  lodging ;  Mile-end,  211  /.  to  237  /» 
vnihout  board  or  lodging,  and  Sl  Pancras,  200  L  and  85  / ,  with  board  and 
lodging.  ITie  resident  assistant  at  Marylebone  received  100/.  per  year  with 
board  and  lodging. 

The  following  table  shows  the  total  numher  of  inmates  in  the  workhouse, 
the  number  on  the  medical  officer's  books,  the  salary  and  extras,  the  source  of 
the  payment  of  drugs,  aod  the  time  devoted  to  the  duties  in  the  several  work- 
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TABLE  No.  7. 
Duties  and  Ekolxthents  of  the  Medical  Officer. 


Total 
Nmnbdr 

Namber 

on  Medical 

OflScer'a 

EMOLUMENTS. 

Medical 

Time 
Deroted. 

of 

Officer  finds 

Inmates.* 

Books.* 

Salary. 

Eitras. 

Doifi. 

Hfors. 

£. 

£. 

J 

Lambeth,  St.  Mary     - 

879 

500 

300 

20  to  30 

none 

IW^birdaofdijF 

2 

St.  Saviour's       .        -        -        - 

405 

140 

100 

none  • 

all.        - 

1  tot 

3 

Bermondsey,  St  Mary  Magdalen 

531 

114 

80 

33 

chiefly    - 

3 

< 

8t.O!ave'8 

277 

103 

120 
district  also. 

15 

n^ne 

1  (alL) 

6 

St  George-the-Martyr 

404 

154 

100 

70 

chiefly    - 

U 

6 

Greenwich          -        •        .        - 

884 

391 

200 

- 

ditto     - 

6 

7 

St  Marylebone  -        -        -        - 

1,703 

414 

960 

none  - 

all- 

6 

and  the  whole  time  of 

the  assistant 

8 

StGilea 

667 

80 

250 

15  to  30 

Done 

«(an.) 

9 

St  Martin-in-the-Fields 

487 

83 

150 

none  - 

chiefly    - 

H 

0 

Strand 

566 

175 

105 

25  to  27 

little       - 

4 

with  assistant  and  die- 

penser. 

1 

Holl>orn     .        -        •        •        , 

450 

157 

125 

48 

chiefly    . 

2J 

2 

Clerkenwell,  St.  James 

639 

214 

130 

lanacT  certi- 
fioitts. 

ditto     • 

2 

3 

Shoreditch,  St  Leonard      - 

784 

414 

126 

none  - 

noae 

4 

4 

Whitechapel       -        .        -        . 

692 

367 

r      75 

1           T5 

10         \ 
10        j 

none 

{ 

1 

H 

5 

City  of  London  -        -        •        . 

844 

470 

275 

25 

none 

5 

6 

Mile-End  Old  Town   -        -        . 

5B0 

120 

f         200 
<         200 

37        / 

none 

{ 

2 
2 

[and  district 

7 

Stepney 

567 

663 

130 

12 
school,  60 

none 

4 

8 

Poplar 

472 

130 

50 

46 

none 

3  or  4. 

9 

St  Margaret,  Weatminator  - 

179 

100 

none* 

chiefly   - 

2 

0 

St  James,  Weatnintter 

614 

2S4 

350 

none  - 

aU-       - 

2 

1 

Kenain^n         •        -        -        - 

440 

254 

85 

80 
and  in  district 

all-       . 

3 

2 

St  Margaret,  Kensington   - 

647 

460 

166 
aaididtriet 

5*.  per  case 

ofimdwifery 

in  district 

<^iefly    - 

3 

3 

St  George,  HanoTer-sqnave 

265 

100 

100      J 

Uttle-        - 

ditto     .  { 

2 

1 

i 

Hackney    -        -        -        -        - 

613 

119 

130 

- 

ditto     - 

1^  to  3 

5 

East  London       •        -        *        . 

653 

»8 

135 

30 

ditto     - 

2 

S 

Islington,  St  Mary     .        .        « 

470 

205 

160 

lunacy  certi- 
ficates. 

none       - 

3 

7 

St  George  at  Brompk)n 

3^ 

80  to  00 

100 

-      ?      - 

chiefly    - 

3 

3 

Chelsea 

458 

140 

100 

70 

all-        . 

3 

9 

Fnlham 

312 

140  to  150 

50 

24 

none 

3 

and  1  for  dispenser. 

a 

Botherhithe,  St.  Mary 

^*» 

67 

35 

1 

chiefly    - 

1 

St  George-in*the-£ast 

770 

255 

100 

60 

none 

5 

2 

St.  Pancras         .... 

1,966 

f  30  to  240 

r         160       1 

I           85       / 

40 

none 

{ 

l}(.\l) 

3 

Paddington         -        .        .        - 

385 

228 

60 

40  to  60 

uoue 

2i 

-72 


*  These  mimhere  vary  with  the  season  of  the  year« 
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Total 
Number 

of 
Inmates. 

Number 

on  Medical 

Officer's 

Books. 

EMOLUMENTS. 

Medical 

Officer  finds 

Drags. 

Tiae 

Salary. 

Extras. 

Devotad. 

£. 

£. 

84 

Bethnal-green     -        -        .        . 

1,176 

450 

160 

none  - 

none 

4 

85 

St  Luke,  Middlesex    -        -        - 

581 

188 

160 

none  - 

none 

4 

86 

Camberwell,  St  Giles 

404 

171 

130 

25  to  30 

chiefly    - 

87 

St  Mary,  Newington  - 

482 

151 

105 

11 

none 

3 

88 

Wandsworth  and  Clapham  - 

524 

280 

100 

80 

none 

H 

S9 

Hampstead         -        .        .        . 

114 

91 

40 

. 

all- 

1  to  3 

4a 

West  London*      -        -        .        . 

456 

267 

110 

13 

all.        - 

5 

Dietary. 

Bietary^  T^jgg  subject  of  Dietary  was  not  specially  included  in  our  instructions,  and  as  we 

were  informed  by  all  the  medical  officers  that  they  had  full  liberty  to  order  wliat- 
ever  they  thought  necessary,  it  appeared  to  me  that  the  sick  dietary  must  be 
regarded  as  a  part  of  the  medical  treatment,  and  left  like  the  prescribing  of 
medicines,  to  their  knowledge  and  discretion.  Moreover,  it  has  always  been  a 
rule  in  the  arrangement  of  workhouse  dietaries  to  leave  the  dieting  of  the  sick  to 
the  discretion  of  the  medical  oflScer,  and  although  certain  schemes  of  sick  dietaries 
have  been  framed  by  those  gentlemen,  they  are  varied  to  suit  the  requirements 
of  the  individual  cases.  A  collection  of  the  whole  of  such  in  my  own  district, 
with  other  details  of  existing  and  proposed  dietaries,  have  been  prepared  by  me, 
and  presented  to  Parliament  by  Mr.  Villiers  during  the  present  Session- 

But  whilst  deferring  this  question  for  future  consideration,  we  noticed  various 
defects  which  demand  a  remedy,  viz : 

1.  As  the  chief  part  of  the  meat  was  usually  cooked  at  the  general  kitchen, 
and  at  a  considerable  (as  at  Hackney,  at  a  very  considerable)  distance  from  the 
sick  wards,  it  was  liable  to  become  cold  before  it  could  be  eaten.  We  found 
it  nearly  cold  in  several  workhouses,  but  in  others  we  were  informed  by  the 
inmates  that  it  was  always  warm. 

In  some  workhouses  the  joints  were  taken  into  the  several  wards  and  there 
cut  up  immediately  before  distribution,  and  hot-water  dishes  were  used  in  a  few 
workhouses,  as  at  Shoreditch.  In  others,  as  at  St  Saviour's,  the  joints  were 
cut  up  on  hot  dishes  in  the  kitchen  of  the  infirmary,  and  the  meat  was  served 
hot.  In  a  few  workhouses  trays,  more  or  less  adapted  to  the  purpose,  were 
provided,  in  which  the  several  messes  were  sent  from  the  general  kitchen.  The 
best  arrangement  was  found  at  the  City  of  London  workhouse,  where  a  covered 
box  was  provided,  holding,  perhaps,  six  tin  trays,  and  each  tray  divided  into 
compartments  about  five  inches  square  and  two  and  a-half  inches  deep,  holding 
separate  messes,  which,  when  taken  into  the  infirmary,  were  placed  upon  plates. 
Hence  the  messes  were  closely  packed,  and  the  whole  might  be  kept  warm  for  a 
lengthened  period. 

More  usually,  however,  the  messes  were  placed  upon  plates,  and  the  plates 
piled  one  upon  another  on  a  tray.  The  tray  was  either  entirely  uncovered,  as 
at  St.  Luke's,  or  had  a  cloth  thrown  over  it,  or  it  was  enclosed  by  a  wooden 
cover. 

2.  The  arrangements  as  to  the  amount  of  cooking  which  could  be  effected 
in  the  kitchens  of  the  infirmary  wards  were  very  various.  In  some,  as  at 
Wandsworth,  there  was  no  convenience  for  cooking,  neither  was  there  any 
efficient  plan  by  which  the  meat  could  be  kept  warm  whilst  it  was  being  cut  up 
and  divided.  In  others,  chops  and  fish  were  cooked  there,  but  usually  only 
such  articles  as  arrow-root  and  beef  tea,  or  perhaps  a  milk  pudding,  could 
be  prepared. 

3.  Roast  meat  was  not  usually  provided  for  the  inmates,  but  sometimes  one 
roast  meat  dinner  weekly  was  allowed.     In  some  workhouses,  as  the  City  of 
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London,  all  the  inmates  of  the  ii^rmary  had  roasted  meat  once,  and  at  Poplar 
the  general  inmates  had  it  twice  weekly,  whilst  there,  as  elsewhere,  the 
medical  oflBicer  ordered  chops  or  other  roasted  food  at  his  discretion. 

There  can  be  no  reasonable  doubt  that  the  medical  officers  have  full  liberty 
to  order  whatrver  diet  they  think  proper  for  their  patients,  including  chops, 
fish,  and  various  delicacies,  and  that  these,  with  whatever  stimulants  are 
ordered,  are  supplied  as  freely  as  they  could  be  in  any  other  institutions  ;  and 
hence  that  the  medical  otiicer  must  be  held  responsible  for  the  fitness  and 
sufficiency  of  the  food  supplied  to  the  sick.  But  it  cannot  be  doubted  that 
in  many  of  the  workhouses  there  are  defects  in  the  cooking  and  distribution  of 
the  food  so  obvious  that  it  is  almost  past  belief  that  they  should  noi  have 
been  noticed  by  the  otlicials,  and  long  ago  removed.  By  nothing  could  the 
necessity  for  minute  intelligent  inspection  on  the  part  of  the  Poor  Law  Board, 
and  the  want  of  a  deeper  sense  of  responsibility  on  the  part  of  the  medical 
officers  and  masters,  be  better  exemplified. 


PartL 

DxUJia  OF  THB 

Inspection. 


PART  IL— GENERAL  REVIEW  AND  SUGGESTIONS. 

Having  thus  concluded  the  summary  of  the  various  facts  which  have  been 
elicited  during  the  inquiry,  I  purpose,  after  a  few  observations,  to  pass  each 
subject  in  review  in  a  more  general  manner,  in  order  to  suggest  remedies  for 
the  existing  defects. 

The  following  matters  will  require  discussion  : — 

1.  The  Classes  of  Sick. 

2.  The  Accommodation  required  by  them. 

3.  The  Bedding  and  other  Furniture  and  Appliances  for  the  Wards. 

4.  The  Ventilation. 

5.  The  Nursing. 

6.  The  Chaplain. 

7.  The  Medical  Attendance  and  Medicines. 

8.  The  Dietary.  ' 

General  Observations. 

It  is  quite  needful  for  any  one  who  would  seek  the  improvement  of  the  present 
workhouses,  to  bear  in  mind  the  alterations  which  have  occurred  in  the  classes 
of  inmates. 

In  the  earlier  history  of  the  Poor  Law  Administration  a  very  large  proportion 
of  the  inmates  of  workhouses  were  persons  under  60  years  of  age,  and  without 
such  infirmity  as  might  have  disabled  them  from  earning  their  living ;  whilst 
the  aged  and  the  sick  were  more  commonly  allowed  to  remain  at  their  own 
homes. 

Hence  the  greater  part  of  the  arrangements  had  reference  to  the  able-bodied"^ 
class,  and  the  aim  was  to  make  the  workhouse  deterrent,  with  a  view  to  exclude 
them  as  much  as  possible.  This  idea  ran  through  the  whole  system  of 
administration,  including  the  diet,  the  bedding  and  furniture,  the  discipline  and 
the  labour ;  and  even  to  this  day  it  is  predominant  in  the  minds  of  many 
guardians,  whether  in  town  or  country. 

Special  provision  was  not  then  made  for  the  sick,  except  so  far  as  regarded 
infectious  diseases ;  and  the  first  idea  which  led  to  the  huUding  of  separate  sick 
wards  or  of  detached  infirmaries,  was  not  the  separate  treatment  of  the  general 
sick,  but  the  isolation  of  particular  cases  of  fever,  small-pox,  and  itch. 

The  essential  part  of  the  establishment  was  therefore  the  main  building,  vdth 
its  day-rooms  and  bed-rooms,  kitchens,  and  apartments  for  the  officers ;  and 
the  incidental  part  was  the  sick  ward  for  the  treatment  of  occasional  cases. 
Hence  the  main  building  was  large,  and  the  infirmary  small ;  and  since  it  was 
desirable  that  the  inmates  generally  should  be  lodged  in  large  wards,  whilst 

the 

-T 

*  This  term  does  not  neoessarilj  implj  that  the  inmates  of  that  class  are  able  to  work,  but  only 
that  thej  are  under  60  years  of  age,  and  free  £rom  serious  bodily  aUment.  Hence,  pregnant  women, 
numerous  imbeciles,  persons  who  have  lost  the  sight  of  one  eye,]  &c.,  are  thus  designated,  an<i  the 
class  is  somewhat  differently  constituted  in  different  workhouses. 
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the  occasional  cases  of  sickness  should  be  kept  separate,  no  more  provision  was 
made  for  sick  cases  than  the  occasion  required,  and  the  rooms  were  small.  More- 
over, as  the  occupation  of  the  sick  rooms  would  be  temporary,  and  the  occupants 
few,  scarcely  any  attention  was  given  to  such  conveniences  as  lavatories,  baths, 
water-closets,  and  kitchens. 

Within  the  last  1.5  or  20  years,  however, — a  period  of  general  prosperity, — 
these  views  and  circumstances  have  changed.  The  able-bodied  poor  find  employ- 
ment, and  apply  for  admission  in  very  reduced  numbers.  The  aged  and  infirm, 
seeking  relief,  have  been  compelled  to  break  up  their  homes  and  enter  the 
workhouse  ;  and  it  has  been  found  more  advantageous  both  to  the  sick,  and  to 
the  administration  of  the  Poor  Law,  to  remove  the  sick  ifrom  their  poor  and  un- 
comfortable homes. 

To  so  great  an  extent  have  the  two  former  of  these  been  carried  that,  with  a 
few  exceptions,  there  is  scarcely  enough  of  the  able-bodied  class  in  our  work- 
-  houses  to  perform  the  menial  work  of  the  establishment ;  and  their  apartments 
are,  comparatively  speaking,  few,  whilst  the  workhouse  has  become  filled  with 
the  aged  and  infirm,  and  consequently  with  a  certaifi  kind  of  sick ;  and  the 
apartments  provided  for  them  have  been  found  to  be  insufficient. 

This  has  led  to  several  alterations  of  the  original  design  of  the  workhouse. 

Room  being  required,  and  for  other  reasons,  the  children  have  been  removed 
from  nearly  all  the  metropolitan  workhouses,  and  placed  in  separate,  or  district 
schools. 

Noisy  and  dangerous  lunatics  have  been  provided  for  in  the  various  county 
and  private  pauper  asylums,  and  have  been  removed  from  their  former 
home  — the  workhouse.  The  quiet  lunatics  and  imbeciles,  when  in  consider- 
able numbers,  have  been  placed  in  separate  wards  ;  and  in  many  cases  in  order 
to  afford  more  room  for  other  classes,  have  had  separate  buildings  erected  for 
them. 

Cases  of  an  infectious  and  dangerous  character,  as  certain  kinds  of  fever  and 
small-pox,  have,  with  very  general  consent,  been  congregated  in  hospitals  set  apart 
for  those  diseases,  and  removed  from  the  homes  of  the  poor,  the  asylums,  and  work- 
houses, and  speaking  generally,  from  the  general  hospitals  also.  This,  however, 
is  of  recent  date,  and  has  led  to  the  removal  of  such  cases  from  the  sick  and  in- 
fectious wards  of  workhouses,  and  has  so  far  superseded  the  main  object  for 
which  those  wards  were  erected. 

This  has  led  to  a  further  change ;  for  room  being  greatly  required  in  the 
main  building,  cases  have  been  removed  to  the  wards  in  question,  and  the  sick 
have,  with  more  or  less  universality,  been  separated  from  the  other  inmates. 
This  has  further  led  to  the  idea  that  the  sick  should  be  so  separated  in  these 
institutions,  and  that  separate  sick  wards,  or  detached  infirmaries,  should  be 
erected ;  and  that  has  been  supported  by  the  recenc  facts  that  the  tramp  wards 
and  nightly  refuges,  which  have  so  greatly  increased  of  late,  have  supplied  to 
some  workhouses  no  inconsiderable  number  of  persons  not  merely  destitute^ 
but  ill. 

See  then  the  effect  of  these  various  circumstances. 

1.  The  best  and  largest  rooms  were  placed  in  the  main  building,  and  the 
infirmary  rooms  were  small  and  often  witiiout  suitable  conveniences. 

2.  The  changes  before  referred  to  having  occurred  more  or  less  generally, 
architects  while  retaining  in  the  main  the  designs  of  former  periods,  have  in 
the  newer  workhouses  enlarged  the  accommodation  for  the  aged  and  infirm, 
have  built  detached  infirmaries  with  rooms  somewhat  larger  than  formerly, 
and  have  in  some  degree  added  to  the  conveniences  required  in  a  separate 
building;  but  in  no  case  has  this  change  extended  so  far  as  to  make  the 
infirmary  fitted  to  receive  all  the  bed-ridden  and  the  sick  amongst  the  aged 
and  infirm,  neither  has  it  caused  the  infirmary  to  be  independent  of  the  main 
building  by  the  erection  of  kitchens,  at  which  all  the  food  required  in  the 
infirmary  could  be  prepared. 

3.  We  have  arrived  at  a  halting  point  at  which  wards  are  provided  in  the 
infiriuary  for  the  sick  paupers,  and  possibly  for  some  of  the  aged  and  infirm, 
and  kitchens  are  furnished  to  warm  the  food  which  has  been  cooked  in  the 
main  building,  and  sometimes  to  cook  certain  kinds  of  food,  as  chops,  fish,  and 
arrowroot. 

4.  The 
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4.  The  problem  which  now  awaits  solution  is,  whether  it  is  needful  to  remove  p^  n 

the  sick  from  the  main  building,  and  place  them  in  buildings  apart  from  it.        q^  ^^^^ 

If  it  should  be  solved  in  the  affirmative,  it  will  follow  that  the  infirmary  must  Bsvisw  ▲»> 

ere  long  become  the  main  building,  and  the  main  building  become  comparatively  Suookstioits* 

In  illustration,  take  the  two  newly  erected  and  most  advanced  workhouses  /foiw. 
in  the  metropolis,  Mile-end  Old  Town  and  the  City  of  London  workhouses. 
There    h   no   longer    one  main    building   in  which    all  the  inmates,  except 
infectious  cases,  may  be  placed,  but  a  whole  villacre  is  now  comprised  within 
their  boundary  walls. 

They  have  first  sent  their  fever  and  small-pox  cases  to  the  hospitals,  and  their 
noisy  and  dangerous  lunatics  to  the  asylums,  for  all  of  which  they  pay.  They 
subscribe  to  the  Lock  Hosf)ital,  and  send  there  nearly  all  their  venereal  cases. 

The  children  at  Mile  End  occupy  a  large  detached  building  with  its  officers, 
play  ground,  and  all  the  conveniences  of  an  independent  institution.  They 
have  also  a  separate  and  detached  hospital  for  the  children  when  sick.  The 
children  belonging  to  the  City  of  London  Union  have  been  placerj  in  schools 
quite  apart  from  the  workhouse. 

The  imbeciles  and  lunatics  are  placed  in  two  large  detached  buildings,  with 
their  officers  and  every  necessary  convenience  for  the  treatment  of  their  sick. 

rhe  infirmary  is  also  a  separate  and  detached  building,  adapted  to  the  treat- 
ment  of  both  sexes. 

Hence,  there  is  left  for  the  main  building  only  the  aged  and  infirm,  the  few 
able-bodied,  and  the  kitchens,  cfining  hall,  the  apartments  of  the  officers,  and 
the  board-room  of  the  guardians,  and  all  the  space  required  for  the  offices 
of  such  an  institution. 

Moreov'er,  amongst  the  aged  and  infirm  there  are  also  some  who  are  bed- 
ridden and  sick,  who  have  the  visits  of  the  medical  officer,  and  who  are 
properly  and  efficiently  treated  there.  The  main  building  is,  in  fact,  the  col- 
lection of  offices,  and  the  hospital  or  asylum  for  the  aged. 

Requesting  that  these  facts  may  be  borne  in  mind,  1  now  proceed  to  consider 
the  subjects  in  the  order  already  stated. 

Classes  of  the  Sick. 

The  present  arrangement  for  fever  and  small-pox  cases  is  one  of  general  CiassesoftheSick. 
convenience  to  the  guardians  and  officers,  and,  as  the  payment  in  fever 
cases  is  1  s.  per  day,  the  plan  rather  lessens  than  increases  the  cpst  to  the 
guardians.  The  removal  of  the  venereal  cases  in  like  manner  is  very 
advantageous,  since  it  aids  greatly  in  the  plan  of  classification,  and  removes  a 
source  of  moral  contamination  from  the  other  inmates. 

Hence,  if  those  arrangements  could  be  carried  out  fully,  I  do  not  see  any 
reason  for  change  ;  but  it  is  known  that  the  fever  hospital  has  been  full,  and  that 
all  the  hospitals  for  special  cases  have  been  compelled  temporarily  to  suspend 
admissions.  This  has  not  been  unattended  by  expense,  danger,  and  anxiety, 
and  has  led  the  guardians  at  St.  Pancras  to  desire  that  the  Poor  Law  Board 
would  raise  up  some  organization  by  which  several  fever  and  small-pox 
hospitals  might  be  erected  in  various  parts  of  the  metropolis. 

It  is.  however,  quite  needful  to  bear  in  mind  that  the  number  of  cases  of 
small-pox  has  undoubtedly  diminished  of  late  years,  and  that  the  increased 
eflforts  to  enforce  vaccination  may  reasonably  be  expected  to  still  further 
diminish  it.  It]  therefore,  the  cases  can  be  efficiently  treated,  even  at  some 
inconvenience,  with  the  existing  arrangements,  it  may  be  questioned  whether 
it  is  \vise  to  change  it. 

Moreover,  the  number  of  fever  cases  has  varied  so  much  in  the  course  of  years, 
that  whilst  scarcely  any  were  admitted  to  the  fever  hospital  for  a  considerable 
period,  at  the  present  time  the  whole  space  of  the  fever  hospital  is  filled,  and 
additional  temporary  buildings  have  been  erected,  and  are  also  filled. 

But,  as  in  former  times,  this  large  accession  of  fever  cases  will  diminish  : 
nay,  if  there  be  any  virtue  in  improv(»d  sanitary  conditions,  it  is  more  likely  to 
diminish  now  than  at  any  former  period,  and  there  might  be  scarcely  need  for 
the  present  excellent  institution.  1  do  not  doubt  that  if  it  were  convenient  to 
erect  a  temporary  fever  hospital  at  a  distance  from  the  present  one,  it  would  be 
convenient  to  the  poor  and  to  the  guardians  of  the  poor,  but  I  doubt  whether  it 
would  be  wise  for  the  Poor  Law  Board  to  raise  up  a  special  organization  for  a 
temporary  purpose.    In  the  event  of  any  general  hospital  scheme  being  fruitful, 
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Part  II.         it  might  not  be  diflScult  to  provide  such  temporary  accommodation  for  fever 
GxNBEAL        cases  as  may  now  be  required,  but  in  the  meantime,  there  should  be  two  suitable 
Bbvibw  ahd      wards  in  every  workhouse  in  which  infectious  cases  might  be  placed,  and  such 
SuoGKSTioHB.     ^^g^g  should  uot  bc  admitted  into  the  general  wards. 
Clas9u^iheakk^      In  reference  to  venereal  cases,  I  think  it  matter  of  regret  that  there  is  not 
accommodation  in  hospitals  set  apart  for  the  treatment  of  this  disease   for 
all  the  cases  which  come  under   the  Poor  Law  administration.     It  is  most 
desirable  that  persons  who  have  contracted  venereal  disease,  many  of  whom 
are  most  depraved,  should  not  be  found  in  workhouses,   and,  indeed,  the  very 
name  of  the  disease  should  there  be  unknown.     The  Lock  Hospital  is  insuffi- 
cient for  this  purpose,  and  it  is  worthy  of  consideration  whether  it  might  not  be 
enlarged,  or  another  institution  estabhshed.     In  this,  as  in  the  former  case,  the 
guardians  might  very  properly  pay  the  cost  of  treatment. 

Cases  of  itch  and  such  others  as,  by  reason  of  discharges  or  incontinence  of 
urine  are  offensive  to  others,  should  be  placed  in  separate  wards,  and  proper 
appliances  for  their  care  and  treatment  provided. 

Further  arrangements  are  needful  in  reference  to  noisy  and  dangerous  lunatics, 
by  which  they  might  not  be  admitted  to  the  workhouse  at  all,  or,  being  there, 
might  be  removed  immediately.  At  present  so  many  formalities  must  be  gone 
through,  that  at  least  two  days,  and  oftentimes  10  or  14  days,  are  consumed  in 
them,  and  in  the  meantime  the  patient  is  not  admitted  to  the  asylum.  There 
seems  to  be  no  reason  why  regulations  should  not  be  made  in  London  for  the 
removal  of  every  case  within  24  hours.  It  also  came  to  our  knowledge,  at  Pad- 
dington,  that  such  cases  are  not  admitted  into  the  lunatic  asylum,  if,  at  the  same 
time,  they  are  afflicted  with  certain  skin  disease,  and  such  cases  had  been  sent 
back  to  the  workhouse  at  much  risk  and  cost.  This,  in  the  interest  of  humanity^ 
should  be  prevented,  by  placing  them  in  separate  wards  at  the  asylum,  but 
padded  rooms  should  be  provided  in  every  workhouse  for  their  temporary  care. 

At  present  the  county  asylums  are  commonly  full,  and  a  few  cases  are  tempo- 
rarily retained  in  the  workhouses  from  that  cause.  The  private  asylums  have, 
I  beUeve,  increased  their  charges  lately,  and  thus  the  guardians  are  tempted 
to  allow  cases  improperly  to  remain  in  the  workhouse.  More  accommodation 
is  needed  for  this  class,  and,  on  a  suitable  opportunity  occurring,  it  might 
be  desirable  for  the  Poor  Law  Board  to  sanction  some  general  scheme  by  which 
the  paupers  of  this  class  in  the  metropolitan  district  might  be  brought  together, 
and  some  education  given  to  idiotic  children. 

The  isolation,  or  otherwise,  of  the  quiet  imbeciles  and  lunatics  in  separate  wards, 
orin  separate  buildings,mustdepend  upon  their  number,andthe  proportion  of  help- 
less cases  in  the  workhouse.  When  they  are  few  I  think  they  may  be  very  properly 
mixed  with  the  general  inmates,  since,  with  proper  care  to  remove  noisy  and 
dirty  cases,  they  are  often  useful,  and  not  annoying,  and  appear  to  me  to 
be  much  happier  than  when  congregated  together.  Certainly  in  country  districts 
that  is  the  best  course.  When  they  are  numerous,  it  is  no  doubt  necessary  that 
there  should  be  special  attendants  for  them,  and  thence  it  would  follow  that  they 
should  be  warded  separately. 
I  Whatever  evil  attaches  to  the  congregatioti  and  separation  of  this  class  is 

much  diminished  by  the  care  which  is  frequently  taken  of  them.  Their  wards  in 
size,  construction,  and  decoration  are  often  far  better  than  those  provided  for 
the  sick,  whilst  the  bathing,  washing,  and  water  closet  accommodation  is 
superior,  and  the  means  of  amusement  greater.  The  Ciommissioners  in  Lunacy, 
aided  by  the  sympathy  which  is  felt  for  those  helpless  people,  have  succeeded  in 
inducing  the  guardians  of  many  workhouses  to  provide  ample  care  and  accom- 
modation for  those  under  their  special  supervision,  and  have  set  an  example 
which  might  well  be  imitated  in  reference  to  the  general  sick,  but  in  some 
workhouses  the  accommodation  is  still  very  unsatisfactory.  No  special  pro- 
vision is,  however,  made  for  the  treatment  of  this  class  (except  when  suffering 
from  bodily  ailments),  and  the  sole  object  is  to  take  care  of  them,  and  to  render 
them  comfortable. 

Whenever  it  is  necessary  to  procure  additional  space  for  other  classes;  it 
would  be  convenient  probably  to  build  wards  for  this  class  apart  from  the 
main  building.  There  is  not,  moreover,  any  necessity  to  keep  them  in  the 
infirmary,  and  in  like  manner  when  space  is  required  in  the  infirmary,  they 
might  be  accommodated  elsewhere. 

In  nearly  all  workhouses  there  are  children  who  are  too  young  to  be  removed 
to  the  separate  or  district  schools.     There  are   also  others  who  have  been 
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admitted  to  the  workhouse  temporarily,  with  a   view  to   ascertain  if  they  Part  II. 

are  sufficiently  well  to  be  passed  to  the  schools :  and  in  some  the  children.         General 
when  sick,  are  placed  in  the  workhouse.    There  are  therefore  always  some,  and      Hbvibw  and 
in  certain  workhouses  far  too  many,  children  retained  in  the  workhouse  ;  the      Suggestions. 
accommodation  and  opportunities  for  playing  in  the  fresh  air  are  far  too  limited  claim  of  the  Skk 
and  imperfect,  whilst  very  little  is  done  in  some  of  the  workhouses  for  their 
amusement.     Hence  the  tone  of  health  is  not  likely  to  be  very  good,  and  some 
are  always  sick.     It  is,  I  think,  needful  that  there  should  be  a  sick  nursery  in 
every  workhouse  receiving  children,  in  which  they  may  be  placed  and  treated 
apart  from  the  adults.     Cases  of  scarlet  fever  and  of  hooping  cough  should  also 
be  isolated. 

The  sick  amongst  the  aged  and  infirm  should,  I  think,  be  treated  in  their  own 
wards,  and  in  the  body  of  the  workhouse.  No  advantage  follows  the  removal 
of  these  cases,  except  when  afflicted  wirti  some  acute  attack  of  disease,  neither 
is  it  advisable  to  congregate  all  the  bedridden  cases  together.  There  are  always 
amongst  this  class  a  large  proportion  who  leave  their  beds  and  their  wards, 
and  thus  so  far  convert  the  ward  into  a  dormitory,  instead  of  a  day  and  night 
room,  and  improve  the  sanitary  arrangements  of  the  room ;  but  where  the 
contrary  conditions  prevail,  and  nearly  every  inmate  in  a  ward  is  bedridden 
or  old,  the  effect  is  depressing,  and  the  sanitary  arrangements  must  be  less  perfect. 

The  proportion  of  women  to  men  is  about  as  two  to  one. 

The  habit  of  congregating  the  bedridden  together  and  placing  them  in  a  low 
upper  room,  as  at  I^mbeth,  is  much  to  be  deprecated. 

I  am  of  opinion  that  some  attention  must  be  given  to  the  re-arrangement  of 
the  classes  in  the  main  building  of  the  workhouse, — setting  aside  probably  some 
of  the  leading  ideas  now  no  longer  applicable,  -and  ascertaining  the  plan  upon 
which  the  whole  building  may  be  treated  as  an  hospital  or  an  asylum. 

There  are  in  every  workhouse  certain  wards  which  are  of  better  construc- 
tion and  with  greater  space  than  others,  and  in  such  should  be  placed  the  sick 
properly  so  called,  since  they  are,  for  the  most  part,  not  only  good,  but 
better  than  the  detached  infirmary  wards.  Hence  in  those  cases  in  which 
additional  wards  are  required  for  the  sick,  it  may  be  open  to  question  whether 
they  may  be  more  conveniently  obtained  by  the  enlargement  of  the  infirmary 
or  of  the  main  building.  In  considering  that  question,  it  will  be  needful  to  dis- 
engage the  mind  from  the  idea  that  there  is  any  special  advantage  in  placing 
them  in  an  infirmary  simply  from  the  destination  of  the  building.  If  there  be 
an  advantage,  it  must  be  in  isolation  or  space,  or  the  convenience  of  attendants 
and  officers ;  but  cases  requiring  isolation  are  for  the  most  part  sent  out  of 
the  workhouse ;  as  to  space,  the  wards  in  the  body  of  the  workhouse  are 
usually  the  best;  as  to  convenience,  the  lavatory,  bathing,  and  other  accom- 
modation is  seldom  greater  in  the  infirmary ;  the  cooking  accommodation  is 
always  less,  the  attendants  are  fewer,  and  the  medical  and  other  officers  can 
re-arrange  their  plans. so  as  to  make  their  visits  equally  convenient  anywhere. 
There  is  no  char.n  in  an  infirmary  for  the  treatment  of  the  sicK  if  the  accom- 
modation is  defective,  and  the  aim  must  be  to  find  the  best  accommodation, 
whether  in  the  body  of  the  workhouse  or  in  the  infirmary.  Some  of  the  rooms 
on  the  upper  floors  of  workhouses  are,  from  their  construction  and  means  of  ven- 
tilation, admirably  adapted  for  sick  rooms. 

The  position  of  the  labour  or  lying-in  wards  is  sometimes  very  inconvenient, 
or  scarcely  decent,  as  at  St.  Mary  Newington  and  Wandsworth.  Privacy  should 
be  added  to  convenience  of  position,  and  the  labour  ward  be  a  part  of  or  in  close 
contiguity  with  the  lying-in  ward. 

Day-rooms  are  much  more  required  in  a  workhouse  than  in  an  hospital, 
since  a  larger  proportion  of  the  inmates  can  get  up  and  leave  the  wards ;  and  as 
this  is  most  desirable,  I  think  that  a  proportion  of  day-rooms  should  be 
attached  to  the  wards,  and  the  meals  be  taken  in  them.  Convalescent  wards 
would  be  useful. 

Construction  and  Alteration  op  Workhouses. 

There  can  be  no  doubt  that  the  recommendations  now  made  in  reference  CanstrucHan  and 
to  floor  space  and  cubical  space  will  demand  an  increase  in  the  accommodation,  JlterationoffFork- 
(particularly  for  women)  in  very  nearly  all  the  workhouses  ;  and,  in  effecting  this,  *<»*•»• 
much  care  and  consideration  should  be  devoted  to  the  subject  by  the  guardians 
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Part  II.  of  each  workhouse  before  a  plan  be  finally  decided  upon.     I  have  referred  to 

GswxiiAL  the  several  requirements  in  the  special  reports,  and,  from  only  one  inspection 

RRvtww  AKD  of  these  lai^  institutions,  could  not  venture  to  indicate  the  precise  manner  in 

SpocMTioys.  which  they  should  be  eflfected  ;  but,  as  an  indication  of  my  own  views,  I  offer 

Cmuinictiom  tmd  ^^  following  observations  : — 

house.  *^  or-  J  As  cases  of  fever,  small-pox,  syphylis,  and  dangerous  lunacy,  and  chil- 
dren, have,  for  the  most  part,  been  already  retnoved  from  the  workhouses,  it  is 
scarcely  possible  to  carry  the  system  of  exclusion  or  elimination  further,  and 
the  plan  must  rather  be  to  consolidate  the  existing  buildings. 

As  the  aged  and  infirm  do  and  will  always  constitute  the  great  mass  of  the 
inmates,  and  be  the  source  whence  the  sick  will  be  chiefly  derived,  the  main 
building  should  be  appropriated  to  their  use.  Sick  wards  should  be  selected,  into 
which  such  of  them  as  are  very  ill,  and  such  others  as  have  been  admitted  on 
account  of  illness,  may  be  placed,  but  it  will  be  difficult,  if  not  impossible,  to  draw 
a  line  between  those  two  classes,  since  the  sick  will  be  usually  the  aged  and 
infirm,  and  the  aged  and  infirm  will  commonly  supply  the  sick.  The  able-  bodied 
may,  with  advantage,  be  placed  elsewhere,  when  that  is  necessary ;  and  the  main 
building  should  contain  only  the  offices,  officers*  apartments,  the  aged  and  infirm, 
the  sick,  and  the  lying-in  cases,  and  perhaps  the  sick  nursery.  It  may  even  be 
a  question  whether  the  offices  and  the  apartments  of  the  master,  which  occupy 
so  much  of  the  main  building,  might  not  be  advantageously  placed  in  a  separate 
building. 

All  that  is  now  required  beyond  this  is  one  or  two  infectious  wards,  one  or 
two  venereal  wards,  one  or  two  wards  for  oflFensive  cases,  and  one  or  two  itch 
wards  for  each  sex.  The  lunatics,  when  numerous,  might  also  advantageously 
occupy  separate  buildings.  A  sick  nursery  should  always  be  provided,  and  it 
may  be  placed  either  in  the  body  of  the  workhouse,  or  elsewhere. 

In  this  view  the  infirmary  buildings  as  now  existing  will  be  sufficient; 
and  the  enlargement  of  the  body  of  the  workhouse  is  that  which  will  be 
required. 

2.  In  carrying  out  this  leading  principle,  the  classification  would  be  much 
simplified ;  but  having  regard  to  existing  diversity  of  arrangements  in  different 
workhouses,  some  exceptions  must  be  allowed.  Thus,  where  good  detached 
infirmary  buildings  exist,  as  at  Marylebone,  or  where  the  sick  wards  are  m 
general  very  excellent  and  numerous,  as  at  St  Pancras,  it  would  be  quite  right 
te  continue  the  present  system. 

In  reference  to  the  great  majority  of  the  older  workhouses,  as  there  are  not 
usually  detached  and  properly  adapted  infirmary  buildings,  the  plan  suggested 
may  be  as  easily  carried  out  as  any  other  ;  but  if  additional  buildiings  should  be 
required,  and  from  the  nature  of  the  land  they  must  be  detached,  it  is  pro- 
bable that  good  infirmary  wards  might  be  the  most  conveniently  built. 

3.  It  is  desirable  that  a  comprehensive  plan  should  be  devised  in  many  of 
the  workhouses,  with  a  view  to  bring  together  and  consolidate  the  numerous 
detached  buildings  which  are  now  placed  upon  the  land  without  order,  and 
which  needlessly  diminish  the  air  space  and  exercising  grounds. 

4.  Several  of  the  workhouses,  as  Clerkenwell,  and  St.  George-the-Martyr, 
the  main  buildings  at  St.  Giles,  and  at  Rotherhithe,  and  the  Old  North-street 
Infirmary  at  Poplar,  should  certainly  be  taken  down  and  rebuilt.  Hackney,  aad 
St.  Margaret's  Westminster,  must  be  materially  altered,  or  should  be  placed  in 
the  same  category. 

5.  Several,  as  Islington,  St.  Martin's,  Greenwich  Infirmary,  Strand,  St. 
George-in-the-East  (part  of),  are,  it  is  said,  to  be  taken  down ;  and,  as  I  am 
informed,  negotiations  have  been  in  hand  which  might  have  led  to  the  removal 
of  St.  Pancras  and  St.  Margaret's  at  Kensington. 

6.  Others,  as  Lambeth,  Poplar,  St.  Luke's,  Holborn,  and  Bermondsey,  may 
fairly  demand  much  consideration  before  any  material  additions  are  made  on 
their  present  sites  ;  and  it  may  be  that  the  proper  course  would  be  to  remove 
them. 

7.  As  to  Shoreditch,  Whitechapel,  City  of  London,  Stepney,  St.  Margaret's 
at  Kensington,  East  London,  St.  George's  at  Brompton,  Fulham,  Rotherhithe, 
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St.  Pancra?,  Paddington,  Bethnal    Green,   Hackney,   Camberwell,   St.   Mary  Part  11. 

Newington,  Wandsworth,  and  West  London,  there  can  be  no  doubt  that  any  General 

required  improvements  may  be  readily  effected.  Rbtiew  and 

As  regards  changes  of  less  degree,  additional  room  may  be  obtained  in  some  ^    J^ 

workhouses,   as  Stepney  and  East    London,   by   removing  the  lunatics   from  Construction  and 

the  infirmary,  and  placing  them  in  a  separate  building ;  and  in  many  others,  as  ^l^^ratumofWark" 

at  Bethnal  Green  and  Paddington,  by  raising  the  present  buildings  a  story ;  ^^*^^' 
and,  speaking  generally,  I  do  not  think  that  any  serious  difficulty  will  occur  in 
providing  all  the  space  which  will  now  be  required. 

As  some  of  the  present  workhouses  will  doubtless  need  reconstruction,  I  oflFer 
the  following  recommendations: — 

1.  The  best  plan  of  construction  is  undoubtedly  that  of  a  single  room  in 
depth,  with  windows  on  both  sides,  and  the  passage  through  the  middle  of  the 
rooms. 

When^  in  order  to  bring  the  expense  within  legal  limits,  it  is  needful  to  build 
them  two  rooms  in  depth,  there  should  be  a  wide  central  corridor,  open  at  both 
ends,  and  made  light  and  airy  by  cross  corridors,  also  leading  to  the  outer  air 
at  the  end  of  each  set  of  wards  in  length.  The  upper  corridor  should  be  ven- 
tilated by  louvre  lights  ;  and  all  the  corridors  made  light  and  airy.  They  should 
also  be  fitted  up,  and  used  as  exercising  grounds  or  day-rooms.  They  should 
have  as  many  windows  in  their  walls  on  both  sides  as  there  are  windows  in  the 
outer  walls ;  and,  for  the  purpose  of  ventilation,  should  be  so  fixed  that  they 
cannot  be  quite  shut.  The  windows  should  reach  from  three  feet  from  the 
floor  to  within  one  foot  from  the  ceiUng,  and  air-brick  ventilators,  covered  with 
perforated  zinc,  should  be  placed  over  each  window,  or  between  the  windows, 
very  near  to  the  ceiling,  and  as  many  placed  near  to  the  floor.  It  is  desirable 
that  the  line  of  the  upper  ones  should  be  between  the  beds,  and  that  of  the  lower 
ones  under  the  beds. 

There  should  also  be  ventilating  windows  or  openings  over  every  door. 

2.  The  most  convenient  and  economical  size  of  room  is  20  feet  wide,  and  10 
to  12  feet  high,  with  sufficient  length,  viz.,  36  to  60  feet,  to  hold  6  to  10  beds 
on  each  side.     A  certain  number  of  smaller  wards  would  also  be  required. 

3.  The  lavatories  and  bath-rooms  might  be  placed  in  the  cross  corridors,  or 
in  rooms  leading  therefrom ;  but  the  sinks,  water-shoots,  and  water-closets, 
should  be  placed  in  parts  .projecting  from  the  cross  corridors,  and  have  cross 
external  draughts. 

Water-shoots,  or  the  night  urinals  described  on  page  52,  should  in  all  cases 
be  provided ;  and  the  buckets  and  large  utensils  should  be  placed  in  enclosed 
places  in  the  corridors. 

•  The  plan  of  water-closet  which  is  in  use  at  Clerkenwell  and  some  other  work- 
houses, by  which  two  or  more  closets  must  be  flushed  together,  is  adapted  only 
to  closets  in  the  yard,  and  should  not  be  allowed  within  the  workhouse.  The 
best  closets  are  probably  those  invented  by  Jennings,  and  represented  in 
the  following  woodcuts,  and  where  water  is  not  abundant  the  tip-up  closet  will 
probably  be  found  to  be  the  best. 

Fig.  1.  Fig.  2.  Fig.  3. 

Valye  Closet  and  Trap.  Trapped  Earthenware  Closet.  Tip-up  Closet. 
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Fig.  4. 
Jennings'  1  ip-up  Lavatory. 


The  number  of  lavatories  and  water-closets  must  vary  with  the  proportion  of 
the  persons  in  a  ward,  who  can  leave  their  beds;  but,  in  general,  one  of  each 
should  be  provided  for  each  large  ward.  The  best  kind  of  lavatory  is  that  with 
a  tip  basin,  as  shown  in  the  following  woodcut : — 

Hot  and  cold  water  should  be  abundant  over 
the  whole  buildings;  and  the  fixed  baths 
should  be  sufficiently  numerous  to  allow  all 
inmates  who  can  leave  their  beds  to  be  washed 
weekly,  or  fortnightly. 

4.  In  addition  to  the  general  dining-room, 
there  should  be  a  proportion  of  day  rooms  for 
the  aged  and  such  of  the  sick  and  lying-in 
cases  as  can  leave  their  beds,  in  which  they 
may  both  sit  and  take  their  meals.  One,  per- 
haps, for  each  set  ol  four  wards,  in  a  work- 
house constructed  with  a  central  corridor, 
would  suffice. 

5.  Kitchens  in  which  the  food  can  be  kept 
hot,  or  in  which  it  may  be  cooked ;  and  proper 
washing-up  places  should  be  provided  on  each 
floor,  and  in  each  detached  building. 

6.  Open  fire-places  should  be  placed  in  the 
rooms,  and  hot-water  pipes  in  the  corridors. 

/.  As  surgical  cases,  of  the  class  from  which 
hospital  epidemics  anse,  are  scarcely  at  all  met 
with  in  workhouses,  there  is  no  reason,  but 

that  of  an  unwise  economy,  why  the  walls  of  the  wards  and  corridors  should  not 
be  drawn  with  mortar  or  cement,  and  coloured ;  and  a  cheerful  paper  may 
properly  be  placed  upon  the  walls,  in  the  aged  and  infirm  wards,  as  is  now  the 
case  in  many  lunacy  wards. 

8.  The  able-bodied,  and  the  special  class  of  sick  before-mentioned,  may  be 
placed  apart  from  the  main  building. 

'  9.  Proper  provision  should  be  made  in  the  larger  workhouses  for  a  resident 
medical  officer  and  chaplain. 

10.  No  room  in  the  basement  should  be  used  as  a  dormitory. 

11.  Suitable  yard  space  and  exercising  groimd  should  be  more  generally 
provided. 

Cubical  and  Floor  Space. 

The  problem  to  be  solved  in  connection  with  the  cubical  space  to  be  allotted 
to  each  inmate,  involves  the  question  both  of  sufficiency  and  economy.  1  here 
must  be  sufficient  space  for  the  healthful  care  of  the  inmates,  and  there  must 
be  no  further  expenditure  of  funds  than  will  meet  this  requirement.  These  are 
general  conditions,  but  there  is,  at  present,  a  special  legal  restriction  which  has 
exercised  a  powerful  control  over  the  expenditure,  viz.,  that  no  union  can  be 
empowered  by  the  Poor  Law  Board  to  borrow  funds  beyond  the  average  amount 
of  the  rates  for  the  preceding  three  years.  This,  although  permitting  such  very 
large  sums  as  50,000  /.  and  upwards  to  be  expended  upon  some  of  the  recently 
built  London  workhouses,  as  Shoreditch,  Mile-end  Old  Town,  and  City  of 
London,  has  demanded  the  exercise  of  the  most  watchful  care  to  provide  a 
workhouse  of  the  size  required,  and  although  the  Legislature  might  extend  the 
borrowing  powers  of  the  guardians,  the  present  expenditure  has  been  felt  to  be 
oppressive  in  many  unions  and  parishes,  whether  in  London  or  the  provinces. 

Hence,  whilst  whatever  is  necessary  must  be  provided,  there  should  be  no 
waste,  and  science  and  experience  should  be  engaged  in  the  task  of  making  the 
best  use  of  the  space  allowed. 

The  question  of  space  is  essentially  connected  with  that  of  the  renewal  of 
the  contained  air.  It  is  not  satisfactory  to  say  that  because  a  felon  has  900  cubic 
feet  provided  for  him  in  a  gaol,  it  is  cruel  that  the  workhouse  poor  should  have 
only  500  cubic  feet.  If,  in  such  an  argument,  bread  were  substituted  for  air,  it 
would  be  very  evident  that  the  whole  question  of  sufficiency  would  turn  upon  the 
frequency  with  which  the  supply  was  renewed,  and  not  simply  on  that  of  the 
absolute  quantity  at  command  at  one  time. 

When 
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When   a  man  is  placed   in   any  enclosed   space,  he   deteriorates  the  air        Genrral 
hoth    by   consuming    a    part    of   the    oxygen,    and  by   emitting  from   his      Review  and 
body  certain  products  which,  when  respired,  are   noxious  in  the    degree  of     Suggestions. 
their  concentration.    It  is  possible  to  allow  such  a  space  that  for  hours  or  days  cubuMland  Floor 
the  condition  of  the  air  would  not  be  injurious  to  him,  but  at  the  best  this  plan  Space. 
only  dilutes  the  poison  ;  it  does  not  remove  it ;  and  moreover  if  the  man  be 
confined  to  one  part  of  the  space,  as  by  keeping  his  bed,  and  there  be  no  con- 
tinuous movement  of  the  air,  the  deterioration  of  the  air  will  proceed  in  a 
greater  degree  in  the  space  around  him  than  in  the  higher  and  further  part  ot 
the  room,  and  the  more  pure  air  will  practically  be  unable  to  reach  him. 

Again,  the  chief  product  of  respiration  (carbonic  acid)  is  specifically 
heavier  than  the  atmosphere,  and  therefore  does  not  so  readily  and  generally 
mix  with  large  volumes  of  the  air  around,  as  would  be  the  case  with 
a  lighter  gas.  Hence,  there  is  a  tendency  in  it  to  accumulate  around 
the  producer;  and  although  it  may  never  really  separate  from  the  sur- 
rounding air  (as  in  the  Grotto  del  Cane,  where  a  dog  from  its  low  stature  inhales 
it  and  dies,  whilst  a  man,  from  the  greater  elevation  of  his  mouth,  breathes 
the  air  over  it,  and  lives),  yet  the  gases  are  only  mixed,  not  combined,  and  with 
quietude  of  the  air  the  heavier  must  tend  to  descend  and  to  accumulate  near 
the  lower  part  of  the  room.  This  would  be  the  case  at  night  with  the  doors 
shut,  and  the  inmates  in  bed  and  asleep,  so  that  in  making  a  chemical  analysis 
of  the  air  of  a  bed-room  it  is  usual  to  take  one  specimen  near  to  the  floor, 
another  from  about  the  level  of  the  inmate,  and  a  third  from  the  higher  part  of 
the  room,  and  each  commonly  yields  different  results. 

Hence,  there  is  practically  a  limit  to  the  space  which  can  be  made  useful  by 
a  man,  and  except  much  movement  of  the  air  be  artificially  produced,  as  for 
example,  by  persons  walking  about  the  room,  he  becomes  surrounded  by  an 
atmosphere  which  differs  from  that  of  more  distant  parts.  The  diffusion 
which  always  takes  place  in  a  mixture  of  gases,  is  insuflSicient  to  overcome 
the  effect  of  greater  specific  gravity  when  the  heavier  gas  is  being  constantly 
produced,  as  in  respiration,  and  when,  as  at  night,  it  is  insufficiently  aided  by 
artificial  movement  of  the  air  within,  or  by  the  force  of  currents  from  without. 
The  remark,  therefore,  of  Dr.  Angus  Smith,  that  large  space  may  mean  only 
dilution  of  the  poison,  is  appropriate  and  striking. 

Now  let  us  look  at  this  question  in  its  economical  aspect. 

1  have  shown  that  the  tendency  at  night,  and  in  many  cases  by  day  also,  is  to 
surround  the  inmate  by  an  atmosphere  more  deteriorated  than  that  which  fills 
other  parts  of  the  room,  and  hence  it  follows  that  in  the  economical  use  of 
space,  efforts  should  be  made  to  remove  this  deteriorated  atmosphere,  and  sub- 
stitute fresh  air.  This  cannot  be  effected  by  mere  large  cubical  space,  but  it 
demands  that  a  supply  of  fresh  air  shall  be  continually  afforded,  and  the  foul 
air  removed.  This  is  ventilation,  and  by  it  the  poison  is  not  left  to  be  diluted, 
but  is  removed. 

It  is  quite  possible  to  have  a  large  space  containing  diluted  poison,  and  a 
small  space  with  the  poison  altogether  removed  ;  and  the  problem  to  be  solved 
is  the  smallest  cubical  space,  and  that  amount  of  ventilation  which  would  effect 
this,  not  only  without  annoyance  to,  but  to  the  comfort  of,  the  inmates — restric* 
tion  of  space,  and  freedom  of  ventilation. 

Theoretically,  the  requirements  of  ventilation  are  two:  1st,  that  all  the 
emanations  from  the  lungs  and  skin  of  an  inmate  shall  be  entirely  removed,  and 
that  he  shall  always  be  surrounded  by  a  body  of  pure  air ;  and  2d,  that  the 
heat  which  is  produced  by  his  body  shall  not  be  allowed  to  accumulate  in  the 
surrounding  atmosphere  to  a  degree  greater  than  that  which  experience  has 
shown  to  be  conducive  to  comfort, — that  is  to  say,  about  60°  or  62% — or  in  other 
words,  purity  of  air,  and  uniformity  of  temperature ;  and  it  has  been  found 
that  in  order  to  obtain  any  approach  to  these  theoretical  conditions,  exceedingly 
large  volumes  of  air  at  a  given  temperature  (say  2,000  cubic  feet  per  man  per 
hour)  must  be  supplied.  The  difficulty  of  this  experiment  has  been  abundantly 
proved  in  the  very  able  hands  of  Dr.  Percy,  at  the  Houses  of  Parliament,  and 
the  want  of  satisfaction  with  the  results  is  expressed  by  one  Member  stating 
that  there  is  too  much  draught,  by  another  that  the  air  is  too  cold,  and  by  a 
third  that  the  air  is  close,  and  not  sufficiently  fresh. 

But  practically  there  is  a  degree  of  deterioration  of  the  air  of  rooms 
which  is  known  to  be  not  injurious  to  health,  and  which  is  not  offensive  to  the 
sense  of  smell,  and  it  suffices  or  all  practical  purposes  to  effect  this. 
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It  has  been  already  shown  that  mere  cubical  space  cannot  altogether  effect  it, 
but  as  it  efiPects  it  much  more  certainly  than  a  small  space  placed  under  similar 
conditions,  it  is,  when  expense  is  not  an  object,  a  rough  and  ready  way  of 
obtaining  the  result,  and  of  partially  putting  aside,  but  not  overcoming,  a  diffi* 
culty.  The  condition  of  the  bed-rooms  of  the  middle  dasses  do  not  by  any 
means  approach  theoretical  perfection,  but  practically  they  are  found  to  answer 
the  two  requirements  of  comfort  and  health,  and  it  may  be  permitted 
to  use  this  as  a  test  of  the  salubrity  of  public  rooms,  or  of  rooms  inhabited  by 
several  persons  in  common,  and  the  requirements  will  then  be  that  degree  of 
deterioration  of  the  air,  and  dilution  of  poisonous  products,  which  will  compare 
with  those  conditions  in  a  fairly  selected  bed-room  of  the  middle  classes. 

The  former,  the  deterioration  of  the  air,  can  be  determined  only  by  chemical 
research,  but  the  latter  is  in  its  earliest  manifestation,  as  well  as  in  its  progressive 
increase,  detected  by  the  sense  of  smell,  and  may  be  more  accurately  estimated 
hy  the  chemist. 

Such  is  an  outline  of  the  question  which  is  now  under  discussion.  It  is  not 
one  to  be  settled  by  mere  authority,  by  fixing  upon  some  given  space,  by  ad- 
ducing in  support  the  names  of  men  distinguished  on  other  subjects,  and  by 
constant  reiteration  of  the  same  before  the  public  by  those  who  themselves 
only  repeat  the  opinions  of  others,  and  do  not  attempt  to  add  anything  by 
their  own  authority. 

In  professional  matters  authority  has  now  but  little  weight,  and  in  scientific, 
and  before  scientific  men,  it  has  none.  The  only  test  admitted  in  science  is 
that  of  fact, — of  weight  and  measure. 

If  one  assert  that  a  given  space  is  needful  in  workhouses,  before  his  authority 
can  be  accepted  it  must  be  known  that  he  had  visited  workhouses,  and  by 
practical  observation  had  obtained  the  requisite  proof;  and  if  it  be  shown  that 
he  was  never  inside  a  workhouse,  or  being  there,  had  not  taken  other  steps  to 
obtain  proofs  than  could  be  taken  by  one  of  no  authority  before  the  world  (if 
such  proofs  were  needed),  his  assertions  could  have  no  special  weight  as  a  matter 
of  authority,  and  at  the  most  could  only  be  of  value  as  they  repeated  the 
opinions  of  other  and  better  informed  persons. 

There  can  be  no  doubt  that  there  has  been  the  greatest  indifference  to  these 
questions  on  the  part  of  all  classes,  whether  professional  or  otherwise.  We  hare 
scarcely  a  public  building,  a  church,  chapel,  concert  room,  theatre,  prison  cell 
or  hospital  ward,  much  less  have  we  private  buildings  which  are  decently  venti- 
lated, and  even  now  architects  plan  and  builders  erect  buildings,  almost  or 
entirely  without  reference  to  the  subject.  Nay,  experiments  have  only  been  insti* 
tuted  in  reference  to  it  within  a  few  years,  and  even  now  those  on  the  gigantic 
scale  which  are  carried  on  at  the  Houses  of  Parliament  are  needed,  and  have 
not  as  yet  settled  the  question.  One  cannot  in  the  afternoon  enter  a  prison 
cell,  allowing  900  or  1,000  cubic  feet  of  air  to  the  inmate,  and  particularly  if 
he  have  been  engaged  in  labour  in  his  cell,  without  perceiving  the  air  to  be 
offensive  ;  nor  the  wards  of  an  hospital  at  night  without  perceiving  the  absence 
of  fresh  air ;  nay,  in-  reference  to  the  latter  it  is  asserted  by  surgeons  of 
repute,  that  surgical  cases  never  do  as  well  in  hospital  wards  as  in  private  houses, 
and  that  pyoemia,  hospital  gangrene,  and  erysipelas  result  from  the  defective  state 
of  the  wards.  Even  in  reference  to  medical  cases,  it  is  not  many  years  since 
liurses  died  of  fever  at  Bartholomew's  Hospital,  and  much  more  recently  fever 
has  been  rife  at  Westminster  Hospital,  and  puerperal  fever  has  prevailed  in  the 
lying-in  wards  of  many  hospitals.  These  results,  so  far  as  they  are  remediable 
at  all,  can  be  obviated,  not  by  enlarged  space  alone,  but  by  better  ventilation — 
by  the  removal  of  the  poison,—  and  so  far  as  I  am  acquainted  with  the  state  of 
public  buildings  of  all  kinds,  I  venture  to  affirm  that  there  are  workhouses  in  the 
country  districts  which  in  this  respect  far  excel  them  all. 

The  Poor  Law  Board,  in  order  to  lay  down  a  rule  for  the  erection  of  woric- 
houses  and  for  the  proper  care  and  treatment  of  the  inmates,  some  years  ago 
discussed  the  question  of  cubic  space  at  great  length,  and  obtained  the  opinion 
of  eminent  scientific  medical  mcD,  and  the  results  of  the  observation  of  their 
inspectors  and  other  officials. 

In  1855  the  question  of  the  sufficiency  of  a  minimum  space  of  300  cubic  feet 
for  each  person  in  a  dormitory,  and  of  500  cubic  feet  in  a  room  used  by  day 
and  night,  was  proposed  to  Dr.  Todd,  a  gentleman  who,  although  a  physician 
of  great  eminence,  was  not  only  a  practical  physician,  but  a  scieirtrfic  man  of  a 
high  order,  and  in  the  absence  of  conclusive  scientific  facts  was,  perhaps,  the 
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most  competent  man  of  his  day  to  give  an  opinioo  upon  such  a  question.  fwrt  U. 

His  opinion  was  in  favour  of  these  quantities,  but  he  very  properly  added  two        Gmbral 
conditions,  IUtiew  ahd 

&D«OStT10NS. 

1.  Having  reference  to  the  spread  of  typhus  fever  and  cholera,  and  the  

comfort  and  decency  of  the  inmates,  he  recommended  that  the  beds  should  CMbfcdmdMoor 
be  placed  not  less  than  2i  to  3  feet  apart.  ^^^^^' 

2.  He  remarked,  '^  It  must  be  presumed  that  in  fixing  the  minimum  of 
cubic  space  already  referred  to,  the  Board  have  not  lost  sight  of  the  neces- 
sity of  providing  ample  resources  for  ventilation  and  suitable  means  of 
warming.    The  latter  should  be  subsidiary  to  the  former." 

Hence,  in  his  opinion,  300  cubic  feet,  and  500  cubic  feet  as  a  minimum, 
might  be  safely  and  properly  allowed  to  each  bed,  provided  there  were  such  a 
distance  between  the  beds  that  infection  could  not  pass  from  one  to  the  other, 
and  provided  there  were  ample  resources  for  ventilation. 

At  a  somewhat  later  period  the  subject  was  brought  under  the  attention  of 
another  scientific  physician  of  great  eminence,  Dr.  Bence  Jones,  and  he  replied 
in  an  elaborate  paper. 

The  first  determines  the  amount  of  the  deterioration  of  air  by  respiration, 
as  ascertained  by  the  experiments  of  Andral,  and  estimates  how  much  air  is 
requisite  for  each  person  in  a  «iven  time,  so  that  the  amount  of  carbonic  acid 
which  it  may  contain  shall  not  exceed  1  per  cent. ;  and  after  citing  the 
cubic  space  allowed  to  an  inmate  in  various  men-of-war,  and  in  four  hospitals^ 
proceeds  to  show  that  the  inquiry  ''  is  charged  with  the  means  of  determining^ 
the  ventilation  of  a  room,  and  with  the  amount  of  ventilation  which  is 
required.*' 

As  to  the  amount  which  is  requisite,  he  deduced  from  the  amount  of  air 
which  is  required  to  reduce  the  carbonic  acid  in  the  respired  air  to  1  per  cent., 
from  1  to  1 J  cubic  feet  per  minute,  or  60  to  90  cubic  feet  per  hour.  He  then 
quotes  other  authorities,  which  give  10  cubic  feet  per  minute  (Reed) ;  20  cubic 
feet  per  minute  (Arnott) ;  2  cubic  feet  per  minute  by  night  only  (Leblanc) ; 
and  states  that  in  the  Chamber  of  Deputies  in  Paris,  each  member  had  3i  cubic 
feet  per  minute  in  summer,  and  6*0  cubic  feet  per  minute  in  winter. 

Hence,  he  does  not  state  the  cubical  space  which  should  be  allowed  to  each 
person  in  a  workhouse,  but  shows  that  the  above  question  resolves  itself  into 
that  of  ventilation. 

Since  that  period  several  scientific  men  of  ensdnenoe,  and  particularly  on 
the  Continent,  have  considered  the  question,  but  their  inquiries  have  been 
based  almost  exclusively  upon  the  plan  of  attempting  to  remove  all  the 
emanations  from  the  body,  and  to  maintain  imiformity  of  temperature. 

The  only  mode  by  which,  in  my  opinion,  the  question  can  be  satisfactorily 
settied,  is  to  ascertain  the  amount  of  the  excretory  products,  and  of  the  oxygen 
in  the  air  in  well  ventilated  rooms  which  aUow  500  cubic  feet  to  each  inmate, 
and  if  it  should  be  shown  that  they  are  not  only  compatible  with  health,  but 
that  the  former  is  not  greater  and  the  latter  not  less  than  are  found  in  private 
dwellings  affording  much  greater  space,  to  fix  the  amount,  and  take  steps  to 
prevent  an  increase  of  the  former  and  decrease  of  the  latter. 

Dr.  Angus  Smith,  f.r.s.,  and  Professor  Roseoe,  f.r.s.,  both  of  Manchester, 
have  engaged  more  largely  in  this  inquiry  than  any  other  persons  of  late  years, 
and  in  the  year  1864  I  carried  on  investigations  of  the  same  class  in  the  print- 
ing o£Sces  of  London,  by  direction  of  the  Privy  Council.  The  whole  of  these 
researches  have  been  directed  to  show  the  amount  of  oxygen  and  carbonic  acid 
(and  some  of  them  of  nitrogen  also)  in  the  open  air  in  various  localities,  and  in 
certain  enclosed  spaces,  as  workshops,  theatres,  hospitals,  railway  offices,  rail- 
way carriages,  and  mines. 

As  it  was  not  possible  with  my  existing  engageniarts  to  pursue  these  in- 
quiries in  workhouses  for  the  purposes  of  this  report,  I  obtained  the  assent 
of  the  President  of  the  Poor  Law  Board  to  the  employment  of  Dr.  Angus 
Smith,  and  to  him  we  are  indebted  for  some  very  valuable  results.  The  ques- 
tion to  be  solved  was  not  tiie  actual  condition  of  the  atmosphere  in  the  several 
wards  of  London  workhouses,  however  interesting  such  results  might  have  been 
in  a  scientific  point  of  view ;  neither  the  conditions  of  the  air  in  rooms  of  much 
larger  dimensions,  and  occupied  by  other  classes  of  persons,  nor  in  rooms  of 
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Part  II.         whatever  size  which  were  imperfectly  ventilated,  since  the  imperfection  would 

General        have  been  an  unknown  quantity,  and  the  results  would  not  have  been  appU- 

Review  and     cable  to  well-ventilated  rooms ;  nor  the  amount  of  air  which  must  be  passed 

Suggestions,     through  the  ward  in  a  given  time  to  remove   all  the  excretory  products ;  but 

Cubical  and  Floor  ^^Jdng  the  standard  quantity  for  which  the  workhouses  were  constructed,  viz., 

Space.  500  cubic  feet  to  each  person,  and  properly  ventilating  the  rooms,  what  was 

the  composition  of  the  air  in  them  by  day  and  night. 

This  was  a  perfectly  new  inquiry,  and  the  only  one  in  my  opinion  necessary 
for  the  settlement  of  the  question. 

The  amount  of  air  passing  through  the  wards  during  the  experiments  could 
not  be  ascertained,  since  it  was  admitted  by  numerous  openings  in  the  upper 
and  lower  parts  of  the  walls,  and  varied  with  the  force  and  direction  of  the  wind 
outside;  but  it  was  such  as  to  be  neither  disagreeable  nor  hurtful  to  the  inmates 
of  the  ward,  and  made  the  inmates  feel  more  refreshed  in  the  morning  than 
before. 

Owing  to  the  very  defective  state  of  the  ventilation,  and  the  insufficient 
means  of  ventilation  in  the  London  workhouses,  there  was  some  difficulty  in 
selecting  workhouses  and  wards  which  could  be  satisfactorily  ventilated  at  a 
short  notice  ;  but  eventually  Lambeth,  an  old  workhouse,  situated  at  a  low  level, 
and  siu'rounded  by  houses  ;  Chelsea,  an  old  workhouse,  in  a  more  open  locality, 
and  yet  surrounded  by  houses  ;  and  East  London,  at  Homerton,  a  comparatively 
new  workhouse,  in  a  very  healthful  locality,  were  selected. 

At  Lambeth  two  rooms  were  chosen  having  windows  on  both  sides,  and  of 
the  following  dimensions — 

No.  5    -    -    -    59  ft  9  in.  X  19  «;•  9  in.  x  11  ft.  8  in. 

No.  23  -    -    -    32  ft.  0  in.  X  24  ft.  0  in.  x  8  ft.  10  in. 

At  Chelsea  three  wards  were  selected  on  the  ground  floor,  first  floor,  and 
top  floor,  each  having  small  windows  on  one  side,  and  the  ordinary  windows  on 
the  other— one,  No.  73  a.,  being  an  inner  room. 

Their  dimensions  were — 

No.  73  A.  36  ft  10  in.  X  21  ft;.     4  in.  x  9  ft  1  in. 


No.  68.      57  ft    6  in.  X  21  ft;.    2  in.  X  7  ft  6  in.  1 

,.  A  ,,  .  .  ^       .       ill  ft-  9  in. 

X  15  ft.  11  in.  X  4  ft;  3  in.  J 


27  ft    0  in.  X  20  ft;.    0  m.  x  7  ft  6  in. 
X  14  ft.    9  in.  X  4  ft.  2  in 


^'  f  11  ft  8  m. 


No.  12.      46  ft    0  in.  X  19  ft    2  in.  x  11  ft  0  in. 


At  Homerton  three  wards  were  selected.  One  on  the  ground  floor,  occupied 
by  foul  cases,  and  having  windows  at  the  end,  and  one  side ;  one  on  the  first 
floor  of  a  similar  construction,  and  the  dimensions  were  as  follows : 

No.  13.  29  ft  6  in.  x  17  ft  6  in.  x  10  ft  10  in. 

No.    8.  29  ft  6  in.  x  17  ft  6  in.  x  11  ft    6  in. 

X  12  ft;.  6  in.  X  2  ft;.    6  in. 

No.  10.  29  ft  6  m.  x  17  ft;.  6  in.  x  11  ft    6  in. 

In  each  case  the  number  of  beds  was  so  arranged  as  to  allow  as  nearly  as 
possible  500  cubic  feet  to  each. 

Two  assistants  of  Dr.  Angus  Smith  took  samples  of  the  air  for  analysis  in 
each  of  the  rooms  at  about  midday,  and  at  two  periods  during  the  night, 
viz.,  between  1 1  and  12  o'clock,  and  4  and  5  o'clock,  a.m.  The  state  of  the  ven- 
tilation, temperature,  and  sweetness  of  the  air  were  noticed  and  recorded  by  them. 

In  taking  the  samples  of  air,  those  for  the  carbonic  acid  were  taken  at  the 
height  where  it  would  be  the  most  abundant,  viz.,  at  about  the  level  of  the 
head  of  the  inmate  during  sleep,  and  in  the  centre  of  the  gangway  of  the  ward. 
Those  for  the  oxygen  were  taken  at  three  elevations,  viz.,  near  the  floor,  at 
4  feet  high,  and  at  8  feet  high,  and  an  analysis  was  made  of  each  sample  of  the 
air. 

The  inquiry  was  thus  made  under  the  conditions  to  obtain  maximum  quan- 
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titles  of  the  carbonic  acid,  but  all  the  arrangements  were  carried  out  with  the  Part  H. 

fairness  and  precision  required  in  minute  scientific  research.     It  was  also  one        General 
of  great  extent,  involving  more  than  100  analyses,  and  of  no  little  personal  labour      Review  and 
at  the  time  of  the  inquiry,  since  it  was  requisite  that  the  gentlemen  should  sit     Suggebtiows. 
up  during  the  whole  of  four  consecutive  nights.  Culncdai^ Floor 

The  results  are  contained  in  the  following  Table  :  Sptue. 


TABLE  No.  9. 


Showing  the  Amount  of  Cabbonio  Acid  and  Oxygen  in  the  Air  of  well-ventiiated  Workhouse  Wards 

having  500  Cubic  Feet  to  each  Inmate. 


DAY. 

MIDNIGHT. 

MORNING. 

WORKHOUSE. 

Carbonic  Acid. 

Oiygen. 

Carbonic  Add. 

Oxygen. 

Carbonic  Acid. 

Oxygen. 

[ 

Redaced. 

Un- 
reduced. 

2. 

Redaced. 

i 

Un- 
redaeed. 

1. 

2. 

3. 

Mean. 

Reduced. 

Un- 
reduced. ' 

1 

1. 

2. 

3. 

Mean. 

Hay  17th  and  18th. 

Umbbth  : 

WardNo.5    - 
„     «3    .        - 

0-0468 
0-0766 

00487 
0-0702 

20-90 
20-88 

0-0712 
0-1044 

0H)6«2 
00987 

20-88 
20-89 

20-88 
20-84 

20-87 
20-83 

20-876 
20-863 

0-0766 
0-0866 

0^722 
0H)824 

20-89 
20-87 

20-87 
20-86 

20-85 
20-86 

20-87 
20-86 

^                Means  -    -    - 

0H)611 

0H)509 

20-89 

0i)878 

00846 

- 

- 

- 

20-864 

00811 

0-0834 

■ 

- 

- 

20-86 

May  18th  and  19th. 
St.  Luke's  (Chelsea) : 
Ward  No.  73a 

1                 ^       12-        . 

0^14 
0H)44d 
0K)572 

0H)580 
0-0417 
0H)630 

20-88 
20-93 
20-90 

0-0828 
0-0624 
0i)716 

0-0784 
0-0498 
0H)082 

20-88 
20-90 
20-87 

20-87 
20-91 
20-88 

20-84 
20-88 
20-86 

20-863 
20*896 
20-870 

0-0983 
0-0697 
0K)789 

0H)926 
0-0661 
0-0702 

20-86 
20-90 
20-88 

20-86 
20-89 
20-86 

20-83 
20-87 
20-84 

20-843 
20  886 
20860 

Means-    -    - 

00643 

0^12 

20-9033 

0^)689 

0O664 

- 

- 

- 

20-8763 

0-0806 

0-0763 

- 

"" 

- 

20-868 

¥ay  10th  and  SOth. 

SABTloaDOK  (Homer- 
tea): 

WaidNo.13-       - 
-        8-       - 

\    ■  "■  ■ 

'                Means-    -    - 

0K)641 
0^72 
0D472 

0-0610 
00448 
00448 

20-90 
20-91 
20-94 

0O816 
0-0708 
0iJ771 

0H)773 
0-0692 
0H)733 

20-88 
20-88 
20-90 

20-88 
20-89 
20-88 

20-87 
20-89 
20-88 

20-872 
20-886 
20-8866 

0-0866 

o-07as 

0-0621 

0-0814 
0H)672 
0-0690 

20-89 
20  89 
-20-90 

20-88 
20-90 
20-90 

20-87 
20-88 
20-87 

20-88 
20-89 
20-89 

00528 

00602 

20-9166 

0'0764 

0-0732 

- 

- 

- 

20-88326 

0-0727 

0H)6&2 

- 

- 

- 

20-8866 

ToialMbaits  - 

(h>6eo 

0-0631 

20-9033 

OK)777 

0-0743 

- 

- 

- 

20-876 

0H)781 

0-0766 

- 

- 

-      20809 

The  quantity  of  carbonic  acid  by  day  in  one  of  the  rooms  at  each  of  the 
workhouses  was  greater,  and  the  quantity  of  oxygen  less,  than  in  the  other  rooms, 
and  shows  that  the  arrangements  for  ventilation  were  not  equally  good  in  all. 

The  least  and  greatest  amounts  thus  obtained  by  day  were — 

Per  Cent. 


Carbonic  Acid 


Minimum 
Maximum 


0-0443 
0-0755 


Oxygen 


Minimum 
Maximum 


And  the  mean  of  all  the  experiments  gave — 

Per  Cent. 
Carbonic  Acid   -        -        -        -    0*0560    }  Oxygen 

The  quantities  at  about  midnight  were — 

Per  Cent 

Carbonic  Acid    -    Minimum     -    0-0524        Oxygen     - 
,.  -    Maximum     -    0-1044 


Minimum 
Maximum 


And  the  means  of  all  were — 
Carbonic  Acid  -        -        - 


Per  Cent.  I 
0-0777 


Oxygen 


The  quantities  at  about  5  a.  m.  were  — 

Per  Cent. 
Carbonic  Acid    -     Minimum     -    0-0621        Oxygen 
„  -    Maximum     -    0-0866 


-  Minimum 

-  Maximum 


37*2. 


T  3 


Per  Cent. 

-  20-88 

-  20-93 

Per  Cent 
20-9033 

Per  Cent 
•    20-853 

-  20-866 

Per  Cent 

.    20-875 

Per  Cent 

-  20-843 

-  20-89 

And 
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Part  IL         And  the  mean  of  all  was— 
Genkrai.                                                             Per  Cent  I  Per  Cent 

Review  AKD       Carbonic  Acid   .        -        -        -    0-0781       Oxygen 20-869 

S  U  GGE8TI0  V8. 

After  writing  the  above  1  visited  the  workhouses  and  ascertained  that  the 

Cubical  and  Hoar    ventilation  was  not  so  good  in  wards  23  Lambeth,  and  23a  and  12  Chelsea, 
^P^'  as  in  the  others. 

As  the  object  of  the  inquiry  was  to  show  the  composition  of  the  air  in  well- 
ventilated  rooms,  it  would  be  more  correct  for  me  to  refer  to  the  results  in  the 
wards  which  were  the  best  ventilated,  but  as  all  were  tolerably  ventilated,  I 
have  included  the  results,  and  will  now  place  the  mean  of  the  whole  with  the 
minimum  of  carbonic  acid,  and  the  maximum  of  oxygen  side  by  side. 

TABLE,  No.  10. 


Carbonic  Acid. 

OXTOEK. 

Day. 

About 
Midnight. 

About 

5  A.M. 

Day. 

About 
Midnight. 

About 

5  A.M. 

Means         ... 
Minimum    •         .        • 
Maximum    -        -        . 

Per  Cent. 
0-0568 

0  0448 

Per  Cent. 

0-0780 

0*0524 

Per  Cent. 
00802 

0-0621 

Per  Cent. 
20-898 

20-98 

Percent. 
20-875 

20-886 

Percent. 
20*869. 

20-89 

When,  however,  the  four  wards  are  selected  which  were  the  best  ventilated, 
the  means  are  as  follows : — 

TABLE,  No.  11. 

Showing  the  Composition  of  the  Air  in  the  best  Ventilated  Wards. 


Day. 

Midnight. 

Morning. 

CarboDic 
Acid. 

Oxygen. 

Carbonic 
Acid. 

Oxygen. 

Carbonic 
Acid. 

Oxygen. 

Lambeth : 

No.5  .        -        - 

Chelsea : 
No.  68 

Homerton : 

No.  8  -        .        . 

No.  10 

Per  Cent. 
0-0468 

0-0448 

0-0472 
0*0472 

Per  Cent. 
20-90 

20»98 

20-91 
20*94 

Per  Cent. 
0-0712 

0*0524 

0-0708 
0-0771 

Percent. 
20-876 

20*896 

20-886 
20-8866 

Percent. 
0-0756 

0-0697 

00705 
00621 

PerCenL 
20-87 

20*886 

20-89 
20-89  • 

Means  -    -    - 

0-0468 

20-92 

00677 

20-886 

0-694 

20*884 

Such  being  the.results  obtained  in  this  inquiry,  and  such  the  condition  of  the 
air  which  in  the  several  close  and  open  localities  may  be  always  obtained  in 
properly  ventilated  rooms  affording  500  cubic  feet  to  each  inmate,  I  proceed  to 
show  how  their  value  may  be  properly  estimated. 

The  amount  of  carbonic  acid  in  the  open  air  has  been  foimd  as  follows  : 

Carbonic  acid  0.049    in  the  plains  of  Switzerland  (De  Saussure). 
0-0557  at  elevation  of  877  metres,  in  Switzerland. 

oZ    1(1^-7)  at  sea. 

0*0892  1 

0-0402  f(Bo8coe)  Manchester,  country  around. 

Mean    •    -    0*0869    (Angus  Smith)  near  Manchester. 


0*0408 

n 

in  Manchester. 

0*067 

99 

„             in  fogs. 

0*0874 

>» 

London  Bridge. 

0-0884 

>» 

Hyde  Park. 

0-0418 

»f 

Newgate,  and  New  Cut,  Lambeth, 

0-0428 

99 

Small-alley,  Smithfield. 

In 
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In  Buildings  in  London  (Angu«  Smith  and  Bernajs). 
0-193    7  ft.  from  floor 
0*203    3 
0-0607  4 


V 


79 


>In  Chaocerj  Court,  with  doors  shut 

^  „         with  doors  wide  open. 


till  iJ-^ls-rTh^u.. 

0-126  Victoria. 

0-767  Haymarket 

0*262  (pit)  City  of  London. 

0-820  .•    Standard  Theatre. 


Part  n. 

GCKERAL 

rctibw  and 
Suggestions. 

Cubical  and  Floor 
Space. 


0-040  3)  p.m.,  Queen's  Ward,  St  Thomas's  HospitaL 
0'0o2  3 J  p.nr.,  Edward's  Ward,  St.  Thomas's  Hospital. 


0-32 
0-38 
0-43 
0-27 
0.30 
0-29 


Rooms  in  the  hospital  at  Madrid. 


Oxygen. 


Mean 


•9 

Lowest - 
Highest 


>0n  mountains,  De  Saussure  and  Homholdt. 


-] 


Frankland. 


Arerage    -    - 


Lowest 


21-06 
21  00 
20-983  Kegnault,  in  many  cities. 

20*024  f  ^^^'^^^^j  ^^  Heidelberg. 

20*784  Geneva,  Marignac 

20*767  Bern,  Brunner. 

20-773  Fan]horn. 

20*802  Grands  Mulcts 

20*894  Chamounix 

20*963  Summit  of  Mont  Blanc  j 

20-98 

20  947^  ^®*  weather,  Manchester,  Angus  Smith. 

20-49 1 

20*65  f^^P^^^  ^^  Madrid.    De  Luna. 

20*89 1  ^'^  dwelling  houses.     Angus  Smith, 

20-662,  In  place  closely  surrounded    „ 

20-77.  In  large  cavities 

20*65.  In  currents 

20*14.  In  sumps        -    .    -        -        ]]   ^In  mines,  Angus  Smith. 

18*6.     When  candles  go  out 

18-27.      -  -         .         . 


The  following  Table  shows  the  composition  of  the  air  in  three  private  bed- 
rooms, as  ascertained  by  Dr.  Angus  Smith,  at  about  6  or  7  a*na-j  before  the 
windows  had  been  opened  or  the  occupants  had  left  them. 

TABLE,  No.  12. 


Cabbonic  Acid  and  Oxygen  in  the  Air  of  Three  Bedrooms  of  a  Private  House ; 

One  Person  iii  each. 


Boom* 

Carbonic  Acid. 

Oxygen. 

Capacity  of 

Room 

in  Cubic  Feet. 

• 
Reduced. 

Unreduced. 

..  .  .{ 

Means     - 

1st  day*     - 
2d     „        . 

1st  day 
2d     „ 

1st  day 

2d     „          - 

0-0606 
0-0519 

0-0626 
0*0670 

0-0560 
0-0738 

0-0619 

0-0570 
0-0478 

0-0590 
0*0621 

00629 
0*0682 

0-0578 

20-90 
20-89 
20-89 

1,221 
2,079 
2,042 

Hence  it  appears  that  the  quantity  of  carbonic  acid  in  the  air  of  open  spaces 
in  London  during  the  daytime  varies  from  0'0334  per  cent,  in  Hyde  Park  to 

00428 


372. 


*  The  two  arerages  for  each  room  were  on  different  dajs. 
F4 
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Part  II.  00428  per  cent,  at  Smithfield.     In  the  wards  at  St.  Thomas's,  0046 ;  in  the 

R?view''''a^nd      l^^^o^^^^'  fro°^  00607  to 0-203;  in  the  theatres,  from  00817  to  0*320;  and 
Suggestion^.      ^^  ^^^  hospitals  at  Madrid,  from  027  to  0'43  per  cent. 

But  in  the  workhouse  wards  in  question  it  was,  on  the  average,  00463,  and 

Cubieal  and  Fhor   at  the  minimum,  00443  per  cent.,  a  quantity  scarcely  exceeding  that  in  the 
^P^^'  open  air,  and  equal  to  that  in  the  wards  of  St.  Thomas's.     This  is  the  quantity 

which  is  found  during  nearly  18  of  the  24  hours  daily. 

There  are  no  experiments  with  which  to  compare  the  night  experiments  now 
made  for  the  Poor  Law  Board ;  but  as  the  highest  mean,  viz.,  at  5  am.,  was 
only  00694,  and  the  lowest  amount  at  that  time  00621,  they  are  highly  satis- 
factory, and  show  that  no  accumulation  occurred  as  the  night  advanced. 
In  some  of  the  places  above  cited,  the  deterioration  of  the  air  was  from 
five  to  six  times  as  great;  and  the  special  inquiry  made  by  Dr.  Angus 
Smith  into  the  composition  of  the  air  in  private  bed-rooms  at  7  a-m.,  shows 
that  the  air  in  the  well-ventilated  wards,  with  500  cubic  feet  to  each  inmate, 
was  as  pure  as  in  private  bed-rooms  with  three  or  four  times  that  space.  The 
persons  who  have  investigated  this  subject  the  most  extensively  have  found  a 
perceptible  difference  in  the  smell  of  the  air  of  a  room  when  the  diminution  in 
the  amount  of  carbonic  acid  (not  from  the  carbonic  acid,  however)  amounted 
to  from  006  to 010,  and  hence  it  has  been  assumed  that  those  amounts  should 
not  be  exceeded. 

The  quantity  of  oxygen  which  is  naturally  present  in  the  open  air,  has  been 
variously  stated  by  the  observers,  which  have  been  quoted  on  the  preceding 
page,  but  the  usual  limits  are  between  20*9  and  21*  per  cent.  The  experiments 
which  we  have  now  recorded  show  that  within  workhouses  it  need  not  be  less 
than  2C-88  per  cent,  at  any  period  of  the  night,  and  2090  or  upwards  by  day. 
These  are  perfectly  within  the  limits  of  the  utmost  degree  of  health,  and  are 
far  jjreater  than  those  found  in  most  dwelling-houses. 

The  quantity  of  carbonic  oxide  and  sulphuretted  hydrogen  which  are 
eliminated  by  the  skin  and  lungs,  have  been  shown  by  the  recent  experiments  of 
Pettenkofer  to  be  almost  infinitely  small  with  proper  ventilation,  as  have  also 
the  experiments  of  Dr.  Angus  Smith  and  myself,  on  the  nitrogenous  products; 
and  with  the  ventilation  arranged  so  that  the  carbonic  acid  will  be  reduced  to  the 
quantity  which  I  have  above  stated,  they  need  not  be  regarded  in  the  least. 
So  in  like  manner  the  importance  of  the  presumed  ferments  upon  which  the 
transmission  of  infectious  diseases  is  supposed  to  depend,  rests  doubtless  upon 
their  detention  or  removal  by  ventilation.  Their  existence,  however,  has  not 
hitherto  been  discovered  by  any  method  of  research,  and  with  the  plans  now 
proposed  they  need  not  be  specially  considered. 

I  have  thought  it  right  to  enter- thus  fully  into  the  question,  on  account  of 
the  attention  which  has  been  drawn  to  the  subject,  but  in  truth  it  was  scarcely 
needful,  since  the  conditions  under  which  the  space  was  allowed  by  the  Poor 
Law  Board  and  their  adviser,  Dr.  Todd,  have  not  been  properly  under  discus- 
sion. The  question  is  not,  and  was  not,  whether  500  cubic  feet  of  space  in 
ill-ventilated  wards  was  suflBcient,  but  whether  the  same  was  sufficient  in 
well-ventilated  wards.  We  may  also  go  further,  and  state,  that  the  question 
has  not  been  whether  600  cubic  feet  is  enough,  but  whether  the  much  smaller 
space  which  is  allowed  in  most  of  the  workhouses  is  enough.  The  regulations 
of  the  Poor  Law  Board  have  been  very  generally  broken,  and  it  has  not  been 
shown  that  the  quantity  and  conditions  of  space  long  ago  decided  upon  are 
insufficient. 

After  the  proof  above  cited,  it  would  be  a  work  of  supererogation  to  refer  to 
the  less  certain  results  of  personal  and  common  observation,  but  I  may  add  that 
it  is  my  practice  when  staying  the  night  near  a  workhouse  in  my  district  to 
visit  the  workhouse  with  the  medical  officer  at  10  or  11  o'clock,  and  it  has 
rarely  occurred  to  me  to  perceive  anything  offensive. 

Neither  would  it  avail  to  recite  the  results  obtained  by  the  Royal  Commission 
on  the  Sanitary  State  of  the  Army,  nor  those  of  the  Barrack  and  Hospital  Im- 
provement Committee,  consisting  of  the  Right  Honourable  Sidney  Herbert,  m.p.^ 
Dr.  Sutherland,  Dr.  Burrell,  and  Captain  Douglas  Galton,  r.e.,  of  whom 
Dr.  Sutherland  must  be  regarded  as  the  chief  sanitary  authority,  since  their 
observations  were  not  founded  upon  scientific  research,  nor  upon  conditions 
applicable  to  workhouses  ;  neither  would  it  be  possible,  if  it  were  at  all  fitting, 
without  State  funds  to  build  workhouses  at  the  enormous  cost  per  inmate  of 
the  Netley  Hospital 

It 
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It  was  hoped  that  some  additional  knowledge  might  have  been  gained  from  ^^^  ^'• 

the  personal  experience  of  the  medical  officers  of  workhouses;  but  on  inquiry        General 
we  found  that  deaths  after  childbirth  and  puerperal  fever  were  almost  unknown^     SuooBaJrioNs. 

and  as  neither  typhus  fever  nor  any  other  defined  disease  depending  upon  defi-  

cient  space  had  scarcely  ever  arisen  in  those  institutions,  they  had  had  but  little  Cuhkul  mid  Floor 
to  guide  them  in  forming  a  judgment  from  their  own  observation,  and  they  ^F^^ 
could  but  repeat  to  us  the  information  which  they  had  derived  from  others. 
In  some  instances  we  noted  their  recommendations  as  to  space,  viz.,  600  cubic 
feet  at  Bermondsey,  700  cubic  feet  with  the  bad  ventilation  at  Greenwich,  and  500 
to  750  cubic  feet  at  the  Strand.  A  return  upon  this  and  other  questions  was  sub- 
sequently obtained  from  them,  which  showed  that  in  nearly  one-half  there  was 
a  common  agreement  as  to  space,  which  was  identical  with  that  recommended 
at  a  meeting  which  had  been  held  by  some  of  them ;  and  hence  it  was  highly 
probable  that  tiie  return  was  less  the  result  of  their  own  observation  (the  only 
result  which  was  of  value)  than  of  the  opinion  of  others ;  and  this  was  further  sup- 
ported by  the  different  statements  made  by  the  medical  officers  of  the  Strand  and 
feermondsey  Unions,  who  extended  their  recommendations  in  their  returns  to 
IjOOO  cubic  feet. 

This  question  is  also  essentially  connected  with  floor  space,  both  on  the 
ground  mentioned  by  Dr.  Todd,  and  on  that  of  height  of  the  wards.  There 
shoxild  be  a  space  of  at  least  three  feet  between  the  beds,  and  there  should  be 
500  cubic  feet  of  space  to  each  bed,  and  both  requirements  have  been  dis- 
regarded. In  some  workhouses,  as  at  St.  George-the-Martyr,  some  of  the  beds 
were  placed  close  together  in  pairs,  and  with  few  exceptions,  as  at  St.  George's, 
Hanover-square,  the  space  allowed  between  the  beds  was  less  than  three  feet. 

Under  these  circumstances  the  requisite  cubical  space  can  be  found  only  when 
the  wards  are  veiy  high  and  very  wide.  In  reference  to  height  it  has  been  already 
stated  that  there  is  a  limit  beyond  which  height  of  room  is  neither  economical 
tior  necessary,  for  the  greater  part  of  the  respiratory  acts  take  place  within  the 
lower  four  or  five  feet,  and  a  volume  of  air,  which  is  far  removed  must  be  much 
less  useful  in  diluting  the  more  highly  charged  air  than  an  intermediate  one. 

Moreover,  when  the  roof  is  very  lofty,  and  the  windows  remain  closed,  or  do 
not  reach  to  or  near  the  ceiling,  the  interchange  of  the  higher  stratum  of  air  is 
incomparably  less  than  that  on  the  level  of  the  doors.  In  addition  to  all  this,  a 
very  lofty  room  is  more  unequal  in  temperature  in  the  winter  season  than  a 
lower  one. 

Hence  there  is  practically  an  economical  limit  to  the  cubical  space  in  the 
Erection  of  height,  so  that  a  moderate  space  of,  say  600  cubic  feet,  is  far  less 
useftd  in  a  room  14  feet  high  than  in  one  10  feet  high  ;  and  it  follows  that  if 
the  great  height  exist,  a  larger  cubical  space  must  be  allowed. 

The  more  useful  cubical  space  for  an  iumate  is  six  feet  wide,  including  the 
bed,  by  10  to  12  feet  in  height ;  and  when  a  ward  is  18  or  20  feet  in  width,  those 
tiimensions  will  provide  54  to  60  superficial  feet,  and  540  to  720  cubic  feet. 

I  therefore  advise,  for  ordinary  wards,— 

1.  That  no  ward  be  occupied  by  day  and  night  which  does  not  provide 
500  cubic  feet  of  space  to  each  person* 

2.  That  the  floor  space  be  54  to  60  feet,  and  six  feet  across  the  bed. 

3.  That  the  height  be  from  10  to  12  feet 

As  many  wards  are  very  wide  (even  30  feet),  the  above-mentioned  quantities 
will  yield  much  more  than  the  cubical  space  required ;  but,  except  under  special 
^circumstances,  a  third  or  foiurth  row  of  beds  should  not  be  allowed. 

There  are,  however,  a  much  larger  proportion  of  wards  which  aife  narrow, 
and  where,  probably,  a  greater  width  across  the  bed  will  be  required  to  provide 
the  proper  cubical  space,  and  a  few,  as  at  Hackney,  where  the  head  of  one  row 
of  beds  and  the  sides  of  another  must  be  placed  agamst  the  walls,  or  such  wards 
must  be  used  only  by  day. 

In  each  sick  ward,  where  nearly  all  the  patients  remain  in  bed,  the  larger 
dimensions  may  be  required,  viz.,  6  feet  by  10  feet  by  10  to  12  feet. 

As  fever  and  small-pox  cases  are  not  admitted  into  the  workhouses,  I  need 
not  make  any  recommendations  respecting  the  larger  space  which  might  be 
Required  for  them.  The  same  remark  is  almost  as  generally  true  in  reference 
to  surgical  cases,  as  fractures,  &c.,  which  tend  to  produce  hospital  gangrene  or 
erysipelas,  since  the  itistances  are  very  rare  where  any  provision  is  requited  fdr 
them  in  workhouses. 
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Bedding  and  Furniture. 

The  essential  requirements  in  a  bed  are  cleanliness  and  comfort,  and  these 
ends  may  be  attained  by  several  kinds  of  material ;  as,  for  example,  flock,  coir, 
cut  straw,  chaflf,  hair,  and  feathers. 

There  is  great  diversity  of  opinion  among  the  masters  of  workhouses  as  to 
the  best  material  for  beds ;  but  usually  each  prefers  the  kind  in  use  in  his  own 
workhouse,  and  of  which  he  has  had  full  experience.  I  have  beds  of  all  these 
materials  in  use  in  my  own  district,  and,  practically,  all  may  be  equally  good. 

Whatever  may  be  the  material,  it  is  essential  that  the  bed  be  re-made  from 
time  to  time,  and  that  a  sufl5cient  quantity  of  material  be  used  for  the  purpose. 

It  is  remarkable  that  in  country  places  where  the  beds  are  made  chiefly  of 
oat-straw,  or  of  cut  wheat  straw,  and  where  the  material  is  grown,  they  are 
frequently  the  thinnest  and  the  least  satisfactory.  Tliis  is  due  to  the  fact  that 
the  straw  is  not  equally  obtainable  at  all  times ;  and  the  beds  require  re-filling 
frequently,  the  persons  in  charge  become  careless,  and  too  little  straw  is  used* 
Hence,  a  material  which  when  once  obtained  is  permanently  retained,  is  perhaps 
the  more 'generally  useful,  and  coir,  feathers,  flock,  or  hair  are  to  be  pre- 
ferred. 

It  is  also  too  commonly  found  that  a  material  which  required  to  be  frequently 
picked  is  often  left  unpicked,  so  that  the  beds  become  much  less  comfortable, 
and  this  is  particularly  the  case  with  coir  and  flock ;  and  in  that  sense  hair  and 
feathers  are  to  be  preferred. 

It  has  already  been  stated  that  flock  is  in  almost  universal  use  in  the  metro* 
politan  workhouses,  and  also  that  very  generally  there  is  not  an  efficient  system 
of  re-picking  it,  and  of  renewing  the  beds ;  but  if  this  defect  were  removed,  I 
think  it  may  be  used  with  perfect  propriety. 

Coir  requires  much  more  frequent  picking  than  flock,  but  when  it  is  kept  in 
good  order,  as  at  Ely,  it  is  at  least  equal  to  it  in  comfort ;  and  it  has  the  further 
advantage,  that  if  it  become  wet,  it  may  be  washed  and  dried,  and  rendered  per- 
fectly clean,  whilst  the  cleansing  process  in  flock  is  far  more  difficult,  and  less 
effectual.  •  Hence  I  am  of  opinion  that  no  change  is  required  in  the  material  of 
which  the  beds  generally  are  composed ;  but,  coir,  and  not  flock,  should  be 
supplied  to  dirty  cases.  It  is,  however,  essential  that  the  best  quality  be  always 
selected,  that  a  teasing  machine  be  obtained,  that  some  of  the  old  men  be  con- 
stantly employed  in  picking  the  flock  and  coir,  that  a  number  of  spare  beds  be 
always  on  hand  and  in  good  order,  and  that  the  beds  throughout  the  house  be 
re-picked  in  regular  rotation,  and  as  frequently  as  once  in  three  months  for 
flock,  and  two  months  for  coir. 

Mattresses  of  hair  or  common  wool,  and  even  of  coir  fastened  down  in  the 
usual  way,  may,  in  like  manner,  be  comfortable  beds ;  but  our  inspection  has 
shown  that  their  actual  condition  is  far  less  favourable  to  comfort  than  beds. 
It  is  true  that  this  is  not  a  necessary  result,  provided  such  excellent  hair  mat- 
tresses be  used  as  are  now  made  and  used  in  the  Chelsea  workhouse,  and  pro- 
vided that  they  be  re-made  whenever  they  become  thin  at  the  middle.  It  is 
evident  that  the  pressure  upon  the  various  parts  of  the  mattress  is  very  unequal, 
and  that  the  greatest  amount  occurs  over  a  small  area  at  the  centre ;  so  that, 
whilst  the  mattress  at  the  edges  may  feel  thick  and  elastic,  the  part  subjected 
to  pressure  may  have  become  thin  and  inelastic,  and  offer  little  protection  to 
the  inmate.  This  evil  is  far  less  likely  to  occur  with  a  bed,  for  the  tick  not 
being  bound  down,  the  flock  may  be  removed  to  any  part  of  it,  and  the  bed  be 
kept  at  all  times  in  equally  good  order. 

Moreover,  some  skill  is  required  in  making  and  re-making  a  mattress ;  and 
it  is  not  always,  nor  perhaps  usually,  obtainable  in  workhouses.  The  acquire- 
ment of  the  skill  is,  however,  not  difficult ;  and  if  the  master,  as  at  Chelsea,  give 
his  attention  to  it,  he  may  train  certain  of  the  inmates  to  acquire  it. 

The  use  of  mattresses  is  no  doubt  attended  with  less  trouble  than  that  of 
beds,  since  they  do  not  require  to  be  pulled  about  daily ;  but  unless  a  number 
of  spare  mattresses  are  kept  in  stock,  and  proper  means  be  taken  for  the  renewal 
of  those  in  use,  I  do  not  think  that  their  general  introduction  will  add  to  the 
comfort  of  the  inmates.  This,  however,  as  in  the  selection  of  the  materials  for 
beds,  is  less  a  question  of  material  and  manufacture  than  of  care ;  and  it  is  pos- 
sible to  make  good  mattresses,  and  to  keep  them  always  in  good  order. 

Pillows  should  always  be  provided ;  and,  as  far  as  possible,  they  should  be  of 
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feathers  or  hair  for  the  sick  and  the  aged.     The  former,  unless  of  good  quality,  Paht  II. 

and  occasionally  cleaned,  become  lumpy,  and  by  constant  use  acquire  a  disagree-        General 
able  odour.    The  latter  are  cooler  and  sweeter ;  but  unless  the  hair  be  occa-      Rbtibw  and 
sionally  re-picked  it  will  lose  its  elasticity;  and  if  it  be  too  full  or  insufficiently        uooestions. 
full  it  will  be  inconvenient.  Bedding  and  Fur- 

The  bedsteads  should  in  all  cases  be  made  of  iron,  and  have  a  sacking  bottom,  niture. 
or  laths  which  are  elastic  and  not  too  wide  apart ;  and  care  should  be  taken  to  Bedstead. 
tighten  the  bottom  whenever  it  tends  to  become  hollow.  In  sopae  cases  a 
canopy,  made  of  an  iron  frame,  as  very  recently  introduced  at  Stepney,  would 
add  to  the  comfort  of  those  inmates  who  lie  under  a  window,  and  especially  on 
the  sunny  side  of  the  ward ;  but  care  must  be  taken  lest  ventilation  should  be 
impeded.  The  bedsteads  should  have  a  rack  by  which  the  upper  part  may  be 
elevated  by  a  winch. 

The  size  should  be  6  ft.  3  in.  by  2ft.  8in. ;  and  for  the  lying-in  wards,  and  for 
women  with  children  the  breadth  should  be  3  ft.  to  3  ft.  6  in. 

Curtains  and  canopies  should  be  supplied  in  the  lying-in  ward ;  and  a  foot 
valance  in  other  wards,  if  kept  clean,  would  add  to  the  appearance  of  comfort 
in  the  ward. 

With  bedsteads  having  bottoms  of  iron  or  wood  there  should  be  always  a  mat- 
tress, consisting  either  ot  a  single  layer  of  cocoa-fibre  matting,  or  a  thin  mattress 
of  flock,  coir,  or  straw,  made  in  the  usual  way. 

The  rugs  should  be  woollen,  and  with  bright  and  lively  colours.  Three 
blankets  and  three  sheets,  besides  an  under  blanket  and  sheet,  and  spare  sheets, 
should  be  provided  for  each  bed.  The  present  faded  and  ill-looking  cotton  rugs 
should  be  dispensed  with  as  quickly  as  possible. 

The  following  articles  of  furniture  and  clothing  should  be  supplied  to  each  Furniture  and 
sick  and  infirm  ward ;  Effecu. 

1 .  One  or  two  dressers,  with  cupboard  doors,  and  shelves  over. 

2.  One  or  more  cupboards,  in  which  to  place  the  inmates*  clothes  and  other 
articles. 

3.  A  locker  between  each  two  beds,  containing  four  shelves.  Doors  are 
objected  to,  because  they  are  apt  to  hide  dirt  and  untidiness ;  but  a  curtain  to 
draw  might  be  allowed. 

4.  An  arm-chair  alternately  with  the  lockers,  a  proportion  having  cushions  also. 

5.  Night  chairs,  with  backs  and  arms ;  and  the  sealed  ones  manufactured  by 
Jennings,  and  figured  in  the  following  cut  {Fig,  5)  should  be  preferred. 

6.  Benches,  with  backs  properly  re-  ^^9-^- 

clined,  and  cushions.  portablb  sealed  nioht-stool. 

7.  Tables  of  proper  length  and  width. 

8.  One  or  two  sets  of  book-shelves. 

9.  One  or  more  hanging  looking  glasses 
in  the  wards  and  lavatories. 

10.  A  woollen  cape  or  shawl,  and  a  pair 
of  slippers  to  each  inmate ;  and  two  or 
more  woollen  gowns  to  each  ward,  for 
night  use. 

1 1 .  One  shirt  or  chemise  (more  when 
needed),  pocket    handkerchief, '  pair   of  (h  and  d)  The  aeaied 


(a)  The  seat. 


closet*. 


stockings  and  towel,  to  be  supplied  weekly 

to  each  inmate.    The  towels  should  have 

a  loop,  and  be  hung  from  a  hook  placed  .  cutcin. 

in  the  sides  of  the  lockers. 

12.  One  comb  and  brush,  and  piece  of 
soap,  to  each  inmate. 

13.  A  Bible  or  Testament,  of  good  type,  to  each  inmate,  placed  in  his  locker, 
or  within  reach  when  lying  in  bed, 

14.  Entertaining 

*  This  may  be  more  economically  purchased  separately,  and  used  with  a  chair. 
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14.  Entertaining,  illustrated,  and  religious  periodicals,  tracts,  books,  and  two 
or  more  sets  of  such  games  as  draughts,  chess,  and  dominoes.    The  periodi* 
cals,  books*  and   tracts  should   be  circulated    through  each  ward,  once  or 
twice  a  week,  on  a  well-arranged  plan,  so  that  some  shall  be  in  each  ward  a 
all  times.    Toys  and  games  for  the  children. 

15.  Spectacles,  of  proper  sights,  to  such  as  need  them. 

16.  Articles  for  sewing,  or  other  kinds  of  employment,  for  all  wha  cani 
perform  it. 

17.  Prints,  and  particularly  coloured  ones,  upon  the  walls. 

18.  Cocoa  fibre,  or  other  kinds  of  matting,  laid  along  each  ward,  and  be- 
tween each  of  the  women's  beds. 

19.  Bed-trays  which  fasten  to  the  bedstead,  and  tray  covers,  to  such  inmates 
as  take  their  food  in  bed.  Covers  of  white  linen  should  be  placed  upon  the 
tables  in  the  wards. 

20.  Pottery  wash-hand  basins  for  use  in  the  wards,  and  metal  ones,  enamelled 
on  the  inside,  for  thfe  lavatories,  with  roller  towels  and  rollers,  should  he  sup- 
plied in  sufficient  numbers,  and  replaced  as  occasion  may  require. 

21.  Pottery  plates,  mugs,  and  basins  should  be  used  for  food. 

22.  A  knife,  fork,  and  spoon^  for  each  person. 

28.  Waste  paper  regularly  supplied,  and  placed  in  the  water-closet. 

24.  A  urinal  to  each  bed,  and  proper  separate  cloths  to  be  kept  for  them 
and  the  night-pans.  It  is  the  practice  in  barracks  to  fix  a  night  urinal  which 
holds  much  water,  and  which  is  at  the  same  time  a  slop  closet  or  a  water  shoot^ 
in  such  a  position  that  it  may  be  readily  used.  This  might  be  effected  in  work- 
houses, and  the  offensive  character  of  the  chamber-pots  and  the  evaporation  of 
the  urine  be  in  part  prevented.  They  might  be  fixed  in  the  water-closet,  or  in 
the  comer  of  the  ward,  or  on  the  corridor.  The  following  wood-cuts  show  the 
apparatus  prepared  by  Mr.  Jennings,  and  which  does  not  permit  any  offensiver 
odour  to  escape : — 

Fig.  6. 
NIGHT  UBIVAL  AND  SLOP  CLOSET. 


25.  Foot-pans  in  sufficient  number  to  enable  the  inmates  to  wash  their  feet 
weekly.  Also,  hip-baths  and  slipper-baths  in  sufficient  numbers  for  each  cUvision 
of  the  workhouse. 

26.  Feet  and  chest  warmers  of  tin  and  pottery ;  and  spitting-pots  are  re^ 
quired. 


27.  Pot  urinals,  for  both  sexes,  to  be  used  in  bed. 


28.  Water 


Digitized  by 


Google 


WORKHOUSE  INFIRMARIES  AND  SICK  WARDS,  53 

28.  Water  beds,  air  and  water  cushions,  waterproof  sheeting,  and  mackin-  Part  II. 
tosh  urinals  for  men.    Each  lying-in  bed  should  have  waterproof  sheeting  for  General 
the  first  10  days.     Waterproof  sheets,  with  a  funnel  to  pass  through  the  bed  Bevibw  awd 
into  a  chamber  vessel  underneath,  should  be  used  for  all  dirty  and  wet  cases.  SuooMrioiii. 

29.  Several  rocking-chairs  for  the  lying-in  room  and  nursery,  and  little  ones  Furniture  and 
for  the  use  of  children.  -^^^^ 

30.  Screens  for  doors,  and  also  for  dying  cases,  or .  others  needing  privacy 
should  be  supplied.  Except  for  the  first-mentioned  purpose,  they  should  not 
be  more  than  4  or  4^  feet  high.  Simple  frames  to  be  covered  with  sheets  are 
sufficient. 

31.  Flannel  shirts  for  the  aged* 

32.  Graduated  medicine  glasses,  and  also  drinking  vessels  with  spouts. 

33.  Cupboards  on  the  corridors,  or  in  the  lavatories,  in  which  to  place  the 
buckets  and  larger  utensils. 

34.  Bath  chairs  are  required  for  the  use  of  the  very  aged  and  infirm  in  the 
yards ;  and  lifts  should  be  provided  wherever  there  is  a  steam-engine,  by  which 
such  inmates  could  be  readily  taken  up  and  down  stairs. 

More  easy  and  suitable  carriages  for  the  conveyance  of  the  sick  and  infectious 
cases  to  the  workhouse  are  urgently  needed.  Some  manufacturer  should  devise 
them,  and  bring  them  to  the  notice  of  the  different  Boards  of  Guardians.  Pro- 
bably au  ambulance  carriage  would  suffice. 

35.  Bells  communicating  vnth  the  roaster  s  rooms  should  be  placed  in  every 
ward ;  and,  except  in  special  cases,  the  doors  of  the  sick  wards  should  not  be  locked 
at  night. 

Ventilation   and  Warmth. 

I  have  largely  entered  into  this  subject  in  the  special  reports  upon  each  Ventilation  and 
workhouse,  and  in  this  general  report,  and  have  pointed  out,  in  detail  the  Warmth. 
existing  defects  and  the  remedies.*     It  will  therefore  only  be  necessary  here 
to  refer  to  some  general  principles,  and  to  point  out  such  regulations  as  have  a 
general  application. 

As  this  is  a  subject  which  is  only  imperfectly  understood  by  officials  and 
others,  it  is  essential  that  the  modes  of  application  be  as  simple  as  possible,  and 
requiring,  or  even  admitting  of,  little  or  no  interference  ;  and  as  it  is  also  one 
on  which  each  person  forms  his  own  opinion  as  to  details,  it  is  advisable  that 
all  modes  be  allowed  which  meet  the  requirements  of  the  case,  and  that  as  little 
change  as  possible  be  made  in  the  system  actually  in  existence,  it  will  be 
found  that  many  different  modes  are  nearly  equally  effectual,  and  will  only 
reqiiire  to  be  modified  and  extended. 

This  essential  condition  must,  however,  be  supreme,  viz.,  that  with  the  cubic 
space  properly  preserved,  the  amount  of  ventilation  shall  be  such  as  to  prevent 
the  air  becoming  disagreeable  by  night  or  day,  and  shall  not  aUow  a  greater 
amount  of  carbonic  acid  in  the  air  than  0*045  per  cent,  by  day,  and  fix)m  0'05  to 
0'07  per  cent,  by  night. 

In  proceeding  to  consider  this  subject  I  shall  not  refer  to  open  fire-places, 
because  they  now  exist  universally. 

There  are  three  leading  principles  to  be  borne  in  mind  in  effecting  proper  ven- 
tilation ;  viz.,  that  the  ventilation  must  be  quite  independent  of  windows,  be 
effected  by  the  simplest  means  by  the  introduction  of  the  outer  air,  and  be 
beyond  the  control  of  the  inmates  and  nurses. 

That  it  must  be  independent  of  windows  may  be  inferred  from  the  facts,  that 
during  the  night  in  all  seasons,  and  during  a  large  part  of  the  day  in  cold  and 
wet  weather,  the  windows  cannot  be  opened  with  propriety,  and  hence,  with 

windows 

*  An  account  of  all  the  plans  for  ventilation  in  use  in  the  London  printing  offices  may  be  found 
in  mj  Report  on  the  sanitary  state  of  those  ill-ventilated  places,  which  was  published  in  the  Sixth 
Report  of  the  Medical  Officer  of  the  Priyy  Council. 
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windows  alone,  there  will  then  be  little  or  no  ventilation,  when  it  is  the  mos 
needed.  When  the  windows  have  been  closed  through  the  night  the  temperature 
has  been  raised  ;  and  when  they  are  thrown  open  widely  in  the  early  morning, 
as  is  usually  required,  the  large  volumes  of  cold  air  which  are  then  admitted 
must  be  distressing,  if  not  injurious,  to  the  inmates.  We  found  this  in  our 
visits,  and  lamented  that  so  little  intelligence  was  shown  by  the  nurses  in 
reference  to  it. 

The  windows  should,  .however,  be  double  hung,  so  that  they  may  be  opened 
on  fitting  occasions,  when  and  where  the  inmates  will  not  sufiFer,  and  they 
should  reach  to  within  one  foot  of  the  ceiling. 

The  modes  by  which  the  outer  air  may  be  admitted  are  very  various,  and 
many  of  them  equally  effectual.  The  following  conditions  are,  however, 
requisite,  viz. : — 

1.  That  too  large  a  volume  of  air  shall  not  be  admitted  in  one  place.  This 
may  be  effected  by  having  small  ventilators  in  many  places,  and  dividing  the 
current  by  perforated  zinc  of  moderate  fineness. 

2.  That  the  current  shall  not  be  felt  injuriously  or  uncomfortably  by  the 
inmates.     Hence  the  ventilators  must  be  near  the  ceiling,  or  near  the  floor. 

3.  That  there  shall  be  sufficient  ventilators.  As  ventilation  by  this  method 
is  much  influenced  by  the  movement  of  the  atmosphere,  it  must  vary  with  the 
openness  or  otherwise  of  the  locality,  and  the  direction  of  the  wind.  Hence 
each  ward  must  be  considered  separately,  and  the  number  of  ventilators  be 
determined  by  observation,  and  no  better  illustration  can  be  cited  than  the 
improvements  which  have  been  effected  in  some  of  the  wards  at  Chelsea  Work- 
house since  our  visit. 

4.  There  are  at  present  many  modes  of  ventilation  in  use,  and  the  proper  course 
will  be  to  extend  them,  and  to  modify  them  to  meet  the  above  mentioned  re- 
quirements. Few,  however,  are  so  simple  as,  and  none  more  generally  in  use 
than,  the  iron  air-brick,  which  may  be  multiplied  indefinitely,  and,  if  needful, 
covered  on  the  inner  or  outer  side  with  perforated  zinc.  One  to  each  four  or  six 
feet  of  wall  line  will  usually  be  necessary,  both  above  and  below. 

In  all  such  cases  shutters  should  be  removed,  and  the  ventilators  opened  and 
modified  as  above  mentioned. 

5.  The  insertion  of  a  piece  of  perforated  metal  into  the  top  of  the  upper  sash, 
or  at  the  top  of  the  sash  frame,  and  the  window  fastened  open  to  the  extent 
of  two  inches  is  equally  simple,  effectual,  and  inexpensive,  as  are  also  panes  of 
perforated  glass  in  the  windows. 

But  there  are  rooms  in  which  it  is  impossible  to  apply  these  ventilators,  or 
at  least  where  the  number  of  such  would  be  ineffectual ;  and  in  reference  to 
such,  as  well  as  to  other  circumstances  connected  with  the  subject,  I  remark  as 
follows : — 

1.  When  partition  walls  exist,  and  the  classification  permits,  window  openings 
should  be  made  in  them,  in  number  equal  to  the  outer  windows,  and  either  left 
open  or  have  vdndows  inserted,  which  should  be  plugged  open  to  the  extent  of 
one  inch  or  more. 

2.  Similar  vnndows  or  openings  should  exist  over  the  doors  leading  from  the 
staircases  and  corridors,  or  firom  other  rooms,  and  they  should  be  plumed 
open. 

3.  Great  care  should  be  taken  to  well  ventilate  the  water-closets,  sinks, 
and  lavatories,  so  that  the  foul  air  may  not  be  concentrated.  It  is  most  de- 
sirable that  these  offices  should  not  be  so  placed  that  their  ventilation  must  be 
effected  from  the  wards  ;  but  when  this  does  exist,  it  is  yet  far  better  to  allow 
a  very  free  current  of  air  to  pass  through  them  from  the  wards  than  to  allow 
the  foulness  in  the  air  to  become  concentrated,  and  to  be  then  inspired  by  those 
who  use  them. 

4.  The  corridors  should  be  the  great  ventilators  of  the  buildings,  and  should 
themselves  be  well  ventilated  by  direct  communication  with  the  outer  air,  and 
be  in  connection  with  the  wards,  as  already  pointed  out.  When  they  are  used 
as  day-rooms  this  will,  perhaps,  be  less  perfectly  effected. 

5.  When  air-shafts  are  employed  which  terminate  in  the  roof,  it  will  usually 
be  needful  to  have  a  jet  of  gas  always  burning  within  them. 

6.  Tubes 


Digitized  by 


Google 


WORKHOUSE  INFIRMARIES  AND  SICK  WARDS. 


55 


6.  Tubes  which  are  placed  over  a  p;as  jet,  and  run  Fig.  7. 

to  the  chimney  flue,  or  to  the  outer  air,  should  be     eickets's  ventilating 
sufficiently  large,  say  2^  inches  in  diameter;  and,  globe-lights. 

when  used  essentially  as  ventilators,  should  have  the 
gas  always  burning.  The  best  apparatus  of  this 
class  is  that  prepared  by  Messrs.  Benham,  as  shown 
in  the  woodcut.     {Fig.  7) 

7.  All  sinks  and  open  pipes  should  be  trapped, 
and  the  trap  soldered  on  to  the  pipe. 

8.  There  are  limits  of  height  of  rooms  which 
control  ventilation.  Thus,  a  room  of  less  than  nine 
feet  in  height  can  scarcely  have  air-bricks  placed 
high  enough  above  the  beds  to  prevent  the  entering 
current  of  air  being  felt  by  the  inmate  lying  under- 
neath it ;  and  it  will  at  all  times  be  difficult  to  per- 
fectly ventilate  rooms  of  eight  feet,  or  perhaps  nine 
feet  in  height. 

When  the  rooms  are  very  lofty,  and  the  ventila- 
tors are  placed  at  the  top,  a  strong  current  will  be 
required  to  remove  the  carbonic  acid,  which  is  pro- 
duced at  three  to  four  feet  from  the  floor.  This  is 
particularly  found  in  some  of  the  upper  wards  in 
workhouses  which  are  built  in  the  roof,  and  where  the 
windows  are  placed  mnch  below  the  highest  part  of 
the  room. 

Hence  the  most  economical  size  of  rooms  for  ventilation,  as  for  the  use  of 
cubic  space,  is  that  of  10  to  12  feet  in  height. 

With  both  low  and  lofty  rooms,  the  system  of  admitting  the  outer  air  both 
into  the  ceiling  and  in  the  floors  is  very  suitable ;  and  it  would  only  remain  to 
find  the  amount  which  could  be  borne  without  inconvenience  to  the  inmates, 
and  which  would  prevent  too  great  an  increase  of  temperature  in  the  low 
and  deficient  heat  in  the  high  rooms.  When  the  force  of  the  current  is  too 
great,  it  would  be  better  to  break  it  on  the  outside  by  perforated  zinc,  than  to 
diminish  the  size  or  number  of  the  ventilators,  or  to  close  them  on  the  inside. 

9.  As  hot  water  tanks  are  now  introduced  into  several  parts  of  workhouses, 
they  might  be  made  conducive  to  ventilation,  if  properly  placed  in  shafts. 

10.  The  ventilation  of  upper  corridors  should  be  always  by  louvre  lights, 
and  the  skylights  in  every  part  of  the  building  should  be  opened  and  used  as 
ventilators. 

The  subject  of  warming  the  ward  is  essentially  connected  with  that  of  venti- 
lation, for  the  inmates  being  aged  need  warmth  as  well  as  pure  air.  There  are 
defects  in  the  present  system  of  supplying  heat  which  will  be  increased  with 
improved  ventilation,  and  attention  to  the  two  must  go  pari  passu. 

When  there  is  only  one  fire-grate  in  a  ward,  or  in  very  long  wards  where 
there  are  two,  there  are  some  inmates  who  are  p'aced  altnost  out  of  reach  of 
their  influence,  and  other  methods  of  warming  should  be  devised. 

Hot-water  pipes  are  placed  both  in  the  corridors  and  along  the  side  of  the 
wards  at  Whitechapel,  &c.,  and  steam-pipes  are  similarly  employed  at  other 
workhouses ;  but  this  method  of  heating  is  not  by  any  means  general.  I  do 
not  doubt  that  hot  water  is  better  for  this  purpose  than  steam,  since  an  approach 
to  uniformity  of  temperature  may  be  the  more  readily  maintained;  and  with  the 
necessity  for  the  supply  of  hot  water  to  all  parts  of  the  workhouse,  this  may  be 
economically  effected. 

The  proper  course  is  to  warm  the  air  in  the  corridors,  so  that  by  ventilation 
the  warm  air  may  pass  into  the  wards.  If  that  should  not  suffice,  the  pipes 
should  be  carried  underneath  the  floor  at  the  centre  of  each  ward,  and  be  con- 
nected with  the  floor  ventilators.  When  they  are  placed  above  the  floor  and  on 
one  side  only  of  the  ward,  the  heat  is  distributed  less  uniformly;  and,  as  I  found 
when  making  a  special  inspection  of  the  sanitary  condition  of  printing  offices 
for  the  Government,  whilst  some  complained  of  the  cold,  others  complained  of 
the  heat  when  the  pipes  were  placed  very  near  to  them. 

This  subject  is  one  of  much  difficulty,  since  whilst  it  is  undesirable  to  raise 
the  temperature  above  64°,  it  has  been  found,  in  hospitals  heated  in  this  manner, 
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impossible  to  prevent  \vide  variations,  and  sometimes  that  degree  of  heat  has 
been  much  exceeded.  Moreover,  all  methods  of  this  class  tend  to  unduly  dry 
the  air,  and  render  the  occurrence  of  inflammatory  diseases  more  probable  in 
those  inmates  who  may  be  predisposed  to  them.  The  former  can  scarcely  be 
prevented,  if  at  the  same  time  it  be  needful  to  raise  the  temperature  of  the  air 
considerably ;  bnt  the  latter  may  be  in  part  obviated  by  the  evaporation  of 
water. 

The  ventilating  stove  which  has  been  introduced  into  certain  parts  of  barracks 
is  worthy  of  the  attention  of  the  Guardians,  since  by  its  construction  it  warms 
the  air  which  is  admitted  into  the  rooms. 


Nursing. 

JHurring.  It  must,  I  think,  be  admitted  universally,  that  the  sick  and  the  infirm  aged 

must  in  future  be  attended  by  paid  nurses,  and  the  pauper  inmates  be  employed 
only  as  servants,  or  iu  an  entirely  subordinate  capacity.  It  is  impossible  to  lay 
down  any  scale  of  numbers,  since  the  separation  of  the  various  buildings  in  most 
workhouses,  and  the  classification  of  the  inmates,  demand  that  the  requirements 
of  each  workhouse  shall  be  separately  studied.  As  a  rule,  however,  a  greater 
proportional  number  of  nurses  will  be  required  in  the  lunacy,  lying-in,  and  sick 
wards  than  in  the  aged  and  infirm  wards.  Wherever  it  is  practicable,  there 
should  be  separate  nurses  for  each  of  those  classes,  but  the  nurse  of  the  lying- 
in  ward  might  also  have  special  care  of  the  nursery.  There  should  also  be 
both  day  and  night  nurses.  When  making  oiur  inspection  of  the  different 
workhouses,  we  endeavoured  to  consider  the  special  circumstances  of  each,  and 
conferred  with  the  medical  officer  and  master,  and  I  have  given  the  results  in 
the  separate  reports. 

From  these  reports  and  from  the  tables  in  this  Report,  it  vnll  be  seen  that 
there  are  more  than  130  paid  nurses  already  appointed,  and  about  the  same 
number  of  additional  ones  are  now  immediately  needed.  In  effecting  this  im^^ 
portant  and  necessary  change  in  the  system  of  nursing  it  is  advisable  that  the 
guardians  should  use  much  discretion  lest  the  issue  should  not  be  satisfactory, 
and  the  following  observations  may  not  be  unworthy  of  their  consideration. 

1.  To  obtain  trustworthy  and  efficient  persons,  a  suitable  salary  and  apart^ 
ments  must  be  provided.  The  salary  at  present  varies  from  about  12/.  to  50/.. 
and  it  was  a  matter  of  surprise  to  me  that  nurses  apparently  so  respectable 
could  be  obtained  at  Marylebone  Workhouse  at  14/.  per  year.  In  many  of  the 
workhouses,  as  at  Rotherhithe,  the  present  accommodation  for  nurses  is  not  such 
as  to  render  the  nurses  contented. 

2.  It  must  not  be  presumed  that  because  nurses  are  to  be  paid,  perfection 
vrill  be  attained.  The  experience  of  hospitals  shows  that  many  such  are  carelesd 
and  inefficient,  not  over  honest,  and  given  to  strong  drinks  when  opportunity 
offers.     Drunkenness  is  by  no  means  unknown  in  hospital  niurses. 

3.  A  system  of  general  superintendence  of  the  nursing  must  be  devised  and 
carefully  watched  with  a  view  to  improvement.  At  present  the  matron  is  pre- 
sumed to  do  this,  and  if  there  should  be  a  superintendent  nurse  appointed  she 
will  not  unfrequently  assume  upon  her  position,  and  misunderstandings  between 
her,  the  matron,  and  the  medical  officer  may  reasonably  be  expected. 

In  the  smaller  workhouses  it  would  be  possible  for  such  superintending  nurse 
to  have  charge  of  a  particular  part  of  the  workhouse,  as,  for  example,  the  lying-in 
ward  and  the  nursery. 

4.  Whilst  providing  comfortable  rations  for  the  nurses  it  is  advisable  to  with-^ 
draw  the  temptation  of  strong  drinks  as  far  as  possible.  This  may  be  effected 
by  allowing  the  night  nurse  an  abundant  and  comfortable  tea,  by  giving  a 
monetary  allowance  instead  of  beer  and  gin  to  such  as  will  take  it  and  faithfully 
refrain  from  using  those  liquids,  and,  above  all,  by  appointing  teetotal  nurses. 
31iis  seems  to  be  at  the  root  of  the  question,  and  with  the  probable  extension 
of  the  system  of  paid  nurses  the  guardians  might  mitigate  the  evil.  All  rewards 
for  special  labour  should  be  given  in  another  form. 

5.  In  utilising  the  inmates  as  aids  in  nursing,  more  care  should  be  taken  in 
their  selection ;  a  monetary  reward,  and  some  badge  of  honour  made  depen- 
dent 


Digitized  by 


Google 


WORKHOUSE  INFIRMARIES  AND  SICK  WARDS. 


57 


Part  11. 

Gbneral 
Review  and 
sugobstions. 


Nwnmg. 


dent  upon  good  conduct>  and  some  special  privileges  allowed  which  would  excite 
emulation  and  promote  self-respect.  At  present  the  allowances  appeal  almost 
exclusively  to  the  appetite,  and  lead  to  drunkenness,  and  but  little  indeed 
appeals  to  their  sense  of  self-respect  and  ambition. 

There  seems  no  reason  why  persons  should  not  be  found  in  every  workhouse 
who,  by  this  method  and  some  training,  could  not  be  removed  from  the  ranks 
of  paupers  and  promoted  to  the  situation  of  under  or  assistant  nurses. 

The  capability  to  read  should  he  an  essential  requirement  for  all  but  those 
engaged  in  mere  menial  work,  and  there  seems  no  doubt  that  if  some  proper 
efforts  were  made  to  enable  the  inmates  to  learn  to  read,  it  would  not  only  pro- 
fitably engage  their  time  and  thoughts,  but  would  increase  their  self-respect, 
give  them  the  means  of  gaining  amuseroent  and  instruction,  and  make  them 
more  fitted  to  cud  in  the  nursing  department. 

it  is  desirable  that  a  system  should  be  devised  for  elevating  the  condition 
of  the  permanent  inmates  of  workhouses  in  this  direction,  and  none  could  do 
this  so  efficiently  as  Mrs.  Gladstone,  Mrs.  Tait,  Miss  Twining,  and  the  other 
benevolent  ladies  who  are  already  interested  in  workhouse  management.  I  do 
not  doubt  that  one  workhouse  might  be  supplied  with  some  nurses  from  the 
trained  inmates  of  another. 

6.  The  procuring  and  administration  of  stimulants  and  the  administration  of 
medicine  should  be  effected  entirely  by  the  paid  nurses,  and  the  stimulants 
should  be  kept  under  their  care  and  subject  to  their  responsibility. 

7.  The  midwife  should  reside  within  the  workhouse,  and  having  undergone 
a  proper  training,  should  occupy  a  position  higher  than  the  nurses  and  have 
more  comfortable  apartments. 

8.  Male  nurses,  except  for  the  care  of  lunatics  and  imbeciles,  are  not  so  fitted 
for  the  care  of  the  sick  as  females. 

Chaplain. 

I  do  not  think  that  there  is  any  greater  defect  in  the  arrangements  of  a  Chaplain. 
workhouse  than  in  those  with  which  the  chaplain  is  or  should  be  connected — a 
defect  which  is  not  properly  appreciated, — and  there  is  a  requirement  in  con- 
nection with  it  greater  even,  if  possible,  than  that  of  noedical  attention. 

Whilst  both  a  workhouse  and  a  hospital  agree  in  the  reception  of  sick  cases, 
they  differ  in  this,  that  the  inmates  of  a  workhouse  usually  remain  there  for 
many  years,  or  until  the  end  of  life ;  and  even  the  chronic  sick  are  not  turned 
away  after  a  few  months  treatment,  as  at  an  hospital,  but  are  retained  until  death 
or  recovery  occurs.  Old  age  and  infirmity  are,  for  the  most  part,  beyond 
medical  skill,  as  is  also  the  large  majority  of  cases  of  consumption  and  other 
chronic  diseases  which  are  found  in  the  workhouse  wards.  'ITius  the  benefits  of 
the  medical  officer's  attention  are  usually  temporary  ;  but,  for  the  same  reason, 
the  opportunity  for  the  exercise  of  the  chaplain's  ministry  is  incalculably  great, 
and  the  issue  extremely  important.  Hence,  whilst  every  facility  should  be 
offered  to  the  skill  of  the  medical  officer,  surely  not  less  should  be  given  to  and 
solicited  from  the  ciiaplain  ;  and  if  daily  visits  and  persona!  and  careful  atten- 
tion are  required  from  the  former,  the  same,  at  least,  should  be  required  from 
the  latter. 

But  in  extremely  few  workhouses  is  there  a  resident  chaplain ;  and,  with 
those  exceptions,  there  is  no  provision  made  in  any  workhouse  (or  in  exceed- 
ingly few  workhouses)  for  their  daily  visits,  and  for  personal  attention,  except 
to  the  sick ;  and  in  some  instances,  as  at  Stepney,  with  two  chaplains,  each 
receiving  a  small  stipend,  they  are  not  summoned  to  see  a  dying  case  unless  the 
patient  wishes  it.  It  was  most  painful  to  see  the  dying  man  at  that  union  left 
alone  to  die  without  religious  instruction,  and  not  less  so  to  bear  in  mind  that 
BO  many  die  in  institutions  without  that  constant  instruction  and  consolation 
which  a  resident  chaplain,  or  a  minister  who  attends  daily,  could  alone  afford. 

But  beyond  this,  the  instruction  of  the  inmates  by  religious  and  entertaining 
books,  and,  indeed,  their  amusement  by  simple  games,  and  by  occasional  musical 
entertainments,  as  well  as  the  practice  of  singing  for  the  choir,  seems  to  be  a 
duty  which  could  be  most  kindly  and  effectually  performed  under  the  superin- 
tendence of  the  chaplain. 

He  could  select  proper  books  and  tracts,  and  suit  them  to  the  individual 
37  2.  H  inmates ; 
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inmates ;  and  he  could  read  and  explain,  and  induce  benevolent  persons  to  read 
and  explain  them ;  and,  by  his  example  and  encouragement,  excite  an  interest 
which  is  now  sadly  wanting. 

Nothing  is  more  lamentable  than  to  see  so  many  aged  and  infirm  persons 
listlessly  lying  or  sitting  about  with  no  instruction,  no  amusement,  and  no 
occupation ;  and  to  know  that  they  are  practically  confined  to  the  workhouse, 
are  in  the  chai^  of  the  State,  jand  will  remain  so  until  they  die.  No  attention 
and  no  money  could  be  more  appropriately  given  than  to  remedy  this  evil. 

The  stipends  of  the  chaplains,  Uke  the  amount  of  duty  which  they  are  required 
to  perform,  and  the  position  which  they  should  occupy  in  the  scheme  of  manage- 
ment in  workhouses,  are  inadequate. 

In  my  opinion,  a  chaplain  should  be  required  to  attend  daily  for  a  certain 
number  of  hours,  whether  for  formal  religious  service,  or  for  the  informal  in- 
struction and  comfort  of  the  inmates  ;  and  in  the  large  workhouses  he  should 
devote  his  whole  time  to  the  duties  of  his  office,  and  reside  within  the  walls. 
As  a  consequence,  he  should  receive  a  suitable  stipend;  he  should,  more- 
over, in  many  cases  like  the  medical  officer,  be  an  ex  officio  member  of  the 
Board  of  Guardians,  with  power  to  speak,  but  not  to  vote. 

It  cannot  he  doubted  that  a  prudent  and  diligent  chaplain  would  be  able  to 
exert  a  favourable  influence,  both  upon  the  poor  themselves,  and  upon  the 
administration  of  the  jpoor  laws  in  the  workhouse. 


Medical  Officer. 

Medical  OJicer.  The  subject  of  the  medical  care  of  the  inmates  of  workhouses  is  of  so  great 
importance,  and  is  at  present  so  diverse  that  its  discussion  is  attended  with 
much  difficulty. 

At  present  the  greater  number  of  workhouses  have  each  one  medical  officer, 
and  he  is  allowed  private  practice.  In  a  considerable  number  the  same  officer 
has  charge  of  an  out-door  district,  and  thus  has  more  of  his  time  and  attention 
engaged  in  the  service  of  the  poor.  A  few  workhouses  have  two  medical 
officers  each,  and  in  a  small  number  the  guardians  engage  the  whole  time  of 
the  medical  officer,  who  resides  or  does  not  reside  within  the  workhouse.  In  a 
large  proportion  the  guardians  provide  all  the  drugs  with  or  without  a  dis- 
penser ;  in  others  they  find  some  drugs,  and  in  a  few  they  do  not  provide  any. 
In  some,  all  the  extras  allowed  by  the  Poor  Law  Board  are  paid  to  the  medi* 
cal  officer,  in  others  only  a  part  of  them,  and  in  some  none  ;  and  hence  the  salary 

Eaid  to  that  officer  is  or  is  not  increased  by  extras,  and  is  or  is  not  decreased 
y  the  cost  of  drugs. 

As  numerous  questions  arise  for  discussion  under  this  head,  I  will  now  pro- 
ceed to  consider  them  in  order. 

1.  As  to  Residevce. — ^There  is  no  reason  why  a  medical  officer  should  not 
discharge  his  duties  tfliciently,  whether  he  reside  within  the  workhouse  or  very 
near  to  it,  for  the  class  of  cases  are  such  as  rarely  make  sudden  calls  for  him, 
and  very  rarely  necessitate  a  night  visit.  It  is,  however,  essential  that  he  reside 
very  near  to  the  workhouse,  and  that  he  be  not  so  much  engaged  in  other  duties 
th^t  he  cannot  speedily  answer  the  workhouse  call. 

When  the  workhouse  is  very  large,  and  such  as  to  dc  mand  nearly  the  whole 
time  of  a  medical  man,  it  is  doubtless  convenient  that  he  should  reside  within 
the  walls. 

At  present  this  is  unfrequent,  and  the  accommodation  provided  is  not  fitting 
for  a  professional  n  an. 

2#  As  to  Private  Practice. — The  only  incompatibility  between  the  pursuit  of 
private  practice  and  the  discharge  of  workhouse  duties  is  that  of  the  extent  of 
practice.  The  income  from  the  workhouse  is  fixed,  whilst  that  from  private 
practice  varies  with  the  number  of  individual  visits,  and  it  will  depend  upon 
the  habits  and  views  of  the  medical  officer  whether  he  will  allow  the  one  to 
clash  with  the  other.  My  knowledge  of  medical  men  is  extensive,  and,  judging 
from  that  and  the  general  moderation  of  desire  for  pecuniary  gain  which  marks 
the  profession,  I  feel  assured  that  even  with  the  temptation  of  private  practice 
the  duties  of  medical  officer,  in  his  attendance  upon  the  sick,  are  very  generally 
well  and  faithfully  performed.  In  individual  cases  this  may  not  be  so,  and,  in 
general,  whether  the  subject  be  regarded  in  this  light  or  in  that  of  the  distribu- 
tion 
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tion  of  professional  advantages  among  professional  men,  I  do  not  doubt  that  a  Part  11. 

medical  gentleman  enjoying  large  piivate  practice  should  make  way  at  the  General 

workhouse  for  another,  and  that  it  is  to  the  advantage  of  the  poor  that  the  Review  and 

medical  officer  should  have  time  at  his  command,  and  ambition  as  his  incentive  Suggestions. 

to  duty.  Medical  Officer. 

3.  As  to  J ssis lance. —Excejpt  in  the  cases  where  a  resident  assistant  is  needful, 
as  in  large  workhouses,  I  am  of  opinion  that  whilst  the  medical  officer  should 
appoint  a  deputy,  he  should  himself  personally  discharge  all  the  duties  of  the 
office.  The  plan  of  a  medical  officer  sending  an  assistant  to  see  some  of  the 
cases  before  his  arrival,  is  to  lessen  his  knowledge  and  interest  in  the  sick  cases, 
and,  in  fact,  although  not  in  theory,  to  lessen  his  responsibility.  It  is,  moreover, 
advantageous  to  the  poor  that  they  should  be  always  under  the  treatment  of 
the  same  person. 

When  the  assistant  is  thus  employed  because  the  medical  officer  is  indisposed 
to  do  the  work,  or  because  his  pecuniary  means  render  him  independent  of  the 
appointment,  or  because  he  is  largely  engaged  in  private  practice,  the  medical 
officer  should  resign  and  make  room  for  some  less  fortunate  person  ;  and 
when  it  arises  from  old  age,  or  from  the  fact  that  the  medical  officer  has  a 
partner  whose  duty  is  to  aid  in  the  performance  of  the  work,  the  guardians 
would  do  well  to  appoint  the  substitute  or  the  partner  as  co- medical  officer,  with 
a  separate  salary  and  absolute  responsibility. 

A  resident  assistant  might  be  wisely  appointed  to  all  workliouses  having  500 
inmates. 

4.  As  to  Exclusion  from  Private  Practice. — This  implies  the  devotion  of  the 
whole  time  of  the  medical  officer  to  the  duties  of  the  office.  Ai^uments  may  be 
cogently  cited  bothin  favourof  and  against  this  exclusion.  It  issaidthat  themedicat 
officer  will  in  that  case  be  young  and  inexperienced,  and  will  resign  as  soon  as  his 
way  is  clear  to  enter  upon  private  practice.  As  to  the  former,  the  existing  facts 
are  adverse,  for  in  a  majority  of  cases  the  medical  officer  is  not  young ;  and,  more- 
over. Sir  B.  Brodie,  when  giving  evidence  before  a  Committee  of  the  House  of 
Commons  on  the  Poor  Law  Administration,  was  of  opinion  that  as  young  men  have 
time  at  command  and  a  strong  desire  to  advance  their  interests  in  the  world, 
they  would  probably  be,  upon  the  whole,  more  valuable  medical  officers  than 
men  more  advanced  in  life  and  largely  engaged  in  private  practice.  To  this  also 
mny  be  added  the  fact,  that  several  of  the  existing  officers  have  held  the  appoint- 
ment for  many  years. 

There  are,  however,  some  disadvantages. 

(A.)  When  a  medical  man  regards  this  as  his  fixed  object  in  life  be 
may  lose  the  incentive  of  ambition,  and  be  so  engrossed  by  and  content 
with  his  duties  that  he  withdraws  from  association  with  his  professional 
brethren,  reads  but  little,  and  soon  lags  behind  the  time.  To  this  there 
are  no  doubt  exceptions,  and  it  is  possible  for  one  so  circumstanced  to  make 
use  of  his  leisure  to  increase  his  acquaintance  and  medical  knowledge. 

(B.)  When  a  medical  man  has  thus  chosen  his  course  and  h&s  attained 
to  a  certain  age  he  becomes  unfit  for  private  practice,  or  if  he  should  seek 
it  he  would  not  find  it,  and  thus  his  means  of  living  are  at  the  mercy  of  the 
guardians.  Appointments  of  this  class  in  the  medical  profession  are  not  so 
numerous  that  a  medical  officer  would  readily  pass  from  one  to  another,  and 
thus  he  would  be  likely  to  lose  some  of  his  sense  of  independence  and  be« 
come  more  and  more  subservient  to  the  views  of  some  leading  guardians. 
Hence,  he  might  hesitate  to  discharge  some  of  the  duties  of  his  office  (as, 
for  example,  the  ordering  of  extras  and  the  removal  of  noisy  lunatics)  with 
proper  independence.  On  the  other  hand  it  is  possible  for  a  prudent  man 
to  increasingly  gain  the  esteem  and  confidence  of  the  guardians,  so  that  as 
he  becomes  older  he  may  become  more  influential. 

My  own  judgment  and  observation  lead  me  to  regard  the  former  as  the  more 
probable  occurrence  under  the  existing  arrangements. 

To  these  considerations  must  be  added  the  fact  that  there  are  many  medical 
men  who,  from  want  of  pecuniary  means  or  good  address,  do  not  succeed  in 
private  practice,  but  who  are  admirably  fitted  to  discharge  the  duties  of  a  public 
appointment  of  this  clas?.     Such  would,  for  the  most  part,  be  men  in  middle 
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Part  II;         life  and  of  matured  and  fixed  purposes,  and  I  cannot  doubt  that  many  such 
Gem£ral        would  make  good  officers,  and  that  such  appointments  would  supply  a  want. 
Review  akd  jj^^  question  of  residence  within  the  workhouse  arises  in  these  cases,  for  in 

SuGGBSTioMs.     ^^^^  workhouscs,  as  at  Mile  End,  the  medical  officers  are  married,  and  Uve  out 
Medical  Officer,     of  the  workhouse. 

Having  reference  to  the  discharge  of  their  duties,  and,  on  the  ground  of 
economy,  both  to  the  guardians  and  themselves,  it  would  be  better  for  them  to 
reside  within  the  workhouse,  since  the  guardians  might  provide  a  house  and  officers* 
rations  at  a  much  less  cost  than  that  paid  by  the  medical  officer  out  of  the  work- 
house ;  and  if  the  latter  were  a  married  man  the  rations  allotted  to  himself 
alone,  being  double  rations,  would  do  much  towards  supplying  the  wants  of  a  wife 
or  even  of  a  small  family.  If  the  plan  of  appointing  officers  of  this  class  vTere 
to  be  extended,  it  would  be  desirable  that  houses  should  be  provided  for  them 
within  the  walls,  such  as  are  found  in  lunatic  asylums.  This  would  not  be  diffi^ 
•  cult  in  the  case  of  workhouses  having  large  plots  of  land,  as  at  VlUe  End.  It  is, 
however,  probable  that  some  officers  would  prefer  to  live  without  the  walls. 

5.  As  to  holding  the  Office  of  Medical  Officer  to  a  District. — In  the 
case  of  those  who  devote  their  whole  time  to  the  service  of  the  Guardians, 
it  may  not  be  doubted  that  if  the  workhouse  be  not  a  large  one,  it  is 
advantageous  that  the  double  appointment  should  exist.  The  case  is,  how- 
ever, different  with  those  engaged  in  private  practice,  for,  on  the  one  hand, 
the  salary  allotted  by  the  guardians  to  the  two  offices  is  certainly  leas  than 
would  be  given  to  each  separately,  and  to  two  different  persons.  Moreover, 
except  in  the  case  of  young  men  just  entering  upon  practice,  the  two  sets  of 
duties  are  scarcely  compatible  with  private  practice,  and  I  have  reason  to  think 
that  the  duties,  and  particularly  those  within  the  workhouse,  would  be  more 
efficiently  discharged  if  an  officer  held  only  one  appointments  Moreover,  as 
there  are  always  numerous  medical  men  desirous  to  hold  these  appointments 
in  the  metropolis,  it  would  be  more  consistent  in  the  guardians  to  multiply 
their  officers,  and,  on  the  whole,  it  would  be  more  advantageous  to  the 
medical  profession. 

6.  As  to  Duties. — ^The  idea  prevails  too  generally,  I  think,  that  the  attention 
of  the  medical  officer  is  due  to  the  sick  only,  and  that  in  order  to  discharge 
his  duty  more  conveniently  and  expeditiously  the  sick  should  be  congregated 
together  in  a  separate  building  or  in  separate  wards.  But  with  the  present 
organization  of  workhouses,  I  think  he  should  regard  the  whole  as  jm  asylum,, 
and,  with  the  exception  of  the  rooms  for  th^  able-bodied,  should  visit  every  ward 
and  see  every  inmate  more  frequently  than  is  now  practised. 

Moreover,  the  medical  officer  does  not,  I  think,  occupy  that  position  as 
sdnitary  officer  which  is  indicated  by  the  Consolidated  Order,  and  which 
would  be  very  useful  to  the  guardians  and  conducive  to  his  own  satisfaction 
and  position.  It  is  not  enough,  I  think,  to  hasten  through  the  sick  wards 
and  see  such  as  are  very  ill,  or  such  as  desire  a  visit,  and  to  enter  the  door 
of  the  aged  and  infirm  wards  and  ask  if  any  inmate  wishes  to  see  him,  and 
to  omit  the  wards  in  the  body  of  the  workhouse  altogether,  or  visit  them 
once  a  week  or  once  in  a  fortnight.  He  should  also  consider  as  in  his  depart- 
ment all  the  subjects  on  which  his  opinion  should  be  expressed,  and  which  are 
of  the  greatest  moment  in  the  Poor  Law  Administration,  such  as  nur^ng, 
diet,  serving  of  food,  classification  of  the  inmates,  supply  of  furniture  and 
clothing,  and  cubic  space,  and  should  not  fail  to  advise  the  guardians  and  point 
out  defects  on  suitable  opportunities.  In  this  respect  he  would  not  only  discharge 
his  duty  to  the  guardians  but  also  to  the  Poor  Law  Board,  which  represents  the 
public  by  whom  half  of  his  salary  is  paid. 

His  position  is  one  of  much  influence,  but  of  some  delicacy  and  difficulty,  from 
the  numerous  points  at  which  his  duties  touch  those  of  the  master,  matron, 
superintendent  nurse,  and  guardians ;  and  as  he  has  now,  by  universal  assent, 
the  power  to  order  certain  extras,  which  even  the  guardians  respect,  so  should 
his  influence  be  felt  in  the  nursing,  and  in  every  sanitary  arrangement  of  the 
workhouse. 

I  do  not  purpose  to  enter  into  any  detail  in  reference  to  the  precise  duties 
of  the  medical  officer,  but  I  think  that  in  all  the  metropolitan  workhouses  he 
should  attend  at  two  stated  periods  daily.  It  is  impossible  to  fix  the  time 
which  should  be  devoted  to  the  discharge  of  the  duty,  but  in  several  workhouses 
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the  actual  time  is,  I  think,  too  short ;  and  in  general,  when  only  two  hours,  or 
thereabouts,  are  daily  occupied,  a  further  extension  of  time  is,  I  think,  neecs-^ 
sary.  It  is  also  inrportant  to  state  that  far  too  much  clerical  work  is  required 
of  the  medical  officer.  In  some  cases,  as  at  Shoreditch,  we  were  assured 
that  not  less  than  12  hours  weekly  were  spent  in  keeping  his  books,  whilst  two 
to  six  horn's  were  the  usual  periods  elsewhere.  If  a  general  dietary  were  ordered 
which  was  suited  to  the  wants  of  the  aged  and  infinn^  much  of  this  disagreeable 
work  would  not  be  necessary. 

Bed  cards  stating  the  nature  of  the  disease,  with  the  diet  and  medicines 
ordered,  and  repetitions  of  the  same,  with  the  date,  should  be  placed  over  each 
bed,  or  on  the  side  of  each  lacker. 

I  think  also  that  he  should  attend  all  cases  of  midwifery,  and  receive  fw 
his  fee  the  amount  paid  by  the  non-pauper  poor,  at  least,  in  every  workhouse 
where  there  is  not  a  properly  qualified  resident  midwife. 

ITie  arrangement  of  tlie  system  of  nursing  should  also  be  under  his  control 
and  direction. 

7.  Supply  of  Drugs. — In  three  instances  the  medical  officer  intimated  that 
it  would  be  better  for  their  patients  if  they  had  not  to  provide  the  drugs,  and 
implied  that  they  did  withhold,  or  were  tempted  to  withhold,  proper  drugs 
from  them.  1  fear  that  the  use  of  this  argument,  for  the  purpose  of  inducing 
guardians  to  increase  the  salaries  of  medical  officers,  has  been  too  much  sane- 
tioned  by  the  latter,  and  by  the  medical  profession,  since  it  implies  a  charge 
of  cruelty  and  dishonesty  against  medical  officers, — that  of  withholding  the 
means  of  restoring  health  which,  by  their  contract  with  the  guardians,  they 
were  bound  to  supply.  I  utterly  disbelieve  such  an  inference  in  reference  to 
the  medical  profession  generally,  and  could  admit  it  only  in  the  most  excep- 
tional case.  It  is,  perhaps,  not  known  that  even  in  reference  to  drugs,  there 
are  both  luxurious  and  economical  modes  of  dispensing  which  yet  make  no 
appreciable  difference  in  the  effects  of  the  remedy.  Whether  a  medical  officer 
give  carbonate  of  ammonia  at  lOfi^.,  or  compound  spirit  of  ammonia  at 
3  s.  6d.  per  lb.,  is  of  little  or  no  real  moment  to  the  patient,  so  that  whilst 
he  may  choose  to  give  the  more  expensive  form  to  a. private  patient,  he  inflicts 
no  injury  upon,  nor  deprives  of  any  benefit,  the  club  patient,  the  hospital  patient, 
or  the  pauper,  when  he  prescribes  the  cheaper  form.  Only  so  far,  I  feel  assured, 
does  a  difference  exist  in  the  supply  of  medicine  to  paupers,  and  it  is  impossible 
to  believe  that  a  medical  man  who  had  undertaken  the  chaise  of  a  sick  person, 
whether  with  or  without  remuneration,  would  withhold  needful  medicines. 

But  to  avoid  the  possible  occurrence  of  this  evil  in  any  individual  case,  and 
to  relieve  the  medical  officer  from  the  virtual  deduction  of  Sjalary,  caused  by 
the  cost  of  drugs,  it  would  be  more  satisfactory  if  the  guardians  were  to  provide 
all  the  requisite  drugs.  This  should  not  be  as  at  Paddington,  by  paying  a 
druggist  to  dispense  the  medicines,  but  by  purchasing  the  drugs  from  whole- 
sale  houses  at  the  wholesale  prices,  and  having  them  dispensed  in  the  work- 
house. This  plan  may  not  be  adapted  to  country  unions,  but  in  London  and 
some  of  the  larger  provincial  unions  the  guardians  should  provide  the  drugs 
for  both  the  in-door  and  out-door  poor,  and  have  them  dispensed  at  one  place 
by  their  own  dispenser. 

8.  As  to  a  Dispenser. — When  the  guardians  provide  drugs  for  the  out- door 
poor  there  is  sufKcient  employment  for  a  dispenser,  and  they  appoint  one  who 
dispenses  the  medicines  for  the  workhouse  also.  Ihere  is  also  a  dispenser 
employed  at  Lambeth  for  the  workhouse  only,  who,  in  addition  to  this  duty, 
superintends  the  nursing  on  the  male  side.  Should  the  guardians  universally 
find  drugs,  it  will  be  wise  also  for  them  to  pay  a  dispenser,  and  to  engage  his 
spare  time  in  other  duties,  as  those  of  a  superintendent  of  nurses,  or  clerk  to 
the  master  or  storekeeper,  &c.  The  medical  officer  would  thus  be  relieved  of 
a  disagreeable  duty,  and  might  fairly  be  required  to  devote  more  time  to 
his  other  duties,  whilst  the  management  of  the  workhouse  would  be  ma- 
terially improved  by  the  attention  of  the  dispenser  to  the  other  part  of  his 
duty. 

9.  As  to  Salary. — It  has  been  already  shown  that  the  arrangements  as 
to  salary  and  emoluments  are  at  present  very  varied,  and  not  based  upon 
recognisable  principles.     When  discussing  these  questions  with  the  medical 

372.  H  3  officers, 


PartlT. 

GsKsiut 
Review  and 

SuOOBSTlOKf. 

Medical  C^$r. 


Digitized  by 


Google 


62 


REPORT  ON  THE  METROPOLITAN 


PvtIL 

General 
Review  and 

SuOOEtTIONS. 

MedkuU  Officer. 


oflScers,  nve  learned  that  only  in  three  or  four  instances  were  they  satisfied 
with  their  emoluments,  and  the  others  mentioned  certain  sums  which,  as 
they  considered,  should  be  paid  to  them,  and  which  I  have  stated  in  the  special 
reports. 

There  was  a  general  wish,  in  which  I  fully  concur, — 

(A.)  That  the  guardians  should  provide  drugs  and  a  dispenser,  and 

(B.)  That  extras  for  midwifery,  &c.,  as  allowed  by  the  Poor  Law  Board, 
should  be  added ;  and  the  medical  oflScers  should  sign  lunacy  certificates 
and  receive  the  fees. 

Some  did  not  care  to  have  a  dispenser,  and  others  preferred  an  inclusive  salary, 
whilst  the  medical  officers  at  Alarylebone  and  St.  Pancras  were  not  specially 
desirous  of  any  change. 

It  is,  perhaps,  not  possible  to  lay  down  any  principle  in  the  payment  of 
salaries  to  medical  officers  which  shall  commend  itself  to  the  judgment  of  all, 
and  as  in  payment  for  nearly  all  other  duties,  it  must  rest  upon  the  relations  of 
supply  and  demand,  and  be  its  own  authority. 

It  has  always  been  the  practice  of  the  medical  profession  to  do  a  very  large 
amount  of  work  vnthout  fee,  and  thence,  with  the  exception  of  certain  recognised 
fees,  to  attach  more  value  to  the  duty  than  to  direct  emolument.  Hence,  medical 
men  have  taken  public  appointments  without  salary,  or  with  a  totally  inadequate 
salary,  and  having  no  agreement  amongst  themselves  by  which  they  could 
act  together,  they  have  been  ready  to  underbid  each  other.  Legislation  has 
mitigated  this  evil  in  reference  to  the  Poor  Law,  by  rendering  it  illegal  to  receive 
tenders  from  medical  officers,  and  by  requiring  the  guardians  to  fix  the  salary 
before  the  appointment  is  made ;  but  beyond  this  it  could  not  go,  and  the  pro- 
fession must  be  allowed  to  undersell  its  services  if  it  should  think  proper  so 
to  do. 

But  in  spite  of  this,  salaries  have  increased,  and  so  impressed  are  the  public 
vrith  their  inadequacy  in  relation  to  the  service  rendered,  and  the  position  and 
expenses  of  medical  men,  that  the  increase  is  still  progressive,  but  no  principle 
has  been  evolved  by  which  it  might  be  known  when  a  medical  officer  was  fairly 
remunerated. 

In  the  case  of  resident  medical  officers,  the  guardians  have  the  advantage  of 
the  example  of  other  institutions,  as  hospitals  and  that  of  medical  men,  in 
paying  their  assistants  ;  but  there  is  no  analogy  in  the  case  of  those  who  are  at 
the  same  time  engaged  in  private  practice,  except  that  of  tlieir  t  rdinary  fees^ 
which  could  not  be  adopted. 

It  is  usual,  when  comparing  the  salaries  in  difierent  workhouses,  and  showing 
the  inadequacy  of  them,  to  take  as  the  basis  the  number  of  sick  ;  but  this  fails, 
I  think,  for  two  opposite  reasons:  first,  the  number  of  sick  is  increased  by  fully 
one- third  in  most  workhouses,  simply  in  order  to  obtain  for  the' aged  and  infinn 
a  better  dietary,  and  the  name  and  diet  being  thus  placed  upon  the  list,  but 
little  or  no  further  attention  to  that  case  is  required,  and  hence  the  work  can 
be  fairly  estimated  only  by  the  numbers  from  which  these  are  excluded ;  second, 
it  appears  to  me  desirable  that,  in  future,  the  attention  of  the  medical  officer 
should  be  more  regularly  directed  to  all  the  inmates  of  the  workhouse,  and 
that  he  should  assume  the  duties  of  sanitary  officer,  all  of  which  will  demand 
the  emplo3rment  of  more  time  than  has  hitherto  been  necessary. 

And  in  addition  to  these  may  be  added  the  diversity  of  plan  pursued  by 
difierent  medical  officers  in  reference  to  lunatics,  which  alone  prevents  an  accu- 
rate comparison  between  the  labour  of  the  several  officers. 

Yet  it  should  not  be  impossible  to  arrive  at  an  agreement  amongst  medical 
men  as  to  the  sum  which  should  be  regarded  as  fairly  sufficient,  if  the  recom- 
mendation already  made  be  effected,  viz.  that  the  guardians  in  all  ca^es  pro- 
vide drugs,  and  in  suitable  cases  a  dispenser,  would  it  not  be  satisfactory  gene- 
rally for  the  salary  to  be  calculated  at  the  rate  of  10^.  per  adult  on  the  average 
maximum  number  of  inmates  in  the  workhouse  at  one  time  ? — two  children,  as 
defined  by  the  Poor  Law,  viz.  persons  under  set.  16,  to  be  considered  as  an 
adult. 

This  would  require  a  considerable  increase  in  the  salaries  of  nearly  all  the 
medical  officers,  and  particulariy  of  those  in  the  larger  workhouses ;  and  it 
>¥ould  probably  lead  the  guardians  to  appoint  one  or  more  resident  medical 

officers 


Digitized  by 


Google 


WORKHOUSE  INFIRMARIES  AND  SICK  ^ARDS. 


63 


officers  to  each  workhouse,  who  would  devote  their  whole  time  to  the  duties  of 
the  office. 

All  medical  officers  who  devote  their  whole  time  to  the  duties  of  their 
office  should  be  entitled  to  a  superannuation  allowance,  and  be  placed 
by  the  Legislature  under  the  provisions  of  the  Superannuation  Act. 

10.  As  to  their  Ability  and  Rank. — It  has  been  the  fashion  to  consider  the 
Poor  Law  medical  officers  as  members  of  the  profession  of  inferior  ability  or 
character,  or  as  young  and  inexperienced  men,  willing  to  accept  these  appoint* 
ments  with  a  view  to  obtain  private  practice ;  and  it  has  been  very  generally 
asserted  that,  being  underpaid,  they  have  discharged  their  duties  in  a  careless 
manner. 

However  true  this  may  have  been  30  years  ago,  it  is.  I  believe,  utterly  incor- 
rect now.  llie  advances  in  medical  knowledge  and  the  improvement  in  medical 
teaching  have  been  great,  almost  beyond  conception,  within  that  period ;  and 
an  amount  of  knowledge,  whether  practical  or  literary,  which  30  years  ago  was 
very  much  restricted  to  the  higher  branches  of  the  profession  and  to  a  few 
leading  men  in  the  larger  provincial  towns,  has  been  extended  to  the  lower 
branch  of  the  profession  and  as  a  necessary  result,  the  position  of  its  members, 
both  before  the  public  and  in  the  estimation  of  the  higher  ranks  of  their  con- 
frhresy  has  been  increased  in  a  remarkable  manner. 

It  is  impossible  to  meet  the  medical  officers  of  the  metropolitan  work- 
houses without  perceiving  and  acknowledging  the  high  position  which  they 
hold  by  character  and  attainments,  and  in  many  instances  the  discretion  as 
well  as  abiiity  with  which  they  discharge  their  duties.  Moreover,  it  must  be 
borne  in  mind  that  the  same  gentleman  who  is  the  medical  officer  to  the  work- 
house is  the  medical  adviser  of  the  middle  classes  in  the  surrounding  neighbour- 
hood ;  nay,  even  of  some  of  the  very  guardians  who  have  charge  of  the  poor ; 
and  if  he  be  fitted  to  attend  upon  the  middle  classes  and  the  guardians  in  their 
private  capacity,  he  must  be  fitted  to  attend  the  poorer  classes  and  to  merit  the 
confidence  of  the  guardians  in  their  corporate  capacity.  It  would,  probably, 
be  scarcely  possible  to  find  a  body  of  medical  officers  who  could  excel  those 
now  in  office  or  who  could  discharge  their  duties  more  kindly. 

Moreover,  a  great  advance  has  been  made  in  the  estimation  in  which  these 
appointments  are  held  both  by  the  profession  and  the  public.  The  medical 
officer  regards  the  workhouse  as  his  hospital,  and,  in  his  degree,  regards  his 
jK)sition  with  as  much  pride  and  pleasure  as  is  felt  by  the  hospital  physician  ; 
whilst,  with  few  exceptions,  the  public  regard  the  appointment  as  honourable, 
and  as  evidence  of  the  ability  and  integrity  of  the  medical  officer. 

Hence,  in  every  aspect  of  the  question  there  is  reason  for  congratulation ; 
and  it  now  only  remains  to  reconsider  the  duties  of  the  office,  and  the 
time  to  be  devoted  to  it,  with  a  view  to  its  increased  efficiency,  and  to  award 
such  a  i^alary  as  shall  remove  just  grounds  of  complaint,  increase  the  value  with 
which  the  medical  officer  regards  it,  and  be  an  inducement  to  the  most  able, 
industrious,  and  discreet,  and,  in  a  word,  the  most  efficient  medical  man,  to 
compete  for  it.  There  can  be  no  doubt  that  when  this  has  been  attained,  and 
a  resident  assistant  has  been  appointed  in  the  larger  workhouses,  both  physi- 
cians and  general  practitioners  of  high  position  will  seek  the  appointments,  and 
within  a  few  years  the  appointment  may  rank  as  high  before  the  public  and 
the  medical  profession  as  that  of  the  present  hospitals.  When  this  takes  place, 
or  indeed  before  that  period,  it  may  be  thought  right  that  the  medical  officer 
should  be  a  member  of  the  Board  of  Guardicms,  with  power  to  speak  at  the 
meetings  of  the  Boards  but  not  to  vote. 


Part  II. 

GENEBilL 

Review  and 

SUOOESTIONS. 

Medical  qfficer. 


Dietary. 

As  we  have  not  entered  upon  the  subject  of  sick  dietaries,  and  as  the  general 
question  of  dietaries  in  workhouses  will  doubtless  receive  the  attention  of  the 
Poor  Law  Board,  I  purpose  only  to  offer  here  one  or  two  suggestions  relating 
thereto. 

1 .  It  is  desirable  that  the  joints  be  carried  into  the  different  wards  upon 
hot  dishes,  and  there  cut  up,  and  immediately  served. 

^3Z2.  H  4  2.  The 
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2.  The  meaU  for  such  of  the  aged  and  infirm  as  cannot  readily  go  down 
stairs,  should  be  served  in  the  day  rooms,  and  the  joints  cut  upon  the 
table. 

3.  Extended  accommodation  for  cooking  should  be  provided  in  the 
detached  infirmaries,  and  in  parts  of  the  workhouse  distant  from  the  main 
kiichen. 

4.  When  the  food  must  be  taken  to  distant  buildings  or  wards,  it 
should  be  carried  in  the  manner  pursued  at  the  (.ity  of  London  workhouse, 
or  on  a  tray  which  is  enclosed  by  a  wooden  cover,  and  the  master  or  matron 
should  be  held  responsible  for  the  state  in  which  it  is  served  to  the 
patients. 

5.  Better  arrangements  in  cooking  both  as  to  material  and  skill  than  we 
found  in  many,  and  particularly  in  the  older  workhouses,  should  be  effected, 
and  some  officer  regarded  as  responsible  for  the  whole. 

6.  A  dietary  especially  ada])ted  to  the  requirements  of  the  aged  and 
infirm,  imbeciles  and  lying-in  women,  should  be  arranged  and  regar<Jed  as 
sick  diets. 

8.  The  subject  of  waste  of  food  would  be  more  fittingly  discussed  when 
the  whole  question  of  dietaries  is  under  discussion  ;  but  it  may  be  proper 
to  call  attention  to  the  great  waste  of  food  which  occurs  in  workhouses,  as 
indeed  in  other  public  institutions.  It  was  lamentable  to  see  the  swill  tub 
at  the  East  London  Workhouse,  filled  like  a  solid  mass,  with  excellent  bread 
and  other  food,  which  might  have  fed  many  persons  daily. 


Part  in. 

00V£RVMENT 
AKD 

8or£Rvi8ioy  OV 
THE  Workhouses. 


Board  of  Guar* 
dians. 


PART  IIL— GOVERNMENT  AND  SUPERVISION  OF  THE 

WORKHOUSES. 

The  defects,  which  have  now  been  pointed  ont,  and  which  in  some  form  and 
degree  are  very  general,  are  not  of  sudden  or  accidental  occurrence,  but  have 
existed  for  lengthened  periods ;  and  in  obediejnce  to  the  instructions  of  the  Poor 
Law  Board  that  I  should  suggest  such  alterations  as  might  appear  advisable,  it 
seems  needful  to  refer  to  some  parts  of  the  scheme  of  Poor  Law  Administration, 
with  a  view  to  show  how  the  defects  have  arisen,  why  they  have  not  been 
removed,  and  the  changes  which  appear  to  be  necessary  in  the  future. 

Poor  Law  organisation  is  naturally  divided  into  two  parts ;  viz.,  the  local  and 
executive  authority,  and  the  central  and  supervising  authority,  with  the  oflBcers 
under  their  control. 

The  local  authority  consists  of  a  Board  of  Guardians,  who  are  elected  for  a 
year  only,  and  are  presided  over  by  a  chairman  and  one  or  more  vice-chairmen, 
of  their  own  appointment.  Their  chief  officers  are  the  clerk,  master,  medical 
officer,  matron,  schoolmaster  and  schoolmistress,  reUeving  officers  and  rate 
collectors,  and  the  subordinates  are  the  porter,  nurses,  storekeeper,  and 
superintendent  of  labour.  The  schoolmaster  and  schoolmistress  are  found  only 
at  the  schools ;  whilst  the  relieving  officers  and  collectors  of  rates  are  devoted 
to  duties  apart  from  the  workhouse,  and  need  not  be  included  in  this  report. 

The  guardians  consist  of  two  classes ;  viz.,  eo?  officio^  and  elected.  The  former 
are  the  county  magistrates ;  and  whilst  several  are  met  with  on  every  country 
Board  of  Guardians,  scarcely  any  belong  to  the  Metropolitan  Boards.  Those 
in  the  country  may  be  regarded  as  the  representatives  of  property  and  influence. 
The  elected  guardians  obtain  their  position  by  the  votes  of  the  ratepayers^ 
except  in  the  parishes  in  London  which  have  Local  Acts,  and  there  they  are  chosen 
by  the  vestries.  Speaking  generally,  they  represent  the  middle  classes,  and  by 
their  knowledge  of  the  poor  in  their  several  localities,  may  be  said  to  represent 
the  masses  of  the  population. 

From  a  body  so  constituted,  it  might  be  expected  that  each  of  its  two  parts 
would  have  special  views;  and  if  to  the  former  may  be  allowed  superior 
education,  to  the  latter  must  be  allowed  that  which  is  at  least  equal  in  import- 
ance—an intimate  acquaintance  with  the  wants  of  the  poor,  and  the  views  of 
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the  ratepayers ;  and,  in  the  country,  at  least  an  acquaintance  with  the  character         ^^^  '^^• 
and  wants  of  the  applicants  for  relief.  Qoverkment 

As  the  distribution  of  relief  is  the  essence  of  Poor  Law  executive  adminis-     g       ^^^ 
tration,  the  presence  of  the  class  of  elected  guardians  is  indispensable.    The  the  Workhousbs, 

numbers  of  the  two  classeis  of  guardians  are  extremely  dissimilar ;    so  that  

perhaps  there  may  be  in  a  country  district  six  ex  officio  to  40  elected  guardians, 
whilst  in  London  the  proportion  is  even  less ;  and  hence,  if  diversity  of  views 
upon  general  questions  does  exist,  the  former  are  usually  out-voted.  Practi- 
cally, therefore,  it  has  been  found  that  the  ex  officio  class  rarely  attend 
the  meetings  of  the  Board,  exert  but  little  influence  when  they  do  attend, 
and  lose  interest  in  the  working  of  this  most  important  department  of  the  State. 

If,  therefore,  there  were  good  grounds  for  the  admission  of  these  two  classes 
(and  I  cannot  see  how  it  can  be  denied),  they  have  been  rendered  nugatory  by 
the  defect  now  pointed  out.  Moreover,  the  ex  officio  guardians  constitute  the 
only  permanent  element  of  the  Board,  whilst  the  elected  guardians,  although 
often  re- elected,  are  a  varying  body. 

This  latter  quality  is  not  an  unmixed  good ;  for  the  short  tenure  of  office, 
and  the  frequently  recurring  periods  of  election,  keep  the  guardians  in  fear  ot 
their  constituents ;  and  when  any  unusual  expenditure  of  money  is  needed, 
they  have  often  to  choose  between  deferring  the  question  until  after  the  next 
election,  or  of  voting  in  a  manner  which  may  prevent  their  re-election.  I  do 
not  doubt  that  this  is  an  evil  of  considerable  magnitude,  and  that  the  guardians 
would  act  more  independently,  and  the  Poor  Law  be  more  liberally  administered, 
if  their  term  of  office  were  extended. 

The  visitation  and  inspection  of  the  workhouse  by  the  visiting  committee  of  ViBUmg  Com- 
the  Board  of  Guardians,  is  perhaps  the  most  defective  part  of  the  present  ™ittee. 
system,  and  that  to  which  many  of  the  exisiting  defects  may  be  properly 
traced.     The  conduct  of  these  committees  must  necessarily  vary  much  in  so 
many  workhouses,  but  usually  they  visit  too  unfrequently,  and  in  too  great  a 
hurry,  and  are  too  much  disinclined  to  recommend  changes. 

The  inspection  of  hospitals  is  more  efficient,  since  usually  one  or  two  mem- 
bers of  the  committee  of  management  visit  twice  or  thrice  a  week,  and  go 
through  every  ward,  and  invite  complaints.  Moreover,  they  are  often  gentle* 
men  connected  v^ith,  and  know  the  practice  in  other  hospitals,  and  take  deep 
interest  in  the  discharge  of  their  duties. 

The  visiting  committee  should,  I  think,  visit  every  ward  in  the  workhouse 
tvrice  a  week,  keep  a  record  of  their  proceedings  in  an  amended  form,  and 
make  their  observations  and  recommendations  under  different  heads ;  as  com- 
plaints, cleanliness,  nursing,  ventilation,  sufficiency  of  furniture  and  effects, 
medical  attendance,  &c. ;  and  a  copy  of  their  report,  together  with  the  decision 
of  the  guardians  thereon,  should  be  forwarded  to  the  Inspector  with  Form  A. 
The  Chairman  of  the  Board  should  be  a  chief  member  of  this  committee,  and 
bear  a  full  share  of  the  labour  and  responsibility. 

In  reference  to  the  officers  of  the  Board  of  Guardians,  I  would  premise  a 
general  remark ;  viz.,  that  for  the  good  government  of  the  institution  all  the 
officers  must,  as  at  present,  be  primarily  subject  to  the  Board  of  Guardians,  or 
otherwise  there  would  be  an  imperium  in  imperioy  and  collision  of  authorities 
would  follow. 

.  At  the  same  time  their  duties  and  responsibilities  should  be  more  strictly 
defined,  and  so  allotted  that  one  person  alone  shall  be  primarily  responsible  for 
a  given  matter,  and  that  every  matter  which  could  be  the  subject  of  inquiry  by 
the  inspector  or  the  guardians  shall  be  in  the  charge  of  a  given  officer.  It 
should  ako  be  more  deeply  felt  that,  as  they  hold  their  offices  under 
the  sanction  and  during  the  pleasure  of  the  Poor  Law  Board,  and  as  the 
salary  of  one  of  them,  the  medical  officer,  is  partly  paid  out  of  State  funds, 
which  may  be  said  to  be  represented  by  the  Public  Department  to  which  the 
administration  of  the  Poor  Law  has  been  confided,  their  co-operation  with  the 
Poor  Law  Board  is  as  necessary  as  is  their  service  to  the  guardians. 

The  influence  of  the  master  is  very  great,  since  he  is  regarded  as  the  head  The  Master. 
of  the  executive  within  the  workhouse,  and  is  in  direct  and  constant  communi- 
cation with  the  guardians.  Hence,  it  is  no  doubt  of  the  highest  importance 
that  he  should  combine  within  himself  the  intelligence,  prudence,  knowledge, 
integrity,  industry,  firmness,  and  courtesy,  which  are  required  for  the  efficient 
discharge  of  his  duties.     It  cannot  be  denied  that  in  some  instances  some  of 
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Part  in.         these  qualities  are  wanting ;  and  that  whilst  some  are  in  a  degree  careless 

Government      others  are  overbearing ;  neither  can  they  all  be  expected,  in  a  master  who 

AND  Y^Q^  been  engaged  during  his  previous  life  in  another  and  not  analogous  callings 

THE  WorThousiis.  *^^  pcrhaps  in  the  discharge  of  military  or  other  duties  which  have  unduly 

'  developed  some  of  these  to  the  prejudice  of  other  qualities.     It  is,  however, 

very  rarely  found  that  a  master  can  originally  have  had  a  suitable  training  ;  and, 
after  his  appointment,  his  success  will  much  depend  upon  his  own  special 
qualities :  but  it  is  not  by  any  means  certain  that  the  obtainment  of  these 
officers  from  a  higher  class  in  society  would  do  much  more  than  supplant  one 
class  of  defects  by  another.  It  is  less  class  adf'antages  than  personal  qualities 
and  previous  experience  that  are  needed. 

One  radical  defect  in  the  duties  of  the  master  is  the  amount  of  time  which 
he  must  devote  to  mere  clerical  labour,  one  which  the  guardians,  by  giving 
him  a  clerk,  would  and  should  entirely  remove.  lie  will  discharge  his  duties 
the  most  efficiently  by  having  all  his  time  at  his  command,  so  as  to  enable  him 
to  visit  every  part  of  the  workhouse,  and  to  be  practically  acquainted  with  every 
detail ;  to  be  present  at  the  distribution  of  the  food,  and  whenever  any  special 
duties  are  being  performed,  and  to  prevent  waste ;  also  in  training  inmates 
to  be  useful  in  the  workhouse,  in  improving  the  state  of  the  yards,  and,  in 
general,  in  devising  plans  whereby  the  whole  establishment  may  be  more  and 
more  efficiently  conducted. 

It  was  possible  for  us,  on  entering  the  first  ward,  to  estimate  with  tolerable 
accuracy  the  qualities  of  the  master,  and  when  we  found  general  deficiency  of 
furniture  and  impropriety  of  conduct  on  the  part  of  nurses,  and  saw  the  food 
carried  about  uncovered,  and  heard  the  remark  made  when  defects  were 
pointed  out,  ^^  You  should  have  asked  for  them,''  it  was  not  difficult  to  see  where 
the  main  defect  existed  ;  and  so  in  like  manner  with  evidences  of  an  opposite 
character,  the  credit  was  chiefly  due  to  the  master. 

Hence,  in  not  a  few  instances,  some  of  the  defects  which  we  have  pointed 
out  may  rest  with  this  officer,  and  in  order  to  satisfy  the  Poor  Law  Board  that 
he  has  taken  steps  to  remedy  them,  all  his  recommendations  to  the  Board 
of  Guardians  should  be  in  writing,  and  those  with  the  result  annexed  should  be 
sent  to  the  Inspector. 
The  Medical  Many  will  doubt  whether  the  medical  officer  has  in  all  cases  fully  discharged 

Officer.  liig  duty  in  reference  to  some  of  the  existing  defects.     Some  of  his  duties 

involve  scientific  and  technical  knowledge  such  that  no  Boards  of  Guardians 
could  be  expected  to  possess ;  as,  for  example,  ventilation,  cubic  space,  and 
dietary.  Besides  his  immediate  duty  of  attendance  upon  the  sick,  he  is  required 
by  the  ConsoUdated  Order  (207)  "  to  give  directions  and  make  suggestions  as 
to  the  diet,  classification  and  treatment  of  the  ^ck  paupers  and  paupers  of 
unsound  mind."  "  To  report  in  writing  to  the  guardians  any  defect  in  the  diet, 
drainage,  ventilation,  warmth  or  other  arrangements  of  the  workhouse,  or  any 
excess  in  the  number  of  any  class  of  inmates  which  he  may  deem  to  be  detri- 
mental to  the  health  of  the  inmates."  "  To  report  to  the  guardians  any  defect 
which  he  may  observe  in  the  arrangements  of  the  infirmary,  and  in  the  perform-* 
ance  of  their  duties  by  the  nurses  of  the  sick."  Hence  mere  attendance  upon 
the  sick  is  only  one,  and  sometimes,  perhaps,  not  the  most,  important  part  of 
his  duties ;  and  he  is  the  sanitar}^  officer  and  adviser  of  the  Board  in  a  verj 
wide  sense. 

I  do  not  doubt  that  in  many  cases  representations  may  have  been  made  in 
reference  to  these  defects,  and  they  may  not  have  been  suitably  noticed  by  the 
guardians ;  but  in  reference  to  such  grave  defects  as  exist  in  the  v^itilation 
and  over-crowding  of  the  workhouses,  as  at  the  Strand  and  Clerkenwell,  it  is 
advisable  that  a  return  be  obtained  of  the  actual  representations  which  have 
been  made  in  writing  during  the  past  years. 

It  would  not,  in  my  opinion,  meet  the  question  by  stating  that  representations 
of  a  general  nature  had  been  made.  These  being  scientific  questions,  the  exact 
value  of  which  cannot  be  known  to  the  guardians,  it  seems  that  in  order  to 
discharge  the  duty  efficiently,  the  exact  space  allowed  to  the  inmates  in  each 
over-crowded  ward,  compared  with  the  500  cubic  feet  required  by  the  Pdor 
Law  Board,  and  the  exact  defects  in  ventilation,  with  their  proper  remedies, 
should  have  been  pointed  out  in  writing  and  repeated  more  than  once. 

When,  as  at  Clerkenwell,  9  of  12,  or,  as  at  the  Strand  Union,  19  of  24  wards 
containing  sick  o&r  less  than  the  ^ace  reqtiired  by  the  controlling  authority, 
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and  when,  as  at  the  latter  union,  excellent  means  of  ventilation  might  have         ^'^^^  **'• 
heen  readily  adopted  and  applied,  and  when  some  of  the  impediments  to       Government 
ventilation  were  of  the  most  obvious  kind,  and  yet  were  not  removed,  it  appears     ^^p  V,^  ^^  ^y 
that  a  serious  responsibility  rests  upon  medical  officers,  who,  having  regard  to   thb  Workhoises. 

the  tenns  of  the  Consolidated  Ord^,  the  great  importance  of  the  questions  

invdved,  and  the  monopoly  of  sanitary  and  scientific  knowledge  which  they  are 
presumed  to  possess  in  the  workhouse,  could  be  met  only  by  showing  that 
repeated,  urgent,  and  precise  recommendations  had  been  made  in  writing  to 
th^  guardians. 

It  is,  1  think,  desirable  that  in  future  the  Poor  Law  Board  should  require 
that  a  copy  of  any  recommendations  of  this  class  which  had  been  made  by  the 
medical  officer  to  the  guardians,  with  the  action  of  the  guardians  upon  it,  should 
be  sent  to  the  Inspector,  and  also  that  the  book  in  which  the  medical  officer 
makes  his  recommendation  should  be  laid  before  the  Inspector  at  each 
inspection. 

I  think  it  is  also  questionable  how  far  a  medical  officer  is  justified  in  permit- 
ting beds  in  excess  of  the  proper  number  to  be  introduced  into  a  sick  ward, 
at  least  without  strong  remonstrance  to  the  Board  of  Guardians,  accompanied 
by  exact  information,  (and  particularly  in  case  of  injury  to  his  patients  result- 
ing therefrom);  and  without  communicating  with  the  Poor  Law  Board.  If  the 
wards  are  fiill,  as  legally  defined,  the  guardians  should  provide  additional  accom- 
modation, but  further  beds  should  not  be  Introduced  into  the  full  ward. 

Neitlier  can  it  be  regarded  as  an  answer  that  the  salary  being  insufficient,  the 
medical  officer  could  not  devote  so  much  time  to  his  duties  as  his  conscience 
told  him  he  ought  to  do,  as  was  alleged  at  the  Strand  Union,  since  each  medical 
officer  undertook  to  discharge  the  duties  of  his  office  at  the  same  time  that  he 
accepted  the  insufficient  salary. 

The  matron's  duties  are  varied  and  multiplied.  She  superintends  the  whole  The  Matron. 
internal  working  of  the  establishment,  the  cleaning,  the  linen,  the  food,  the 
cooking,  the  distribution  of  food,  the  stores,  &c.,  and  in  the  discharge  of  these 
duties  has  as  much  as  an  active  person  can  properly  do.  But  in  many  work- 
houses she  is  expected  to  superintend  the  nursing  and  the  bedding,  and  other 
questions  relating  to  the  sick. 

In  our  inspection  we  saw  much  to  approve ;  but  some  were  aged,  and  others 
corpulent  and  not  able  to  move  about  with  ease,  whilst  others  knew  but  little  of 
the  condition  of  the  workhouse,  and  expected  the  nurses  and  inmates  to  ask 
for  combs,  basins,  towels,  and  such  other  things  as  they  needed ;  and  I  think 
more  defects  were  observed  in  reference  to  the  efficiency  of  this  than  of  the 
other  superior  officers. 

In  reference  to  this  officer,  I  think  that  she  should  be  expected  to  know  that 
everything  in  her  department  is  in  order,  and  that  supplies  are  not  deficient ; 
and  it  should  not  be  regarded  as  an  answer  that  she  was  not  aware  of  the 
defects,  and  had  not  been  asked  for  the  deficient  articles.  She  should  also  visit 
«very  ward  and  every  part  of  the  workhouse  at  least  once  a  day ;  and  state 
the  result  daily  in  a  book  to  be  k^t  for  that  purpose ;  and,  in  general,  I  do 
not  doubt  that  more  activity  and  attention  to  duty  on  the  part  of  the  matron 
would  be  to  the  advantage  of  the  inmates  and  guardians. 

As  the  appointment  of  paid  nurses  will  now  be  universal,  it  will  merit  the 
consideration  of  the  guardians  as  to  whether  the  matron,  with  or  without  an 
assistant  matron,  should  still  be  regarded  as  the  superintendent  of  the  nurses, 
or  whether  a  superintendent  nurse  ^ould  in  general  be  appointed.  Concentra- 
tion of  duties  in  the  matron's  department  appears  to  be  necessary,  so  far  as  it 
may  be  effected  without  clashing  of  authorities. 

The  workhouses  are  placed  under  the  inspection  of  the  Poor  Law  Board,  Poor  Law  Board. 
and  one  inspector  is  appointed  to  the  whole  metropolitan  district.  He  is 
required  to  meet  each  Board  of  Guardians  at  least  once  a-year,  on  which  occa- 
sion he  has  the  opportunity  of  conferring  with  those  gentlemen,  and  of  pointing 
out  any  deficiency  which  may  exist,  and  any  change  which  it  is  desirable  to 
make  in  the  workhouse ;  also  to  visit  the  workhouse  when  he  may  deem  it  to  be 
necessary,  and  to  thoroughly  inspect  each  once  in  every  six  months,  and 
report  to  the  Poor  Law  Board  after  each  inspection.  Further,  he  has  to  con- 
duct numerous  official  inquiries,  and  to  peiform  routine  duties  in  connection 
with  his  office,  which  occupy  daily  much  of  his  time  and  thoughts. 
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Part  III. 

GoVKRKMENT 
AND 

Supervision  of 

TIIF,  WoBKIfOUSES. 


No  one  can  have  read  the  preceding  parts  of  this  Report  which  show  the 
ordinary  duties  of  an  inspector,  without  having  noticed  that  there  are  two 
essential  qualifications  required  for  the  efficient  inspection  of  these,  large 
hospitals  or  asylums,  viz. :  a  professional  and  scientific  acquaintance  with 
sanitary  science,  and  a  painstaking  habit  of  searching  into  details.  Moreover, 
in  conducting  official  inquiries,  the  kind  of  training  if  not  the  knowledge  of  the 
lawyer  are  needful  for  the  efficient  discharge  of  the  duty. 

This  is  the  view  which  has  been  taken  by  the  Lunacy  Commission  in  the 
selection  of  their  Commissioners ;  and  the  duties  which  are  discharged  by  that 
Commission  in  the  inspection  of  lunatic  asylums  and  the  lunatics  in  workhouses 
are  almost  identical  with  those  of  a  Poor  Law  Inspector.  Had  the  same  view 
been  adopted  some  years  since  by  the  Poor  Law  Board  in  reference  at  least. to 
this  exceptional  district,  I  do  not  see  reason  to  doubt  that  many  of  the  evils 
which  now  exist  would  long  ago  have  been  removed,  and  I  cannot  but  think 
that  the  system  of  inspection  is  at  fault,  and  should  be  reconstructed  on  the 
model  of  the  Lunacy  Commission. 

Moreover  in  this  district  special  reasons  have  occurred  whereby  even  the 
ordinary  amount  of  inspection  has  been  temporarily  lessened. 

Having  regard,  therefore,  to  the  great  extent  and  professional  character  of  the 
duties,  1  venture  to  think  that  it  would  be  better  for  the  administration  of  the 
Poor  Laws  if  more  than  one  inspector  were  appointed  to  this  exceptional 
district,  and  if,  as  in  the  case  of  the  Commissioners  in  Lunacy  in  their  inspec- 
tion of  lunatic  asylums,  they  were  possessed  of  special  and  different  professional 
qualifications,  and  were  once  a  year  at  least  to  make  their  inspections  together. 

The  great  diversity  in  the  modes  of  enlargement,  and  in  the  plans  of  con- 
struction of  these  workhouses,  has  doubtless  been  mainly  due  to  the  indepen- 
dent views  and  action  of  the  several  Boards  of  Guardians,  but  it  is  probable 
that  if  the  Poor  Law  Board  should  think  fit  to  frame  directions  as  to  the 
general  plan  of  construction,  size  of  rooms,  ventilation,  &c.,  for  the  guidance 
of  architects  and  Boards  of  Guardians,  many  similar  defects  may  be  avoided  in 
the  futiure.  It  is  to  be  borne  in  mind  that  this  is  one  of  the  questions  which 
are  as  essentially  scientific  as  that  of  nursing  is  essentially  medical,  and  that 
Boards  of  Guardians  cannot  be  presumed  to  possess  scientific  and  technical 
knowledge,  and  may  fairly  look  to  their  medical  officer  on  the  one  hand,  and 
the  Inspector  of  the  district  and  the  Poor  Law  Board  on  the  other,  for  inti- 
mations of  deficiency  and  suggestions  as  to  the  remedy. 

It  is  not  possible  for  me  to  know  how  far  the  medical  officers  have  been 
consulted  by  the  guardians,  or  with  what  urgency  they  have  pressed  their 
recommendations,  but  as  the  important  subject  of  ventilation  has  practically 
slumbered,  and  in  some  wards  is  nearly  as  bad  as  it  can  be,  as  the  system  of 
nursing  is  only  now  fairly  under  consideration,  as  dietaries  of  all  values  and 
varieties  exist  in  the  metropolitan  workhouses,  and  none  have  been  specially 
recommended  to  the  guardians,  as  the  arrangements  of  the  Poor  Law  Board  in 
reference  to  cubical  space  are  so  generally  disregarded,  and  as  defects  and 
abuses  have  long  existed,  it  cannot  be  denied  that  the  inspection  has  been  in  s^ 
great  degree  ineffectual,  and  that  much  remains  for  the  action  of  the  Poor 
Law  Board. 

The  correction  of  the  evils  of  ventilation,  which  are  now  so  urgent,  might  be 
effected  within  a  few  months,  and  the  proper  course  would  be  for  a  competent 
officer  of  the  Poor  Law  Board  to  meet  the  visiting  committee  of  the  guardians 
at  each  workhouse,  and  point  out  the  precise  remedy  required  in  each  ward, 
and  obtain  the  sanction  of  the  Board  of  Guardians  to  its  immediate  adoption. 

The  cubical  and  floor  space  having  now  been  officially  ascertained,  the  Board 
should,  by  order,  fix  the  number  of  beds  to  be  placed  in  each  ward,  and  the 
guardians  should  paint  the  number  upon  the  door  of  the  ward.  But  before 
this  can  be  effected,  it  will  be  needful  for  the  inspector  to  again  visit  each  work* 
house  and  determine  the  proper  number,  having  regard  to  the  arrangement 
of  the  rooms  in  reference  to  fire-places,  doors,  and  gangways.  The  numbers 
which  I  have  mentioned  in  the  Special  Reports  are  only  approximative. 

An  uniform  system  of  dietary  might  readily  be  prepared  for  and  recom- 
mended by  the  Poor  Law  Board  for  the  consideration  of  the  guardians,  and 
fixed  by  order.  A  special  dietary  should  be  appointed  for  such  of  the  aged  and 
infirm  and  lunatics  as  may  be  permanently  placed  thereon  by  the  medical 
officer,  and  their  names  should  not  be  repeated  in  that  officer  s  bock. 

As 
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As  there  are  12  parishes  in  the  metropolis  which  administer  the  Poor  Law 
under  special  Acts  of  Parliament,  and  have  a  mode  of  election  of  guardians 
di£Fering  from  that  in  the  Poor  Law  Unions,  it  is  desirable,  for  the  common 
good,  that  their  special  privileges  should  merge  into  the  general  laws  which 
are  administered  by  the  Poor  Law  Board. 

Conclusions. 

Having  now  considered  in  detail  the  various  subjects  connected  with  this 
inquir}',  it  only  remains  for  me  to  sum  up  the  chief  results  in  a  general  manner. 


Part  III. 
Govern  MB>'T 

AND 

Supervision  of 

THE  WoilKHOUSES, 

Conclusions. 


1.  As  to  the  Buildings. 

The  sites  of  the  workhouses  are  in  all  cases  as  healthful  as  the  sun'ounding 
localities ;  and,  with  the  exception  of  those  lying  upon  the  level  of  the  river, 
they  are  all  that  could  be  desired. 

The  drainage  and  water  supply  are  almost  universally  good. 

Of  the  older  workhouses,  tho  e  at  Clerkenwell  and  St.  George-the  Martyr, 
and  the  main  buildings  (not  the  infirmaries)  at  St.  Giles  and  Kotherhithe  should 
be  taken  down. 

It  has  already  been  determined  to  remove  the  Islington,  St.  Martin's,  and 
the  Strand  workhouses.  When  material  changes  are  to  be  made  in  the  work- 
houses at  Poplar,  Lambeth,  Bermondsey,  Holborn,  and  St.  Luke's,  it  may  be 
advisable  to  reconstruct  and  perhaps  to  remove  them. 

Of  the  newer  workhouses,  it  is  intended  to  build  a  new  infirmary  at  Green- 
wich, and  material  changes  in  the  construction  of  the  Hackney  and  St. 
Margaret's  workhouses  will  be  necessary. 

There  are  one  or  more  wards  in  19  workhouses  which  are  unfit  for  the  use  of 
the  sick. 

The  size  and  general  arrangements  of  the  wards  are  in  general  good,  but 
the  wards  in  the  detached  infirmaries  are  in  general  smaller  and  less  suitable 
than  those  in  the  body  of  the  workhouses. 

The  water-closet,  lavatory,  and  bathing  accommodation  is  good  in  many,  but 
deficit-nt  in  other  workhouses,  and  may  be  readily  improved.  The  supply 
of  hot  water  to  the  diflferent  parts  of  the  workhouse  is  also  very  frequently 
deficient,  as  is  also  that  of  cold  water  on  Mondays. 

I'rom  the  construction  of  many  workhouses  too  little  light  is  admitted  into 
the  corridors,  and  through  the  corridor  walls  into  the  wards,  as  also  through  the 
outer  walls,  all  of  which  may  be  remedied. 

The  ventilation  is  all  but  universally  defective,  whether  in  the  new  or  the  old 
workhouses,  and  demands  immediate  attention.  It  may  be  made  good  in  the 
course  of  a  few  months. 

The  cubic  and  floor  space  required  by  the  Poor  Law  Board  is  not  allowed  in 
some  wards  of  all  except  four  or  five  workhouses.  This  is  more  particularly 
found  in  the  Strand,  Clerkenwell,  and  Greenwich  workhouses,  and  is  there 
almost  universal. 

The  Poor  Law  Board  should  by  order  fix  the  nuniber  of  beds  which  should 
be  placed  in  each  ward. 

The  minimum  floor  space  to  be  required  for  each  bed  is  6  feet  by  9  feet,  or 
6  feet  by  10  feet,  or  from  54  to  60  superficial  feet,  and  the  height  of  the  room 
should  be  from  1 0  to  12  feet.  The  space  between  the  beds  should  not  be  less  than 
three  feet.  We  have  found,  by  experiment,  that  500  cubic  feet  in  a  well  ven- 
tilated room  is  suflBcient  for  health,  and  that  no  ward,  having  that  capacity, 
need  have  more  than  0046  per  cent,  of  carbonic  acid  in  the  air  by  day,  and 
0*050  to  0  075  per  cent,  by  night.  The  essence  of  the  question  is  the  ventila- 
tion, which  may  and  must  be  rendered  good. 

Hence,  in  fixing  the  number  of  beds  to  be  placed  in  each  room,  each  and  all 
of  the  following  regulations  should  be  observed: — 

1st.  That  not  less  than  500  cubic  feet  be  allowed. 

2d.  That  not  less  than  3  feet  between  each  bed  be  allowed. 

3d.  That  not  less  than  from  54  to  60  superficial  feet  be  allowed. 

As  the  wards  are  usually  from  10  to  12  feet  in  height,  and  some  of  them 
nearly  30  feet  in  width,  the  usual  cubic  space  will  exceed  the  minimum. 
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Part  III.  More  space  is  required  in  the  large  majority  of  workhouses.     In  about  half 

GoYERNMENT      of  them  there  is  plenty  of  land  upon  ivhieh  to  bxiild.     Some  are  about  to  b* 
^^^  removed  to  larger  sites,  others  must  be  pulled  down,  and  a  few  remain,  <rf 

[E  WorThousbs.  ^^^^^  *he  guardians  must  determine  whether  they  have  sufficient  land  or  not. 

Re-arrangement  of  the  different  parts  of  worldiouses  is  necessary.    As  the 

Conclusion$.  number  of  able-bodied  inmates  is  small,  except  in  a  few  workhouses,  and  as  the 
children,  fever,  and  small-pox  cases,  venereal  cases,  and  noisy  and  dangerous 
lunatics,  are  practically  not  retained,  the  workhouse  is  required  almost  exclu- 
sively for  the  aged  and  infirm  (particularly  for  women),  with  the  sick  arising  from 
them  and  from  other  sources.  Hence,  the  whole  of  the  main  building  should 
be  given  up  to  those  two  classes,  whilst  the  able-bodied,  lunatics,  and  the  few 
cases  of  disease  requiring  separation,  should  be  placed  in  other  buildings. 

The  body  of  the  workhouse,  rather  than  the  infirmary  building,  should  be 
enlarged,  and  as  these  institutions  are  really  asylums,  and  are  neither  work- 
houses nor  hospitals,  it  would  be  more  correct  to  designate  them  "  Parochial 
Asylums." 

Cleanliness  is  almost  universal,  and  is  usually  very  remarkable.  The  beds 
6nd  bedding  are  generally  good. 

A  large  proportion  of  the  workhouses  are  deficient  in  articles  of  furniture, 
which  may  be  readily  supplied. 

It  may  be  needfid  for  the  Legislature  to  confer  larger  borrowing  powers 
upon  the  Guardians. 

2.  As  to  the  Medical  Care  of  the  Aged  and  Infirm^  and  Sick. 

Paupers  should  be  employed  only  as  servants  and  in  subordinate  capacities. 
There  are  now  paid  non-pauper  nurses  in  all  the  workhouses  except  three  or 
four.  Their  number  is  upwards  of  130,  and  it  should  be  immediately  doubled. 
1  his  the  guardians  may  readily  effect. 

ITie  medical  attendance  upon  the  sick  is  generally  good,  but  a  re- 
arrangement of  the  mode  in  which  the  medical  officer  performs  his  duties  is 
necessary,  with  a  view  to  the  devotion  of  more  time  to  them.  The  medical 
officers  should  act  more  generally  as  sanitary  officers,  and  their  recommen- 
dations of  every  kind  should  be  in  writing.  The  time  required  to  keep 
the  books  of  the  medical  officer  should  be  lessened  by  placing  on  a 
separate  list  all  those  aged  and  infirm,  and  imbeciles,  who  may  be  permanently 
placed  upon  a  special  dietary,  and  the  list  of  the  medical  officer  should  in 
future  contain  only  those  who  are  really  sick. 

The  guardians  should  provide  all  drugs  and  dispensers. 

The  salaries  of  the  medical  officers  should  be  almost  universally  increased, 
and,  if  possible,  an  approach  to  an  uniform  system  of  payment  should  be 
devised. 

Their  orders  for  medical  extras  and  appliances  are  universally  allowed  by  the 
guardians,  and  they  alone  should  be  held  responsible  for  their  sufficiency. 

3.  The  Government  and  Supervision  of  the  Workhouse. 

Some  change  is  desirable  in  the  constitution  of  the  Board  of  Guardians,  as 
by  extending  the  period  of  service  of  the  elected  guardians. 

The  master,  matron,  and  medical  officer  should  have  a  deeper  sense  of  their 
responsibility  to  the  Poor  Law  Board,  and  of  the  two  former,  some  have  well 
earned,  and  should  now  receive  a  superannuation  allowance. 

All  parishes  and  unions,  wheth^  with  or  without  Local  Acts,  should  be 
brought  equally  under  the  direction  of  the  Poor  Law  Board. 

The  present  amount  of  inspection,  whether  by  the  Visiting  Committee  of 
Guardians,  or  by  the  Poor  Law  Board,  is  liot  isuffident,  and  the  system  is  im- 
perfect. More  than  one  inspector  of  the  Poor  Law  Board  should  be  appointed 
for  the  district,  and,  after  the  example  of  tiie  Lunacy  Commissioners,  they 
should  have  special  and  difiierent  professional  qualifications.  The  Chairman  of 
the  Board  of  Guardians  should  be  a  chief  member  of  the  visiting  committee, 
and  bear  a  large  share  of  the  responsibility  of  the  office.  Under  efficient 
visitation  and  inspection,  I  do  not  doubt  that  many  of  the  present  evils  would 
be  removed. 

General  instructions  in  reference  to  the  plan  of  construction,  ventilation, 
size  of  rooms,  &c.,  of  workhouses,  should  be  prepared  and  issued  by  the  P>oor 
Law  Board. 

An 


Digitized  by 


Google 


WORKHOUSE  INFIRMARIES  AND  SICK  WARDS. 


71 


An  uniform  dietary  should  be  prepared  by  the  Poor  Law  Board,  and  a  special 
dietary  be  provided  for  the  aged  and  infirm. 

One  word  is  yet  necessary,  in  order  that  a  just  inference  may  be  drawn  from 
this  inquiry. 

Many  expressions  which  have  been  used  have  necessarily  a  relative  meaning, 
and  do  not  convey  the  same  idea  to  all  persons.  Thus,  the  expression  **  defi- 
ciency," in  reference  to  furniture,  and  medical  and  general  superintendence  is 
indefinite,  and  will  doubtless  convey  different  meanings  to  different  readers. 

It  is  also  necessary,  to  a  just  conclusion,  to  distinguish  between  those  matters 
wliich  are  essential  to  the  proper  care  of  the  inmates,  as,  for  example,  food, 
housing,  and  medical  attendance,  which  are  usually  good,  and  those  which  are 
incidental,  as  various  articles  of  furniture  which  are  often  deficient ;  and  it 
must  not  be  denied  that  in  insiitutions  which,  except  to  the  sick,  should  have 
somewhat  of  a  deterrent  character,  difference  of  opinion^  within  narrow  limits, 
may  be  reasonably  held  as  to  the  extent  to  which  comforts  and  luxuries,  not 
found  in  the  houses  of  that  class  of  persons,  should  be  supplied. 

Further,  it  is  needful  to  bear  in  mind  that  the  poor  have  been  accustomed 
to  old  and  low  buildings,  to  deficient  light  and  air,  and  to  the  absence  of  many 
articles  which,  to  a  higher  class,  would  be  regarded  as  necessary :  and  it  is  a 
fact  which  may  not  be  disputed,  that  in  general  they  do  not  like  the  new 
buildings,  the  large  and  lofty  rooms,  the  bright  light,  the  ventilation,  the  rigid 
cleanliness,  and  the  order  which  are  found  in  most  workhouses,  and  that  they 
are  very  indifferent  to  the  question  of  number  of  towels,  combs,  brushes, 
and  various  appliances  which  we  have  recommended 

That  defects  have  existed  in  an  organization  which  comprehends  so  many 
large  institutions  for  the  reception  of  the  lowest,  and,  in  many  cases,  the  most 
depraved  class  of  the  community,  and  managed  by  unpaid  persons,  and  en  the 
avowed  system  of  economy,  is  scarcely  matter  for  wonder,  and  particularly 
when  it  is  recollected  that  the  system  and  many  of  the  institutions  are  of 
ancient  date,  and  require  constant  changes  in  order  to  keep  pace  with  the 
rapidly  advancing  views  of  the  age.  Defects  and  abuses,  more  or  less  grave, 
exist  in  other  institutions  of  an  analogous  nature,  whether  hospitals  or  prisons,, 
and  even  in  organizations  administered  by  paid  agency,  and  under  the  imme- 
diate direction  of  the  Officers  of  the  State,  and  they  cannot  be  wanting  in  some 
of  the  700  workhouses  which  constitute  the  largest  civil  organization  in  the 
kingdom,  and  which  deals  with  an  exceptional  class  of  persons. 

But,  admitting  the  existence  of  many  defects,  as  we  esteem  them,  no  one 
can  be  familiar  with  the  houses  of  the  lowest  class  of  the  poor  in  town  and 
country  (as  it  was  my  duty  to  be  when  instituting  inquiries  into  the  dietary  of 
the  working  classes  in  every  county  in  England,  under  the  direction  of  the  Privy 
Council)  with  the  poverty,  misery,  and  immorality  which  too  frequently  prevail 
there,  and  can  walk  through  these  great  institutions  without  appreciating  the 
fact  that  the  inmates  are  better  fed,  better  clad,  better  housed,  and  better  cared 
for  than  they  were  before  their  admission,  and  better  than  the  great  mass  of 
the  working  classes  who  earn  their  own  living  and  constitute  the  wealth  of  the 
country,  little  is  left  now  but  the  restriction  to  the  building,  the  submission 
of  their  own  will  to  that  of  others,  and  certain  distinguishing  marks,  as  that  of 
clothing,  to  render  the  workhouse  undesirable  to  those  whose  sense  of  self 
respect  and  independence  is  not  strong.  On  the  whole,  it  may  not  be  doubted 
whether  any  destitute  poor  are  cared  for  as  well  as  those  of  this  country,  and 
whether  the  Poor  Law  Administration,  with  all  its  defects,  is  not  highly  credi- 
table to  our  nation ;  and,  if  we  would  arrive  at  a  sound  conclusion  in  reference 
to  this  inquiry,  we  must  admit  the  many  advantages  of  our  workhouses,  whilst 
we  point  out  defects  which  demand  a  remedy. 

I  have,  &c. 

(signed)         Edward  Smithy  m.d.,  f.r.s.. 
Medical  Officer  to  the  Poor  Law  Board, 
To  the  Poor  Law  Board,  and  Poor  Law  Inspector. 

Whitehall. 
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APPENDIX. 

[Note, —  The  Recommendations  which  are  made  in  this  A 
connection  with  the  corresponding  parts  of  the 

No  1. 
LAMBETH. 


\ix  should  be  read  in 


Wb  visited  the  Lambeth  workhouse  on  the  4th  April  1666,  and  were  accompanied 
throughout  by  the  medical  officer  and  nurses. 

The  situation  of  this  workhouse,  being  on  the  south  side  of  the   Thames,  is  low 
and    flat«      The  drains,  as  we  were  informed,   are  frequently  out  of  repair,   and    the  . 
system  of  drainage  defective ;  but  we  did  not  perceive  any  drain-smells,  neither  did  we 
hear  that  any  such  existed  at  any  time,  except  when  the  drains  were  under  process  of 
repair ;  and  in  the  case  of  one  or  two  of  the  sinks. 

There  are  two  large  yards,  situated  between  the  win^s  of  the  building,  and  separated 
from  each  other  by  a  central  block  of  buildings.  There  is  a  portion  of  one  of  them  railed 
off  for  the  use  of  t\\e  imbeciles;  and  there  ai'e  very  small  yards  attached  to  the  lying-in 
ward,  and  the  mens'  foul  ward. 

The  infirmary  wards  of  this  workhouse  are  25  in  number,  and  contain  467  beds.  A  ma- 
jority of  them  are  placed  in  wings  connected  with  the  main  building,  whilst  others  adjoin 
tlie  wards  of  the  ordinary  inmates. 

Seventeen  are  occupied  by  women,  and  of  these  two  are  devoted  to  foul  cases  (one  for 
sypMlis,  and  one  for  scabies,  &c.),  one  to  cases  with  bad  legs,  five  to  the  aged  and  infirm,  two 
to  the  bed-ridden,  one  to  lying-in  cases,  one  to  convalescent  lying-in  cases,  and  to  very  young 
children,  one  to  chronic  cases,  and  one  to  accute  cases,  and  two  to  imbeciles  and  lunatics. 

Eight  are  occupied  by  men ;  and  of  these,  one  is  devoted  to  foul  cases  of  a  mixed 
character,  one  to  cases  with  bad  legs,  one  to  chronic  cases,  one  to  acute  cases,  one  to  cases 
of  ordinary  character,  one  to  convalescents,vOne  to  bed-ridden,  and  one  to  lunatics  and  idiots. 

There  are  not  any  fever  or  infectious  wards,  since  cases  of  that  class  are  sent  to  special 
hospitals. 

Ifaere  are  not  any  day-rooms  apart  from  the  dormitories. 

The  size  and  ciiniensions  of  the  several  rooms,  and  the  number  of  beds  now  found  in  them,  Siseand  genenl 
as  well  as  the  number  recommended  by  the  medical  officer,  are  as  follow :  character. 


No.  of 
Ward, 

C198S  of  Inmatef , 

NDint)er* 

Number  of  Bedi 

or  Purpose 

Length. 

Breadth. 

Height 

of 

by  the 

to  which  Appropriated. 

1 

Beds. 

Medical  Officer. 

Ft 

in. 

Ft. 

m. 

Ft. 

in. 

10 

Women's  foul  ward  - 

32 

0 

24 

8 

8 

8 

15 

14 

22 

Women's  infirm  ward 

32 

10 

28 

9 

8 

9 

16 

14 

28 

Ditto    -    ditto 

32 

0 

24 

0 

8 

10 

15 

14 

24 

Ditto    -    ditto 

26 

9 

20 

0 

18 

0 

11 

11 

26 

Lying-in  ward- 

85 

0 

19 

8 

10 

9 

11 

11 

28 

Women'tj  convalescent 
ward,  and  occasion- 

36 

0 

21 

3 

8 

®  1 

10  double  - 

14  adults. 
20  adults  and 
children. 

ally  a  nursery. 

1  single    - 

^^mm  AAV^A  ^/aA9 

24  children. 

29 

Women's  bad  leg  ward 

86 

0 

20 

9 

8 

8 

17 

13 

30 

Women's  infirm  ward 

36 

0 

21 

0 

8 

0 

16 

12 

31 

Ditto    -    ditto 

36 

0 

21 

5 

8 

0 

17 

12 

32 

Women's    bedridden 
ward. 

85 

8 

20 

0 

7 

0 

15 

10 

38 

Ditto    -    ditto 

86 

0 

20 

0 

7 

0 

16 

10 

34 

Women's  casual  ward 

. 

. 

_ 

. 

— 

— - 

35 

Women's  foul  ward  - 

80 

0 

17 

6 

9 

'{ 

10  single     1 

10 

2  double    J 

36 

Women's  insane  ward 

30 

5 

17 

9 

9 

9 

12 

11 

37 

Ditto     -    ditto 

66 

6 

29 

9 

10 

3 

38 

82 

88 

Women's  bad  leg  ward 

54 

0 

28 

0 

11 

6 

83 

38 

3U 

Women's  sick  ward  - 

54 

0 

28 

0 

17 

0 

81 

81 

10 

Male  foal  ward 

29 

7 

15 

6 

11 

6 

10 

10 

4 

Male  insane  ward  (in 
two  divisions,  No.  1 
and  No.  2). 

59 

7 

19 

10 

11 

6 

25 

25 

11 

Male  fever  ward  t     - 

32 

0 

29 

7 

18 

0 

14 

14 

o 

Male  convalescentvvard 

69 

9 

19 

9 

11 

8 

26 

24 

6 

Male  infirm  ward 

46 

6 

28 

2 

11 

6 

80 

29 

7 

Male  bad  leg  ward  - 

59 

8 

20 

0 

15 

3 

24 

24 

8 

Male  sick  ward 

47 

3 

27 

10 

10 

9 

26 

26 

8J 

Male  bedridden  ward 

47 

0 

28 

0 

18 

0 

81 

80 

*  These  somedmes  Tsry  with  the  season  of  the  year,  both  io  this  and  in  otiier  workhouses. 

t  It  must  not  be  inferred,  whether  in  this  or  in  other  workhouses,  that  the  designations  which  are  given  in  the  tablet 
necessarily  indicate  the  present  use  of  the  wards  ;  but  only  that  tlie  wards  are  known  in  the  workhouse  by  those  designa- 
tions. In  numerous  instances,  and  particularly  in  reference  to  the  fever  wards,  they  have  retained  the  name,  whilst 
devoted  to  another  class  of  cases  ;  and,  for  various  reasons,  the  class  which  occupy  them  is  somcliuics  changed. 

372.  K.  Thus 
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*  Assaming  height 
atl2£Det. 


Thus  it  appearsy  that  in  14  wards,  the  actual  number  of  beds  in  excess  of  the  medical 
officer's  estimate  (an  estimate  generally  based  upon  the  allowance  of  600  cubic  feet  to  each 
adult),  is  36 ;  and  of  these,  24  are  found  in  five  women's  wards,  viz. : — Nos.  29,  30,  31,  32, 
and  33,  devoted  to  bed-ridden,  aged  and  infirm,  and  cases  ot  bad  legd.  Two  of  these  wards, 
moreover,  contain  12  double  beds,  as  at  present  used. 

The  floor  space  and  cubical  space  allowed  to  each  bed  (including  the  bedstead  and  other 
furniture),  are  as  follow  : 


No.  of 
Wafd. 


10 
22 

23 
24 
26 
28 

29 
30 
31 
32 
33 
34 
35 
86 
37 
38 
39 
10 

4 
11 

5 

6 

7 

8 

8J 


Citms  of  Inmates,  or  Pnrpote  to  which  Appropriated. 


Women's  foul  ward 

Women's  infirm  ward        ------ 

Ditto    -    ditto  

Ditto    -    ditto  

Lying-in  ward  -        - 

Women's    convalescent    ward,    and    occasionally    af 
nursery.                                                                       \ 
Women's  bad-leg  ward      -.-..- 
Women's  infirm  ward 

Ditto    .    ditto  

Women's  bedridden  ward 

Ditto    -    .    ditto 

Women's  casual  ward 

Women's  foul  ward  ------- 

Women's  insane  ward        ------ 

Ditto    -    ditto  

Women's  bad-leg  ward 

Women's  sick  ward  -        - 

Male  foul  ward  -.---.- 
Male  insane  ward  (in  two  divisions,  No.  1  and  No.  2) 
Male  fever  ward  -----.- 
Male  convalescent  ward  ---*-. 
Male  infirm  ward     ------- 

Male  bad-leg  ward 

Male  sick  ward  ..--••. 
Male  bedridden  ward        ...  .        - 


Floor  Space 

allowed 

to  each  Person. 


Sup.  feet* 

52 
49 
61 
49 
63 
9  as  to  beds 
86  as  to  persons* 
44 
47 
45 
48 
45 


45 
60 
46 
49 
46 
47 
68 
45 
44 
50 
51 
42 


Cabical  Space 

allowed 
to  each  Perwn. 


Cub.  feet. 

448 
426 
452 
632 
673 
603  as  to  beds. 
816a8  to  persons.* 
381 
378 
363 
333 
315 


438 

614 

5-27 

829 

527 

514 

879 

530 

480 

609» 

544 

552 


^  Some  are  in&nts. 

The  size  and  general  character  of  the  wards  are,  with  some  exceptions,  fairly  good.  Tmo 
wards,  placed  at  the  top  of  the  workhouse,  are  so  low  as  seven  feet ;  and  several  others  are 
between  eight  and  nine  feet  in  height;  but  the  sick  wards  proper  vary  from  about  10  feet 
to  16  ieet. 

The  rooms  generally  are  of  good  s'>ze  and  form,  with  right  angles,  and  without  projections. 
There  are  windows  on  both  sides,  and  the  wards  generally  look  light  and  airy. 

The  floor  space  and  cubical •  space  vary  very  much;  the  former  varies  from  42  to  68 
feet,  and  the  latter  from  315  to  879  cubic  ^et. 

The  largest  floor  space  is  in  the  fever  and  lying-in  wards,  and  the  largest  cubical  space  in 
the  male  tever  ward^f  The  least  cubical  space  is  found  in  low  wards,  occupied  by  the 
infirm  women,  and  in  five  of  these  it  is  less  than  400  feet.  No  less  than  10  wards  have 
a  less  cubical  space  than  is  required  by  the  Poor  Law  Board. 

The  exceptions  to  the  general  character  of  the  wards  are  as  follows : — 

1.  A  few,  viz.  Nos.  38,  39,  6  and  8,  aie  so  wide  as  to  require  that  a  middle  row  of  beds 
shall  go  down  the  room.  These  beds  are  not  objected  to  by  their  occupants,  but  they 
occupy  the  space  where  long  tables  should  be  placed  on  which  the  inmates  should  take 
their  food.  They  crowd  the  room  and  le^^sen  the  appearance  of  comfort,  and  when  occu- 
pied by  day,  the  occupants  are  liable  to  take  cold.  Hence  those  persons  are  placed  there, 
if  possible,  who  are  able  to  get  up  during  the  day. 

This  is,  however,  an  objection  of  only  limited  import. 

2.  No.  19  has  windows  only  on  one  side,  and  is  tnerefore  less  light  than  others,  but  yet 
it  is  a  good  room. 

No.  35  is  exceedingly  dark,  and  if  fitted  at  all  for  a  ward,  is  only  so  for  ophthalmic  cases. 
There  is  only  one  window  besides  large  pieces  of  dass  in  tlie  door,  and  both  are  at  the  ends 
of  the  room.  The  medical  officer  stated  that  the  mmates  generally  liked  it,  it  being  cool  in 
summer  and  warm  in  winter;  that  he  did  not  dislike  it,  although  he  would  prefer  one  of 
the  best  wards ;  and  that  he  found  it  sometimes  useful  in  cases  of  diseases  of  the  eye.  He 
ci  nsidered  that  the  cases  did  well  in  it. 

Nos.  36  and  37  are  dark,  having  windows  only  at  the  end,  or  on  one  side.  The  latter  is 
a  very  large  room,  and  both  are  very  dull  and  unattractive.  There  is  a  small  room  attached 
to  No.  36,  in  which  cases,  who  are  temporarily  violent,  are  placed  in  restraint,  but  it  is  not 
padded. 

t  The  fever  wards  are  uot  now  used  for  fever  cases. 
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Bedding  and  fiimi- 
ture. 


No.  10  is  also  dull,  and  i-endered  more  so  by  the  windows  lieing  protected  by  latticing 
nnd  by  cioihes  which  hang  to  dry  in  the  small  yard  adjoining  it. 

The  beddia^  throughoHt  the  house  is  good.  There  are  iron  bedsteads  of  the  proper 
length,  some  i»i  which  have  sacking,  and  others  iron  laths.  The  beds  are  of  flock,  suffi- 
ciently filled.  There  are  mattresses  in  a  few  cases.  The  sheets  and  blankets  are  good  and 
sufficient.  The  ru<^8  aie  good,  but  look  old  and  not  attractive.  With  the  exception  of 
women  with  children,  each  bed  is  occupied  by  one  person  only. 

1'here  are,  in  most  of  the  wards,  benches  with  backs  and  cushions,  but  in  a  few  only 
forms  are  provided.     Some  arm  ckairs  are  found  in  the  different  rooms. 

There  are  deal  tables  «pon  which  the  meals  are  eaten  tuid  the  medicines  arranged ;  and 
in  some  wards  there  are  cupboards  in  which  to  place  the  crockery,  but  in  a  majority  of  the 
rooms  those  articles  are  placed  upon  a  table  or  shelves. 

There  is  always  a  night-stool,  with  a  moveable  pan,  in  every  ward« 

Water^losets  are  provided  on  each  landing  in  the  west  block  of  buildingfs,  and  in  some 
of  the  rooms,  or  in  some  of  the  lobbies  in  other  places.  There  is  not  a  separate  one  for 
the  use  of  the  syphilitic  women. 

There  are  scarcely  any  lavatories,  but  the  inmates  wash  in  the-  r<iom  upon  the  tables  in 
clean^ooking  tinned-iron  basins.  Round  towels  are  provided  for  the  inmaies  three  times 
a  week  in  No.  39,  and  many  have  their  own  towels.  Soap  is  supplied  to  them,  nnd  when 
it  has  beeu  used  another  supply  can  be  obtained. 

There  are  exceedingly  few  wards  in  which  are  any  prTnts,  but  in  several  there  are  a  few 
periodicals,  and  in  all  there  are  some  books. 

There  are  portable  baths. 
.  The  whole  of  the  wards,  floors,  tables,  linen,  beds,  furniture  and  ulensils,  are  exceedingly  Cleanliness 
•clean;  even  in  tke  lying-in  wards  the  beds  are  without  stain,  and  are  properly  protected %v 
Macldntosh  sheeting.  One  clean  sheet  is  supplied  weekly.  There  are  separate  urinals  to  each 
bed.  In  some  instances  the  inmates  have  accumulated  clothes  and  other  articles  under 
the  bedding.  Choride  of  lime  is  kept  in  all  the  wards  ;  and  waste  paper  is  found  for  the 
inmates.    There  is  a  deficiency  of  water  in  the  cistern  in  the  west  block  of  buildings. 

The  system  of  ventilation  is  moderately  good.  Besides  the  windows  and  open  fireplaces,  Ventilattcm 
there  are  large  ventilators  placed  in  the  waUs  near  to  the  roof  in  the  ceiling,  and  in  the  floor 
communicating  with  the  outer  air  through  the  outer  walls.  Those  in  the  walls  have 
protection  on  Uie  outer  side  by  largely  perforated  sheet  iron,  but  in  the  inside  there  is  only 
a  shutter,  and  in  the  winter  time  it  is  kept  closed  and  almost  entirely  prevents  the  entrance 
of  air.  There  is  a  good  current  of  air  pouting  through  the  ventilators  in  the  floor  and  in 
the  ceiliBg,  and  for  the  most  pait  those  ventilators  remain  open.  The  staircases  are  large, 
and  might  be  made  even  more  useful  than  at  present  for  the  purpose  of  ventilation. 

Nearly  all  the  rooms  were  sweet  and  well  ventilated  during  the  day ;  and  tke  exceptions 
were  as  fellow : — 

In  No.  29  there  was  a  somewhat  sour  smell  from  the  poultices.  In  No.  4  tkere  was  an 
urinary  smell  in  some  degree.  In  No.  8  the  air  was  less  pnre.  In  tke  little  room  attached 
to  No.  36  there  was  no  ventilator,  and  the  room  was  close.  In  No.  37  the  ventilation  was 
from  one  side  only.  Ia  No.  38  the  air  was  good  ;  but  in  summer-time  there  are  said  to  be 
very  oHensive  smells  from  the  dead-house,  dust  bins,  stables,  rag  room,  and  swill  tub,  which 
are  placed  underneath  it.  In  No.  10  the  air  was  not  quite  fresh.  In  No.  8|  there  was  an 
urinary  smell,  in  some  deg^ree,  and  the  ventilators  were  partially  covered  by  boxes. 

There  are  only  three  paid  nurses  on  the  female  side,  one  of  whom  devotes  her  time  en-  Korsing. 
tirely  to  the  lunatics,  and  the  other  two  (one  an  under  nurse),  have  charge  of  about  260  cases, 
including  midwifery  cases  to  the  number  of  about  180  to  200  yearly,  "There  are  in  addition 
always  one  day  nurse,  and  two  helpers  to  each  ward,  all  of  whom  are  unpaid  except  that 
they  are  allowed  meat  dinners  daily,  and  have  beer  or  gin.  There  is  also  an  unpaia  night 
nurse  to  each  ward,  or  to  two  or  three  communicating  wards.  The  lying-in  ward  is  espe- 
cially under  the  care  of  the  chief  paid  nur^e,  and  the  ward  with  acute  cases  under  that  of 
her  paid  assistant. 

The  dispenser  supermtends  the  nursing  on  the  male  side,  and  states  that  he  has  more 
than  he<:an  properly  do.  There  are  no  paid  nurses  on  that  side.  A  male  pauper  nurse, 
with  suflicient  helpers,  «re  attached  to  each  of  the  wards.  There  are  no  women  nurses 
there. 

Of  the  unpaid  nurses,  a  very  large  proportion  cannot  read  writing,  so  as  to  read  the 
directions  upon  the  bed  cards,  or  upon  the  medicine  bottles.  In  seeking  to  ascertain  how 
«uch  persons  could  administer  the  medicines  properly,  we  learnt : 

1.  That  a  certain  number  of  medicines  are  kept  ip  the  wards,  which  are  known  to  the 
nurses  by  the  smell,  appearance,  or  particular  bottle.  Such  are  aperient  medicines,  bark 
medicine,  chest  medicine,  and  anodyne  medicines.  No  label  was  found  upon  those  in  the 
women's  waid,  but  there  was  one  in  the  men's  ward,  and  the  dose  of  each  is  an  uniform 
one.  The  unpaid  nurse  receives  verbal  instructions  from  the  paid  nurse,  or  the  medical 
officer,  as  to  the  persons  to  whom  the  medicine  is  to  be  given. 

^  When  special  medicines  are  ordered  for  particular  cases,  ceitaiA  forms  are  kept  ready 
prepared,  and  have  n  designation  which  is  written  in  English  upon  the  bed  card.  The 
directions  «re  placed  upon  the  bottles.  In  these  cases,  the  paid  nurse  directs  the  unpaid  to 
give  the  medicine  to  the  particular  case,  or  the  unpaid  nurse  seeks  the  Aid  of  an  inmate 
who  can  read. 

The  medical  officer  did  not  in  the  least  defend  this  arrangement;  hut,  stating  that  nH, 
372,  L  medicine 
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medicine  bottles  should  be  labelled,  said  that  no  evil  had  resulted  from  the  defect  The  paid 
nurse  also  stated  that  she  had  not  known  an  error  to  occur. 

In  some  instances^  the  nurse  did  not  actually  measure  the  dose  of  medicine  in  the  table- 
spoon,  but  guessed  it  in  the  glass. 

There  is  one  medical  officer  upon  whom  the  medical  care  of  the  sick  solely  devolves. 
He  resides  out  of  the  workhouse,  and  devotes  about  two-thirds  of  his  whole  time  to  the 
duties  of  his  office.  The  salary  is  300/.  per  year,  and  a  further  sum  of  20/.  to  SO  I.  per 
year  is  received  as  extras. 

A  dispenser  and  all  the  drugs  used  in  the  workhouse,  are  provided  and  paid  for  by  the 
guardians.  The  medical  officer  informed  us  that  whatever  he  ordered  for  particular  cases, 
as  diet  or  comforts,  were  supplied ;  but  that  a  general  recommendation  of  his  to  the  efftct 
that  one  roast-meat  dinner  should  be  provided  for  the  sick,  weekly,  after  having  been  at 
first  acceded  to,  was  ultimately  disregarded. 

He  also  stated  that  there  were  sufficient  medical  appliances  in  the  workhouse,  and  that 
whatever  he  asked  for  was  provided. 

In  his  opinion  the  workhouse  is  always  so  nearly  full,  that  practically  there  is  no  margin 
for  seasons  of  presi^ure,  and  that  more  room  is  requisite.  The  accommodation  for  lying-in 
cases  is  barely  sufficient  Room  is  required  for  infectious  cases,  to  meet  the  occasions 
when,  contraiy  to  the  present  plan,  they  are  not  sent  to  the  hospitals.  More  accommo- 
dation is  needed  for  lunatics,  and  also  for  foul  cases.  The  airing  grounds  are  deficient,  and 
di«7  rooms  for  various  classes  of  convalescents  are  much  required.  A  bath  chair  is  required 
in  which  the  very  infirm  might  be  wheeled  about  the  yard. 

He  considered  that  the  wtiole  plan  of  nursing  required  revision,  with  a  view  to  an  increase 
of  the  paid  nurses,  and  the  selection  of  such  unpaid  nurses  as  were  young,  able,  and 
could  read. 

The  beds  should  be  at  least  three  feet  apart,  and  probably  600  cubic  feet  of  air  would  be 
quite  enough  for  each  inmate.  There  are  from  80  to  90  acute  cases  in  the  whole  work- 
house, very  many  of  whom  have  recently  been  casuals ;  and  there  is  quite  enough  employ- 
ment for  the  whole  time  of  a  medical  officer.    The  wards  are  swaet,  as  a  rule. 

The  following  are  the  suggestions  which  I  have  to  offi^r  in  reference  to  the  improvement 
of  the  arrangeuients  at  this  workhouse. 

1.  On  the  principles  which  I  have  already  laid  down,  and  having  special  regard  to  floor 
space,  the  number  of  beds  in  the  different  wards  should  be  as  follows  : — 


No.  of 

Cla«  of  Inmates, 

Number 

No.  of 

Class  of  Inmatei, 

Namber  . 

or 

of 

or 

of 

Ward. 

Purpose  to  which  Appropriated. 

Beds. 

Ward. 

Purpose  to  which  Appropriated. 

Beds. 

10 

Women's  foul  ward    - 

10  or  11 

86 

Women's  insane  ward  - 

t 

22 

Women's  infirm  ward 

10  or  11 

87 

Ditto    -    ditto 

23 

Ditto    -    ditto 

10  or  11 

88 

Women's  bad-leg  ward 

18 

24 

Ditto    -    ditto 

11  or  12 

30 

Women's  sick  ward    - 

18  or  241 

26 

Lying-in  ward    -        -        - 
Women's  convalescent  ward, 

10  or  11 

10 

Male  foul  ward  -        -        . 

8  or  9 

28 

10  or  12 

4 

Male  insane  ward  (in  two  di- 

and occasionally  a  nursery. 

visions,  No.  1  and  No.  2). 

29 

Women's  bad-leg  ward 

10  or  12 

11 

Male  fever  ward 

10  or  12 

80 

Women's  infirm  ward 

10 

5 

Male  convalescent  ward 

20 

31 

Ditto    -  ditto 

10 

6 

Male  infirm  ward 

16  or  22 

82 

Women's  bedridden  ward    - 

8  to  10 

7 

Male  bad-leg  ward 

20 

88 

Ditto    -    -    ditto    . 

8  to  10 

8 

Male  sick  ward  •        •        • 

16  or  22 

84 

Women's  casual  ward 

» 

H 

Male  bedridden  ward 

16  or  22 

86 

Women's  foul  ward    - 

8  to  10 

*  The  information  which  is  given  under  this  head  thioughout  all  the  Reports  was  supplied  by  the 
medical  officer. 

t  I  hare  not  in  any  of  the  returns  computed  the  proper  number  of  beds  to  be  placed  in  rooms  which  are 
occupied  by  childreD,  or  in  the  lunacy  wards  which  are  not  occupied  both  by  day  and  night,  as  well  as  in  a 
few  other  instances. 

^  Dependant  upon  whether  a  third  row  of  beds  maybe  properly  placed  there. 

2.  There  should  be  a  few  spare  wards  to  meet  periods  of  great  pressure. 

3.  There  should  be  convalescent  day  rooms ;  one  or  two  for  the  men,  and  one  or  two  for 
the  women,  one  for  lying-in  cases,  and  two  for  the  lunatics.  They  need  be  only  sufficiently 
large  to  comfortably  accommodate  those  sick  cases  who  are  able  to  leave  their  bed  rooms 
during  a  part  of  the  day.    They  should  be  fitted  up  with  comfort. 

4.  The  dead-house,  and  other  sources  of  offensive  smells,  should  be  removed  from  beneath 
the  ward  No.  38. 

6.  Wards  Nos.  35,  36,  and  37,  should  no  longer  be  used  as  dormitories,  but  modified  and 
appropriated  for  day  rooms,  or  some  other  useful  purposes.  Wards  Nos.  32  and  33  are 
unfit  tor  use  by  day  and  night,  and  should  be  raised  or  closed. 

6.  The  ventilators  throughout  the  workhouse  should  be  kept  open  night  and  day,  by 
removing  the  shutters  and  covering  the  openings  on  the  inner  side  with  finely  peiforated 
zinc.    The  wuidows  on  the  staircases  and  corridors  should  be  permanently  plugged  open  to 
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the  extent  of  one  inch,  or  the  upper  sash  should  be  pennanently  fixed  in  an  open  state,  and 
a  piece  of  perForated  zinc  three  inches  in  depth  placed  at  the  upper  part  to  cover  in  the 
opening.  No  reliance  should  be  placed  upon  the  windows  in  the  wards  for  night  ven- 
tilation. 

6|.  The  drainage  of  the  workhouse  should  be  rendered  satisfactory. 

7.  The  ventilation  of  the  wards  which  I  have  already  indicated  should  be  improved. 

8.  Fixed  baths  with  a  hot  and  cold  water  supply  should  be  furnished  in  sufficient 
numbers. 

9.  The  cistern  in  the  west  block,  and  all  other  cisterns,  should  be  large  enough  to  supply 
water  to  the  water-closets  and  lavatories  at  all  times. 

10.  More  lavatories  are  needed. 

11.  A  separate  water-closet  should  be  provided  for  the  use  of  the  syphilitic  cases ;  and  a 
few  other  closets  are  needed  in  different  parts  of  the  workhouse. 

12.  The  syphilitic  cases  should,  for  the  purposes  of  classification,  be  k^pt  apart  from  the 
otheri^,  aiid  it  would  be  well  to  send  as  many  as  possible  to  the  Lock  Hospital. 

13.  Proper  infectious  wards  should  be  provided  to  meet  cases  of  urgent  necessity. 
Scarlet  fever  cases  should  not  be  mixed  with  ordinaiy  sick  cases. 

14.  It  is  desirable  that  all  the  imbecile  cases  should  be  removed  from  this  workhouse, 
unless  more  and  better  accommodation  can  be  found  for  them. 

15.  It  would  be  better  if  a  larger  proportion  of  the  aged  and  infirm  cases  could  be  accom- 
modated on  the  ground  floor  or  first  floor,  so  as  to  enable  them  the  more  readily  to  go  into 
the  yard.    A  Bath  chair  should  he  provided  for  their  use. 

16.  Closets,  well  ventilated,  in  which  the  various  utensils  can  be  placed,  are  necessary. 

17.  ludiarubber  urinals  are  needed  for  the  use  of  some  of  the  imbeciles  and  old  men. 

18.  If  the  wire  guards  could  be  removed  from  the  windows  it  would  render  the  wards 
much  more  cheerful  and  light.     Some  of  the  windows  might  be  fastened  up  if  necessary. 

19.  Prints  for  the  walls,  illustrated  and  amusing  periodicals  and  books,  and  some  simple 
games,  as  dominoes  and  draughts,  are  needed. 

20.  I  question  if  the  lying-in  ward  Is  quite  appropriate,  and  more  space  is  needed  for 
that  class  of  cases. 

21.  Better  airing  ground  would  be  of  advantage,  although  separate  day  rooms  for  con- 
valescents will  in  a  degree  satisfy  this  requirement. 

21|.  Generally  speaking,  I  think  that  straw  mattresses  or  cocoa-fibre  matting  would  be 
useful  under  the  flock  beds,  where  the  iron  bedsteads  have  not  sacking. 

22.  There  should  be  paid  female  nurses  in  charge  of  both  male  and  female  cases,  with 
unpaid  helpers  attached  to  each  ward.  Probably  four  paid  day,  and  two  or  three  paid 
night  nurses,  would  suffice  for  the  women's  side ;  and  three  paid  day,  and  one  or  two  paid 
night  nurses,  for  the  mens'  side. 

No  unpaid  helper  should  be  set  apart  for  this  purpose  who  cannot  read  writing  and  print, 
and  who  is  not  fairly  able  and  of  good  chai*acter.  The  administration  of  medicines  should 
be  confided  to  the  paid  nurses  only,  and  properly  graduated  measures  should  be  supplied, 
which  indicate  the  different  doses. 

23.  In  the  dispensing  of  medicines  a  printed  label  should  be  placed  and  kept  upon  each 
bottle. 

24.  It  is,  perhaps,  an  open  question  whether  the  present  arrangement  with  the  medioal 
officer  may  or  may  not  be  advantageously  supplanted  by  one  which  would  require  him  to 
live  upon  \he  premisses,  and  devote  his  whole  time  to  the  duties  of  his  office.  With  the 
existing  arrangement  I  think  that  an  assistant  should  live  upon  the  premises,  and  have  bis 
salary,  and  board  and  lodging,  provided  by  the  guardians. 
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ST.   SAVIOUR^S,  SOUTHWARK. 


St.  Saviour's, 
southwark. 


Wcvisiiedthe  workhouse  of  St  Saviotir's^  Southwark,  on  6th  April  1806,  and  were 
accompanied  by  the  medical  officer. 

This  workhouse  is  situated  south  of  the  Thames ;  but  the  di^ainage  is,  as  we  were  in-  

formed,  and  so  f^r  as  we  could  perceive,  satisfactory. 

With  the  exception  of  a  d^y  room  and  dormitory  appropriated  to  female  imbeciles,  the  sick   Number  of  rooms, 
are  treated  in  a  i^  separate,  newly-constructed,  and  detached  infirmary,  and  in  a  small  house. 

The  sick  wards  devoted  to  ifemale  patients  are  seven  ;  viz.,  a  day  room  and  a  dormitory 
for  imbeciles,  a  room  for  bed-ridden  and  mixed  cases,  a  lying-in  ward,  a  ward  for  acute 
cases,  ancj^  a  w^rd  for  the  ag^d  and  infirm  and  bed-ridden  cases,  and  a  femalp  convalescent 
w^^,  v^hich  is'  not  used. 
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Those  for  males  are  six  in  number;  viz.,  a  convalescent  day  room,  in  which  there  are  two 
beds  occupied  by  the  warders,  a  convalescent  dormitory  and  spare  room,  a  ward  for  acute 
cases,  and  two  wards  for  aged  and  infirm,  and  bed-ridden  cases. 

There  is  a  separate  kitchen,  in  which  the  food  cooked  in  the  workhouse  is  cut  up  and 
distributed,  and  the  plates  kept  hot. 

Ill  au  adjoining  house  are  small  rooms  for  the  treatment  of  foul  and  infectious  cases. 

The  following  are  the  dimensions  of  these  several  rooms^  with  the  number  of  beds  which 
we  found  in  them  : — 


Beddmg  and  fund- 
tui'e. 


No.  of 

Clau  of  lommteg, 

Namher 

or 

Length.       1 

Breadth. 

Height. 

•f 

Ward. 

Purpote  to  which  Appropriated. 

1 

Beds. 

Ft. 

ifu 

Ft. 

in. 

-F^ 

in. 

_ 

Female  imbeciles*  day  room    - 

40 

0 

16 

0 

9 

5 

-. 

Female  imbeciles'  dormitory  • 

86 

0 

18 

3 

9 

6 

21 

5 

Male  convalescent  day  room  - 

22 

0 

22 

4 

12 

2 

.-. 

7 

Male  spare  room   -        -        - 
Male  dormitory     ... 

21 

9 

21 

9 

18 

8 

... 

0 

46 

0 

22 

4 

11 

8 

22 

17 

Male  sick  ward     -        -        - 

56 

6 

23 

0 

11 

2 

28 

19 

Ditto    -    ditto    - 

56 

0 

22 

9 

11 

o 

28 

82 

Female  sick  ward  -        -        - 

46 

7 

22 

2 

18 

0 

24 

26 

Ditto    -    ditto    .    •    . 

21 

4 

18 

6 

18 

0 

6 

4  at  Boat  UK<L 

20 

Ditto    -    ditto    - 

22 

10 

20 

9 

18 

0 

10 

24 

Ditto    -    ditto    -        .        - 

56 

0 

22 

10 

18 

0 

24 

22 

Ditto    -    ditto    . 

56 

0 

22 

10 

18 

0 

24 

12 

Unoccupied  -        -        .        . 

81 

0 

22 

6    . 

12 

8 

■— 

Hence,  it  appears  that  the  floor  space  and  cubical  space  allowed  to  each  person  in  the 
several  wards  are  as  follow  :— 


No.  of 

Ward. 


5 
7 
9 
17 
19 
82 
26 
20 
24 
22 
12 


Clasa  of  Inmates,  or  Purpose  to  whieh  Appropriated. 


Female  imbeciles'  day  room 
Female  imbeciles'  dormitory 
Male  convalescent  day-room 
Male  spare  room 
Male  dormitory 
Male  sick  ward 

Ditto  .  ditto 
Female  sick  ward 

Ditto  -  ditto 

Ditto  -  ditto 

Ditto  -  ditto 

Ditto  -  ditto 
Unoccupied      ... 


Floor  Space 

allowed 

to  each  Person. 


Sup.feeU 


28 
81 


47 
56 
55 
48 
66 
47 
58 
58 


Cubical  Space 

allowed 
to  CHcli  Penon. 


Cub.feet. 


262 
297 


525 
681 
619 
559 
855 
616 
693 
698 


ThuSy  with  the  exception  of  the  wards  for  female  imbeciles,  the  allowance  of  floor  space 
varies  from  47  to  56  feet ;  and  of  cubical  space,  from  525  cubic  feet  to  855  cubic  feet  for 
each  person.  The  allowance  for  the  inobeciles  by  night  only  is  31  superficial  feet,  and  297 
cubic  feet. 

The  rooms  are,  with  the  exception  of  Ihe  imbecile  and  foul  wards,  very  excellent.  They 
are  sufficiently  large  and  without  projections,  with  sufficient  windows  and  ventilators,  and 
are  airy.  The  windows,  however,  are  not  placed  near  enough  to  the  floor  to  enable  the 
inmate's  to  look  at  the  surrounding  buildings  and  neighbourhood ;  and  thus  they  take  away 
from  the  cheerfulness  of  the  rooms.  The  imbecile  wards  have  windows  on  one  side  only, 
and  are  not  so  light  and  cheerful  as  they  might  be. 

The  beds  and  bedding  throughout  are  very  good,  consisting  of  flock  beds  on  iron  bed- 
steads. The  bed  linen  in  the  imbecile  ward  is  changed  only  once  a  fortnight,  and  does  not 
look  of  so  good  a  colour  as  is  desirable ;  but  in  the  infirmary  one  sheet  is  changed  weekly, 
or  more  frequently. 

There  is  a  table  with  two  shelves  placed  between  each  two  beds,  and  a  long  table,  upon 
which  the  food  is  eaten,  is  placed  in  the  middle,  lliere  are  benches  with  backs  and 
cushions,  and  also  arm  chairs.    The  counterpanes  are  new  and  bright. 

The  walls  are  painted.    There  are  periodicals  for  the  use  of  the  sick. 

There  are  good  lavatories^  baths^  and  water-closets,  conveniently  placed;  and  the  whole 
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infirinary  is  supplied  with  hot  water  from  two  large  boilers.  Sufficient  towels^  soap,  and 
waste  paper  are  given.  Small  wooden  tubs  are  provided^  in  which  the  inmates  wash 
themselves  in  the  lavatories. 

The  system  of  ventilation  is  good,  and  consists  of  ventilators  at  the  sides,  in  the  windows, 
or  in  the  ceiling.     The  medical  officer  states  that  there  is  a  little  smell  in  No.  23  in  the    Ventilation, 
morning  from  the  excretions,  but  it  was  not  so  at  our  visit/and  the  whole  building  appeared 
to  be  then  well  ventilated- 

Ti)e  imbecile  wards  have  ventilators  on  both  sides;  but  on  one  side  they  have  been 
built  up.     llie  ventilation  of  these  wards  is  not  so  ^ood  as  is  desirable. 

The  small  foul  wards  in  the  dwelling  house  are  badly  ventilated,  and  require  immediate 
attention. 

The  wards,  bedding,  and  all  appurtenances  were  very  clean. 

There  is  only  one  paid  nurse  for  the  detached  infirmary;  but  there  are  two  assistants, 
who  receive  Is.  per  week,  clothes  and  extras,  and  are  not  regarded  as  paupers;  and  there 
aie  t^io  unpaid  assistants  to  each  ward.  There  is  also  a  nurse  in  the  lying-in  ward,  who 
receives  2s.  fid.  and  extras  weekly.  One  woman  and  one  man  are  allotted  as  night  nurses 
for  the  ordinary  sick,  and  one  as  night  nurse  for  the  imbeciles,  and  they  are  not  paid. 

All  who  administer  the  medicines  can  read. 

The  medical  officer  does  not  reside  within  the  workhouse.  There  is  an  average  number 
of  about  137  patients,  and  for  his  services  and  his  attendance  twice  a  day,  he  receives 
100  i  per  year,  without  any  extra  fees.  The  drugs  are  not  found  by  the  guardians, 
neither  do  they  provide  a  dispenser.  A  few  of  the  more  important  medicines  are  kept  at 
the  workhouse  for  urgent  cases,  but  the  medicine,  to  the  extent  of  about  20  bottles  daily, 
is  dispensed  at  his  own  residence.  There  were  11  cases  of  fractures  of  arms  and  les^s  in 
the  infirmary  last  year,  and  as  many  of  the  cases  have  contracted  ague  during  the  hop- 
ping season,  the  cost  of  quinine  alone  has  amounted  to  13  /.  yearly.*  The  total  cost  of  the 
drugs  used  at  the  woikhouse  amounts  to  the  very  large  sum  of  63  Z.  yearly. 

Noisy  and  dirty  imbecile  cases  are  removed  from  the  workhouse  to  an  asylum,  and  the 
male  inmates  of  that  class,  who  are  now  in  the  workhouse,  are  very  properly  mixed  with  the 
ordinary  inmates,  and  are  not  in  any  degree  disagreeable.  Fever  and  infectious  cases  are 
sent  to  the  hospitals. 

Whatever  diets,  comforts  and  medical  appliances  are  ordered  by  him  are  provided,  and 
thev  are  sufficient. 


Gleanlinees. 
Noraing. 


Medical  offioer. 


The  following  are  the  recommendations  which  I  have  to  offer  respecting  this  workhouse : 

t.  The  ventilation  of  the  imbecile  wards  should  be  improved  by  placing  ventilators  in  the 
ceiling  in  communication  with  the  outer  air,  and,  if  possible,  the  ventilators  now  built  up 
should  be  made  to  communicate  with  an  air  conduit  leading  to  the  chimney,  or  to  the 
outer  air. 

The  small,  foul,  and  infectious  wards  should  be  ventilated  by  ventilators  connecting  with  the 
corridors,  or  placed  in  the  ordinary  walls  of  the  wards,  or  the  partitions  between  the  rooms 
should  be  removed,  and  two  small  rooms  made  into  one.  Perforated  glass  should  be  placed 
in  the  windows,  or  air-bricks  inserted  in  the  walls  which  communicate  with  the  outer  air. 

Perforated  glass  is  required  in  the  lying-in  rooms. 

2.  Iron  or  zinc  basins  should  be  provided  in  the  lavatories,  instead  of  woode  n  tubs. 

3.  Prints,  and  amusing  illustrated  books  or  periodicals,  and  simple  games  should  be 
provided. 

4.  The  following  is  the  number  of  beds  which  should  be  placed  in  the  different  dormi- 
tories : 


Baoommendations. 


No.  of 

dam  of  Inmates, 

Nomber 

No.  of 

Class  of  Inmates, 

Number 

or 

of 

or 

of 

Ward. 

Purpoae  to  which  Appropriated. 

Beds. 

Ward. 

Purpose  to  which  Appropriated. 

Beds. 

Female  imbeciles 

_ 

32 

Female  sick  ward 

16 

Female  dormitory 

— 

26 

Ditto   .   ditto  . 

6 

9       Male  Dormitory 

— 

20 

Ditto   -  ditto  - 

8 

17       Male  Sick  Watd 

18  to  20 

24 

Ditto   .  ditto  - 

18  to  20 

10         Ditto  -  ditto    • 

t 

15  to  20 

22 

Ditto   -  ditto  •» 

18  to  20 

6.  The  remuneration  of  the  medical  officer  should  be  increased.  The  drugs  used  in  the 
workhouse  should  be  found  by  the  guardians,  and  a  dispenser  also  provided  by  them,  or 
some  arrangement  made  with  the  medical  officer  to  provide  one. 

6.  There  should  be  four  paid  day  nurses,  and  two  paid  night  nurses,  with  unpaid  helpers 
in  the  various  wards. 

7.  An  improvement  is  needed  m  reference  to  the  plates,  and  the  conveyance  of  food  to  the 
imbe<^ile  inmates. 

8.  The  windows  ol  the  infirmary  should  be  lowered  if  possible. 


*  Th«86  are  very  miusiial  occurrences  in  the  metropolitan  workhouses* 
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No.  3. 
BERMONDSEY. 


BsiiMOirpnr* 


Wb  visited  the  Bennondsey  workhouse  on  6tli  April  I8665  and  were  accompanied 
throughout  by  the  medical  officer. 

This  workhouse  is  placed  upon  the  south  side  of  the  river,  and  is  below  high  water-mark. 
We  were  informed  that  the  water  comes  into  the  basement  with  the  tide  to  the  extent  of  a 
foot  in  deptli,  but  no  evidence  of  this  was  presented  to  us  by  sight  or  smell.  It  is  con- 
tiguous to  a  skinner's  and  tanner's  yard.  There  is  a  tolerably  large  open  space  enclosed 
by  the  buildings;  fend  there  are  yards  of  the  following  dimensions,  viz.: — 


Airing  Yards. 

Men's  yard         ------  470  sup.  yards. 

Women's  yard     -        -        -        -         -        -  503     „        „ 

Boys' yard  ------  163     „         „ 

Girls'  yard  -        -        -        -        -         -  182     „        „ 


Total 


1,318  Area  in  Sup.  Yards. 


Number  of  Beda.  The  sick  wards  for  the  most  pan  occupy  the  whole  of  a  large  tange  of  buildings,  placed 

upon  one  side  of  the  quadrangle ;  but  some  are  mixed  up  with  the  rooms  of  the  ordinary 
inmates. 

The  number  of  the  sick  wards  may  be  variously  statad,  since  in  some  instances  two  or 
three  communicating  wards  have  only  one  number,  but  I  state  them  as  16. 

The  following  are  the  measurements  of  the  various  wards,  with  the  number  of  beds  which 
they  at  present  contain,  many  of  which,  as  in  wards  12  and  13,  are  now  vacant: — 


No.  of 

Class  of  lumates. 

Number 

or 

Length.        1 

Breadth. 

Height         i 

of 

Want 

Purpose  to  which  Appropriated. 

Beds. 

Ft. 

m. 

Ft. 

in. 

Ft. 

in. 

2 

Male  sick  and  infirm 

« 

22 

0 

23 

0 

10 

6 

10 

8 

Ditto    -    ditto    - 

. 

28 

9 

28 

0 

10 

6 

12 

23 

Male  iufirmary 

. 

46 

0 

2b 

9 

8 

0 

14 

28 

Ditto     -     ditto    - 

. 

10 

6 

9 

6 

8 

0 

8 

28 

Male  (muse's  room) 

. 

13 

9 

9 

0 

8 

0 

— 

24 

Ditto     -    ditto    - 

• 

15 

10 

20 

0 

8 

0 

6 

20 

Female  infirmary  - 

. 

30 

9 

19 

6 

8 

1} 

20 

20 

Ditto    -     ditto    - 

. 

28 

0 

19 

6 

8 

22 

Ditto     -     ditto    - 

. 

25 

6 

22 

3 

10 

0 

8 

5 

Ditto    -     ditto    - 

. 

10 

6 

14 

8 

9 

5 

... 

6 

Ditto     -     ditto    - 

. 

19 

6 

16 

4 

9 

6 

•^ 

81 

Ditto    -     ditto    - 

. 

41 

8 

19 

10 

9 

0 

15 

80 

Ditto     -     ditto    - 

• 

53 

0 

25 

0 

10 

0 

24 

9 

Male  infirmary 

- 

20 

0 

15 

7 

9 

2 

6 

10 

Ditto     -     ditto    . 

■{ 

46 
26 

0 
0 

20 
18- 

0 
0 

9 

9 

') 

27 

U 

Ditto    -     ditto    - 

21 

0 

15 

10 

9 

0 

... 

12 

Ditto    -    ditto    - 

i 

44 

0 

20 

9 

9 

"1 

34 

4 

14 

0 

9 

n 

78 

70 

6 

20 

9 

9 

0/ 

12(a) 

Ditto     ^     ditto   - 

25 

0 

21 

8 

10 

0 

12 

18 

Ditto    -     ditto    - 

. 

31 

9 

25 

0 

10 

2 

19 

36 

Ditto    -     ditto   - 

" 

55 

9 

28 

6 

9 

9 

26 

The  following  is  the  floor  space  and  cubical  space  allowed  for  each  bed,  and  shows  that 
the  former  varies  from  42  to  71  superficial  feet;  and  the  latter  from  352  to  709  cubic  feet. 
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No.  of 
Ward. 


2 

8 

28 

28 

28 

24 

20 

20 

22 

6 

5 

81 

80 

0 

10 

11 

12 

12(a) 

18 

86 


Class  uf  Inmates,  or  Purpote  to  which  Appcopriatcd. 


>bor  SpaoB 

Alloirad 

to  each  Person. 


Male  sick  and  infinn  ...... 

Ditto     -     ditto  

Male  infirmary  ....... 

Ditto  

Male  (nurses  room)  ------- 

Ditto  -  ditto 

Female  infirmary 1 

Ditto  -  ditto  -        .         -  .J 

Ditto  -  ditto 

Ditto  -  ditto  -.----. 

Ditto  -  ditto 

Ditto  .  ditto "       - 

Ditto  -  ditto 

Male  infirmary 

Ditto  -  ditto 

Ditto  -  ditto  - 

Ditto  -  ditto 

Ditto  -  ditto 

Ditto  -  ditto 

Ditto  -  ditto 


Cubical  Space 

Allowed 
to  cadi  Penon. 


Appendix. 
Bianuiiiiur. 


Cub.feeU 

d49 
579 
646 

494 

422 

468 
709 


491 
662 
476 
489 

352 
448 
45^5 
696 


Hence  there  are  nine  wards  in  which  there  is  not  the  cubical  space  required  by  the  Poor 
Law  Board. 

There  are  not  any  wards  especially  appropriated  to  acute  cases ;  neither  are  there  any 
infectious  wards,  since  cases  of  fever  and  small-pox  are  sent  to  the  hospitals.  If  a  case  of 
scarlet  fever  were  to  occur  it  must  at  present  be  placed  with  ordinary  cases.  There  are  not 
any  separate  imbecile  wards,  but  the  cases  of  that  class,  amounting  to  about  18,  are  mixed 
with  the  other  inmates.     There  are  not  any  convalescent  day  rooms. 

The  size  and  general  character  of  the  sick  wards  vary  much,  but  with  some  exceptions  Size  and  general 
they  arc  good,  light,  and  airy.     The  exceptions  are  as  follow  :  character. 

1.  Nos.  2  and  8,  appropriated  to  aged  and  infirm  males,  are  upon  the  ground  floor,  and 
have  windows  on  one  side  only.  They  are  dark,  close,  and  somewhat  repelling,  and  unfit 
for  their  present  use. 

2.  The  lying-in  ward  is  divided  into  two  parts^  and  is  small  and  close. 

3.  No.  12  is  an  exceedingly  long  ward,  and  on  thai  account  does  not  look  comfortable. 

4.  No.  36  is  wider  than  is  ne-cessary. 

With  the  exception  of  Nos.  2  and  3,  and  a  small  room  or  two,  there  are  windouaon 
both  sides  of  the  wards. 

The  be  is  and  bedding  throughout  the  workhouse  are  good,  viz.,  fiock  beds,  upon  iron  Bedding  and  farni* 
bedsteads,  with  sacking  or  laths.     There  are  not  any  mattresses.  tare. 

There  are  not  any  cupboards  in  the  wards.  There  are  benches,  with  backs  and  cushions, 
and  some  chairs.  The  rugs  are  old  looking.  There  are  very  few  prints  upoD  the  walU,  or 
illustiaied  periodicals  and  books  upon  the  tables. 

The  lavatories  are  not  numerous ;  and  the  washhand  basins,  although  clean,  are  dirty 
looking.  Pottery  washhand  basins  are  provided  for  those  who  wash  themselves  in  the 
wards. 

Water-closets  are  provided,  and  night-stools  are  placed  in  each  room.  There  are  also 
bath  rooms.  There  is  a  separate  cooking  kitchen  tor  the  use  of  the  sick  and  others  for 
washing  up. 

Every  part  of  tlie  wards,  linen  and  appurtenances  are  kept  clean ;  but  the  \vasa  i^  not  of  Cleanliness, 
very  good  colour. 

The  ventilation  is  defective  in  several  of  the  rooms.  Ventilation. 

In  Nos.  2  and  3  ventilation  is  provided  for  by  perforated  glass  in  the  wiixlows,  on  one 
side  of  the  room,  anU  by  long  square  wooden  tubes  on  the  other  side,  which  run  throuo-h 
the  upper  rooms  to  the  roof. 

The  air  of  these  room?  is  not  fresh,  but  is  close! 

The  lying-in  ward  is  ill- ventilated,  and  is  close. 

Nos.  9,  10  and  1 1  wards  did  not  smell  fresh  and  sweet. 

In  the  other  rooms  there  are  large  tubes  passing  throu&^h  the  ceiling,  and  communicating 
with  the  outer  air,  at  ihe  bottom  of  which  is  a  gas  jet. 

There  are  also  some  of  Sir  John  Walsham's  tubes;  and  air-brick  ventilators  are  placed 
near  the  bottom  of  the  floors,  all  of  which  were  closed. 

There  is  only  one  paid  nurse,  and  she  has  also  to  perform  the  duties  of  assistant  matron.    Nursing. 
One  day  nurse,  one  helper,  and  one  night  nurse,  are  allotted  to  the  infirmary  wards  on  both 
the  men's  and  women's  >ide.     Other  nurses  of  a  similar  cla^s  are  dovoted  to  the  lying-in 
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Bbrmondsbt* 


Medical  Officer. 


BecommendAtioni. 


wards  and  other  wai-ds.  They  are  unpaid^  and  according  to  the  regulations  all  should  be 
able  to  read ;  but  one^  at  leasts  could  not  read. 

The  medical  officer  attends  once^  and  oftentimes  thrice  daily,  and  devotes  about  two 
hours  each  day  to  the  discharge  of  his  duties.  He  has  also  a  small  district  which  he  holds 
apart  from  these  duties. 

The  guardians  now  supply  codliver  oil^  quinine,  and  iodideof  potassium,  but  d<>  not  pay 
a  dispenser.  The  salary  of  the  medical  oflBcei  is  HOL,  with  about  d;W.  for  extras,  besides 
20  /.  and  15  /.  for  extras*  for  his  services  as  district  mtdical  oflBcer. 

He  is  of  opmion  that  the  acute  cases  do  not  sufler  from  being  mixed  with  others  ;  and 
also  that  the  general  inmates  do  not  suffer  from  the  imbeciles  being  mixed  with  them.  A 
larger  and  better  lying-in  room  is  needed  to  meet  the  wants  of  about  46  cases  yearly. 
There  are  sufficient  water-closets. 

There  i.s  no  disadvantage  to  the  patients  in  being  placed  in  the  very  long  ward  (No.  12). 
The  ventilation  of  the  several  wards  is  generally  g(^y  and  the  air  sweet  at  night.  Whatever 
lood,  comforts  and  medical  appliances  are  ordered  by  him  are  always  at  once  supplied,  and 
there  is  an  abundant  supply  of  the  latter  for  immediate  use. 

The  recommendations  which  I  have  to  make  in  reference  to  this  workhouse  are  as 
follow : — 

1.  Wards  No.  2  and  3  are  not  fit  dormitories  for  the  sick,  and  their  use  should  be 
discontinued,  but  they  might  be  proper  as  day  or  work  rooms. 

2.  The  air-brick  ventilators  in  the  walls  should  be  always  kept  open,  but  covered  with 
finely  perforated  zinc,  either  on  the  inside  only,  or  on  both  sides* 

The  ventilation  of  the  lying-in  viard^  and  of  the  other  wards  before  indicated,  should  be 
grtatly  improved  by  the  use  of  the  air  tubes  with  gas  jet  (as  in  other  rooms),  or  by  perforated 
glass  m  the  yi  indows,  or  by  air-bricks  covered  with  perforated  zinc.  The  ventilators  which 
are  placed  in  seme  of  the  windows  should  be  kepi  open  to  a  small  extent  both  night  and  day. 

8.  A  larger,  more  airy,  lighter,  and  more  cheerful  lying-in  room  should  be  provided. 

4.  More  lavatories  and  chairs  are  needed;  as  also  prints,  illustrated  periodicals,  and 
amusing  books,  and  simple  games. 

6.  The  drainage  should  receive  proper  attention. 

6.  The  long  room.  No.  12^  should  be  divided  into  two  or  three  convenient  rooms. 

7.  Mattresses,  or  coeoa-fibre  matting,  should  be  placed  under  the  flock  beds,  and  par- 
ticularly on  the  Crimean  bedsteads  with  their  unyielding  iron  bottom. 

8.  A  constant  supply  of  water  should  be  provided  to  the  water-closet  attached  to  Ward 
No.  86. 

9.  Four  paid  nurses  should  be  appointed  for  the  day,  and  two  or  three  for  the  night,  with 
additional  helpers,  unpaid,  obtained  from  the  inmates  in  each  ward. 

10.  The  guardians  should  provide  all  the  drugs  require^  for  the  use  of  the  inmates  (and 
probably  also  for  the  district,  held  by  the  same  medical  officer),  and  increase  the  salary  oi 
the  medical  officer. 

11.  One  day-room  for  each  sex  should  be  provided. 

12.  More  chairs  would  be  useful. 

13.  The  number  of  beds  which  should  be  placed  in  each  room  is  as  follows: — 


No.ot 

Clanoflnnifttet, 

No.  of 

No.  of 

Clattoflomates, 

)4o.of 

Waid. 

PttTpoiC  to  which  AppropriatwL 

Beds. 

Wanl. 

or 

Beds. 

2 

Male,  sick  and  infirm  - 

8 

6 

Female  infirmary 

_ 

8 

Ditto    -    ditto 

10 

81 

'     Ditto    -    ditto 

12  or  18 

28 

Male  infirmary    -        - 

12  to  14 

80 

Ditto    -    ditto 

18 

28 

Ditto    -    ditto 

^ 

0 

'  Male  infirmary  -        -        - 

8  or   4 

28 

Male  (nurse's  room)   - 

— . 

10 

:     Ditto    -    ditto 

22  or  28 

24 

Ditto    -    ditto 

6 

11 

Ditto    -    ditto 

_ 

20 

Female  infirmary 

8  or  9 

12 

Ditto    -    ditto 

46 

20 

Ditto    -    ditto 

B 

12(a) 

Ditto    -    ditto 

8  or   9 

22 

Ditto    -    ditto 

8 

18 

Ditto    -    ditto 

10  or  12 

6 

Ditto     -    ditto 

2 

86 

Ditto    -    ditto 

18  or  20 
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No.  4. 
ST.  OLAVE'S,  SOUTHWARK. 


We  visited  this  workhouse  on  April  fith,  1866,  aad  were  aeconapinied  by  the  medical 
officer. 

The  position  of  St.  Olave's  Workhouse  is  on  the  south  side  of  the  Thames ;  but  its 
drainage  is  said  to  be  very  good,  and  the  air  surrounding  it  has  been  much  improved  by  the^ 
removal  of  many  small  bouses  and  sheds. 

The  Infirmary  consists  of  a  block  of  buildings,  which  although  adjoining  the  body  of  the 
workhouse,  is  scarcely  inferior  to  a  detached  infirmary.  The  ward;*  are  almost,  without 
exception,  well  lit,  airy,  and  cheerful.  They  are  11  in  number^  of  which  four  are  devoted  to 
men,  viz:  two  to  aged  and  infirm,  one  to  acute  cases,  and  oile  to  ulcerated  legs  and  itch 
cases ;  an)  six  to  women,  viz :  one  lying-in  ward,  one  nursery,  one  for  more  acute  cases, 
one  fiir  helpless  cases,  and  a  foul  ward  for  cases  of  itch  and  syphilis.  Those  for  men 
afflicted  with  ulcerateJ  legs  and  itch  are  found  in  the  basement,  and  are  necessarily  much 
darker  than  the  others,  but  they  have  an  open  and  dry  area  on  both  sides. 

The  following  are  the  dimensiois  of  the  several  wards,  and  the  number  of  beds  which 
they  contain : 


St*  Olavk's 

SoUTHWARK. 


Number  of  Rooms. 


No.  of 
Ward 

QaM  of  Inmatet, 

or 

Length, 

Breadth. 

Height. 

No.  of  Beds. 

Purpoie  to  which  Appropriated. 

Ft.    In. 

Ft. 

In. 

Ft.    In. 

6 

Men,  aged  and  infirm    - 

28     0 

18 

3 

11     0 

7 

58 

Ditto            ditto 

21     6 

•  18 

3 

11      0 

7 

Men's  sick  ward    -        -         - 

42     6 

17 

6 

11      0 

15 

Women's  lying-in  ward  - 

20     8 

18 

4 

11     0 

7 

Women's  sick  ward 

61      0 

17 

4 

11      0 

21 

70 

Women's  (nursery) 

81      9 

18 

0 

11      0 

10 

.  71 

Women's  sick  ward 

81     6 

18 

0 

11     0 

9 

Women's  itch  ward 

10     0 

12 

6 

11      0 

2 

Women's  venereal  ward 

0     0 

12 

6 

11      0 

2 

82 

(Basement)   men's    sleeping  ^ 
ward         .        .        .        -j 

21     9 

17 

9 

9     2 

6 

82a 

Men's  itch  ward     - 

22     9 

17 

9 

9     2 

3 

Women  (helpless)  - 

18  10 

20 

4 

10     1 

f    3  double.* 
t     2  single. 

•  Not  always  occupied  by  two  persons, 
ooms  is  11  feet.,  and   the   breadth  ah 
The  floor  space  and  the  cubical  space  allotted  to  each  sick  person  are  as  follows: 


Thus  the  height  of  the  rooms  is  11  feet.,  and   the   breadth  about  18  feet,  except  in  the 
foul  wards. 


No.  of 
Ward. 


6 
58 


70 
71 


82 
82a 


Class  of  Inmates,  or  Purpose  to  which  Appropriated. 


Men,  aged  and  infirm 

Ditto  ditto 

Men's  sick  ward       -        .        . 
Women's  lying-in  ward    - 
Women's  sick  ward 
Women's  (nursery) 
Women's  sick  ward 
Women's  itch  ward 
Women's  venereal  ward 
(Basement)  men's  sleeping  ward 
Men's  itch  ward        ... 
Women  (helpless)     .        -        - 


Floor  Space  allowed 
to  each  Person. 


Superficial  Feet 
60 
56 
60 
53 
50 
57 
63 
63 
56 

81 


Cubical  Space 

allowed  to 
each  Person. 


Cubic  Feet. 
660 
617 
545 
588 
554 
629 
698 

6»d 

619 
740 


Bence  the  floor  space  varies  from  60  to  63  superficial  feet,  and  the  cubical  space  from 
664  to  688  cubic  feet.  ^ 

There  are  not  any  day-rooms  for  convalescents  nor  any  infectious  wards.  Infectious 
cases  are  sent  to  the  hospitals.     Cases  of  scarlet  fever  woulcl  be  kept  separate, 
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Nmaing. 
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R^^^|w^yttft|y^ll4i^Hfti 


The  beds  and  beddin«:  ar^  very  good,  and  consist  of  flock  beds  sufficiently  filled,  placed 
upon  iron  bedsteads  with  laths  or  sacking. 

The  beds  are  fitted  to  hold  one  person  only,  except  in  the  helpless  women's  ward,  where 
they  are  wider,  and  sometimes  two  persons  sleep  in  one  bed.  One  bed  in  the  itch  ward 
was  too  short  for  a  man. 

There  are  short  benches  placed  between  the  beds,  and  a  few  chairs  and  benches  are 
found  in  the  rooms.  There  are  baths,  but  without  hot-water  taps,  so  that  hot  water  must 
be  carried  to  them.  Tliere  are  lavatories  and  water-closets;  and  one  of  the  latter  had  been 
out  of  order  for  perhap*  two  years,  and  was  kept  clean  by  water  being  thrown  down  it. 

The  inmates  wash  in  whfte  pottery  wash-hand  basins.  Night  stools  are  placed  in  each 
ward ;  and  the  pan  is  cleansed  with  hot  water.  Chloride  of  lime  is  pnivided  in  the  sur- 
gery, but  had  not  been  recently  asked  for.  Whenever  there  was  a  bad  smell  it  was  ob- 
tained.    Tin  plates  only  are  provided  for  food. 

There  are  not  benches  with  backs,  but  there  are  arm  chahrs. 

The  wards,  linen,  tables,  and  all  other  articles  are  very  clean.  One  sheet  and  pillow  case 
are  changed  every  week.  The  lyin^-in  bed  is  defended  by  blankets,  and  not  by  waterproof 
sheeting;  and  hence  is  not  without  stain,  although  fairly  clean. 

The  ventilation  of  the  whole  of  the  wards  is  in  general  good.  It  is  eflfected  by  windows, 
open  fire-places,  perforated  glass  placed  in  the  windows,  and  ventilators  placed  in  the  roof. 
Tnat  of  the  men's  sick  ward  was  not  so  good  as  it  should  be. 

There  is  no  paid  nurse;  bui  an  unpaid  day  nurse  and  assistant  are  appropriated  to  almost 
every  ward.  There  are  not  any  special  night  nurses,  but  an  inmate  is  appointed  to  any  case 
which  requires  attention.  They  are  allowed  meat  daily,  beer,  tea,  and  $ui;ar;  and  the 
women  have  a  distinctive  dress.  The  matron  superintends  the  nursery  on  the  female,  and 
the  master  on  the  male  side.     One  (or  more)  of  the  nurses  was  unable  to  read. 

The  medical  officer  is  resident;  and  in  addition  to  these  duties,  he  attends  to  the  sick  in 
a  small  district,  and  is  not  allowed  private  practice^. 

There  are  about  60  cases  under  his  care  (including  about  15  midwifery  cases  yearly), 
which  occupy  him  about  one  hour  daily.  He  also  sees  20  to  30  persons  daily  at  their  own 
homes,  and  twice  that  number  at  the  dispensary  attached  to  the  workhouse.  This  duty  is 
not,  in  his  opinion,  too  much. 

The  Guardians  find  drugs  both  for  the  workhouse  and  the  district ;  and  the  medical 
officer  receives  for  the  two  sets  of  duties  120/.  a  year  salary,  with  board,  lodging,  and  wash- 
ing, and  about  15/.  yearly  as  extras  for  vaccination  and  lunacy  cases. 

He  dispenses  all  the  medicines,  and  gives  it  to  the  different  nurses;  and  as  some  of  the 
latter  cannot  read,  he  has  known  a  wrong  dose  to  be  given,  or  the  medicine  given  at  a  wrong 
interval ;  but  he  has  not  known  the  wrong  medicine  given  to  a  patient.  Whatever  food, 
stimulants,  and  medical  appliances  are  ordered  by  him  for  the  sicK,  are  readily  provided  by 
the  guardians. 

He  does  not  think  that  his  salary  is  sufficient  to  induce  a  medical  gentleman  .to  retain  the 
o&ce  permanently.  His  predecessor,  however,  remained  three  years,  and  left  from  illness  ; 
and  the  previous  occupant  of  the  office  held  it  10  years. 

There  are  more  admissions  in  the  winter  than  the  infirmary  can  accommodate ;  and  dien 
one  or  two  persons  must  be  placed  in  the  ordinary  wards. 

The  imbeciles,  both  male  and  female,  are  properly  mixed  with  the  other  inmates.  When 
any  noisy  or  dirty  case  occurs,  it  is  sent  to  an  asylum. 

The  following  are  the  recommendations  which  I  make  in  reference  to  this  workhouse. 

1.  Two  paid  day  nurses  and  one  paid  night  narse  should  be  appointed,  and  such  unpaid 
helpers  in  each  ward  as  may  be  needed. 

2.  The  ventilators  should  be  kept  open,  and  new  ones  placed  in  some  of  the  wards. 

3.  A  small  day-room  for  each  sex  should  be  provided. 

4.  Hot-water  pipes  should  be  attached  to  the  bath,  and  a  plentiful  supply  of  hot  water 
be  kept  at  hand. 

5.  The  water-closets  should  be  repaired. 

6.  Tin  plates  should  be  supplanted  by  crockery. 

7.  Waterproof  sheeting  should  be  supplied  to  the  lying-in  beds. 

8.  It  is  not  fitting  that  any  cases  of  disease  should  be  placed  in  a  basement.  These 
rooms  are  kect  very  clean,  and  are  well  ventilated,  and  the  inmates  do  not  object  to  them. 

So  long  as  they  are  in  use  some  matting  should  be  placed  upon  the  cement  floors.  A 
proper  sized  bedstead  should  be  placed  in  the  itch  war({. 

9.  If  it  be  thought  desirable  that  the  medical  officer  should  remain  permanently,  it  will 
be  needful  to  increase  the  salary  to  at  least  200  /.,  besides  extras,  and  with  existing  arrange- 
ments I  think  it  should  be  increased. 


10.  Two  adults  should  not  be  placed  in  one  bed. 

11.  More  accommodation  is  needed  in  the  winter  time. 


6.  The 
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A^pptfodki, 


No.  of 

Claw  of  Inmates, 

or 

Purpose  to  which  Appropriated. 

No.  of 
Beda. 

No.  of 

Claai  of  Imnatea^ 

or 

Purpose  to  which  Appropriated. 

No.  of 
Beds. 

St.  Olate's 
South  w  ARK. 

Ward. 

Ward. 

6 
68 

70 
71 

Men  aged  and  infirm 

Ditto         ditto   - 
Men's  sick  ward     -        .         - 
Women's  lying-in  ward  - 
Women's  sick  ward 
Women's  (nursery) 
Women's  sick  ward 

7 

7 
12  to  14 

6 
18  to  20 

8 

8 

82 
82a 

Womens'  itch  ward 
Women's  venereal  ward  - 
(Basement)     men's     sleeping 

ward. 
Men's  itch  ward    -        -        - 
Women  (helpless)  -        •        - 

2 
2 

6 
6 

No.  5. 
ST.  GEORGE.THE-MARTYR. 

Si^  Gbobob-ths- 
MAarau 


We  Tisited  this  workhouse  on  6  April  1866,  and  were  accompanied  by  the  medical 
officer  and  the  master. 

This  workhouse  is  situate  on  the  south  side  of  the  Thames,  and  is  surrounded  by  small 
houses,  and  close  courts  and  streets.  The  drainage  is  said  to  be  now  good,  and  all  the 
drains  and  sinks  are  pr(«perly  trapped. 

The  infirmary  is  neither  a  detached  nor  a  separate  building,  but  consists  of  rooms  in 
different  positions,  and  mixed  up,  more  or  less,  with  the  wards  of  the  ordinary  inmates. 

There  are  not  any  convalescent  day-rooms.  There  are  not  any  infectious  or  lunacy 
wards,  since  those  classes  of  sick  are  sent  to  the  hospitals  and  asylums. 

Only  about  six  cases  of  scarlet  fever  have  been  admitted  in  the  com^e  of  nine  or  ten 
years ;  but  such  would  be  placed  with  other  cases. 

The  drainage  is  said  to  be  very  good,  and  there  are  not  any  disagreeable  smells. 

'lliere  aire  12  wards  devoted  to  the  sick,  of  which  three  are  occupied  by  males  and  nine 
by  females.     Of  the  first  three,  one  is  appropriated  to  acme  casts,  one  to  general  cases,    |fiiiiA>0rofBeds. 
and  one  to  general  cases  and  cases  of  bad  legs. 

Of  the  women's  wards,  one  is  the  lying-in  ward,  one  the  nursery,  two  are  for  acute  cases, 
one  for  chronic  cases,  one  for  mixed  cases,  one  is  a  foul  ward,  one  for  bad  legs,  and  one  for 
convalescent  cases. 

The  following  are  the  dimensions  of  the  several  wards,  with  the  number  of  beds  now 

placed  in  them : — 


No.  of 

Cbas  of  Inmates, 

Number 

or 

Length. 

Breadth. 

He«ht. 

of 

Ward. 

Beds. 

Fi.   in. 

Ft.   in. 

Ft    !»• 

2 

Men's  sick  ward    .        •        - 

r 

44     0 

18     6 

10     0    \ 
2     0    J 

16 

24     0 

10     0 

9 

Ditto  -  ditto 

. 

86   10 

10     0 

10     0    1 

12 

94     0 

10     0 

2     0/ 

8 

Ditto  -  ditto 

t 

32     9 

18     0 

10     0    1 

12 

' 

10     0 

9     0 

2     0    J 

4 

Women's  lying-in  ward  - 
Women's  sick  ward 

87     0 

19     6 

10     0 

ii 

4 

{ 

87     8 
16     0 

19     8 

10     0 

11     0    \ 
2     0    J 

15 

Women's  foul  ward 

17     8 

18     8 

9     2 

8 

Nursery         .... 

10     0 

16     0 

10     0 

7 

1 

Women's  sick  ward 

( 

45     8 

19     9 

10     2    1 
2     0     J 

19 

24     0 

10     0 

2 

Ditto    -    ditto    - 

45     0 

18     6 

11     0 

18 

6 

Ditto    -    ditto    - 

84     0 

19     0 

11     0 

14 

7 

Ditto    -    ditto    ... 

40     8 

18     6 

12     2 

17 

11 

Ditto    -    ditto-  -        .        . 

87     8 

18     9 

11      1 

\7  double 

(Convalescent) 
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Hence  ii  appears  that  the  floor  space  and  cubical  space  allowed  to  each  bed  are  as 
follow : — 


Size  and  Description. 


Bedding  and  Fund- 
tore. 


No.  of 
Ward. 


Class  of  Inmates,  or  Purpose  to  which  Appropriated. 


Floor  Space 

allowed  to 

each  Person. 


Cubical  Space 

allowed  to 
each  Petson. 


2 
9 

8 

4 
4 


1 
2 
6 
7 
11 


Men's  sick  ward 

Ditto  -  ditto 

Ditto  -  ditto 

Women's  Ijing-in  ward     ------ 

Women's  sick  ward  ------- 

Women's  foul  ward 

Nursery .-. 

Women's  sick  ward 

Ditto    -     ditto       ---.... 

Ditto    -    ditto 

Ditto     -     ditto 

Ditto    -    ditto 

(Convalescent.) 

There  are  seven  double  beds^  and  when  these  are  filled 
the  space  will  be- 


8up,  Feet, 
67 
75 
57 
66 
59 
40 
43 
59 
46 
46 
44 
50 


88 


Cub.  Feet 
547 
607 
506 
656 
553 
824 
484 
5Ul 
509 
508 
538 
559 


872 


Cleanlineas. 


Ventilation. 


Nursing.' 


Hence  it  appears  that  the  floor  space  and  cubical  space  vary  from  33  to  75  superficial 
feet,  and  from  524  to  056  cubic  feet;  and  that  in  three  wards  the  latter  is  less  than  the 
amount  required  by  the  Poor  Law  Board. 

The  size  and  general  description  of  the  rooms  in  this  workhouse  vary  considerably ;  but 
a  niajority  of  them  are  of  good  size,  and  fairly  good  construction. 

Two  of  them,  Nos.  2  and  9,  for  men,  are  placed  side  by  side  with  an  intervening  virall, 
and  consequently  have  not  any  windows  on  that  side.  These  wards  are  not  light  and  cheerful 
enough  to  be  satisfactory.  Ihe  lying-in  ward  and  the  foul  ward  for  women  are  not  so  good  as 
might  be  desired.  The  convalescent  ward  is  not  so  good  as  others;  and  not  less  than  half 
of  >he  beds  are  occupied  by  two  persons — a  practice  exceedingly  objectionable.  Several  of 
I  he  other  wards  are  good,  airy,  light  and  cbeerfuK 

In  many  of  the  rooms  the  windows  are  so  high  that  the  inmates  on  the  upper  floor  never 
see  the  surrounding  buildings. 

The  bedding  is  not  satisfactory.  A  very  large  proportion  of  the  bedsteads  are  of  wood, 
^ith  old  sacking;  and  we  were  informed  that  bugs  abound  throughout  the  house.  The 
beds  are  fairly  good,  and  consist  of  flock.  The  sheets  are  old,  and  not  of  good  colour* 
The  rugs  look  old. 

There  are  dressers  in  each  ward,  on  which  the  crockery  is  displayed,  and  tends  to 
give  a  homely  appearaiSce  to  the  lOom.  On  some  of  the  floors  there  are  pieces  of  carpet,  or 
cocoa  fibre  mattmg. 

There  are  benches  with  very  upright  backs,  and  without  cushions;  and  the  number  of 
chairs  in  each  loom  is  not  large.    There  are  also  small  lockers  placed  between  the  beds. 

There  are  lavatories,  water  closets,  and  night  chairs,  in  perhaps  sufficient  number;  and 
proper  pottery  wash-hand  basins  are  provided,  and  used  by  the  inmates. 

There  is  a  good  supply  of  framed  prints  hanging  upon  the  walls  of  almost  all  the  rooms. 

Except  the  presence  of  bugs,  the  wards,  linen,  tables,  dressers,  crockery,  and  all  appur- 
tenances are  kept  clean. 

The  labour  bed  in  ihe  lying-in  ward  was  stained  on  account  of  the  waterproof  sheeting 
being  too  narrow. 

The  walls  of  the  staircases,  corridors,  and  wards  are  painted  in  the  lower,  and  coloured 
in  the  upper  part;  and  show  in  a  marked  manner  the  efibrts  which  have  recently  been  made 
to  improve  the  condition  and  appearance  of  this  workhouse. 

The  plan  of  ventilation,  which  is  in  use  in  this  workhouse,  is,  I  think,  very  defective. 
The  upper  part  of  each  window,  to  the  depth  of  one  frame,  is  made  to  fall  down  to  an  angle 
of  45**;  and  thus  leaves  a  triangular  opening,  through  which  air  is  admitted.  When  they 
are  open  they  pour  a  large  volume  of  cold  in  upon  the  inmate  occupying  the  bed  under- 
neath ;  and  when  they  are  closed,  as  must  be  the  case  during  the  night,  there  is  scarcely 
any  ventilation.  Hence,  with  the  two  extremes  to  choose  fi*om,  it  follows  that  the  windows 
are  generally  closed. 

In  the  wards  Nos.  2  and  9  there  are  large  openings  through  the  ceiling  to  the  roof,  which 
are  either  covered  by  a  shutter,  or  pour  down  volumes  of  sooty  air,  rendering  the  air  of  the 
rooms  very  disagreeable. 

The  staircases  and  corridors  even  smell  close  and  smoky;  and  thus  their  value  as  ven^ 
tilators  to  the  wards  is  greatly  diminished. 

There  is  not  at  this  moment  a  paid  nurse,  since  their  only  one  left  a  week  ago;  but  it  is 
understood  that  another  will  be  immediately  appointed. 

One  unpaid  nurse  and  one  helper  are  appoinud  to  each  ward ;  and  a  female  nurse  is  em- 
ployed by  day  in  the  acute  case  ward  on  the  men's  side*     No  separate  night  nurses  are 

appointed 
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appointed,  except  to  the  acute  case  ward  on  the  women's  side,  and  some  others.     All  these 
unpaid  nurses  can  read  print 

The  medical  officer  and  his  assistant  attend  at  the  workhouse  daily ;  and  devote  about 

one  hour  and  a-half  to  the  duty.    The  salary  is  BOL;  and  the  extras  for  midwifery  and  

lunacy  cases  amount  to  about  70 Z.     The  guardians  provide  cod-liver  oil  and  quinine  ;  and    Medical  Officer 
ihe  cost  of  the  other  diugs  is  about  10/.  per  year.     The  average  number  of  cases  under 
treatment  is  about  150. 

He  did  nut  consider  his  remuneration  was  sufficient;  and  was  of  opinion  that  for  the 
guardians  to  supply  all  the  drugs  would  not  only  be  fairer  to  himself,  but  beneHcial  to  the 
paupers. 

Ail  his  directions  as  to  diet,  stimulants,  and  medical  appliances,  are  readily  attended  to; 
and  the  supply  of  the  latter  is  sufficient. 

More  ncconunoddtiou  is  needed  for  males  and  females;  but  there  has  been  sufficient 
during  the  present  winier.    There  should  be  two  day  rooms.    There  are  sufficient  water 
closets  and  lavatories. 

The  following  are  the  recommendations  which  I  offisr  respecting  this  workhouse. 

1.  More  accommodation  is  required,  even  to  meet  the  present  wants. 

2.  Two  day  rooms  for  convalescents  are  required. 

3.  The  yard  space  should  be  enlarged. 

4.  The  ventilation  should  be  improved  throughout  the  house,  by  wholly  opening  all  the 
ventilators,  and  by  the  insertion  of  air  bricks  covered  with  perforated  zinc. 

The  present  patent  Venetian  shuiter  ventilators  should  be  removed  to  the  highest  row  of 
frames. 

In    wards  2  and  fi  there  should,   in  addition,  be  openings  made  in  the  partition  wall.  * 
The  openings  in  the  ceiling  should  be  covered  wiUi  perforated  zinc,  after  the  lofts  have  bc-en 
well  cleaned  out 

The  ventilation  on  the  staircases  should  be  improved  by  making  openings  at  the  top.  and 
by  plugging  the  windows  open  to  the  extent  of  an  inch. 

5.  All  the  wooden  bedsteads  should  be  removed,  and  replaced  by  iron  ones  with  laths. 
«.  Chairs,  and  cushions  to  the  benches  are  requnred. 

7.  Three  paid  day,  and  two  paid  night  nurses  should  be  employed  ;  and  such  other  help 
given  in  eacn  ward  as  may  be  req  uisite. 

8.  The  ocuardians  should  provide  all  the  requisite  drugs;  and  the  salary  of  the  medical 
officer  should  be  increased. 

9.  The  locality  and  buildings  are  undesirable  for  the  treament  of  sick  cases,  and,  as  more 
space  is  required,  the  workhouse  should  be  removed. 

10.  The  following  is  the  number  of  beds  which  should  be  placed  |n  the  several  rooms ;  it 
being  understood  that  only  one  adult  shall  occupy  a  bed. 


No.  of 

Glaat  of  ImnfttM, 

No.  of 

No.  of 

Gbttoflmiiatet, 

No.  of 

W«H. 

or  Porpow  to  which  Appropriatad. 

Beds. 

Wani. 

or  PurpoM  to  which  Approprittod. 

Beds. 

2 

9 
8 
4 

4 

Men's  sick  ward    - 
Ditto         -        .        -        . 
Ditto          -        -        .        . 

Women's  lying-in  ward  - 
Women's  sick  ward 
Women's  foul  ward 

1 

14  or  16 

12 

10  or  11 

12 
4or6 

1 
2 
6 
7 
11 

Nursery — 
Women's  siok  ward 

Ditto          -        .        .        , 

Ditto         .        .        •        . 

Ditto          -        .        •        . 

Ditto         -        .        .        • 
(Convalescent) 

14orl5 
14  or  15 
lOorll 
12  or  14 
12 

No 

•  6. 

GB 

.EEIN 

rwii 

CH. 

Wb  visited  this  workhouse  on  the  18th  April  1866,  and  were  accompanied  by  the  master, 
matron,  and  medical  officer. 

The  guardians  having  determined  to  build  a  new  infirmary,  and  being  about  to  enter  into 
contracts  for  it,  it  was  scarcely  necessary  that  we  should  inspect  the  existing  one.  As,  how- 
ever, the  present  infirmaiy  wards  will  be  used  for  ordinary  inmates,  the  time  which  we  have 
devoted  to  this  inspection  may  not  be  altogether  lost. 

This  workhouse  is  situate  on  the  south  side  of  the  Thames,  on  the  low  land  which  con- 
stitutes the  margin  of  the  river;  but  the  drainage  is  good.  It  is  a  large  building,  having 
at  the  present  time  884  inmates,  of  whom  387  are  upon  the  medical  officer's  books. 
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Cases  of  fever  and  small-pox  are  not  admitted,  but  are  sent  in  a  special  cab  to  the  spedal 
hospitals.  Cases  of  scarlet  fever  have  been  extremely  few ;  and  any  such  arising  in  the 
workhouse  would  be  sent  to  the  fever  hospital^  when  the  nature  of  the  disease  had  become 
evident.  1 50  imbeciles  and  idiots  are  retained  here,  some  of  whom  are  dirty ;  but  destruc- 
tive and  violent  cases  are  sent  to  an  asylum.  (We  found  a  man  improperly  confined  in  a  small, 
ill-ventilated  cell,  simply  on  account  of  his  propensity  to  run  away  from  the  workhouse.)  The 
less  cleanly  of  this  class  of  cases  are  kept  in  low  one-storied  wings,  whilst  the  others  occupy 
a  part  of  the  body  of  the  workhouse.  Cases  of  syphilis  are  for  the  most  part  sent  to  the 
Lock  Hospital ;  at  which  institution  20  beds  are  placed  by  the  Government  at  the  disposal 
of  the  guardians.     There  are  extremely  few  children  retained  in  this  workhouse. 

As  there  is  not  a  general  hospital  in  the  neighbourhood,  the  police  cases  are  brought  to 
I  he  workhouse.  Cases  also  were  pointed  out  to  us  of  persons  whose  parents  were  said  to 
be  possessed  of  ample  means.  Itch  cases  are  but  few,  but  they  are  kept  in  the  vagrant 
wards. 

The  infirmary  wards  are  43  in  number,  of  which  16  are  devoted  to  imbeciles  and  idiots^ 
and  the  remainder  to  the  general  sick.  Eleven  of  the  former  are  occupied  by  females,  and 
five  by  males ;  and  to  nearly  each  dormitory  there  is  a  separate  day  room. 

The  general  sick  are  placed  partly  in  the  body  of  the  workhouse,  and  partly  in  a  de- 
tached infirmary,  and  are  not  classified  into  acute  and  chronic.  Those  found  in  the  body 
of  the  workhouse  are  the  aged  and  infirm  of  both  sexes,  who  are  seen  by  the  mediciu 
officer  about  once  a  week,  and  are  placed  upon  his  books  almost  solely  because  an  extra 
diet  is  given  to  them. 

The  lying-in  ward  is  also  placed  in  the  body  of  the  workhouse. 

All  the  rooms  occupied  by  the  aged  and  infirm,  and  the  general  sick,  are  used  both  by 
night  and  day ;  but  there  is  a  day  room  attached  to  the  lying-in  ward. 

There  is  one  ward  in  the  detached  infirmary  which  is  chiefly  occupied  by  women  having 
'  diseases  of  a  syphilitic  character,  and  there  is  another  which  is  devoted  to  children,  but  au 
the  others  are  occupied  by  the  general  sick. 

The  following  are  the  dimensions  of  the  various  wards,  with  the  number  of  beds  which 
are  now  placed  in  the  dormitories: — 


No.  of 

Class  of  Inmates 

Ward. 

or  Purpose  to  which                  ' 

Length. 

Bnadth. 

Height. 

No.<»fB6(k. 

)                      Appropriated. 

Ft. 

in. 

Ft.  in. 

Ft. 

in. 

18 

'  Imbecile  women     - 

28 

9 

18     3 

13 

0 

11 

12 

Ditto         .        .        .        - 

18 

10 

18     3 

13 

0 

— 

15 

Ditto          .... 

f       54 

6 
3 

16     0 
9     0 

10 
10 

0 
0 

} 

21 

1  Imbecile  women,  strong  room  - 

10 

0 

5     6 

10 

0 

— 

3 

1  Imbecile  women,  day  room 

36 

4 

16     0 

10 

0 

.«— 

9 

Imbecile  women,  bed  room 

48 

6 

16     5 

9 

3 

19 

8 

Ditto        -        ditto 

28 

0 

16     6 

9 

8 

— 

6 

'  Imbecile  women,  day  room 

34 

0 

16     6 

9 

8 

— . 

89 

1  Imbecile     women,     lying-in- 

1      ward. 

25 

10 

16     6 

0 

3 

10 

37 

1  Imbecile  women,  day  room     • 

19 

6 

16     6 

9 

3 

— . 

1 

!  Bed  room,  imbecile  women    - 

26 

0 

15     9 

10 

0 

8 

la 

I       Ditto        .        ditto 

18 

6 

17     6 

10 

0 

9 

28 

1  Women  infirm       ... 

f       46 

9 

16     6 

9 

2 

*> 

18 

1 

I         8 

0 

6     0 

9 

2 

20 

i       Ditto          .        -        .        . 

i       ^^ 

0 

16     6 

9 

2 

18 

I 

I         B 

0 

6     0 

9 

2 

/ 

39 

1       Ditto         ... 

f      -*7 

9 

18     2 

7 

9 

< 

19 

i       47 

9 

12     8 

3 

6 

; 

19 

Ditto         .        .        .        - 

f       45 

9 

18     0 

7 

9 

1 

17 

1 

1       45 

9 

12     6 

8 

6 

1 

30 

Ditto         .... 

f       ^^ 

9 

16     5 

7 

8 

1 

1        4» 

9 

11     0 

4 

7 

19 

I         ^ 

0 

6     0 

12 

3 

27 

Ditto          .... 

r    46 

9 

16     6 

7 

8 

.         46 

9 

11     0 

4 

7 

> 

18 

I      s 

0 

6     0 

12 

3 

26 

Ditto          .... 

f       34 

0 

16     6 

7 

8 

i 

12 

I       34 

0 

11     0 

4 

7 

62 

Infirm  men            ... 

\       46 

9 

16     4 

7 

6 

'' 

9 

11     4 

4 

11 

> 

19 

0 

6     0 

12 

6 

59 

Ditto          .... 

'       45 

9 

16     4 

7 

6 

' 

45 

9 

11     4 

4 

11 

► 

19 

I         « 

0 

6     0 

12 

5 

48 

Male  imbeciles'  bed  room 

r    29 

0 

16     0 

10 

1 

i 

11 

I    p 

6 

6     6 

10 

1 

48a 

Ditto        -        ditto    - 

\    ^ 

6 

5     6 

10 

1 

' 

16 

0 

22     0 

10 

1 

9 

16 

0 

14     0 

10 

1 
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No.  of 

ClaM  of  InroaiM, 

1         Nombor 

Appendix. 

or  Purpose, 

Length. 

Bivadth. 

I         Hngfai. 

of 

-  — 

Wards. 

to  which  Approprimted. 

! 

Beds. 

Orbbwwich 

Ft.  in. 

Ft.  in. 

Ft.  in. 

48 

Male  imbeciles'  day  room 

88     6 

16     0 

10     1 

91 

Male  imbeciW  bed  room 

29     0 

18     0 

12     9 

13 

» 

Male  imbeciles*  day  room 

19     8 

18     0 

12     9 

69 

Women's  infirmary 

84     0 

17     0 

9   10 

13 

71 

Ditto          .... 

18   10 

17     0 

9   10 

6 

72 

Ditto          .... 

84     0 

17     0 

9  10 

12 

78 

Ditto          -         .        .         - 

18     0 

17     0 

9  10 

A 

74 

Nursery         .        .        .         - 

80     0 

17     0 

9  10 

11 

75 

Women's  sick  ward 

/       29     6 
1        29     6 

17     0 

7     6    ' 

12     0 

4     2    J 

12 

76 

Ditto          .... 

/       17   10 

17     0 

7     6    \ 

1        17   10 

12     0 

4     2     J 

7 

77 

Women's  sick  ward 

J       84     0 
84     0 

17     0 
12     0 

7     6     t 
4     2     i 

13 

78 

Ditto    •    ditto 

r       87  10 

17     0 

7     6     \ 
4     6     J 

\       87   10 

12     0 

15 

80 

Imbecile  women 

28     6 

17     0 

10     0 

12 

80  a 

Day  room     .... 

18     0 

17     0 

9     9 

81 

Men's  infirmary     ... 

84     0 

17     0 

9  10 

13 

88 

Ditto 

18     9 

17     0 

9  10 

6 

84 

Ditto 

84     0 

17     0 

9  10 

18 

85 

Ditto 

18     0 

17     2 

9   10 

6 

86 

Ditto 

29     9 

17     2 

9  10 

12 

87 

Ditto 

f      29  10 
\      29  10 

17     2 

in 

12     2 

12 

88 

Ditto 

17   10 

16  10 

10     0 

6 

89 

Ditto 

f       34     0 

17     2 

7     2     \ 

1       84     0 

12     2 

4     4     j 

13 

It  will  be  observed  that  owing  to  the  narrowness  of  the  wards  the  gangway  between  die 
beds  is  only  4  to  5  feet;  and  uiat  the  height  of  the  rooms  is  about  10  to  12  feet.  The 
floor  space,  and  the  cubical  space  allotted  to  each  bed,  are  as  foUows : — 


No.  «c 
Ward. 


18 
12 
16 

8 

9 

8 

6 
89 
87 

1 

la 
28 
20 
89 
19 
30 
27 
26 
62 
69 
43 
48a 
43 
91 

69 
7! 
72 
78 
74 
75 
76 
77 
78 


Ckss  of  Inmates,  or  Purpese  to  which  appropriated. 


Floor  SpMt 

allowed 

to  each  Person. 


Imbecile  women,  bed  rooms 

Ditto  -  ditto 

Ditto  .  ditto 

Imbecile  strong  room 
Imbecile  day  room   •        .        - 
Imbecile  bed  room   ... 

Ditto  .        -        -        . 

Imbecile  day  room  ... 
Imbecile  hring-in  ward     - 
Imbecile  day  room  ... 
Imbecile  bed  room,  imbecile  women 

Ditto        -        ditto 
Women  infirm  .        .        - 

Ditto  .... 

Ditto  .        -        -        . 

Ditto  .        .        -        - 

Ditto  -        .        -        -        , 

Ditto  .... 

Ditto  ...        - 

Infirm  men      -        -        -        -        . 

Ditto  .        .        -        -        . 

Male  imbeciles'  bed  room 
Male  bed  room         .        -        .        . 
Male  day  room         .         -        -         . 
Male  bed  rooita  -         .        -        . 

Male  day  room         -        -        .        . 
Women  s  infirmary  .        -        - 

Ditto  .        -        .        .        . 

Ditto  .        -        .        .        , 

Ditto  -        •        .        -        . 

Nurser}'  ...... 

Women's  sick  ward  -        .        .        . 

Ditto 

Ditto 

Ditto 


Sup.  feet. 

48 

44 


42 


43 

61 

Z6 
46 
48 
46 
48 
45 
46 
47 
48 
47 
45 
68 

40 

44 
58 
48 
51 
46 
42 
43 
44 
43 


OiUidSpaee 

allowed 
to  each  Person. 


Cub.  feet. 
620 

44-2 


d8S 


394 

512 
860 
417 
486 
406 
493 
483 
492 
501 
467 
46) 
458 
685 

51-2 

437 
5«o 
474 
502 
456 
486 
452 
4«4 
45b 


372. 
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No.  of 
Wtnk. 


80 

80a 

81 

83 

84 

86 

86 

87 

88 

89 


ClaiB  of  TtiinaiiMj  or  Purpoie  to  which  appropriated. 


Imbecile  women,  bed  room        -        -        -        -        -  i 

Day  room        --------, 

Men's  infirmary 

Ditto  

Ditto  

Ditto  1 

Ditto  

Ditto t 

Ditto i 

Ditto I 


Floor  Spaoe 

aDofwl 
tocMhPenoo. 

Cubical  Space 

alkm«d 
tocachParaoB. 

Sup.  feet. 
33 

Cub.feet. 
333 

44 

437 

53 

5-22 

44 

437 

52 

507 

43 

418 

43 

437 

50 

500 

45 

460 

Beddh^  and  general 
Fiiniitiire« 


Heiice  it  appears  that  the  floor  space  and  cubical  space  allotted  to  each  bed  by  day  and 
nighty  are  from  42  to  63  superficial  feet,  and  from  394  to  525  cubic  feet ;  and  that  t>iily  in 
six  wards  is  the  cubical  space,  required  by  the  Poor  Law  Board,  allowed  ! 

Size  of  Boomfl^  4e.  The  body  of  the  workliouse  is  so  constructed  that  there  is  a  very  long  and  narrow  corrido' 
running  through  the  centre  of  the  building  from  end  to  end,  and  on  each  side  of  it  are  the 
various  apartments.  The  building  is  of  three  stories  in  height,  and  the  general  character  of 
all  the  floors  is  the  same,  except  thai  the  uppermost  rooms  are  built  in  the  roof;  and  the  upper- 
most corridor  is  of  much  less  height  than  the  others.  Hence,  in  nearly  every  instance  the 
windows  leading  to  the  outer  air  are  placed  on  one  side  of  the  rooms  only,  but  on  the  other 
side  there  are  smaller  windows  which  communicate  with  the  corridors. 

The  detached  imbecile  wards  are  open  to  the  roof,  and  have  windows  on  one  side  only. 

The  character  of  the  rooms  in  the  detached  infirmary  varies  much,  since  many  have 
windows  on  both  sides,  and  are  light,  airy,  and  cheerful,  whilst  others  have  windows  on  one 
side  only.     Some  of  those  which  are  placed  in  the  upper  story  have  skylights. 

The  corridors  are  darkish,  and  the  upper  one  is  lit  here  and  there  by  a  skylight  on  each 
side  of  the  central  gutter. 

Most  of  the  rooms  are  sufficiently  long,  but  all  are  much  too  narrow.  There  are  some 
small  rooms  which  are  the  least  desirable  of  any.  None  of  the  rooms  are  too  large  to  be 
either  usefiil  or  comfortable. 

There  are  a  few  rooms  which  are  not  sufficiently  light,  but  generally  the  narrowness  of 
the  rooms  allows  them  to  be  light  and  cheerful,  although  lit  from  one  side  only. 

The  bedding  is  eood  throughout  the.  house,  except  in  the  idiot  ward.  It  is  of  flock,  placed 
upon  iron  bedsteads,  with  sacking  or  with  iron  laths.  The  bed  coverings  are  good  and 
sufficient.  In  the  idiot  ward  the  Beds  are  of  straw,  and  some  of  them  very  insufficiently 
filled. 

There  are  small  lockers  in  most  of  the  rooms  between  the  beds,  and  wooden  chairs  are 
found  very  generally.  There  are  two  rooms  otcupied  by  the  nurses  (one  a  bath  room  and 
the  other  a  kitchen),  between  each  two  wards,  wnich  are  very  convenient;  and  in  other 
wards  there  are  cupboards  upon  and  within  which  the  crockery  and  other  utensils  are 
placed. 

There  is  a  good  supply  of  prints  in  the  unbecile  wards,  and  there  are  a  few  elsewhere. 
There  is  a  supply  of  useful  and  entertaining  periodicals  and  books,  and  there  are  some 
games,  as  dominoes  and  bagatelle. 

There  is,  upon  the  whole,  a  very  good  supply  of  water-closets  and  lavatories,  and  both  are 
kept  in  a  very  cleanly  state.  Night  chairs  are  found  in  all  the  wards.  Little  looking- 
glasses  are  placed  in  the  lavatories  for  imbeciles. 

The  wards,  beddini:,  furniture,  &c.,  are  almost  universally  clean.  There  is  some  difficulty 
in  keeping  the  beds  quite  clean  in  the  idiot  ward,  on  account  of  the  dirty  habits  of  those 
inmates ;  and  in  some  of  their  wards  we  found  tlie  nurses  drying  the  wet  beds  at  the  fire, 
and  loading  the  air  with  an  urinary  odour. 

The  closets  for  this  class,  which  are  placed  outside  the  building,  are  wet,  and  somewhat 
repulsive. 

The  linen  in  the  uards  is  kept  clean.  Three  sheets  are  appropriated  to  each  bed,  and 
one  is  changed  weekly.    There  are  sufficient  towels. 

The  ventilation  in  this  workhouse  is  almost  universally  defective,  and  it  results  from  the 
construction  already  referred  to. 

Besides  the  outer  windows  on  one  side  (sometimes  on  both  sides),  and  the  open  fire- 
places, the  ventilation  is  dependent  upon  windows  opening  into  the  corridors,  and  upon 
yentilators  placed  in  the  ceilings.  The  former  might  be  efficient,  but  in  nearly  every  case 
they  were  shut ;  the  latter  are,  alone,  quite  insufficient,  although  a  current  of  air  was 
passing  through  them. 

Several  of  the  wards  were  close,  and  some  very  close;  as,  for  example,  Nos.  62,  83,  85, 
and  particularly  88.  Some  had  an  urinary  smell,  as  No.  62,  and  the  wards  for  idiots  and 
children.     But  very  few  were  really  fresh  and  unexceptionable. 

The 
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The  bedsteads  are  so  made,  that  those  on  one  side  of  the  room  fold  up  during  the  day.         Appendix, 
and  thus,  by  allowing  u  wider  gangway  down  the  room,  promote  ventilation.  

The  ventilation  in  the  corridors  is  defective.     This  is  particularly  observable  in  the  upper       GaBBirwioH* 
ones ;  and  at  the  top  the  skylights  are  not  used  as  ventilators.  

Holes  have  recently  been  bored  into  the  lower  part  of  the  doors,  which  have,  doubtless, 
unproved  the  ventilation  of  those  wards. 

Two  paid  nurses  have  just  been  appointed,  but  have  not  as  yet  entered  upon  office.  Nxuniiig. 
They  are  for  the  general  sick  wards  on  the  male  and  female  side,  respectively.     There  are 
also  two  paid  nurses  in  charge  of  female  imbeciles,  and  one  in  charge  of  male  imbeciles  and 
idiots. 

Of  unpaid  nurses,  there  is  one  day  nurse  to  each  ward,  and  usually  there  is  a  helper 
also. 

There  are  no  specially-appointed  night  nurses ;  but  the  nurses  perform  duty  both  day 
and  night,  so  far  as  the  latter  may  be  required.  Whenever  an  imuate  is  very  ill,  and 
requires  attention  during  the  night,  some  one  is  appointed  to  sit  up,  and  give  that  attention. 
These  nurses  sleep  in  the  wards.  The  unpaid  assistants  are  allowed  meat  daily,  with  tea 
and  scgar ;  and  a  special  dress  is  given  to  the  women.  The  cost  of  these  extras  is 
stated  to  be  3  s.  per  week  for  each  person ;  which,  if  it  may  be  fairly  multipUed  by  the  40 
assistants  of  various  classes,  would  make  300  /.  per  year. 

The  medical  officer  attends  at  the  workhouse  at  least  twice  daily^  and  devotes  about  six  Medioal  Offioar. 
hours  daily  to  the  discharge  of  his  duties.     During  the  past  year  he   paid  upwards  of  800 
visits  to  the  workhouse;  and  spent  1,000  hours  within  its  walls. 

His  remuneration  is  20o  I.  yearly,  out  of  which  he  provides  all  drugs,  except  cod-liver  oil 
and  quinine,  and  dispenses  his  own  medicines.  He  considers  that  the  guardians  should 
provide  all  the  requisite  drugs,  and  a  dispenser,  who  might  be  partly  employed  as  a  clerk, 
or  in  some  other  capacity,  and  still  allow  him  his  present  salary.  He  is  of  opinion  that 
the  services  of  a  dispenser  would  relieve  him  of  much  disagreeable  work,  and  would  enable 
him  to  discharge  his  duty  to  the  sick  in  three  hours  daily. 

He  orders  whatever  food  and  stimulants  he  thinks  needful,  and  all  are  readily  supplied. 
Medical  appliances,  as  water  beds,  &c.,  are  found  readily,  and  in  sufficient  quantity. 

He  thiniLS  that  a  separate  itch  ward  should  be  provided;  as  also  a  ward  io  which 
fever  cases  might  be  temporarily  placed.  There  ought  to  be  a  proper  and  separate  diet, 
including  half  a  pint  of  beer  and  some  meat  daily  provided  for  the  aged  and  mfirm ; 
and  thus  prevent  the  necessity  of  placing  so  large  a  immber  of  this  class  upon  his 
books.  A  tew  of  the  idiotic  boys  should  he  sent  to  asylums,  where  they  might  receive 
proper  training. 

He  thinks  that  with  the  present  defective  ventilation,  700  cubic  feet  of  air  are  necessary 
for  each  patient. 

The   following  are   the  recommendations  which  I   offer  in  reference  to  the  infirmary  Reoomiiiflndfttioiit. 

wards : 

1.  The  present  detached  one-storied  imbecile  wards  should  be  raised;  and  itch  and  other 
wards  placed  there. 

2.  Care  should  be  taken  thai  the  straw  beds  are  kept  sufficiently  full ;  and  that  the  water- 
proof sheet  with  a  funnel  should  be  used  to  all  dirty  cases. 

3.  Indiarubber  urinals  should  be  provided  for  the  use  of  certain  aged  men  and  others 
who  pass  the  urine  involuntarily. 

4.  The  water-closets  for  the  imbeciies,  which  are  placed  outside  the  building,  should  be 
supplanted  by  Jenning's  latrines,  and  the  way  covered  over. 

6.  Water-closets  should  be  provided  for  the  lying-in  ward ;  and  for  wards  Nos.  19,  69p 
and  13. 

6.  Some  effort  should  be  made  to  impr(»ve  the  ventilation  of  the  long  corridors,  bv  mak* 
in^  cross  passages  open  to  the  air ;  and  at  the  top  of  the  workhouse  by  placing  Louvre- 
li^ts. 

7.  Throughout  the  workhouse  the  ventilating  windows,  which  communicate  with  the 
corridors,  should  be  plugged  open  to  the  extent  of  one  inch,  and  kept  open  night  and  day. 
The  number  of  them  should  be  greatly  increased;  and  no  room  whatever  adjoining  the 
corridor  should  be  without  them. 

In  many  of  the  rooms  perforated  glass  should  be  placed  in  one  of  the  top  panes  of  one 
or  more  windows :  and  a  large  opening,  covered  with  perforated  zinc,  should  be  made  over 
the  doors  ;  either  from  the  staircases,  or  between  the  rooms. 

The  rooms,  which  particularly  need  these  changes,  are  as  follows : 

Nos.  12,  13,  91,  80,  imbeciles. 

The  darkish  cells  in  Nos.  15  and  43. 

No.  9  requires  a  ventilator  in  the  wall  and  over  the  door. 

No.  20  requires  ventilators  over  the  door  and  two  windows. 

Nos.  73,  76,  30,  27,  76,  74,  and  78,  want  windows  in  the  side  of  the  rooms. 

The  Nursery,  Nos.  81,  83,  85,  and  86,  need  windows  on  two  sides. 

Nos  6  and  13  need  windows,  and  ventilators  in  the  roof. 

Until  these  changes  have  been  made  no  other  arrangements  can  be  satisfactory. 
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8.  Nearly  ail  the  roouis  are  much  too  crowded,  with  the  present  amount  of  veatilatiou,  but 
as  they  will  no  longer  be  us^ed  as  infirmaiy  wards,  I  refrain  from  indicating  the  numbo' 
of  beds  which  they  should  contain. 

9.  The  lying-in  ward  i>  too  full,  and  a  lar^zer  one  j^hould  be  provided.  A  separate  but 
very  closely  adjoining  labour-room  should  be  provided;  and  the  day- room  supplied  with 
more  furniture,  and  made  more  comfortable. 

10.  The  medical  ofhcer,  master,  «nd  matrt>n  are  of  opinion  that,  with  the  paid  nurses 
which  have  now  been  appointed,  and  the  present  unpaid  assistants,  the  arrangement  will 
be  satisfactory.  I  cnnnot  advise  upon  this  point  until  I  know  the  arrangements  of  "the  pro- 
posed infirmary. 

11.  The  guardians  should  find  the  drugs  tor  the  use  of  the  inmates.  A  dispen^er  should 
be  appointed,  who,  in  addition  to  this  special  duty,  should  act  as  clerk. 

The  salary  of  the  medical  officer  should  be  increased,  and  an  assistant  should  reside 
within  the  workhouse. 


12.  Proper  dietaries  for  the  aged  should  be  Hevised ;  and  no  inmate  should  be 
upon  the  books  of  the  medical  officer  merely  for  the  want  of  this  general  dietary. 

13.  Padded  wards  are  needed. 

14.  Looking^lasses  and  prints  should  be  added. 

16«  In  the  new  infirmary  there  should  be  day  convalescent  rooms. 


placed 


No.  7. 
ST.  MARYLEBONE, 


St.  Mabylbbokb. 


We  visited  the  Marylebone  workhouse  on  1 0th  April  1866,  and  were  accompanied  by 
the  medical  officer  and  the  master. 

This  is  a  very  lar^e  establishment,  which  has  been  enlarged  at  various  periods,  imtil 
it  18  capable  of  noldmg  about  2,000  persons.  The  buildings  are  old,  and  exhibit  every 
variety  of  form  and  architecture.     The  site  is  high,  healthy,  and  well  drained. 

The  infirmary  wards  proper  are  placed  in  a  detached  building,  called  the  infirmary,  in 
which  there  are  29  wards,  containing  305  beds,  and  occupied  by  264  persons.  Of  these 
wards  16  are  occupied  by  women,  10  by  men,  and  four  by  children. 

A  class  of  inmates,  called  casual  lunatics  (or  those  who  have  very  recently  entered  the 
workhouse,  and  will  remain  in  those  wards  only  for  a  short  period),  occupy  four  dormi- 
tories and  two  day-rooms.  Idiots,  imbeciles,  and  epileptics,  on  the  female  side,  occupy 
two  dormitories  and  one  day-room ;  and  those  on  the  male  side  one  dormitonr  and  one 
day-room.  There  are  also  two  surreal  wards  on  the  female,  and  the  same  number  on  the 
male  side.  One  on  the  female  side  is  devoted  to  cases  of  syphilis,  and  the  remainder 
of  them  are  occumed  by  medical  cases  of  a  general  character.  These  latter  are 
arranged  in  sets  under  different  nurses,  and  in  each  set  is  one  ward,  into  which  the  acute 
cases  are  received,  and  the  convalescent  cases  are  drafted  to  the  others.  Hence,  in 
some  of  the  wards,  nearly  all  the  patients  keep  their  beds ;  whilst  in  others,  perhaps,  an 
equal  proportion  sit  up. 

Here  are  also  properly  padded  rooms  for  the  reception  of  violent  lunatics. 

Besides  these  there  are  14  wards  placed  in  the  body  and  other  parts  of  the  workhouse, 
apart  from  the  infirmary,  which  are  occupied  by  chronic  and  infirm  cases.  These  contain 
about  500  cases,  about  200  of  whom,  upon  the  average,  are  seen  by  the  medical  officer 
thrice  a  week,  and  are  for  the  time  under  nis  care. 

Cases  of  fever,  scarlet  fever,  and  small-pox,  are  not  received  into  the  workhouse,  but 
are  sent  in  a  special  cab  to  the  special  hospitajs.  Syphilitic  cases  are  retained,  but  they 
only  amount  to  eight  women.  Acute  and  noisy  cases  of  lunacy  are  sent  to  asylums. 
Ordinary  imbeciles  and  idiots  are  placed  together  in  certain  wards,  and  onlv  such  are  ' 
placed  upon  the  medical  officer's  books  as  are  otherwise  ill  and  temporarily  need  l^s 
attention. 

There  are  day-rooms  for  the  use  of  the  lunatics  and  epileptics,  but  not  for  any  other 
class  of  inmates.  The  corridors  in  the  infirmary  are  large  and  light,  and  are  well  fitted 
to  enable  the  inmates  to  take  exercise.     There  are  good  yards. 

The  lying-in  wards  are  two  in  number,  and  there  is  a  separate  labour  ward  from  which 
the  patient  is  wheeled  in  two  to  four  hours  after  her  confinement  to  lying-in  ward  No. 
1,  and  in  about  a  week  she  is  again  removed  to  lying-in  ward  No.  2. 
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The  following  are  the  dimensions  of  the  several  wards,  with  the  number  of  beds  which 
they  severally  contain : — 


Appendix. 
St.  Martlebone. 


No. 

of 

Ward. 

Class  of  Inmates, 

or 

Purpose  to  which  Appropriated. 

,        Length. 

1 

Breadth. 

Height. 

Number  of 
Bede. 

Ft. 

in. 

Ft. 

in. 

Ft. 

tn. 

1 
2 

3 

Females,  Dorcas  ward 
Ditto     •     ditto 
Ditto     -     ditto 

27 
20 
16 

10 
0 
8 

18 
18 
11 

0 
0 
9 

12 
12 
12 

6 
6 
6 

8 
6 
3 

1 

Females^  strong  room 
Females,  imbeciles 
Females,  day-room 

5 
28 
47 

9 
9 
6 

6 
19 
21 

9 
9 
9 

12 
12 
12 

6 
8 
3 

11 

2 

Females,     imbeciles'     bed  - 

44 

0 

18 

8 

12 

6 

21 

room. 
Females,  Victoria  ward 
Ditto    -     ditto  (a)    - 

52 

20 

0 
0 

22 
18 

0 
0 

13 
14 

9 
0 

21 

8 

Females,  Middlesex  ward   - 
Females,  Princess  waid 

25 

44 

0 

0 

21 

18 

6 

8 

14 
14 

0 
0 

11 

18 

Females,  Mary  ward 
Females,  London  ward 

39 
38 

0 
9 

19 
21 

9 
9 

14 
14 

0 
0 

17 
15 

1 

Lying-in  ward    - 

23 

3 

22 

6 

14 

0 

8 

^ 

Lying-in  convalescent  ward 

30 

0 

22 

6 

14 

0 

12 

Males,  Llanover  ward 
Males,  Norwich  ward 
Ditto    -     ditto  (a)    - 

28 
20 
26 

0 
0 
0 

18 
18 
18 

8 
0 
0 

14 
14 
14 

0 
0 
0 

9 

7 

10 

Males,  Bell  ward 
Males,  Mayo  ward 

27 
36 

9 

0 

18 
18 

0 
0 

14 
14 

0 
0 

9 
12 

Males,  Shaftesbury  ward     - 
Males,  Stuart  ward     - 

27 
27 

6 
6 

18 
18 

6 
6 

14 
14 

0 
0 

9 
10 

Children,  Cambridge  ward  • 
Children,  Oxford  ward 

36 
86 

0 
0 

18 
IB 

6 
6 

11 
11 

0 
0 

15 
15 

Males,  imbeciles,  St  Luke's 

ward. 
Males,     sick    and     infirm. 

Prince's  ward. 
Males,  Albert  ward     - 

36 
27 
27 

0 
6 
6 

18 
18 
18 

0 

0 
0 

12 
12 
12 

3 
6 
6 

10 
10 

8 

Boys,  Alfred  ward 

36 

0 

18 

0 

12 

6 

15 

4b 
6b 

Males,    sick,    St.  George's 
waril. 

Males,  chronic  cases  and  in- 
firm. 

Ditto    -     -     ditto      - 

27 
107 
107 

6 
0 
0 

18 
26 
26 

0 
0 
0 

12 

10 

9 

6 
10 
11 

11 
44 
46 

27  a 

Females,  aged  and  infirm   -J 

52 
6 

4 
0 

19 

4 

10 
0 

14 
14 

n 

21 

38  a 

18  a 

21a 

19  a 
20a 

Females,  chronic  cases  and 

infirm. 
Females,  chronic  cases  and 

infirm  (room  adjoining). 
Females,  chronic  cases  and 

infirm* 
Ditto    .    .    -    ditto 
Ditto     -    -    -    ditto 
Ditto    -    -     -    ditto 

41 

14 

89 

66 
30 
37 

0 

0 

8 

3 
0 
6 

25 

9 

18 

19 
19 

20 

10 

7 

6 

9 
6 
0 

9 

9 

9 

14 
14 
14 

0 

0 

9 

0 
0 
0 

17 

4 

17 

28 
12 
14 

6a 
4a 
da 

Females,  chronic  cases  and 
infirm  (Irish  ward). 

Females,  chronic  cases  and 
infirm. 

Ditto    -    -    -    ditto 

Ditto    -    -    -    ditto 

46 

47 

47 
26 

0 

0 

0 
0 

14 

14 

14 
14 

6 

0 

0 
0 

11 

10 

10 
10 

9 

9 

9 
9 

38 

14 

14 
7 

It  will  be  observed  that  the  uroal  breadth  and  height  of  the  iofirmary  rooms  are  18  feet 
to  23  feet,  and  12  feet  to  14  feet. 
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The  amount  of  floor  space,  and  cubical  space,  allotted  to  each  bed  is  as  foUovrs  :— 


Siae  of  i 
general  ehaiaeter. 


Bedding  and  ftind- 
tore* 


Number 

of 
Ward. 


Clan  of  IniAfttes,  or  Purpose  to  which  Appropriated. 


4b 

5b 

27  a 

26  a 

18a 
21a 

19  a 

20  a 
6a 
4a 
Sa 
da 


Females,  Dorcas  ward       ------ 

Ditto    -    ditto  

Ditto    -    ditto 

Females  strong-room  .->.-. 

Females,  imbeciles*  bedroom       .         .         -        -        - 
Females,  dajroom     ------- 

Females,  imbeciles  bedroom 

Females,  Victoria  ward      ------ 

Females,  Victoria  ward  (a)        .        -        -        -        - 

Females,  Middlesex  wara  ------ 

Females,  Princess  ward    ------ 

Females,  Mary  ward 

Females,  London  ward     - 

Lying-in  ward 

Ljing-in  convalescent       ------ 

Males,  Danover  ward 

Males,  Norwich  ward        -        -        -        - 

Males,  Norwich  ward  (a)  - 

Males,  Bell  ward      ------- 

MalcH,  Mayo  ward    -.--..- 
Males,  Shaf^sbury  ward  ------ 

Males,  Stuart  ward    ------- 

Children,  Cambridge  ward        -        -        -        -        - 

Children,  Oxford  ward      ------ 

Males,  imbeciles,  St.  Luke's  ward  .  .  .  - 
Males,  sick  and  infirm,  Prince's  ward         -         -        - 

Males,  Albert  ward  • 

Boys,  Alfred  ward    ------- 

Males,  sick,  SL  George's  ward 

Males,  chronic  cases  and  infirm  ward  -        -        - 

Ditto    -    -    -    ditto 

Females,  a^ed  and  infirm  ward  •  -  -  -  - 
Females,  chronic  cases  and  infirm  ward  -  -  . 
Females,  chronic  cases  and  infirm  (room  adjoining)  ward 

Ditto ditto 

Ditto ditto 

Ditto ditto 

Ditto ditto 

Females,  chronic  cases  and  in6rm  (Irishward)    - 

Ditto ditto 

DitU> ditto 

Ditto ditto 


Floor  Space 

aUoired 

to  each  Person. 


Sup.  feet. 

68 
60 
65 

62 


Cubical  Space 

allowed 
to  each  Peraon. 


(Jub.Jeet. 

788 
750 
816 

632 


39 

489 

54 

749 

45 

630 

49 

684 

46 

689 

45 

635 

bQ 

787 

65 

915 

56 

788 

57 

795 

51 

720 

47 

655 

56 

777 

54 

756 

57 

791 

51 

712 

44 

488 

44 

488 

65 

794 

50 

619 

62 

778 

43 

540 

45 

662 

68 

685 

60 

600 

51 

708 

62 

561 

84 

802 

43 

416 

47 

654 

49 

688 

54 

750 

18 

206 

47 

505 

47 

605 

52 

559 

Hence  the  usual  floor  space  and  cubical  space  allotted  to  each  bed  are  43  to  63  superfi- 
cial feet,  and  488  to  794  cubic  feet ;  but  one  ward  allows  so  little  as  18  superficial  and 
206  cubic  feet.  In  only  two  of  38  wards  is  the  cubical  space  less  than  that  required  by 
the  Poor  Law  Board. 

The  size  of  the  rooms  is  in  general  large,  and  they  are  wide  and  lofty.  Those  in  the 
infirmary  are,  in  this  respect,  unexceptionable,  whilst  some  in  the  body  of  the  workhouse, 
as  those  for  male  convalescents  (which  were  formerly  used  as  a  schoolroom),  are  too  long 
to  look  comfortable,  and  too  wide  to  enable  the  whole  space  to  be  used  in  the  most 
economical  manner. 

There  are  a  few  rooms,  as  6  a,  which  are  very  long  and  narrow ;  and  one,  22  a,  which 
is  very  low,  and  about  to  be  raised. 

Some  of  the  rooms  have  outer  windows  on  both  sides,  but  a  large  majority  have 
windows  on  one  side  only.  As,  however,  the  windows  are  generally  very  large  and  the 
rooms  very  lofty,  the  wards  are  light  and  cheerful.  A  few  of  the  rooms  are  somewhat 
dark ;  and  some  are  unnecessarily  darkened  by  the  substitution  of  wooden  boards  for 
glass  panes  in  the  lower  sash. 

As  an  expression,  however,  of  very  general  application,  it  may  be  stated  that  the  rooms 
are  excellent,  large,  airy,  and  cheerful. 

The  rooms  to  which  exception  can  be  taken  are  chiefly  occupying  the  south  side  block 
of  buildings,  some  of  which  are  very  close  and  others  dark.  Some  of  these  are  occupied 
solely  by  Irish  inmates.  St.  Luke's  ward  for  casual  lunatics  is  somewhat  dark ;  as  are 
also  17  a,  18  a,  and  19  a,  occupied  by  the  aged  and  infirm. 

The  bedding  is  universallv  cood,  consisting  of  flock  beds  (some  are  of  coir)  upon  iron 
bedsteads,  with  either  iron  laUis  or  sacking.  There  is  a  special  machine  used  here,  by 
which  the  flock  is  teazed  ;  and  the  bedding  is  frequently  passed  through  the  process. 
The  linen  and  bed  covering  is  good,  and  sufiicient. 

There 
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There  are  little  lockers  between  the  beds^  book-shelves  placed  against  the  walls^  Windsor        Appendix. 

chairs^  prints  or  Scripture  sentences  jplaced  upon  the  walls,  and  particularly  in  the  lunacy 

wards,  cupboards,  ana  all  needful  furniture.   There  are  night  chairs  in  each  room,  and  water  S^*  M  artlebone. 
closets  and  lavatories  in  suitable  places.     Two  fixed  baths  with  hot  and  cold  water  are  "~* 

placed  upon  the  basement  floor  in  the  infirmarv,  and  two  others  are  about  to  be  placed 
upon  the  first  floor.    There  are  also  moveable  baths  of  various  kinds. 

The  inmates  wash  in  pottery  basins  pr  pans,  and  the  children  are  washed  in  pans  and 
baths. 

Illustrated  periodicals,  newspapers,  and  books  are  placed  in,  and  circulated  through,  the 
difierent  wards.  There  is  a  thermometer  in  each  ward.  There  are  games  of  dominoes, 
&c.  in  the  general  wards,  and  of  bagatelle,  &c.  in  the  imbecile  wards.  There  are  screens 
in  every  room. 

The  cleanliness  of  the  linen,  floors,  tables,  and  furniture  in  general  is  all  that  could  be  Cleanliness, 
desired.  One  sheet  is  changed  weekly;  and  each  inmate,  in  addition  to  the  other  towels  in 
general  use,  has  separate  towels,  comb  and  brush,  and  piece  of  soap.  The  lavatories  and 
water  closets  are  kept  quite  clean.  Each  child  is  washed  in  a  separate  quantity  of  clean 
water.  A  few  parts  of  the  infirmary  appeared  to  require  painting,  and  have  thereby  lessened 
somewhat  the  appearance  of  cleanliness.  Each  inmate,  in  admtion  to  the  clewing  of  the 
house,  has  list  slippers  with  thick  soles,  which  are  kept  clean. 

The  crockery,  pewter  and  tin  foot-warmers,  shower  baths,  and  drinking  utensils,  are 
kept  exceedingly  bright  and  clean,  and  give  an  agreeable  look  to  the  wards. 

The  ventilation  is  maintained  by  windows,  open  fire-places,  and  ventilators  of  large  Ventilation, 
size  placed  in  the  walls  at  the  upper  part,  and  others  of  small  size  placed  in  the  floor. 

In  a  large  number  of  wards,  in  wnich  the  outer  windows  are  on  one  side  only,  there 
are  ventilators  placed  on  the  opposite  side,  or  at  one  or  both  of  the  ends  of  the  room ; 
and  such  rooms  are  kept  in  a  very  satisfactory  state.  There  are,  however,  some  in  which 
tiiere  is  neither  window  nor  ventilator  on  one  side,  or  on  one  or  both  ends  of  the  room. 
There  are  others,  as  in  6  A.,  where  ventilators  placed  on  one  side  have  been  left  with 
openings  so  large  and  undefended,  that  volumes  of  cold  air  have  poured  in,  with  the  wind 
in  that  direction ;  and  as  a  result  the  ventilators  have  been  boarded  up.  In  the  same, 
and  in  other  rooms,  panes  of  perforated  zinc  have  been  placed  in  the  windows ;  and  these 
have  in  like  manner  been  boarded  up,  or  painted  over.  In  several  of  such  cases  there 
are  two  perforated  panes  of  zinc  in  the  same  window,  and  placed  side  by  side ;  and  have 
thus  have  allowed  too  large  an  admission  of  air  at  one  place. 

In  a  few  rooms  there  is  perforated  glass  in  the  windows,  or  there  are  sky-lights,  which 
may  be  opened,  and  ventilate  the  rooms. 

princesses  ward,  St.  George's,  surgical  ward,  the  day-room  for  idiots  and  imbeciles, 
St.  Luke's  ward  for  casual  mnatics,  4  A.,  6  A.,  17  A.,  18  A.,  19  A.,  and  perhaps  few 
others,  need  improvement  in  ventilation.  Victoria  ward.  No.  1,  smells  of  poultices, 
although  it  is  a  large  and  very  airy  ward. 

Witn  the  exception,  however,  of  the  south  side  block  of  buildings,  before  referred  to, 
there  are  not  any  very  marked  defects  in  ventilation. 

In  the  infirmary  proper,  with  an  average  of  about  260  patients  in  the  winter,  and  150  Noning. 
in  the  summer,  there  is  one  paid  upper  nurse,  or  matron,  and  10  paid  nurses.  Of  the 
latter,  one  attends  to  the  male  surgical  wards ;  one  to  the  female  surgical  wards ;  two  to 
the  male  medical  wards ;  one  to  the  female  medical  wards ;  two  to  the  insane ;  one  to  the 
boys,  and  one  to  the  girls,  who  remain  here  preparatory  to  being  sent  to  the  schools  at 
Southall,  and  one  to  the  lying-in-ward. 

There  is  also  in  the  lying-in  departments  paid  midwife,  and  one  paid  nurse  for  the  infants. 

There  is  also  one  female  paid  nurse  in  cnarge  of  the  imbeciles  and  idiots,  and  two  paid 
superintendents  of  nurses  in  the  wards  for  male  and  female  chronic  and  infirm  cases,  and 
one  paid  nurse  in  the  nursery. 

There  are  thus  17  paid  persons  in  charge  of  the  cases,  and  they  are  assisted  by  from 
one  to  three  unpaid  helpers  in  each  ward. 

The  night  nurses  are  at  this  moment  unpaid,  but  two  night  nurses  have  been  elected. 
Thejrwill  be  chiefly  occupied  in  the  wards  wnere  the  most  recent  and  acute  cases  have' been 
adnaitted ;  but  will  also  go  through  every  ward  in  the  infirmary  in  a  routine  to  be  now 
established. 

The  male  nurse  in  charge  of  males  receives  30  /.,  the  female  nurse  in  charge  of  males 
20/.,  the  ordinary  nurses  from  12/.  to  14/.,  tiie  midwife  30  /.  to  35  /.,  the  superintendents 
of  chronic  cases  20/.,  and  the  night  nurses  20/.  each  yearly,  besides  rooms  properly  fur- 
nished and  rations.  The  unpaid  nurses  have  certidn  extras  in  food  allowed  them,  and 
they  are  selected  by  the  matron. 

The  medical  officer  pays  the  salary  of  a  resident  assistant,  and  of  a  non-resident  dis-  Medical  officer, 
penser,  and  provides  all  drugs.     He  attends  at  the  workhouse  himself  always  from  about 
10.30  a.m.  to  2  p.m.,  and  usi^y  during  about  six  hours  daily.     He  regards  this  as  his 
principal  duty,  and  his  private  practice  as  of  secondary  importance. 

His  salary  is  950/.  per  year,  and  out  of  tiiis  he  iinormed  us  that  he  pays  about  300/. 
per  year  for  drugs,  and  about  200/.  per  year  for  the  diin)enser  and  assistant  The 
guardians  provide  suitable  rooms,  board,  and  waiting  for  the  resident  assistant.  The 
medical  officer  is  satisfied  with  this  arrangement,  and  believes  that  it  is  advantageous  to 
the  poor,  to  the  guardians,  and  to  himself 

Besides  the  cases  in  the  infirmary,  amounting  tg  i264  now,  and  to  f^bput  1^0  in  the 
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Appendit.         maimner,  there  are  about  200  coBes  in  the  rarioiiB  chronic  and  infirm  wards,  which  require 
— ^—  a  certain  amonnt  of  attention.     There  are  also  about  ^8  imbeciles  and  epileptics  in  the 

St.  MABYLSBOirB.    house,  but  not  upon  his  books,  some  of  whom  are  occasionally  ilL 

"""^  In  the  arrangement  of  the  cases,  all  persons  admitted  to  the  workhouse*  pass  through 

Idle  infirmary,  and  are  there  cured,  or  dischar^d,  or  die,  or  are  passed  to  the  chronic  warc&; 
and  about  one-sixth  of  the  whole,  or  40  of  die  240  present  cases,  are  such  as  would  be 
termed  hospital  oases.  There  may  be  about  one  case  of  pneumonia,  and  other  equally 
serious  disease  weekly. 

In* reference  to  the  resident  assistant,  he  dunks  that  the  same  salary  and  emoluments 
would  always  obtain  a  good  man,  and  retain  him  for  several  years. 

Tbe  present  arrangements  as  to  nursing  is  sads&ctory,  and  he  diinks  liiat  there  should 
always  be  a  staff  of  unpaid  assistants,  to  act  both  night  and  day,  under  the  paid  nurses. 
The  unpaid  nurses,  so  long  as  diey  are  not  allowed  to  leave  tne  workhouse,  are  steady 
and  rdiable. 

The  proportion  of  paid  nurses  to  the  number  of  patients,  must  vaay  with  the  relattv^e 
numbers  of  acute  and  chronic  cases.  In  the  infirmary,  which  excludes  permanently  chronic 
cases,  there  is  a  pcid  nurse  to  about  every  28  ordinary  cases  ^some  nurses,  having  charge 
of  special  cases,  have  fewer  patients  under  their  care),  but  it  the  chronic  and  acute  cases 
were  mixed  together,  one  to  about  70  would  probably  be  sufi&cient.  He  thinks  that  two 
paid  night  nurses  will  suffice  for  the  whole. 

The  following  are  the  few  recommendations  which  I  have  to  make  in  reference  to  thk 
workhouse. 

1.  The  ventilation  should  be  improved  in  the  wards  which  I  have  mentioned.  All  the 
ventilators  should  be  kept  open  night  and  day,  and  if  they  are  too  many  (as  the  instance 
of  two  perforated  xinc  panes  in  one  window)  some  should  be  closed ;  and  if  the  volmne  of 
air  which  they  admit  is  too  large,  they  should  be  covered  with  perforated  zinc 

New  ventilators  should  be  added,  similar  to  those  now  in  use;  and  in  a  few  {dacee 
perforated  glass  should  be  inserted  in  the  windows. 

2.  The  state  of  the  south  side  block  of  buildings  should  be  greatly  improved  or  rebuilt. 
The  use  of  6  A.  should  be  discontinued  by  day,  or  the  nuim)er  oi  inmates  very  greatly 

reduced. 

3.  An  open  fire-grate  is  to  be  supplied  to  the  male  casual  lunatics*  ward. 

4.  The  following  is  the  number  of  beds  which  should  be  allowed  in  each  of  the  wards : 


Recommendations* 


.  No. 

Class  of  Inmates, 

No. 

No. 

Class  of  Inmates, 

Xo. 

of 

or 

of 

of 

or 

of 

Ward. 

Forposes  to  which  AppropifatocL 

Beds. 

Ward. 

Beds. 

1 

Females,  Dorcas  ward    - 

8 

Males,  sick  and  infirm.  Princes 

8  or  9 

2 

Ditto     -     ditto  - 

6 

ward. 

a 

Ditto    .    ditto  .        -        - 
Females,  strong  room     - 

8 

Males,  Albert  ward 

8or  9 

.    1 

Females,  imbeciles 

- 

Boys,  Alfred  ward 

^ 

Females,  dav-room 
Females,  imbeciles'  bedroom  - 
Females,  Victoria  ward  - 
Ditto    -    ditto  (a)    - 
Females,  Middlesex  ward 

H» 

W      9 

u 

18 
6 

8 

45 

• 

Males,  sick,  St.  George's  ward 
Males,  chronic  cases  and  in- 
firm. 
Ditto    •    ditto      .        -        - 

8  or  9 
36 

Females,  Princess  ward  - 

U 

Females,  Mary  ward 

12orl4 

Females,  London  ward  - 

12orl4 

27  a 

Females,  aced  end  infirm     ^  - 
Females,  chronic  cases  and  in- 

18 

1 

Lying-in  ward       -        -        . 

8 

28a 

14 

2 

Lying-in,  convalescent  ward  - 

10 

firm. 
Females,  chrome  cases  and  in- 

4 

Males,  Llanover  ward    - 

9 

firm  (room  adjouiing). 

Males,  Norwich  ward    • 

6 

18  a 

Females,  chronic  cases  and  in- 

12orl4 

Ditto    -    ditto  (a)     - 

8 

firm. 

Males,  Bell  ward  - 

§ 

21a 

Ditto    -    ditto     - 

22 

Males,  Mayo  ward 

12 

19  a 

Ditto    -    ditto      - 

10 

Males,  Shaftesbury  ward 

0 

20  a 

Ditto    -    ditto      -        -        - 

12orl8 

Males,  Stuart  ward 

9 

6a 

Females,  chronic  cases  and  in- 

14orl5 

Children,  Cambridge  ward     - 

-. 

firm  (Irish  ward). 

Children,  Oxford  ward  - 

— 

4a 

Females,  chronic  cases  and  in- 
firm. 

14 

Males,    imbeciles,    St.  Lnke^s 

« 

«« 

Ditto    -    ditto      • 

14 

ward. 

8a 

Ditto    -    ditto      -        -        - 

7 
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We  visited  this  workhouse  on  11th  April  1866,  and  were  ftcoompanied  by  the  medioal 
officer  and  the  master. 

The  woi^ouse  itself  is  an  old  bmlding,  some  parts  of  it  dating  back  more  than  a  cen- 
tury and  a  quarter ;  and  is  placed  in  a  densely  populated  and  squalid  locality.  It  is  sur^ 
rounded  by  building  on  all  sides,  which  renders  the  free  access  of  air  almost  impossible. 
The  drainage  is  behered  to  be  good. 

Tlie  infirmary  is  a  new  building,  placed  within  the  enclosure  formed  by  the  workhouse. 
It  consists  of  three  stories,  with  two  lofty  and  large  rooms  on  each  floor.  There  is  a  larrn 
open  staircase,  with  stone  steps,  passing  through  the  centre  of  the  building ;  and  on  the 
Afferent  landings  are  sets  of  two  water-closets  to  each  ward,  and  two  bath-rooms  on  the 
^und  floor.  There  are  also  rooms  in  the  basement,  one  of  which  is  now  being  prepared 
tor  the  reception  of  itch  cases. 

Here  are  not  any  infectious  wards ;  but  cases  of  fcrer  of  every  kind  in  adults,  and 
small-pox,  are  sent  to  the  hospitals.  Infants  and  young  children  afiected  with  scarlet 
fever  or  hooping  cough,  are  not  kept  in  separate  wards,  but  are  placed  in  the  general  wards 
for  sick  women. 

.Cases  of  syphylis  are  rejected,  except  under  special  eiroumstanoes.  Noisy  and  violent 
lunatics  and  idiots  are  sent  to  the  asylums;  but  there  are  now  15  imbeciles  in  the  work- 
house. Infants  and  very  young  chidren,  numbering  about  70,  are  sent  to  the  school  at 
Isle^orth;  but  others,  to  the  number  of  about  44,  are  in  the  nursery,  suckling  wards,  or 
sick  wards  of  the  workhouse.  There  is  also  a  large  school  of  older  children  in  the 
workhouse. 

The  cases  now  found  in  the  infirmary  are  all  those  who  are  placed  by  the  medical  officer 
upon  his  books,  and  all  who  would  therefore  be  usually  denominated  sick  ;  but  there  are 
about  80  cases  of  a^ed  and  infirm  people  in  the  old  part  of  the  workhouse,  called  the 
'*  Old  Infirmary,"  who  are  visited  by  the  medical  officer,  and  some  of  them  require  atten- 
tion (although  all  go  out  of  doors  on  fine  days),  and  two  wards  of  bedridden  inmates  in 
two  other  and  more  recently  built  parts  of  the  workhouse,  in  addition  to  the  imbeciles, 
who  are  seen  by  the  medical  officer. 

There  are  not  any  day-rooms. 

The  total  number  of  persons  in  the  workhouse  to-day  is  677. 

The  following  are  the  dimensions  of  the  various  rooms,  with  the  number  of  beds  which 
they  now  contain : 


No. 

Class  of  Iiunates, 

1 

I*Iumber  of 

of 

or 

Length. 

Breadth.       I 

Height.        t 

Ward. 

Purpofe  to  which  Appropriated 

1 

Bedi. 

FU 

in. 

Ft. 

«n. 

Ft. 

in. 

46 

Women,  sick  and  infirm 

J 
I 

42 

—12 

9 
2 

20 
7 

8 
2 

14 

7 

0 
0 

I  » 

48 

Ditto    -    -    ditto    - 

43 

8 

21 

0 

14 

6 

18 

44 

Ditto    -    -    ditto    - 

- 

81 

9 

21 

0 

14 

6 

14 

42 

Men,  siek  and  infirm  - 

- 

31 

9 

21 

0 

18 

9 

14 

41 

Ditto    -    -    ditto.   . 

-{ 

48 
12 

6 
6 

21 
6 

0 
6 

18 

7 

9 
0 

}  ■' 

46 

Ditto    -    -    ditto      - 

• 

21 

6 

20 

8 

14 

0 

9 

47 

New  ward  -        -        - 
Old  Icfirraary : 

28 

6 

20 

0 

8 

9 

65 

Men,  sick  and  infirm  • 

•  f 

27 

0 

16 

9 

9 

10 

I          *^ 

—  6 

0 

2 

6 

9 

10 

64 

Men,  itch  ward  - 

r 

24 

6 

19 

0 

9 

10 

L                      Q 

'{ 

—  7 

6 

7 

8 

9 

10 

I 

62 

Woinen*8,  itch  ward   - 

24 

6 

19 

6 

9 

0 

}             ^ 

' 

—  7 

0 

7 

0 

9 

0 

60 

Women's,  side  and  mfirm 

1 

24 

9 

19 

% 

11 

6 

' 

* 

—  7 

0 

7 

0 

11 

6 

9 

63 

Ditto    ^    "    ditto     • 

•  < 

to 

0 

17 

10 

9 

7 

IS 

1 

Lyii^-inwErd  - 

■{ 

V9 

0 

16 

0 

8 

7 

1           « 

J 

+  19 

0 

11 

6 

4 

8 

2 

Lying-io  oanviktoent 

•{ 

81 
—  6 

a 

6 

18 
6 

0 
6 

8 
8 

8 
8 

4 

-J7 

Women,  ogsd  and  iufirm 

88 

6 

19 

8 

9 

1 

14 

26 

Ditto    -    -    ditto    - 

■] 

34 
—  4 

0 

7 

18 
2 

9 
0 

11 
11 

0 
0 

}  " 
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Appendix. 

St.  Gilbs 
and  St.  Geobgb. 

Size  of  rooms,  and 
general  character. 


The  rooms  in  the  infirmary  are  lar^e,  airy,  and  light,  exoept  Number  9,  occupied  by 
men  on  the  ground-floor,  in  which  there  are  only  two  windows  placed  yery  high,  and 
affording  insufficient  light.  The  room  in  the  basement,  in  which  itch  cases  are  to  be 
placed,  IS  chiefly  objectionable  from  the  fact  that  it  is  in  the  basement,  and  miist  therefore 
DC  deficient  in  both  light  and  air. 

The  rooms  appropnated  to  the  bed-ridden,  and  aged  and  infirm,  are  incomparably  in- 
ferior both  in  appearance,  and  in  a  sanitary  point  of  view;  and  it  would,  no  doubt,  be 
most  desirable  that  these,  in  conunon  with  all  the  old  wards,  should  be  pulled  down,  and 
others  built,  which  would  conform  to  the  ideas  of  the  present  day.  Those,  however, 
which  are  appropriated  to  the  bed-ridden  are  better  than  the  others. 

The  room  m  which  the  imbeciles  are  placed,  is  npt  sufficiently  light. 

The  lying-in  wards  are  placed  in  the  old  part  of  the  building,  but,  in  the  opinion  of  the 
medical  officer,  are  very  favourable  to  the  recovery  of  that  class  of  cases.  The  darkest 
rooms  in  the  workhouse  here,  as  in  many  other  places,  are  preferred  by  the  inmates  to 
lighter  and  more  modem  ones,  since  they  are  not  very  imlike  their  own  former  dwellings* 
The  height  and  width  of  the  rooms  in  the  infirmary  are  conmionly  14  feet  and  20  feet ; 
and  the  following  is  the  floor  space  and  cubical  space  allowed  to  each  bed  in  the  dif- 
ferent wards. 


Bedding  and  fomi- 
ture. 


Number 

of 
Ward. 


45 
43 
44 
4-2 
41 
46 
47 


56 

54 
52 
50 
53 
I 
2 
37 
26 


Class  of  Inmates,  or  Purpose  to  which  Appropriated. 


Women,  sick  and  infirm   - 

Ditto    -    -    ditto 

Ditto  -  -  ditto 
Men,  sick  and  infirm 

Ditto    -    -     ditto 

Ditto  -  -  ditto 
New  ward       -        -        . 

Old  Infirmary : 

Men,  sick  and  infirm 
Men,  itch  ward 
Women's  itch  ward  - 
Women's  sick  and  infirm  ward 

Ditto    •     -     ditto 
Lyinp-in  ward 
Lying-in  convaljscent  ward 
Women,  aged  and  infirm 

Ditto    -    -     ditto 


Floor  Space 

allowed 

to  each  Person. 


Sup.ft. 

66 
51 
48 
48 
56 
48 


44 
46 
48 
49 
48 
51 
62 
47 
48 


Cubical  Soaoe 

allowed 
toeachPenoiu 


Cuh.ft. 

822 
739 
691 
655 
808 
677 


432 
449 
429 
559 
413 
690 
514 
427 
532 


Cleanliness. 


Hence  the  floor  space  and  cubical  space  allotted  to  each  bed  in  the  infirmary  vary  fjx)m 
48  to  6^  superficial  feet,  and  from  677  to  822  cubic  feet ;  but  in  the  body  of  the  work- 
house the  former  varies  from  43  to  51  superficial  feet,  and  the  latter  from  413  to  559 
cubic  feet.  All  the  wards  in  the  infirmary  have  the  space  required  by  the  Poor  Law 
Board ;  but  five  out  of  nine  in  the  body^  of  the  workhouse  are  deficient. 

The  bedding  is  now  in  process  of  improvement ;  so  that  the  flock  beds,  which  are 
lumpy,  are  being  supplanted  by  wool  mattresses.  The  bedsteads  are  of  iron  and  sacking. 
The  counterpanes  in  the  men's  ward.  No.  4u2,  are  woollen,  and,  being  red,  have  a  cheerful 
look ;  whilst  in  all  the  other  parts  of  the  infirmaiT  and  workhouse  the  counterpanes  are 
of  blue  colour,  cotton,  old,  and  old-fashioned,  and  of  a  diney  and  repulsive  appearance. 
Mainr  of  the  blankets  are  old  and  thin.  The  linen  is  not  of  good  colour.  The  beds  in 
the  foul  ward  look  miserable. 

Each  inmate  has  a  separate  towel,  and  a  napkin  upon  which  to  place  the  food ;  and  there 
are  also  roller  towels  for  more  general  use.  Many  of  the  inmates  have  their  own  comb 
and  brush ;  and  about  half  a  dozen  to  each  ward  are  supplied  by  the  guardians. 

There  are  lockers,  and,  in  some  wards,  towel  horses,  placed  between  each  two  or  three 
beds.  There  are  also  chairs  with  or  without  backs,  and  benches  with  backs,  or  simply 
forms,  in  the  diflerent  wards ;  and  there  is  a  cupboard,  but,  instead  of  being  occupied  by 
the  crockery  and  utensils,  is  filled  with  clothing. 

There  are  wooden  trenchets  still  in  use  here  for  the  food  of  the  inmates,  which  are 
antiquated  and  repelling,  and  require  much  labour  to  keep  them  clean. 

There  are  exceedingly  few  prints ;  it  would  scarcely  be  wrong  to  say  that  there 
are  no  prints  upon  the  walls;  and  we  did  not  see  any  illustrated  periodicals  or  news- 
papers, or  games  in  the  wards.  There  are  night  stools  in  the  various  wards ;  and  sufli- 
cient  water-closets  and  lavatories  in  the  infirmary,  but  probably  not  a  sufficiency  in  the  old 
buildings. 

There  is  a  want  of  appearance  of  cheerfulness,  comfort,  and  tidiness  in  the  furniture, 
&c.  in  many  of  the  rooms.     There  is  too  much  that  is  old  and  antiquated. 

There  is  not  really  want  of  cleanliness  in  the  rooms  and  furniture,  although  the  aspect 

of  the  old  rooms,  the  ruirs  and  other  articles^  is  not  that  of  cleanliness.    The  state  of  tiie 
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foul  wards  is  not  satisfactory ;  and  throughout,  the  colour  of  the  linen  might  be  advan-        Appendix, 
tagj^uslj  improved.  — 

The  ventilation  in  the  infirmary  is  good,  and  is  efiected  by  the  open  staircases,  the  open         St.  Gilbs 
fire-places,  the  large  windows,  sometimes  with  perforated  glass,  and  the  ventilators  in  the    ^^  ^'  George. 
ceilings  and  fioors  which  communicate  with  the  outer  air.    The  room,  Jf  o.  44,  in  which  the  ^     .,  7"~ 
infants  were  placed  with  adults,  did  not  smell  sweet.  Ventilati<m. 

The  ventilation  in  the  old  part  of  the  workhouse  is  far  from  satisfactory ;  and  some  of 
ihe  rooms,  as  53  and  56,  are  very  close.  The  corridors  and  staircases  are  not  well 
ventilated. 

There  are  two  paid  nurses  for  the  six  wards  in  the  new  infirmary,  with  one  unpaid  Noising, 
nurse,  and  one  unpaid  helper,  to  each  ward ;  and  three  night  nurses,  unpaid,  for  the  six 
wards.     There  is  also  a  paid  midwife,  and  she  has  two  pauper  nurses,  and  one  helper,  to 
assist  her  to  nurse  the  cases  under  her  care. 

The  nurses  receive  20/.  a-year,  withlod^ng  and  full  rations,  including  lib.  of  meat 
and  about  1  J  pint  of  porter  daily!  The  midwife  receives  40 i  a-year,  witn  lodging  and 
rations ;  and  in  addition  to  her  duties  within  the  workhouse,  attends  the  lying-in  cases  in 
the  district,  and  receives  such  help  from  other  midwives  as  she  may  require.  The  unpaid 
nurses  and  helpers  receive  extra  rations ;  and,  in  the  opinion  of  the  master,  the  money  thus 
appropriated  could  not  be  spent  more  advantageously. 

The  medical  officer  is  retddent  within  the  workhouse,  and  has  charge  both  of  the  work-  Medical  officer, 
house  and  the  out-door  medical  relief  of  the  parish.     There  is  an  assistant,  who  is  also 
resident,  and  who  dispenses,  and  has  especially  the  charge  of  the  out-door  medical 
relief. 

The  in-door  cases  amount  to  about  80  in  the  infirmary,  and  the^  are  regarded  as  really 
the  sick  cases ;  but  in  the  old  infirmary,  containing  the  aged  and  infirm,  Siere  are  always 
a  few  in  each  ward  who  take  medicine,  and  are  seen  by  the  medical  officer  when  they 
reouest  it. 

The  out-door  cases,  amounting  to  about  30,  are  visited  at  their  own  homes  daily,  and  50 
to  90  attend  at  the  dispensary.  Applicants  receive  attention  at  once,  whether  they  bring 
a  medical  order  or  not;  but  the  sick  obtain  medical  orders  afterwards. 

The  time  devoted  by  the  medical  officer  to  his  work  is  from  about  9.30  a.m.  to 
3.30  p.m. 

The  medical  officer  receives  250/.  yearly,  and  the  assistant  100  Z.  yearly ;  and  both  have 
rooms,  fire,  and  washing  (not  board).  They  divide  between  them  from  302,  to  40/.  yearly, 
derived  from  extras  for  vaccinations. 

The  medical  officer  thinks  this  the  best  arrangement  for  the  medical  care  of  the  sick  that 
could  be  devised ;  and,  for  a  new  officer,  he  thinks  the  present  salarjr  sufficient.  In  Ins 
own  case,  after  22  years*  service,  he  thinks  that  50/.  yearly  additional  should  be  allowed 
him. 

All  his  orders  for  food,  stimulants,  and  medical  appUances  are  readily  attended  to.    The. 
cost  of  the  drugs  is  about  130  /.  to  140  /.  per  year,  for  both  the  in-door  and  outdoor  relief. 
There  is  a  special  dietary  for  the  aged  and  infirm;  and  they  do  not  appear  upon  his^ 
medical  books,  except  when  really  sick. 

The  following  are  the  recommendations  which  I  offer  in  reference  to  the  workhouse : —    Recommendations^ 

1.  I  do  not  think  that  any  class  of  sick  cases  should  be  placed  in  a  room  in  the  basement, 
whatever  care  may  be  taken  to  render  the  room  comfortable. 

2.  The  old  rugs  should  at  once  be  removed,  and  cheerful-looking  woollen  rugs  substi- 
tuted. The  linen  should  be  made  of  better  colour ;  and  the  general  aspect  of  me  wards, 
linen,  and  furniture,  in  reference  to  cleanliness,  should  be  improved. 

3.  The  cupboards  should  be  used  for  the  purpose  of  placing  the  crockery  and  utensils  in 
them.     The  clothing  should  be  kept  in  proper  stores. 

4.  Prints,  illustrated  periodicals,  interesting  books  and  ^ames,  and  chairs  and  benches' 
with  backs  and  cushions  should  be  much  more  largely  supphed. 

6.  The  wooden  trenchers  should  be  supplanted  by  crockery. 

6.  Labels  should  be  placed  upon  the  house  medicine  bottles  which  are  kept  in  each 
room,  and  proper  measures  of  quantity  supplied. 

7.  I  cannot  speak  of  the  old  infirmary,  and  the  other  very  old  parts  of  the  workhouse  as 
if  they  were  occupied  by  sick  only,  since  they  constitute  the  body  of  the  workhouse,  and 
are  for  the  general  inmates.  The  wards  are,  however,  not  in  accordance  with  the  views 
of  the  day,  and  the  whole  should  be  rebuilt. 

So  long  as  they  remain,  they  might  be  made  more  cheerful  by  painting,  prints,  proper 
bed  rugs,  and  rigid  cleanliness,  and  more  healthful  by  improving  the  ventilation.  The  latter 
b  quite  necessary.     The  corridors  in  the  old  building  should  also  be  better  ventilated. 

8.  Infants  and  very  young  children  should  not  be  placed  in  the  general  itch  wards.  A 
suitable  ward  for  such  sick  cases  should  be  at  once  provided. 

9.  Day  rooms  are  required  both  for  convalescent  and  for  the  aged  and  infirm. 
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Appendix.  10:  Tke  inedkal  officer's  aahury  might  fobrly  be  inci^^  '    ": 

St.  Giles  H.  There  should  be  one  or  more  paid  nurses  in  the  old  infirmary  besides  those  for 

and  St.  GfioaoE.    the  new  infirmary,  to  take  charge  of  the  bedriddea  cases ;   and  two  pjftd  night  nuTBas 
"■""^  are  needfuL     Sufficient  pauper  help  should  continue  to  be  supplied  both  night  and  day. 

12.  I  doubt  very  much  if  it  is  either  needM  or  wise  to  give  ao  large  a  quantity  of  meat 
and  porter  to  pauper  nurses. 

13.  Two,  and  in  some  instances,  three  beds  are  placed  close  together;  and  then, a 
locker  separates  them  from  the  next  bed.  This  should  not  be  allowed.  Each  bed 
•hould  be  kept  apart  from  the  others ;  and  the  following  is  die  number  which  should 
be  allowed  in  each  ward : — 


No. 

Clmss  of  InmatMy 

No. 

No. 

Cbu  of  IlMMtW, 

■ 
No. 

of 

or 

of 

of 

or 

of 

W8f4. 

Parpose  to  which  Appropriated. 

Beds. 

Ward. 

Purpos  to  wfiich  ApproprUftcd. 

Beds. 

45 

Women,  sick  and  infirm 

14 

Old  Infirmarj: 

43 

Ditto    -     ditto    -        -        - 

14 

65 

Men,  sick  and  Infirm 

7or8 

64 

Ditto,  itch  ward  -        -        . 

7 

44 

DiUo    -    ditto    - 

10 

62 

Woraen'a  itcli  ward 

6or7 

42 

Men,  sick  and  infirm     - 

10 

60 
63 

Ditto    -    sick  and  infirm     - 
Ditto     -    ditto    -        *        - 

7 

8or9 

41 

Ditto    -     ditto    - 

14 

1 

Lying-in  ward       -         -        . 

Ditto    -    convalescent 
Women,  aged  and  infirm 

4or6 

46 

Ditto    -     ditto    -        -        - 

6  or  7 

2 
37 

4  or  6 
9  or  19 

47 

New  Ward    .... 

— 

26 

Ditto    •    ditto    . 

9  or  10 

No.  9. 
ST,  MARTINJN-THE-FIELDS. 


St.  Mabtin-in-         As  this  workhouse  has  been  purchased  by  the  Grovemment,  and  will  shortly  be  pulled 
THE-FiELus.        down,  it  was  scarcely  necessary  to  include  it  in  our  present  inspection. 

— —  We  visited  it  on  12th  April  1866^  and  were  accompanied  by  the  master  and  matEoa. 

The  medical  officer  was  absent. 

Of  the  sick  wards  some  are  found  in  a  detached  building,  and  others  in  the  body  of  the 
workhouse.  The  former  are  three  in  number,  two  being  occupied  by  women^  and  one  by 
men.  The  latter  are  four  in  number :  two  being  devoted  to  surgical  cases  in  both  sexes, 
one  to  partially  bedridden,  and  one  to  really  bedridden  women. 

There  are  not  any  separate  infectious  wards,  since  cases  of  small-pox,  and  of  every 
kind  of  fever  are  sent,  in  a  special  conveyance,  to  the  special  hospitals.  Cases  (rf  syphilis 
are  admissible,  but  none  are  now  in  the  workhouse.  There  are  about  15  imbeciles  iu  the 
workhouse,  mixed  with  the  ordinary  inmates,  and  all  noisy  and  violent  cases  of  that  class 
are  sent  to  the  asylums.  There  is  no  separate  itch  ward,  and  as  the  cases  are  very  few, 
they  are  placed  in  the  common  fool  ward. 

There  is  a  tolerably  large  open  space  within  the  walls.  The  drainage  is  good.  There 
are  now  429  inmates  in  the  workhouse ;  and  the  various  infirmary  wards  above-«ieii- 
tioned,  contain  56  ordinary  sick  cases,  and  26  cases  which  are  more  or  less  bedridden. 

There  are  not  any  day-rooms  for  the  sick. 

The  following  are  the  dimensions  of  the  infirmary  wards,  with  the  number  of  beds 
(including  the  nurses  and  helpers'  beds),  which  are  now  found  in  tht»n : — 


No. 

Class  of  Inmates, 

1 

No. 

of 

or 

Length.         | 

Breadth. 

Height.        1 

of  Beds. 

Ward. 

Pmrpose  to  which  Afi^ropckted. 

' 

Ft. 

im. 

Ft. 

in. 

Ft. 

ifL 

(B) 

Women's  sick  ward    - 

22 

9 

12 

2 

8 

7 

5 

<C) 

Ditto    •    -  ditto      -        -| 

39 

—  3 

9 

8 

21 
2 

0 
0 

8 
8 

7 
7 

}  ■• 

Men's  sick  ward 

29 

10 

21 

0 

8 

7 

11 

Men's  sick  ward   (surgical  1 
caFes)     -        -        -        -I 

4S 

4 

18 

3 

10 

11 

l& 

(K) 

Women's  sick  ward  (smrgi-l 
cal  cases)      -        -        •/ 

44 

9 

18 

8 

10 

11 

}         16 

-h   8 

0 

1 

6 

10 

11 

17 

Women's   sick  ward  ^agedT 
and  infirm)     -        -        -\ 

61 

3 

18 

3 

10 

9 

14 

+   4 

0 

1 

C       ^ 

10 

9 

21 

Ditto    »    -    idkto   -        *! 

62 

9 

18 

6      , 

9 

9 

\4, 

—  10 

0 

1 

6 

9 

9 

1* 
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lOl  Appendix. 


Tli^  eize  of  the  rocans,  and  thw  general  character,  are  moderately  good,  amce  none  are    ^^'  Martin-in- 
too  large  to  be  useful,  and  not  too  small  to  be  well  ventilated,  but  several  of  tbem  are        ^'-riBLPg. 

There  are  windows  on  both  sides  of  the  wards,  and  the  rooms  are  airy  and  cheerful,  general  cbsnlmess. 
There  are  not  aow  any  wards  in  the  basement. 

The  height  and  width  of  the  rooms  are  commonly  SJ  to  11  feet,  and  20  feet;  and  the 
following  is  the  floor  space  and  the  cubical  space  allowed  to  each  bed : — 


Number 

of 

Ward. 


CUsg  of  Imnates,  or  Purpose  to  which  Appropriated, 


Woman's  sick  \iard  (scarcely  used)  - 
Ditto  -  ditto  .... 
Men's  sick  ward  -  .  -  - 
Men's  sick  ward  (surcfical  cases) 
Woman's  sick  wanl  (saipcai  oases)  * 
Woman's  sick  ward  (aged  and  infirm) 
Ditto    -    -    -     ditto      ... 


Flo<Nr  Space 

allowed 

to  each  Person. 


Sup.  feet. 


139 
55 
57 
55 
62 
67 
69 


Cubical  Space 

a)Jowed 
to  each  Person. 


Cvh^feet. 

1,188 
473 
489 
602 
565 
723 
669 


Hence  it  appears  that  the  floor  space  and  cubical  cipaoe  rary  from  52  to  69  superficial 
feet,  and  from  473  to  72^  cubic  lect;  and  in  two  wardfi  the  latter  is  less  than  that 
TCquired  by  the  Poor  Law  Board.   - 

The  bedding  is  good  throughout.  It  consists  of  flock  beds,  and  iron  bedsteads,  with 
sacking  or  iron  laths.     The  bed  coverings  are  suflicient. 

There  are  cupboards  within  and  upon  which  the  crockery  and  utensils  are  kept.  Chairs, 
lockers,  benches,  books,  and  a  few  prints  are  found.  There  are  water-closets,  with 
sinks,  for  the  use  of  all  the  wards.  Two  white  washhand  basins  are  provided  for  each 
ward^  and  four  towels  are  allowed,  and  may  be  exchanged  at  any  time.  There  is  no  sepa- 
rate fixed  bath  for  the  sick,  but  there  is  a  portable  bath  for  their  use. 

The  bedding,  beds,  tables,  floors,  furniture,  and  utensils  were  cleanly.     Owing  to  the  Cleanliness, 
frequency  wita  which  exceptions  occur,  in  changing  the  linen,  there  was  some  difficulty 
in  ascertaining  tiie  rule;  but  it  appeared  to  be  a  pdr  of  clean  sheets  for  each  sick  person 
weekly. 

So^  is  allowed  to  the  inmates,  but  not  a  piece  to  each  separately. 

The  ventilation  throughout  the  wards  was  very  fair  during  the  day.     It  is  maintained  Ventilation, 
by  open  fireplaces  ;  by  windows  on  both  sides  of  each  ward,  the  U])per  sashes  of  which 
let  -down  into  a  rack,  or  the  whole  swings  on  a  central  pin;  by  long  large  square  ventilators, 
which  pass  through  the  roof,  and  are  defended  externally  by  louvre  lights ;  by  a  perforated 

Eiece  of  zinc,  placed  across  the  top  of  some  of  the  sashes,  and  by  a  false  sash  placed  at  the 
ottom  in  the  room.     In  reference  to  the  sashes  it  must  be  added  that  the  former  acts 
when  the  upper  sash  is  let  down,  and  the  latter  when  the  lower  sash  is  elevated. 

There  is  one  paid  nurse  in  charge  of  all  the  sick  cases,  who  receives  30  /.  per  year,  with  Nursing, 
board  and  lodging.     There  is  also  an  unpaid  nurse,  a  helper,  and  a  night  nurse,  to  each 
ward,  who  receive  extra  rations,  and  have  difierent  coloured  dresses. 

The  medical  officer  attends  at  the  workhouse  during  about  2^  hours  daily,  and  sees,  on  Medical  Ofl&cer. 
ihe  average,   about  60  cases.      He  has  neither  assistant  nor  dispenser,  and  he  finds 
all  drugs,  except  cod-liver  oil  and  quinine.     The  drugs  cost  him  25  Z.  yearly.     His  salary 
has  been  recently  increased,  and  is  now  150  Z.     There  are  not  any  extras.     He  is  of 
opinion  that  the  guardians  should  find  all  drugs,  and  pay  him  170  Z.  yearly. 

There  is  to  be  another  paid  day  nurse,  and  a  paid  ni^ht  nurse  appointed.  He  considers 
that  the  wards  are  good  and  healthy.  The  ventilation  is  not  so  good  as  it  might  be.  He 
cannot  advise  as  to  the  number  of  cubic  feet  of  air  which  should  be  allowed  to  each  bed. 
All  his  recommendations  in  reference  to  food,  stimulants,  and  medical  appliances,  are 
readily  attended  to. 

The  following  are  the  recommendationB  which  I  offer  in  reference  to  this  work- 
house ;  but  as  the  building  will  soon  be  pulled  down,  any  recommendations  are  of  little 
value. 

1.  Another  paid  nurse,  and  a  paid  night  nurse  should  be  appointed. 

2.  Separate  baths,  portable  and  otherwise,  ^ould  be  provided  for  the  sick. 

3.  Two  day-rooms  should  be  provided, 

4.  The  ventilating  shaft  in  C.  Ward  should  be  enclosed  with  boards,  and  kept  clean. 

6.  More  wash-hand  basins  are  required,  and  a  separate  piece  of  soap,  and  a  towel,  should 
be  allowed  to  each  inmate. 

6.  6mall  kitchens,  or  washing-up  places,  are  needed  in  eonnectioii  with  the  sick 
wards, 

7.  A  separate  diet  should  "be  provided  for  the  aged  and  infirm, 

8.  The  ventilation  in  the  different  wards  should  be  watched,  and  the  ventilating  win- 
dows Jcept  partially  open  at  night, 
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Appendix. 
St.  Martin-in- 

THB-Fl£tDS. 


9.  The  following  is  the  number  of  beds  which  should  be  allowed  in  the  difierent 
wards : — 


Number  of 
Ward. 


Claii  onnmates, 
or  Parpofe  to  wliich  Appropriated. 


Women's  sick  ward    -        -        - 

Ditto    -    ditto 
IVJen's  sick  ward         -        -        - 
Men's  sick  ward  (surreal  cases)  • 
Women's  sick  ward  rsurgical  cases) 
Women's  sick  ward  (aged  and  infirm) 

Ditto    -    -    -    ditto      - 


Number  of 
Bedi. 


6 
12 
9  or  10 
14  or  16 
14  or  16 
14  or  16 
14  or  10 


No.   10. 

THE  STRAND  UNION  WORKHOUSE. 


Strand  Union  It  has  been  determined  by  the  Guardians  to  build  a  new  infirmary  at  their  schools  at 
Workhouse.  Edmonton^  and  to  remove  the  sick  cases  from  the  present  workhouse.  Hence  it  was 
scarcely  needful  to  inspect  the  present  building. 

We  visited  this  workhouse  on  12th  April  1866,  and  were  accompanied  by  the  medical 
officer  and  the  master.  We  experienced  much  difficulty  in  drawing  a  line  as  to  the  wards 
which  we  should  inspect,  since,  in  addition  to  some  sick  wards,  there  are  a  greater  or  less 
number  of  sick  cases  existing  at  various  times  in  nearlv  all  the  other  wards ;  and  it  became 
needful  to  examine  all  the  wards  not  devoted  to  the  able-bodied. 

Hence,  there  is  no  classification  of  the  cases  with  reference  to  their  diseases ;  yet  one  or 
two  wards  are  more  particularly  occupied  by  the  more  serious  cases ;  and  one  or  two 
wards  are  nominally  used  as  convalescent  wards. 

There  are  no  infectious  wards  (except  one  for  children),  since  fever  cases  of  all  kinds,  and 
small-pox,  are  sent  to  hospitals.  If  oisy  and  violent  lunatics  and  imbeciles  are  sent  to  asylums. 

There  are  not  any  day  rooms  for  the  use  of  the  sick. 

The  number  of  persons  in  the  workhouse  now,  is  556,  but  sometimes  it  approaches  to  600.. 

The  following  are  the  dimensions  of  the  various  wards,  with  the  number  of  beds 
(including  the  nurses'  beds),  now  in  them. 


No.  of 

OaM  of  Inmatei, 

Number 

or 

Length. 

Breadth. 

Height. 

o£ 

Ward. 

Parpote  to  whicli  Approoriated. 

Bedi. 

It 

in 

Ft. 

in. 

Ft. 

in. 

10 

Men's  sick  ward  (convalescent 
patients). 

67 

6 

18 

0 

10 

6 

20 

14 

Men's  sick  ward  (aged  and  in- 
firm). 

18 

10 

18 

8 

7 

11 

8 

17 

Ditto     -     ditto       .        -         - 

67 

6 

18 

8 

7 

10 

21 

19 

Men's  sick  ward     ... 

f       67 
I  +67 

10 

18 

9 

8 

6 

} 

20 

10 

10 

6 

6 

0 

20 

Ditto    -     ditto       ... 

r    41 

1  +41 

9 

28 

6 

9 

0 

} 

18 

9 

22 

6 

4 

8 

21 

Women,  aged  and  infirm 

19 

8 

18 

9 

8 

4 

7 

22 

Women's  sick  ward 

r    67 

1  +67 

6 

18 

9 

8 

8 

} 

20 

6 

10 

6 

6 

3 

28 

Lying-in  word         .        •         • 

19 

0 

18 

0 

8 

0 

6 

24' 

Nursery          .         .         .        - 

67 

6 

18 

0    I 

7 

10 

21 

16 

Women,  imbeciles  -         -         - 

28 

0 

18 

6 

7 

9 

8 

16 

Ditto     .     ditto      ... 

27 

10 

28 

4 

7 

9 

11 

26 

Women  (convalescent)    - 

18 

10 

18 

0 

10 

0 

8 

26 

Women,  aged  and  infirm 

27 

10 

23 

6 

10 

0 

18 

27 

Ditto     -     ditto       .        .         - 

67 

4 

18 

0 

0 

8 

24 

28 

Ditto    -    ditto      ... 

67 

4 

18 

0 

10 

6 

28 

Women  (cage  ward) 

f       24 
—18 

10 

16 

0 

7 

9 

} 

7 

0 

6 

4 

7 

9 

la 

Women,  aged  and  infirm 

78 

9 

16 

10 

11 

10 

88 

2a 

Ditto     -    ditto      ... 

44 

0 

17 

8 

10 

1 

18 

3a 

Ditto     -     ditto 

82 

0 

17 

8 

10 

I 

12 

Men's  infectious  ward      - 

21 

10 

16 

0 

9 

6 

7 

Men's  insane  ward  .        •         - 

f       19 
1+   6 

4 

14 

8 

11 

0 

} 

7 

0- 

8 

8 

11 

0 

Men's  insane  ward  (over) 

r    19 

I  +19 

4 

14 

8 

U 

3 

} 

ft 

4 

11 

9 

2 

8 

o 

Children's  infectious  ward 

f       16 
1+   6 

6 

12 

8 

11 

0 

1, 

« 

9 

6 

9 

11 

0 

f 

Children's     infections      ward 

f       16 
1  +  « 

6 

12 

8 

10 

9 

} 

e 

(over). 

9 

6 

9 

10 

9 
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The  size  of  most  of  the  rooms  is  good  except  in  height  Of  the  exceptional  wards  one 
is  very  long,  and  another  is  so  wide  as  to  have  three  rows  of  beds  in  it,  whilst  those  devoted 
to  foul  cases,  imbeciles,  and  infectious  cases  in  children  and  women,  are  much  too  small 
for  proper  ventilation. 

In  the  great  majority  of  wards  there  are  windows  on  both  sides,  or  on  one  side,  and  at 
the  two  ends,  which  render  the  rooms  light  and  cheerful.  Some  of  the  rooms,  particularly 
those  occupied  by  some  of  the  aged  women,  and  by  the  female  imbeciles,  have  a  very 
homely  and  comfortable  appearance.  The  colour  of  the  painted  walls  adds  also  much  to 
this  effect. 

There  is  not  any  room  in  the  basement ;  but  one  room^  occupied  by  casual  sick  and 
syphilitic  tases,  is  placed  very  low,  an4  is  dark. 

The  height  and  width  of  the  rooms  are  commonly  8  to  11  feet,  and  18  to  23  feet, 
but  no  less  than  seven  wards  are  less  than  eight  feet  in  height  The  floor  space  and  cubical 
space  for  each  bed  are : — 


Appendix. 

Strand  Union 
Workhouse. 


Size  of  rooms  and 
general  cleanliness. 


No.  of 
Ward. 


Cla»  of  Inmatet,  or  Purpose  to  vrbich  Appropriated. 


Floor  Sptce  allowed 

Cubical  8paee 

to 

allowed 

each  Person. 

to  esch  Person. 

Sup.  ft. 

Cub.ji. 

52 

643 

43 

340 

60 

391 

54 

611 

66 

817 

62 

430 

64 

602 

57 

466 

49 

386 

62             < 

I             405 

69 

468 

42 

424 

50 

603 

43 

416 

46 

471 

46 

349 

37 

444 

42 

426 

46 

464 

47 

440 

42 

464 

36 

46J 

41 

464 

41 

444 

10        Men's  sick  ward  (conyalescent  patients) 

14  Ditto,  aged  and  infirm    ..... 

17  Ditto      -      ditto 

19  Ditto,  sick  ward    ----.. 

20  Ditto    -     ditto 

21  Women,  aged  and  infirm   ..... 

22  Women's  sick  ward  .-.-.- 

23  Lying-in-ward  ...... 

24  Nursery  --....-- 
16  Women,  imbeciles  .----. 
16  Ditto  -  ditto 

25  Women  (conyalesoents)      .        .        -        .        - 

26  Women,  aged  and  infirm    •         -        •        .        • 

27  Ditto      -      ditto 

28  Ditto      -       ditto 

Women,  cage  ward    -----. 

1  a       Women,  aged  and  infirm    .        .        .        .        - 

2a  Ditto      -      ditto  .        .        v        .         . 

3a  Ditto       -       ditto  .        -         .         .         - 

Men's  infectious  ward        -        .        -        .        . 

Men's  insane  ward    ...... 

Ditto    •    ditto  (oyer)  -        -        .        -        . 

Children's  infectious  ward  -        -         .        •        - 

Ditto    -    ditto  (oyer) 

Hence  the  floor  space  and  cubical  space  allotted  to  each  bed  are  from  35  to  66  super- 
ficial feet,  and  from  340  to  817  cubic  feet.  No  less  than  19  out  of  24  wards  are  deficient 
in  the  cubical  space  required  by  the  Poor  Law  Board. 

The  bedding  throughout  is  good.  The  beds  are  of  flock  in  the  general  wards,  and  of  Bedding  and  fiirai- 
feathers  in  the  lying-in-ward.  The  bedsteads  are  of  iron,  with  sacking  or  laths.  In  a  ture. 
few  of  the  wards  uie  old-fashioned  blue  counterpane  is  still  found,  which,  by  loss  of 
colour,  looks  old,  untidy,  and  even  dirty,  although  it  may  be  clean.  In  a  majority  of  the 
rooms  there  is  a  very  cheerful  looking  reddish  woollen  coimterpane,  and  in  some  a  very 
suitable  white  counterpane,  with  coloured  border,  is  placed  over  the  blue  counterpane 
during  the  day.  The  sheets  and  blankets  are  sufficient.  The  bedsteads  are  made  to  be 
tumea  up,  and  thus  to  give  more  room  during  the  day-time. 

There  are  good  small  lockers,  arm-chairs,  night-stools,  books,  prints,  and  pictures,  in 
the  wards.  White  pottery  wash-hand  basins  are  used.  Towels  are  provided.  There 
are  water-closets;  but  in  some  instances,  as  in  the  case  of  No.  10,  men's  convalescent 
ward,  they  are  not  conveniently  placed.     There  are  screens  in  the  various  wards. 

Every  part  of  the  bedding,  floor,  tables,  utensils,  and  furniture  was  clean,  and  some  Cleanliness, 
rooms  were  most  scrupulously  white    and    clean;    indeed    the    cleanliness    and  the 
comfortable  appearance  of  the  beds  and  many  of  the  rooms  are  a  remarkable  feature  of 
the  management. 

An  improper  employment  is  found  for  the  able-bodied  inmates  in  this  workhouse,  that 
of  beating  carpets  in  the  yard,  which  causes  much  dust  to  enter  the  different  wards.  This 
is  elaid  to  be  profitable,  but  it  leads  to  much  inconvenience. 

.  The  ventilation  throughout  the  workhouse  is  very  defective,  and  considering  that  there  Ventilation. 
are  windows  on  both  sides,  and  that  there  is  excellent  opportunity  for  ventilation,  in  all 
but  the  low  wards,  the  defect  is  without  excuse. 

In  many  of  the  wards  there  are  small  tubes  placed  over  gas  jets,  which  lead  to  the 
outer  air,  and  also  one  or  two  very  small  ventilators  over  the  door  or  into  the  chimney. 
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Nursing. 


Medical  officer. 


In  the  tap  roomB,  and  in  a  few  oiheiSy  tkere  sxe  also  veaitilatorB  plaeed  in  the  ceiling. 
In  many  rooms,  however,  there  is  no  attempt  at  ventilation  that  can  in  the  Least  deserve  the 
name.  In  the  women's  aad  children's  infections  wards,  -and  the  men's  imbecile  wards,  the 
staircases  and  landings  are  enclosed  by  wood,  without  any  means  of  ventilation,  and  m 
these  aad  some  o&er  rooms  the  air  is  very  dose ;  but  even  in  ike  rooms  whei«  there 
is  an  attempt  at  ventiklion,  it  is  quite  inadequate  to  keep  the  air  sweet  and  fresh. 

There  are  a  £ew  air-bricks  placed  in  the  waUs,  but  they  are  covered  aver.  There  are 
also  a  few  ventilators  placed  in  the  floors,  but  they  are  shut,  and  in  several  instances  the 
ventilators  in  the  ceiling  were  closed. 

Practically  ihe  ventilation  is  dependent  upon  Ibe  open  flre-places,.  and  on  the  wiiid<)i^s, 
which  are  closed  during  a  great  part  of  the  day,  4md  all  the  night.  The  staircases,  which 
should  be  the  best  ventdators  of  the  workhouse,  are  all  kept  dose  by  the  windows  being 
too  generally  closed. 

Condy's  fluid  is  placed  upon  rags  and  allowed  to  evaporate ;  and  a  Bf)ecial  instrument 
is  provided  for  this  purpose. 

Two  paid  nurses,  one  for  each  sex,  have  just  been  appointed,  and  they  wiU  divide  the 
care  of  the  sick  between  them  by  each  talong  charge  of  the  two  8ex«s  riternately.  There 
are  also  one  pauper  nurse  and  one  helper  to  each  ward,  and  although  there  are  not  any 
distinctly  appointed  night  nurses,  provision  is  made  for  such  when  occasion  requires  it. 
No  person  who  is  very  ill^  or  dying,  is  left  without  an  attendant 

There  is  a  midwife,  who  is  paid  by  the  case  (7  s.  6  d,  for  each  case)  and  does  not  reside 
within  the  workhouse. 

The  medical  officer  attends  at  the  workhouse  daily,  and  with  a  dispenser  and  an  assistant 
about  four  hours  daily  are  occupied  in  the  duties  of  their  office.  The  guardians  flnd  all 
drugs,  up  to  the  value  of  30  /.  yearly,  and  lemon-juice,  and  cod  liver  oil  in  addition ;  but 
we  were  told  that  this  is  not  sufficient,  except  by  an  economy  which  is  not  advantageous 
to  the  patients. 

The  salary  of  the  medical  officer  is  100  ^ineas,  find,  in  addition,  he  receives  25  L  to 
27  /.  yearly  for  extras  in  lunacy  and  midwifery  cases.  The  number  of  sick  fases  which 
are  under  his  care  is  about  175. 

He  thinks  that  the  guardians  should  find  aU  the  drugs,  and  in  whatever  quantity  the 
cases  may  require  ;  also  that  his  salary  should  be  increased  to  150  /.  or  200  guineas ;  or 
that  an  assistant  should  reside  within  the  workhouse,  and  be  piaid  by  the  guardians.  What- 
ever may  be  the  salary  he  thinks  that  in  all  workhouses  there  should  be  payment  of  extras. 

There  should  be  one  paid  nurse  to  about  75  mixed  sick  cases. 

There  should  be  one  day-room  on  each  side  for  the  use  of  the  convalescent  and  chronic 
cases ;  and  cases  of  a  serious  nature  should  be  placed  together. 

There  is  a  special  dietary  for  the  aged  and  infirm  inmates. 

The  guardians  provide  all  diets,  stimulants,  and  medical  appliances  readily  when  such 
are  ordered. 

The  cubic  space  which  should  be  allowed  to  each  person  by  day  and  night,  is  from  500 
to  750  cubic  feet. 

Recommendations.         The  following  are  the  reo(»nmendations  which  I  oSev^  respecting  tins  workhouse  : — 

1.  A  proper  system  of  ventilation  should  be  devised  and  adopted  in  every  room  in  the 
workhouse. 

A.  The  staircases  should  be  made  to  act  as  ventilators,  by  open  louvre,  and  other 
open  lights  at  the  top,  and  by  the  free  entrance  of  air  from  below,  so  that  a  current 
of  fresh  air  may  proceed  through  them  by  night  and  day. 

B.  Large  aar  bricks,  with  the  openings  covered  with  perforajted  zinc,  should  be 
placed  at  the  top  of  the  walls  in  every  roDoi,  aod  be  open  night  and  day.  Similar 
openings,  but  oi  larger  size,  and  covered  with  zinc,  having  larger  openings,  should  be 
placed  over  the  doors  leading  to  the  passages.  In  the  low  rooms,  as  in  the  nursery, 
and  probably  in  otJiers,  a.  piece  of  perforated  zinc  should  be  placed  in  the  top  part 
of  the  sash,  and  the  saiah  bo  fastened  that  it  shall  be  always  open  to  the  extent  of  one 
or  two  inches.  In  some  rooms  perforated  glass  might  be  pmced  in  one  pane  of  the 
top  row  of  panes  in  the  windows. 

C.  The  ventilators,  which  are  now  closed,  should  be  c^ened^  and  all  ventilators 
should  be  cleaned  out  from  time  to  time. 

D.  Openings  should  be  made  in  all  the  partition  walls  of  rooms,  as  is  2  A  and  3  A, 
and  in  all  the  enclosures  of  staircases  and  tandings,  as  in  the  insane  ward  and  infectious 
wards.  Some  of  these  mieht  require  to  be  covered  with  perforated  anc,  or  filled  in 
with  perforated  glass,  or  the  inclosing  boards  might  be  altogether  xemoved. 

E.  The  low  rooms  on  tibe  upper  floor  dhould  be  made  higher,  by  hang  boilt  pwtiy 
into  the  roof,  and  ventilators  placed  in  the  ceiling. 

2.  The  itdi  ward,  the  syphilitic  wards,  the  insane  wards,  and  the  Infectious  wards, 
3re  ill  adapted,  and  shmnU  be  changed  or  dosed. 

3.  The 
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4.  Small  kitchens,  or  nurses'  rooms,  are  much  needed  in  various  parts  of  the  workhouse, 
in  which  the  utensils  might  be  placed,  and  in  which  tha  crockery  could  be  washed. 

5.  Improved  bath  accommodation  is  necessary;  and  as  it  appears  that  perhaps  one 
bath  per  week  is  needed  for  the  sick,  for  medical  purposes,  moveable  baths  on  wheels, 
and  a  sufficient  supply  of  hot  water  on  tiie  different  landmgs,  should  be  added  to  the  fixed 
ones. 

6.  With  the  sick  scattered  over  the  workhouse,  it  is  scarcely  possible  to  determine  the 
number  of  nurses  which  are  really  requisite,  but  there  should  be  at  least  three  paid  day 
nurses  and  two  paid  night  nurses  appointed,  with  proper  wages,  allowances,  and  apart- 
ments.    The  present  pauper  helpers  should  be  retained,  and  their  position  improved. 

7.  The  present  arrangements  of  the  lying-in  department  might  be  improved  with  ad- 
vantage to  the  union.  The  cases  should  oe  attended  by  the  medical  officer  for  the  sum 
usually  paid  to  oth«rinecScal  officers  of  workhouses,  instead  of  by  a  non-resident  midwife. 
Waterproof  sheeting  should  be  supplied  to  the  labour  bed,  and  to  most  of  the  other 
beds. 

8.  At  least  one  dtty-room  for  convalescents  and  chronic  cases  should  be  provided  on  each 
side. 

9.  The  salary  of  the  medical  officer  should  be  increased.  All  drugs  and  medical 
applisnoes  should  be  provided  eit  the  cost  of  the  guardians,  in  an  unlimited  quantity. 

10.  If  the  medioal  officer  had  charge  of  the  lying-in  cases  it  would  probably  be  better 
that  there  should  be  aa  assistant,  residient  within  the  workhouse,,  whose  salary^  boajwl,  and 
ledgiag  would  be  f  ro'idded  by  the  guardians. 

11.  The  beating  of  carpets  upon  the  premises,  with  the  noise  and  dust  to  which  it  gives 
rise,  is  an  abomination ;  and  should  either  cease,*  or  some  place  be  provided,  where  these 
two  evils  would  not  affect  the  workhouse  and  the  inmates. 

12.  As  a  new  infirmary  is  to  be  built,  it  is  not  needful  to  say  more  than  that  the  present 
arrangement  of  having  sick  cases  all  over  the  workhouse  is  very  inconvenient,  and  might 
probably  have  heen  prevented  m  tins  ae  in  other  workhouses. 

13.  The  ufrorkhouse  is  in  many  parts  much  too  crowded,  and  only  the  following  number 
of  beds  should  be  alloweiin  tiie  several  wards  : — 
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No. 

ClaM  oflnmates, 

No. 

'    No. 

1 
CUat  of  Innatet, 

No. 

of 

or 

of 

of 

•or 

of 

Ward. 

Purpose  to  irliicli  App0Dpriatod. 

Bedv. 

W«rd. 
26 

Purpose  to  which  Appropriated. 

Beds. 

10 

Men^s  sidk  ward  (convalesooit 

Ditto^  agMl  and  infirmt    - 

9 

patients)     .        -        -        - 

16ior  17 

2r 

Wom«»ny  aged  and  infirm 

16orl7 

14 

Ditto,  aged  and  infirm    - 

4 

28 

Ditto      -      ditto 

17 

17 

Ditto      -      ditto 

16 

DittOy  cage  ward    -        -        - 

4  or  6 

10 

'  Ditto,,  siok  ward    -        -        - 

18 

la 

DittOy  aged  and  infirm    - 

22 

20 

;      Ditto       -       ditto 

14 

3a 

Ditto      '      ditto 

l2orl3 

21 

^  Womeny  aged  and  infirm 

4  or  6 

8a 

Ditto      -      dittc^ 

10 

22 

Ditto,  siok  ward    -        -        - 

18 

Men's  infeetioos  ward     • 

8 

28 

'  Lying}-in  ward'        -        •        - 

4 

Ditto,  insane  ditto  .        -        - 

^^ 

24 

,  Norsery         ..       -        •        - 

- 

Ditto  -  ditto  fotw)    ' 

^ 

16 

,  Women,  imbeciles  •        •        - 

1 

- 

ChUdren's  inftotious  ward 

^ 

15 

Ditto      •      ditto 

- 

Ditto      -      ditto  (over)      - 

^ 

26 

'  Ditto,  ooitvaleioent 

2orSr 

*  TUi  has,  I  beUere,  b«eii  effected  liiioe  our  tU it  and  report. 
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HoLBORK  Union 

W0BRn0U8E. 


No.  11. 


THE  HOLBORN  UNION  WORKHOUSE. 


We  visited  this  workhouse  on  1 3th  April  1866^  and  were  accompanied  bj  Ihe  medical 
officer  and  the  master. 

It  is  situated  in  Gray's  Inn-road,  and  is  well  drained.  There  is  not  a  detached 
infirmary,  but  certain  wards  in  the  upper  story  are  devoted  to  the  sick,  prop<erly  so  called ; 
and  in  the  wards  occupied  by  the  aged  and  infirm,  and  the  imbeciles,  are  persons  who 
from  time  to  time  are  under  the  care  of  the  medical  officer. 

There  are  not  any  infectious  wards,  dnce  cases  of  fever,  of  whatever  kind,  and  of 
small-pox,  are  sent  to  the  hospitals ;  but  if  a  case  of  scarlet  fever  were  to  occur  to  a  young 
child  the  patient  would  be  placed  in  a  room  apart  from  the  inmates.  Itch  cases  are  lew, 
and  are  soon  cured,  but,  in  the  meantime,  they  are  kept  in  the  receiving  ward.  Cases  of 
syphilis  are  admitted,  but  are  almost  immediately  sent  to  Ihe  Lock  HospitaL  There  is 
no  day-room  for  the  sick ;  the  yards  are  small,  but  kept  in  good  repur,  and  ornamented 
with  flowers. 

The  number  of  inmates  in  Ihe  workhouse  is  456,  of  whom  157  are  upon  the  medical 
officer's  books. 

The  following  are  the  measurements  of  the  several  wards,  with  the  number  of  beds  in 
them: 


No.  of 
Ward. 

Clmn  of  iDmates, 

or 

Purpose  to  which  Appropriated. 

Length. 

Breadth. 

Height. 

Namber 

of 

Beds. 

tH.    in. 

Ft.    in. 

B. 

in. 

7 

Men's  sick  ward  (general  cases)  f 

67     0 
—  9     9 

17     8 
4     9 

8 
8 

9 
9 

}  ■' 

la 

Ditto    -    ditto  -    .     - 

40     6 

22     9 

8 

9 

14 

8 

Children's  sick  ward 

20     3 

17     9 

8 

9 

10 

9 

Men,  sick  and  infirm 

65     9 

17     8 

8 

9 

23 

85 

Women,  aged  and  infirm 

46     6 

17     0 

9 

11 

18 

30 

Women,  bed-ridden 

48     9 

25     6 

9 

11 

20 

31 

Women,  aged  and  infirm 

48     9 

25     6 

•9 

11 

20 

34 

Ditto    .    -    ditto 

46     6 

17     0 

9 

1] 

16 

3d 

Women's  sick  ward 

46     6 

17     0 

7 

10 

17 

32 

Ditto    -    ditto  ... 
ImhedleBi 

48     9 

25     6 

7 

10 

17 

22 

Women's  day-room 

19     8 

18     8 

8 

0 

11 

22a 

Women's  bed-room 

15     6 

19     9 

9 

6 

6 

1 

Men's  insane  ward 

21     5 

20     9 

8 

4 

10 

•   Hence  it  appears  that  the  usual  height  and  width  of  these  rooms  is  8  to  10  feet,  and  17 

to  25  feet. 
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The  floor  space  and  cubical  space  allotted  to  each  bed  is  as  follows: — 
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No.  of 
Ward. 


7 

la 

8 

9 
35 
80 
81 
84 
88 
82 

22 
22  a 

1 


Clan  of  Inmatea,  or  Pnrpoaet  to  which  Appropriated. 


Floor  Space 
allowed 
to  each  Penoo, 


Men's  sick  ward  (general  cases) 

Ditto    -    ditto 
Children's  sick  ward 
Men,  sick  and  infirm 
Women^  aged  and  infirm  - 
Women,  bed-ridden  - 
Women,  aged  and  infirm  - 

Ditto    -     ditto    - 
Women's  sick  ward  - 

Ditto    -    ditto     - 

Imbeciles : 
Women's  day-room  - 

Women's  bed-room  - 

Men's  insane  ward    - 


Sup.  Feet 
67 

66 

52 

50 

44 

62 

62 

50 

47 

73 

38 
61 

44 


Cubical  Space 

allowed 
to  each  Perioo. 


Appendix. 

iloLBOBK  Union 
Workhouse. 


Cub.  Feet. 
585 

576 

454 

442 

485 

616 

616 

490 

864 

578 

261 
485 
870 


Hence  it  appears  that  the  floor  space  and  cubical  space  varies  fixMn  44  to  73  superficial 
feet,  and  from  364  to  616  cubic  feet* 

Many  of  the  rooms,  with  the  exception  of  those  which  are  occupied  by  the  imbeciles.  Size  of  rooms  and 
are  large,  wide,  open,  light,  and  airy,  but  much  too  low.    There  are  windows  on  both  sides  genend  appearance 
of  the  rooms,  and  the  walls  are  coloured  agreeably. 

The  bedding  is  of  flock  upon  iron  bedsteads,  with  laths  or  sacking.     The  rugs  in  some  Bedding  and  fumi- 
of  the  rooms  are  of  blue  cotton,  and  look  old  and  untidy ;  whilst  in  others,  there  are  ture« 
woollen  rugs  of  somewhat  more  cheerful  appearance.     The  bedsteads  are  made  to  fold  up, 
and  it  is  the  practice  here  to  fold  up  all  the  bedding  and  clothes,  and  place  them  at  the 
head  of  the  bed,  after  the  plan  of  military  hospitals. 

There  are  chairs,  benches  with  backs  and  cushions,  lockers,  cupboards  in  which  to  place 
the  crockery,  and  cocoa-fibre  matting,  or  pieces  of  carpet.  There  are  excellent  prints  upon 
the  walls,  artificial  flowers  in  the  rooms,  periodicals,  and  a  large  supply  of  books.  There 
are  also  small  kitchens  in  which  the  crockery  is  washed,  and  sufficient  water-closets,  and 
hot  and  cold  water  are  supplied  to  the  lavatories  from  a  special  heating  apparatus,  in  several 
parts  of  the  workhouse.  There  are  also  night-stools,  of  a  new  and  very  excellent  con- 
struction, acting  in  all  respects  as  well  as  the  best  water-closets.  (See  Report,  page  51.) 

The  lavatories  are  well  arranged,  and  one  in  the  yard  is  furnished  with  the  tip-up 
wash-hand  basins,  by  which  the  dirty  water  is  easily  cast  out,  and  clean  water  enters, 
{See  Report,  page  40.) 

The  rooms  occupied  by  the  lunatics,  both  male  and  female,  are  on  the  ground  floor,  and 
are  neither  so  light  nor  so  cheerful  as  they  should  be. 

There  are  towels,  soap,  and  basins  for  the  use  of  the  inmates. 

The  bedding,  floors,  furniture,  and  utensils,  are  very  clean,  and  are  kept  in  a  very  ere-  Cleanliness, 
ditable  condition.     The  same  may  be  said  of  the  walls  and  building  generally,  so  far  as  we 
inspected  it.     There  are  said  to  be  a  few  bugs  in  some  parts  of  the  workhouse,  and  on 
that  account  the  master  preferred  the  sacking  to  the  lath  bedsteads.     The  dresses  of  some 
of  the  helpers  did  not  look  very  clean,  but  those  inmates  were  engaged  in  cleaning  the  wards. 

The  system  of  ventilation  is,  generally  speaking,  good.     In  the  rooms  immediately  Ventilation, 
underneath  the  roo^  which  are  occupied  by  the  sick  proper,  there  are  large  grating 
ventilators  in  the  ceiling,  to  all  of  which  there  was  a  jet  of  gas. 

In  others,  as  those  occupied  by  the  a^ed  and  infirm,  there  are  panes  of  perforated  glass 
in  the  windows ;  also  gratings  in  a  few  places  in  the  walls,  and  a  simple  ventuator 
j^aced  in  the  centre  of  9ie  window,  with  a  pane  moving  horizontally  on  a  central  pin. 
The  Amott's  ventilators  let  in  the  smoke,  and  are  kept  closed. 

The  master  and  medical  officer  concurred  in  the  statement  that  the  ventilation  is  good 
during  the  night ;  and  judging  from  the  character  of  tlie  rooms,  tbe  number  of  beds,  the 
windows  and  ventilators,  I  think  it  not  improbablcj  at  the  season  when  the  ventilators  are 
kept  open. 
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Workhouse, 


Nursing. 


Medical  officer. 


Becommendations. 


In  this  respect^  howeyer^  the  rooms  fbr  the  imbeeiles  an^  mxich  isiferk)r^  and  although 
they  did  not  smell  elose  during  the  di^,  I  do  net  doubt  that  ikey  are  yerj  foul  at  ni^t. 

There  is  one  paid  nurse,  who  has  charge  of  all  the  sick  wards,  and  there  are  also  one 
nurse  and  one  helper  to  each  ward,  who  are  unpaid*  There  are  no  fecial  night  nurses, 
but  wheneyer  a  case  requires  a  night  nurse,  one  is  provided. 

The  medical  oflBcer  attends  on  the  average  about  two  hours  and  a  half  daily,  and  is 
occupied  about  two  hours  weekly  in  preparing  his  book.  He  has  neither  dispenser  nor 
assistant ;  and  he  finds  all  drugs,  except  cod-liver  oil,  quinine,  and  ointment.  He  has 
157  cases  upon  his  books,  of  whom  80  are  placed  there  simply  to  obtain  a  suitable  dietary, 
and  do  not  need  his  attention.  He  speaks  individually  to  the  inmates  in  the  sick  wards 
proper,  but  only  to  those  in  the  aged  and  infirm  wards,  and  imbecile  wards,  who  express 
a  wish  to  see  him.  His  salary  is  125  /.  per  year,  and  about  48  ^  for  extras  in  midwifery 
and  insanity.  He  receives  11  5.  for  each  midwifery  case,  and  21  s.  for  each  certificate  of 
lunacy. 

He  thinks  that  the  guardians  should  find  all  the  drugs,  and  pay  him  200  /.  per  year,  in 
addition  to  extras.  A  dippenser  is  not  required,  neither  is  an  assistant,  to  reside  in  the 
workhouse. 

He  is  of  opinion  that  there  should  be  two  paid  nurses,  but  a  paid  night  nurse  is  not 
required. 

A  diet  should  be  framed  for  the  aged  and  infirm,  containing  meat  and  beer  daily,  and 
thus  save  the  necessity  for  such  persons  to  be  placed  upon  his  bodiSfc 

Judging  from  the  statements  of  others,  with  which  he  concurs,  he  thinks  that  each  sick 
inmate  should  have  1,000  cubic  feet  of  air ;  but  he  has  not  found  any  evil  to  result  ficom 
the  present  smaller  allowance. 

Tne  guardians  readily  provide  all  food,  stimulants,  and  medical  appliances  which  he 
may  order. 

The  following  are  the  recommendations  which  I  have  to  oflfer  reepeeting  the  work- 
house:— 

1.  The  lunatics  and  imbeciles  should  be  removed  to  more  light  and  cheerful  rooms, 
and  there  should  be  a  day  room  &r  each  sex.  Their  present  roome  diould  be  doeed, 
but  so  long  as  they  are  used,  the  ventilation  should  be  greatly  improved. 

2.  It  would  be  better  to  insert  panes  of  perforated  glass  in  the  windows  of  the 
proper  rick  wards. 

3.  The  blue  cotton  rugs  shodid  be  dopplaoted  by  cheerfnl-lo^dng  waooUen  rugs. 

4.  Another  paid  day  nurse  and  one  or  two  paid  night  nurses  should  be  appointed, 
besides  those  required  for  the  care  of  die  lunatics. 

5.  The  guardians  should  find  all  tlie  drugs,  and  increase  the  sidary  of  the  medical 
officer. 

6.  I  doubt  if  each  officer,  male  and  female,  slkould  roceiye  two  pints  of  porter 
daily. 

7.  Two  day  rooms  should  be  providted  for  the  sick.. 

8.  The-fidlowingiB  the  number  of  bedft  which:  ahouU be  plaosed  in  each  ward: 


No.  of 
Want 


7 

7a 

8 

9 
36 
SO 
31 
34 
88 
82. 


«2a 

1 


Clan  of  lamttav,  or  PuTpoM  to  which  Appropriated! 


Men's  siok  waid'  (geoaiai  oases) 

Ditto    -     ditto      - 
Children's  sick  ward  •        -        « 
MeDy  siek  snd  infirm         - 
,  Women,  aged  and  infirm    • 
Woroen^  bed<4idd0iL  - 
Women,  aged  and  infirm    - 

Ditto    -    ditto    * 
WbmenV  nek  w«rd    - 

Ditto    -    ditto      - 


/mferifav: 
Women's  daj-roomr 
W«Den'*  bed-ro«n 
Men's  insane  ward* 


-.      -  » 


Nemberof 
Bedb. 


<    16  or  17 
1*2  or  18 

18 
14 
16 
16 
14 

U 
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No.  12. 
CLERKENWELL. 


Appendix. 


Clerkenwbix, 


We  visited  tihe  Clerkenwell  Workhouse  on  18  April  1866.  It  is  built  on  somewhat 
elevated  ground ;  and  the  drains  are  now  well  trapped,  and  free  from  smell. 

It  consists  of  two  parts,  one  of  which  is  much  older  than  the  other.  The  older  building 
faces  the  street^  and  contains  a  series  of  rooms  placed  side  by  side,  with  only  an  intervening 
wall,  except  in  the  centre  of  the  building,  where  there  is  a  large  open  staircase  and  pas- 
sages. Tne  newer  building  as  placed  in  the  rear  of  this,  and  runs  parallel  to  it ;  and 
consists  of  one  suite  of  single  rooms  only.  The  space  between  the  two  constitutes  the 
airing  yards ;  and  a  communication  exists  between  the  two,  on  the  first  floor,  by  means  of 
a  bridge.  The  bridge  is  not  fuUy  enclosed,  and  it  thus  acts,  in  some  degree,  ae  a.  ventilator 
to  both  buildings. 

The  recent  erection  of  lofty  model  lodging  houses,  immediately  to  the  south  of  this 
workhouse,  has  greatly  diminished  the  means  of  ventilation.  • 

The  construction  of  the  railway  shook  the  workhouse  in  a  very  important  degree;  and 
rendered  it  necessary  to  tie  the  walls,  and  to  strengthen  the  bridge. 

There  are  not  any  fever  and  infectious  wards,  since  cases  of  fever  and  small-pox  are  not 
admitted.  Cases  of  insanity  are  kept  apart  in  separate  wards ;  and  in  ihis  workhouse  are 
placed  upon  the  medical  officer's  books.     Noisy  and  violent  cases  are  sent  to  an  asylum. 

Th^e  are  four  wards  which  are  devoted  to  sick  cases ;  two  of  which  are  for  medical, 
and  two  for  surgical  cases,  one  of  each  for  each  sex;  and  the  other  sick  cases  are  kept  in 
the  wards  devoted  to  the  different  classes  to  which  they  belong.  It  was  thus  needful  for 
us  to  inspect  many  wards  not  exclusively  devoted  to  the  sick. 

There  are  not  any  day-rooms.  There  are  schools  belonging  to  ihe  parish  apart  from 
the  workhouse ;  and  nearly  aU  the  children  are  sent  to  them. 

In  this  workhouse  the  very  objectionable  practice  occurs  of  placing  two  adults,  and 
even  two  sick  adults,  in  each  bed.  In  the  lying-in  ward,  moreover,  two  women  and  two 
children  are  sometimes  placed  in  the  same  bed.  Hence  it  is  needful  in  this  workhouse  to 
state  the  number  of  persons  as  well  as  the  number  of  beds  in  each  room. 

The  number  of  persons  in  the  workhouse  on  Saturday  last  was  529 ;  and  of  these, 
including  the  insane,  216  were  placed  upon  the  medical  officer's  list.  There  is  not  a  suffi- 
ciently good  dietary  at  ihis  workhouse  for  a^ed  persons ;  and  in  order  that  they  might 
obtain  a  proper  diettary,  many  of  this  number  tad  been  placed  upon  the  medical  officer's 
books. 

The  following  are  the  dimensions  of  the  vajrious  rooms  in  which  the  eick  are  fouad,  with  ^^  of  rooms  and 
the  number  of  beds  and  the  number  of  persons  in  each  room : —  general  character. 


No.  of 

Class  of  InmatM, 

Number 

or 

Length.        1 

Breadth. 

Bdght. 

of 

Ward. 

Purpose  to  which  Appropriated. 

Beflc 

Ft. 

in. 

Ft. 

in. 

Ft. 

i». 

24 

IMten'fl  insane  ward 

86 

8 

14 

^ 

9 

6 

Id 

19 

Men's  fiui^wy  ward 

84 

8 

80 

2 

8 

0      f 

39 

19a 

Ditto    -  ditto     «        -        - 

r    49 

8 

7 

10 

8 

6 

}  ■• 

0 

A 

10 

8 

8 

e 

Ljing-in  ward        -        -        - 

34 

10 

^0 

^ 

b 

0 

7 

8 

Femde  insane  ward 

63 

6 

18 

0 

8 

6 

23 

9 

Female  aged  and  infirm  - 

72 

6 

18 

0 

8 

6 

19' 

6 

Ditto        -        ditto      - 

72 

6 

18 

(y 

8 

B 

r  12  double. 
{     8  single. 
\  82  persons. 

8] 

Fenale  siok  and  uiirm  • 

iJ'; 

8 

17 

9 

H 

8      ^ 

I    4  doubk. 

0 

4 

6 

8 

8 

<  18  single. 

, 

\ 

1 26  peiBons. 

88 

Women's  skk  waed 

70 

6 

17 

9 

^ 

6 

3$ 

84 

Women's  snrgery  ward  ^ 

520 

0 

17 

8 

^ 

9 

r     1  donUeu 
<      5  aiogk* 

7  JMJVOBft. 

35 

Men's  sick  ward    -        -        - 

/      70 

0 
0 

17 

7 

0 
0 

9 
8 

8 
0 

}        ^^ 

8 

Women's  &nl  wurd 

19 

7 

17 

7 

10 

0 

7 

Hence  it  appears  fhat  Ihe  usual  height  and  width  of  the  sick  wards  -are  froiQ  8  to  U) 
feet,  and  from  17  to  18  feet. 
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The  floor  space  and  the  cubical  space  allowed  to  each  bed,  and  to  each  advdt  person  in 
the  different  rooms,  are  as  follows : — 


Clebkenwell. 


Bedding  and  furni- 
ture. , 


No.  of 
Ward. 


24 
19 
19a 

6 

8 

9 

5 

81 

83 
84 

85 
8 


Clan  of  Inmates,  or  Purpose  to  which  Appropriated. 


Men's  insane  ward    - 
Men's  surgery  ward 

Ditto    -    ditto     - 
Lying-in  ward  - 
Female  insane  ward  - 
Ditto,  aged  and  infirm 
Ditto       -      ditto 

Ditto,  sick  and  infirm 

Women's  sick  ward  - 
Women's  surgery  ward 

Men's  sick  ward 
Women's  foul  ward  - 


Floor  Space 

allowed 

to  each  Person. - 


Sup*  Feet, 
86 

86 

46 

100 

60 

69 

65  as  to  beds 

41  as  to  persons 

65  as  to  beds  . 

49  as  to  persons 

60 

58  as  to  beds 

49  as  to  persons 

58 

49 


Cubical  Spaee 

allowed 
to  each  Person. 


Cub.  Feet, 
339 

288 

894 

808 

418 

584 

688  as  to  beds. 

836  as  to  persons. 

457  as  to  beds. 

408  as  to  persons* 

476 

561  as  to  beds. 

481  as  to  persons. 

522 

492 


Hence  it  appears  that  the  floor  space  and  cubical  Space  allotted  to  each  person  varied 
from  36  to  100  superficial  feet,  and  from  288  to  584  cubic  feet,  and  that  9  and  12  ward 
was  deficient  in  the  space  required  by  the  Poor  Law  Board. 

The  rooms  in  the  older  part  of  the  workhouse  have,  with  one  or  two  exceptions, 
windows  on  one  side  only ;  and  are  not  light  and  cheerfiil.  Those  on  the  ground  floor, 
and  particularly  the  male  insane  ward,  are  still  less  so. 

Those  in  the  newer  building  have  windows  on  both  sides,  and  are  generally  light  and 
cheerful. 

The  rooms  are  all  low,  and,  with  a 'few  exceptions,  too  narrow,  and  throughout  the 
workhouse  they  exhibit  the  aspect  of  an  old  building. 

The  bedding  consists  of  a  flock  bed,  placed  upon  iron  bedsteads,  with  iron  laths  or 
sacking.  The  quantity  of  flock  was  too  small,  so  that  the  beds  were  almost  imiversally 
too  thm,  and  when  placed  upon  laths^  the  latter  would  be  readily  felt  through  them. 
Moreover,  the  flock  is  not  teazed ;  and  the  beds  are  not  usually  chwged,  until  ^e  death 
of  an  occupant,  or  until  the  tick  requires  to  be  cleansed  or  renewed.  The  sheets  are 
good ;  and  the  rugs  are  of  wool,  and  moderately  cheerful  in  appearance. 

There  are  chairs  and  benches  in  the  wards,  but  there  are  not  any  lockers,  or  book 
shelves.  There  are  generally  cupboards  in  the  wards,  and  in  the  lobbies,  which  contcun 
the  crockery,  and  some  of  the  utensils.  There  ^e  also  a  very  few  small  kitchens,  or 
washing-up  places ;  but  generally  the  larger  utensils  are  placed  in  the  wards.  There  are 
scarcely  any  prints  upon  the  walls.  Illustrated  periodicals  are  not  supplied  by  the 
guardians,  but  a  few  are  given,  by  the  officers.  Dominoes  are  allowed  to  all ;  and  draughts 
to  the  insane. 

Generally,  there  is  want  of  conveniences,  and  comfortable  furniture  in  the  rooms. 

There  are  not  any  fixed  baths  in  the  workhouse ;  but  there  are  portable  baths  kept  in 
good  order.  The  water,  both  hot  and  cold,  must  be  carried  from  the  lower  to  the  upper 
parts  of  the  workhouse.  There  is  no  system  of  supply  by  pipes  in  the  upper  rooms ;  and 
m  general  llie  arrangements  for  the  supply  of  water  are  aeficient.  Gas  is  used  in  the 
rooms. 

There  are  njght-chairs  in  each  room ;  and  water-closets  in  various  parts  of  the  work- 
house ;  but,  as  in  the  case  of  the  lying-in  room,  they  are  not  conveniently  placed,  and  are 
not  sidficiently  numerous. 

Bound  towels  and  short  towels  are  supplied  to  each  ropm^  but  not  to  each  person. 
Combs,  but  not  brushes,  are  given  when  asked  for ;  and  many  of  llie  inmates  mre  said  to 
have  their  own  towels.  Soap  is  given  to  each  person.  Some  of  the  small  towels  which 
we  saw,  were  very  ragged,  and  but  few  were  good. 
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There  are  a  few  lavatories,  with  iron  enamelled  basins ;  but  usually  the  sick  are  washed     rjTp^       ^  , r 
in  pottery  basins  in  the  bed  rooms.  ^ 

The  workhouse  is  in   almost  every  respect  kept  in  a  cleanly  condition.     Tlie  linen  is  cleanliness 
clean ;  and,  in  the  sick  wards,  there  are  two  clean  sheets  supphed  weekly.     The  bedding, 
and  furniture  are  clean ;  but  the  water-closets,  from  their  cdnstruction,  could  not  be  kept 
in  so  cleanly  a  state  as  is  desirable.  , 

There  are  said  to  be  a  few  bugs  in  this  workhouse ;  and  with  so  old  a  building  in 
London  it  could  not  be  otherwise. 

There  are  not  air  bricks  in  any  of  the  walls,  or  perforated  glass  in  the  windows.  Ventilation. 
The  ventilation  is  dependent  upon  the  windows  and  doors,  which  are  old  and  ill  fitting, 
upon  open  fire-places  (of  which  there  are  two  in  each  of  the  larger  wards),  and  upon 
large  openings,  covered  with  gratings,  canvas,  or  shutters,  placed  in  the  ceilings,  and 
communicating  with  the  flues.  When  the  wards  are  placed  side  by  side  several  semicir- 
cular openings  are  made  in  the  dividing  wall ;  and  similar  means  of  ventilation  are  pro- 
vided, when  a  corridor  passes  along  the  side  of  a  room,  as  in  the  lying-in  ward. 

The  male  insane  ward  was  very  close,  and  No.  9  aged  and  in&m  ward,  was  close, 
but  nothing  offensive  was  observed  in  the  air  of  the  other  rooms.  The  medical  oflScer  and 
master,  who  are  frequently  in  the  rooms,  state  that  the  smeU  of  the  rooms  does  not  exceed 
that  of  an  ordinary  private  bed  room. 

I  have  no  doubt,  however,  that  the  ventilation  should  be  improved ;  and  that  the  evil 
of  the  present  state  is  greatly  lessened  by  the  ill-fitting  of  the  doors  and  windows. 

I'here  are  three  non-pauper  paid  nurses.     One,  a  ^male,  is  the  superintendent  of  the  Nnning. 
nursing  of  the  whole  sick,  and  receives  20  Z.  a  year.     The  second  is  a  man,  who  is  the  nurse 
of  the  male  insane,  and  receives  8  /.  per  vear,  and  two  suits  of  clothes.     The  third  is  a 
woman,  the  nurse  of  the  female  insane,  who  receives  2  s.  per  week  (5  /.  4  s.  per  year),  and 
clothing.     All  these  receive  oflScers*  rations. 

There  is  also  a  pauper  nurse  to  each  ward,  who  receives  1  s.  per  week,  and  has  a  dis- 
tinctive dress ;  and  there  are  two  helpers  to  each  of  the  large  wards. 

There  is  not  any  paid  night  nurse. 

The  master  was  of  opinion  that  there  should  be  two  other  paid  day  nurses,  and  one  paid 
night  nurse.  Of  the  three  paid  general  nurses,  two  should  be  devoted  to  the  female,  and 
one  to  the  male  inmates;  or  the  one  who  is  now  superintendent  of  the  whole  should  con- 
tinue in  that  position,  and  one  of  the  proposed  nurses  should  be  appropriated  to  the  general 
sick  of  the  two  sexes. 

The  present  staff  of  pauper  nurses  should  be  retained  ;  and  he  is  of  opinion,  that  the 
gratuity  of  1  s.  per  week  is  an  important  incentive  to  good  conduct. 

The  medical  officer  is  not  resident  within,  but  resides  very  near  to  the  workhouse.  He  Medical  officer, 
always  attends  twice  daily,  viz. :  from  9  to  about  10.30  A.  M.,  and  from  7.30  to  8  P.  M.,  and  at 
other  times  as  occasion  may  require.  He  devotes  fully  two  hours  per  day  within  the  work- 
house, to  the  discharge  of  his  duties.  He  has  neither  assistant  nor  dispenser ;  and  the 
number  of  bottles  of  medicine  which  he  prepares  daily,  either  within  the  worldiouse,  or 
at  his  own  house,  is  from  30  to  40.  The  guardians  provide  cod-liver  oil  and  quinine. 
All  other  dru^s  are  paid  for  by  the  medical  officer,  but  he  cannot  estimate  their  cost 

His  salary  is  130  /.  per  year,  besides  10  s,  6d.  for  each  certificate  of  insanity.  He  does 
not  receive  extra  payment  for  vaccination ;  and  he  is  not  paid  anything  for  the  instru- 
mental and  other  serious  midwifery  cases,  in  which  he  is  called  to  aid  the  paid  midwife. 

He  is  of  opinion  that  his  salary  should  be  200  /.  per  year,  besides  the  extras,  as  recom- 
mended by  the  Poor  Law  Board,  and  that  the  guardians  should  provide  dirugs  and  a 
dispenser. 

He  considers  that  there  should  be  a  good  diet  (including  half-a-pint  of  beer  daily), 
provided  for  the  aged ;  and  thus  prevent  the  necessity  of  so  many  persons  being  regarded 
as  sick,  simply  to  obtain  this  dietary.  The  workhouse  is  too  full,  and  quite  madequate 
to  the  wants  of  the  parish.  It  will,  moreover,  be  inipossible  to  supply  the  necessarv  accom- 
modation, until  a  new  workhouse  has  been  built.  Great  care  is  taken  to  supply  the  worst 
cases  with  single  beds  ;  and  only  such  as  are  not  seriously  afflicted,  or  are  convalescent^ 
are  placed  two  in  a  bed. 

The  guardians  grant  most  readily  whatever  he  orders  in  diet,  stimulants,  and  medical 
appliances. 

The  following  are  the  reconmiendations  which  I  offer  respecting  this  workhouse :  Becommendataons. 

1.  As  the  building  is  old  and  inadequate,  it  is  quite  necessary  that  it  shoula  be  taken  down 
without  delay,  and  a  new  one  erected,  with  larger  sick  wards,  and  a  detached  infirmary. 

2.  So  long  as  it  exists,  certain  alterations  should  be  made. 

3.  The  beds  should  be  fuller,  and  the  flock  teased  at  frequent  intervals. 

4.  A  separate  clean  towel,  and  comb  and  brush  should  be  supplied  to  each  sick  person. 

5.  Lockers,  bookshelves,  prints,  illustrated  periodicals,  and  games  should  be  supplied ; 
and  an  air  of  comfort  given  by  the  furniture  of  the  rooms. 

6.  The  water-closets  should  be  reconstructed,  so  that  the  whole  shall  not  be  flushed 
together,  but  each  pan  be  separate,  and  with  a  proper  supply  of  water.  The  number  of 
them  should  be  increased,  and  one  placed  near  to  the  lying-in  ward. 
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7.  The  number  of  lavatories  should  be  increased. 

8.  Hot  and  cold  water  should  be  supplied  to  each  room^  and  an  increased  number  of 
baths  provided. 

9.  Air  bricks,  or  perforated  glass  ventilators,  should  be  placed  in  all  the  rooms,  and 
particularly  in  those  on  the  ground  floor. 

10.  In  no  case  should  two  sick  adults  occupy  the  same  bed ;  and  in  tite  general  sick 
wards  only  single  beds  should  be  placed. 

11.  In  the  lying-in  ward,  two  women  and  their  children  should  never  be  allowed  to 
sleep  together. 

12.  The  lying-in  ward  should  be  enlarged.  A  day-room  for  lying-in  cases  should  be 
provided ;  and  as  the  cases  are  kept  in  the  workhouse  one  month,  they  should  be  transferred 
to  another  room.  It  is  desirable  that  the  sick  cases  (other  than  those  of  a  very 
temporary  character  occurring  amoi^t  the  aged  and  infirm,  and  imbeciles)^  should  be 
placed  in  proper  and  separated  sick  wards. 

13.  A  dietary,  consisting  of  meat  and  half-a-pint  of  beer  daily,  should  be  provided  for 
the  aged  inmates. 

14.  Three  additional  paid  nurses  should  be  immediately  appointed ;  and  the  payment  of 
2  s.  per  week  for  such  persons  is  totally  inadequate. 

15.  The  salary  and  emoluments  of  the  medical  officer  should  be  increased,  and  the 
guardians  should  provide  all  drugs. 

16.  A  dispenser  might  be  appointed,  who  could  also  act  as  clerk,  or  have  charge  of  a  part 
of  the  nursing. 

17.  Day-rooms  should  be  provided  for  the  insane,  and  for  the  aged  and  infirm  sick  and 
convalescent 

18.  Ward  No.  19,  and  others  similarly  placed  on  the  upper  floor,  should  have  the  ceil- 
ings raised  into  the  roof. 

19.  The  number  of  beds  which  should  be  allowed  in  the  diflerent  wards,  is  as  follows : 


Nnmber 
Wird. 

CUm  of  Inmattfl, 

or 

Purpose  to  which  Appropriated. 

Namber 

of 

Beds. 

Number 

of 
Ward. 

ClaM  of  Inmates, 

or 

ParpoM  to  which  Appropriated. 

Number 

of 
Beda. 

34 

Men's  insane  ward  -        -        • 

10 

5 

Female,  aged  and  infirm  - 

19 

19 

Men's  surgery  ward 

12orl6 

81 

Female,  sick  and  infirm    - 

18 

19a 

'     Ditto    -    -    ditto 

7 

33 

Women's  sick  ward 

20 

6 

Lying-in  ward        ... 

5 

84 

Women's  sargery  ward    - 

6 

8 

Female,  insane  ward 

18 

85 

Jlilen's  siek  ward    .        -        - 

20 

9 

Female,  aged  and  Infirm 

19 

8 

Women's  fool  ward 

6 

No.  IS. 
SHOREDITCH. 


Shoeeditch. 


We  visited  the  Shoreditch  Workhouse  on  April  19th,  1866 ;  and  were  accompanied  by 
the  master  and  the  medical  oflScer. 

This  is  a  newly-built  and  handsome  workhouse,  and  is  situated  in  a  suitable  and  not 
insalubrious  locality.  The  drainage  is  said  to  be  good.  There  are  now  782  persons  in 
the  workhouse,  but  the  building  can  receive  1,200. 

There  is  not  a  detached  infirmary ;  but  the  greater  part  of  the  sick  are  placed  in  one 
block  of  building.  Certain  wards  are  more  particularly  regarded  as  sick  wards,  and  are 
occupied  by  cases  of  a  mixed  character ;  but  the  whole  of  the  limatics  (amounting  to  131 
in  number,  and  all,  except  one,  able  to  leave  their  rooms),  are  accounted  as  sick ;  and 
sick  cases  are  found  to  the  extent  of  about  one-half  in  the  rooms  for  the  aged  and  infirm. 
The  lunatics  of  each  sex  are  placed  in  suites  of  rooms  apart*from  the  other  inmates,  and 
have  day  rooms.  There 
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There  are  not  any  infectious,  wards,  since  all  cases  of  fever  of  whatever  kind,  and  Appendliu 

8mall-pox»  are  sent  to  the  hospitals.     Whenever  a  fever  case  is  sent  by  the  relieving  officer,  

and  only  one  of  typhus  fever  has  occurred  in   seven  years,  it  is  not  passed  from  the  Shorbditch* 

receiving  ward,  but  is  at  once  seen  by  the  medical  officer,  and  then  passed  to  the  fever  — . 
hospital.     Every  important  case  of  syphilis  is  sent  to  the  lock  hospital,  to  which,  as  to 
the  other  institutions,  the  guardians  subscribe. 

There  are  separate  schools  to  which  the  children  are  sent ;  but  there  is  not  a  separate 
sick  nursery  for  any  that  are  kept  in  the  workhouse. 

The  yards  are  new  and  clean.  Small  flower-beds  and  trees  have  been  planted ;  and 
the  space  is  as  large  as  could  be  expected  in  a  workhouse  placed  in  London.  There  is  a 
separate  wash-house  for  foul  and  lying-in  linen. 

The  following  are  the  dimensions  of  the  various  sick-rooms  proper,  of  the  rooms  in  Size  of  rooms,  wid 
which  sick  cases  are  found,  and  of  the  apartments  of  the  lunatics,  with  the  number  of  beds  ^®°® 
which  they  contain: — 


No. 

Class  of  Inmates,     ' 

Number 

of 

or 

Length. 

Breadth. 

Height. 

of 

Ward. 

Purpose  to  which  Appropriated. 

Bedfl. 

Ft.    in. 

Ft. 

in. 

Ft. 

in. 

4 

Nursery     -        -        -        - 

24     9 

15 

10 

0 

— 

1 

^Lying-in  ward    -        -        - 

42     6 

19 

7 

*  * 

7 

18 

2 

Women's  sick  ward    - 

56.  0 

19 

7 

6 

26 

8 

Ditto    -     ditto 

65     5 

19 

7 

6 

26 

4 

Ditto    -     ditto 

64     2 

19 

9 

6 

25 

5 

Ditto     -     ditto 

66     4 

20 

2 

6 

25 

6 

Ditto     -     ditto 

56     6 

20 

8 

6 

26 

7 

Ditto,  sick  and  infirm      - 

66     4 

20 

8 

9 

25 

8 

Ditto    -    ditto 

66     4    ^ 

20 

8 

9 

26 

8 

Men's  sick  ward 

66     8 

20 

2 

9 

26 

7 

Ditto     -    ditto 

66     8 

20 

8 

9 

26 

6 

Ditto    -     ditto 

64     8 

20 

8 

9 

26 

5 

Ditto    -    ditto 

64     8 

20 

8 

9 

25 

4 

Ditto     -     ditto 

66     8 

19 

9 

6 

26 

8 

Ditto    -     ditto 

66     4 

19 

9 

6 

25 

] 

Ditto    -     ditto 

66     4 

19 

9 

6 

26 

8 

Male  imbeciles'  day-room    - 

17     2 

19 

6 

12 

0 

__ 

2 

Ditto    -    ditto 

20     0 

17 

0 

12 

0 

^.- 

1 

Ditto    -     ditto 

24   10 

17 

0 

12 

0 

— 

6 

Ditto,  bed-room 

20     8 

17 

0 

12 

0 

9 

5 

Ditto,  epileptic  patients  - 
Ditto,  imbeciles'  bed-room 

20     8 

17 

0 

12 

0 

8 

4 

24  10 

17 

0 

12 

0 

11 

W 

Ditto  (room  unnnmbered) 

0     0 

17* 

2 

12 

0 

8 

lb) 

Ditto    -    ditto 

9     0 

17 

2 

12 

0 

4 

9 

Male  imbeciles  -        -        - 

20     2 

17 

0 

12 

0 

9 

8 

Ditto    -    ditto 

20     2 

17 

2 

12 

0 

8 

7 

Ditto    -    ditto 
Female  Imbeciles : 

24  10 

17 

0 

12 

0 

12 

0 

Female  bed-room 

9     0 

0 

12 

0 

4 

8 

Ditto    -     ditto 

9     0 

0 

12 

0 

* 

7 

Female  imbeciles'  bed-room 

20     2 

0 

12 

0 

9 

11 

Ditto    .    ditto 

16     0 

0 

12 

0 

7 

10 

Ditto    -    ditto 

20     2 

0 

12 

0 

10 

4 

Ditto    -    ditto 

19  10 

2 

12 

0 

9 

6 

Ditto    .    ditto 

20     2 

2 

12 

0 

9 

6 

Ditto    -    ditto 

16     8 

2 

12 

0 

7 

1 

Ditto,  day-room 

19     0 

2 

12 

0 

2 

Ditto    -    ditto 

19     0 

2 

12 

0 

^ 

8 

Ditto    -    ditto 

16     0 

2 

12 

0 

- 

Hence  it  appears  that  the  height  and  width  of  the  sick  wards  are  about  11}  feet  and 
20  feet,  whilst  in  the  wards  of  the  imbecile  and  aged  the  width  is  reduced  to  about  17 
feet 
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BeddiDg  and  furni- 
ture. 


The  floor  space,  and  the  cubical  space,  allowed  to  each  bed  are  as  follow  :- 


No. 

of 

Ward. 


Class  of  Inmates,  or  Purpose  to  which  Appropriated. 


4 
1 
2 
8 
4 
5 
6 
7 
8 
8 
7 
6 
5 
4 
S 
I 

8 
2 

1 
6 
5 
4 
(a) 

(^) 
0 
8 
7 


0 
8 
7 
11 
10 
4 
5 
6 
1 
2 
8 


Nursery : 
Lying-in  ward 
Women's  sick  ward 

Ditto    -    ditto 

Ditto    -    ditto      - 

Ditto    -     ditto 

Ditto     -     ditto 
Women's  sick  and  infirm 

Ditto    -     -     ditto 
Men's  sick  ward 

Ditto  -  ditto 

Ditto  -  ditto 

Ditto  -  ditto 

Ditto  -  ditto 

Ditto  -  ditto 

Ditto  -  ditto 


Male  imbeciles'  day-room 

Ditto     -    -     ditto 

Ditto     -    -     ditto 
Male  imbeciles'  bed-room 
Male  epileptic  patients 
Male  imbeciles'  bed-room  - 
Male  (room  unnumbered) 

Ditto    -    -    ditto 
Male  imbeciles 

Ditto  -  ditto 

Ditto  -  ditto 


Floor  Space 

allowed 

to  each  Person. 


Sup.  Feet. 


64 
48 
48 
48 
45 
45 
45 
45 
46 
45 
44 
44 
44 
44 
44 


Cubical  Space 

allowed 
to  each  Person. 


Female  Imbeciles : 

Female  bed-room 
Ditto    -    ditto 

Female  imbeciles'  bed-room 
Ditto  .  -  -  ditto  - 
Ditto  -  -  -  ditto  - 
Ditto  -  -  -  ditto  - 
Ditto  -  -  -  ditto  - 
Ditto     -    -    -    ditto     - 

Female  imbeciles*  day-room 
Ditto  -  ditto 
Ditto  -  ditto 


Cub.  Feet. 

742 
495 
499 
492 
518 
516 
627 
627 
524 
526 
516 
516 
602 
503 
508 


88 

459 

48 

516 

88 

461 

52 

618 

89 

464 

88 

457 

48 

519 

85 

422 

88 

459 

88 

459 

88 

457 

86 

437 

84 

411 

88 

454 

88 

462 

87 

449 

Hence  it  appears  that  the  usual  floor  space  and  cubical  space  in  the  sleeping  wards  are 
45  superficial  leet,  and  520  cubic  feet  for  each  person. 

The  size  of  the  rooms  is  universally  good,  being  about  12  feet  in  height,  and. of 
sufficient  length  and  breadth.  None  are  either  too  long  or  too  small  to  be  thoroughly 
useful.  There  is  so  great  a  similarity  in  them  that  they  contain  each  25  beds,  22  or  23 
being  occupied  by  patients,  and  two  or  three  by  the  nurses  and  helpers ;  and  in  all 
respects  the  arrangements  on  the  male  and  female  side  of  the  workhouse  are  almost 
identical. 

The  main  body  of  the  workhouse  is  built  with  a  central  corridor,  running  parallel  with 
the  front,  and  with  wards  placed  on  each  side  of  it.  Hence,  excepting  in  the  wards  at  the 
ends  of  the  building,  there  are  outer  windows  only  on  one  side,  but  tney  are  large,  and 
extend  nearly  to  the  ceiling ;  and  on  the  other  side  there  are  windows  opening  into  the 
corridor.  The  height  and  large  dimensions  of  the  rooms,  with  the  character  and  number 
of  the  windows,  render  the  wards  light  and  cheerful. 

The  corridors  are  open  throughout ;  and  having  large  windows  at  each  end,  besides  the 
numerous  windows  leading  to  the  wards  on  either  hand,  are  also  light  and  cheerful. 

Water-closets,  water-shoots,  lavatories,  and  baths,  all  of  the  best  kind,  abound  on  every 
landing,  and  in  connection  with  nearly  every  sick  room.  They  are  particularly  abundant 
in  the  apartments  of  the  lunatics.  Hot  and  cold  water  are  obtainable  everywhere ;  and 
fire-pipes  are  placed  on  each  landing. 

The  beds  are  of  flock,  which  is  teazed  from  time  to  time,  and  kept  soft  and  in  good 
condition.  They  are  also  fairly  filled.  The  bedsteads  are  of  iron  f  except  in  the  wards 
for  epileptics),  with  sacking,  or  iron  bauds,  or  laths.  The  iron  oands  are  thick,  and 
nearly  rigid;  and  there  is  not  a  mattrass  between  them  and  the  bed. 

The 


Digitized  by 


Google 


WORKHOUSE  INFIRMARIES  AND  SICK  WARDS. 


115 


The  sheets  and  bedding  in  general  are  good ;  and  the  rugs  are  of  wool^  and  not  dis-         Appendix, 
:agreeable  in  appearance.  

There  are  screens  and  cupboards  in  every  ward.    There  is  a  clock  in  some  of  the  wards.       Shored nrcii. 

Three  roller  towels  are  provided  weekly  for  a  ward  of  25  beds.     No  small  towels  are  

supplied^  and  only  two  la/ge  and  two  small  combs  are  supplied  to  each  large  ward.  We 
were,  however,  informed  that  many  of  the  inmates  have  their  own  small  towels,  combs^ 
.and  brushes.  Hot  water  dishes  are  used ;  and  the  joint  of  meat  is  brought  up  from  the 
kitchen,  and  cut  up  in  each  ward. 

There  are  benches,  but  at  present  without  cushions,  and  chairs ;  also  a  few  prints  on 
the  walls,  and  some  illustrated  periodicals,  and  religious  books ;  but  there  are  not  any 
games  for  the  ordinary  sick.  There  are  good  looking-glasses  in  the  wards,  and  even  in 
the  lavalories,  and  book-shelves  in  the  wards. 

The  comforts  of  this  class,  which  are  provided  for  the  lunatics  and  imbeciles  are  quite 
remarkable.  The  prints  abound  both  in  the  rooms,  and  in  the  corridors.  There  is  a  large 
bagatelle  board ;  and  there  are  games  of  dominoes.  There  are  also  rabbits  kept  hy  them. 
On  the  female  side  the  attendant  plays  an  accordion  ;  and  not  unfrequently  the  inmates 
dance  an  accompaniment. 

The  urinal  in  the  lunatics'  yard,  on  the  men's  side,  allows  the  floor  to  be  wet  all  over ; 
and  the  water-closet,  in  the  yard  for  the  use  of  mothers  with  infants,  is  too  distant  to 
be  convenient  in  wet  weather. 

The  supply  of  water  and  gas  is  universaL 

Everv  part  of  the  rooms,  furniture,  and  bedding  was  perfectly  clean,  except  that  on  the  CleaDlinflBB. 
labour  bed.     The  sacking  was  stained,  and  one  of  the  blankets  had  also  a  stain  upon  it. 
The  labour  bed  is  emptied  of  straw,  and  changed  after  every  confinement,  although  there 
is  a  mackintosh  sheeting,  which,  if  used,  should  keep  the  bedding  clean.     One  clean  sheet 
is  supplied  weekly. 

There  are  bugs  in  the  workhouse,  but  they  are  much  too  few  to  be  a  serious  annoyance. 

The  chimneys  smoke  and  dirty  the  walls. 

The  ventilation  of  the  sick  wards  in  this  new  and  excellent  building  is  very  defective ;  Ventilation, 
and  is  another  instance  of  the  very  little  attention  which  architects  give  to  tms  important 
subject,  in  preparing  their  plans  for  the  erection  of  public  buildings. 

On  the  outer  side,  it  is  dependant  entirelv  upon  the  windows,  and  as  the  windows  must 
Hbe  closed  at  night,  there  is  a  large  portion  of  the  24  hours  when  they  cannot  act  as 
ventilators.  On  the  inner  side,  the  windows,  opening  into  the  corridors,  may  act  as 
Tentilators ;  but  they  are  in  many  instances  shut,  and  particularly  at  night.  There  are 
ulso  open  fire-places,  but  there  are  not  any  special  ventilators  of  any  kind  in  any  part  of 
^e  sick  ipoms. 

Hence,  several  rooms,  as  No.  4  for  sick  women,  and  No.  4  for  sick  men,  were  close  at 
our  visit ;  and  all  must  be  close  during  the  night. 

The  corridors  are  no  doubt  very  valuable  ventilators,  and  particularly  as  there  are 
gratings  in  all  the  floors ;  but  I  do  not  think  that  the  movement  of  the  air  is  quite  so 
active  as  is  desirable  for  ventilation  with  comfort. 


There  are  12  paid  nurses  for  the  inmates,  who  are  engaged  as  follows : — 
One  female  for  receiving  ward ;  salary  25  /.,  and  rations. 
Two  females  for  female  imbeciles ;  salary  25 1  and  18  /.,  and  rations. 
Two  males  for  male  imbeciles ;  salary  40  /.  and  30  /.,  and  rations. 
Two  females  for  female  sick ;  salary  25  /.  and  18  /.,  and  rations. 
Two  females  for  male  sick  ;  salary  25  /.  and  18  Z.,  and  rations. 
The  females  for  ordinary  inmates ;  salary  25  /.,  18  /.,  and  15  /.,  and  rations. 
The  number  of  inmates  who  are  under  the  care  of  these  paid  nurses,  and  the  number 
which  might  be  received  into  their  respective  departments,  are  as  follows : — 


Nnitfiig* 


Class  of  Nurses. 

Number 

now  in  their 

Wards. 

Number 
for  which 
Accommoda- 
tion exists. 

Female  imbeciles,  two  nurses      -        .        - 
Male  imbeciles,  two  ditto  -        -        -        - 
Female  sick,  two  ditto       -        -        .        . 
Male  flick,  two  ditto           .        -        .        . 
Ordinary  sick,  three,  ditto          .        -        • 

69 

68 

171 

110 

about  360 

60 

CO 

200 

200 

about  680 

About 

768 

1,200 
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BeoommendAtioim. 


Besides  these,  there  are  to  each  ward,  one  unpaid  nurse,  and  one  or  two  unpaid  keepers 
who  sleep  in  the  wards,  and  receive  extra  rations,  and  some  of  them  have  a  different 
kind  of  dress. 

There  are  not  any  paid  night  nurses,  who  are  devoted  solely  to  that  duty,  but  the 
assistant  paid  nurses  attend  upon  the  cases  which  need  help  during  the  night,  and  when 
thus  engaged,  do  not  do  day  dutv  also. 

There  is  not  a  separate  paid  nurse  for  the  lying-in  ward,  and  the  upaid  nurse  is 
very  infirm. 

AH  stimulants  are  fetched  from  the  stores  by  the  paid  nurses ;  and  it  is  expected  that 
they  are  all  administered  by  them ;  but  sometimes  this  duty  may  devolve  upon  the  unpaid 
nurses. 

The  paid  nurses  are  also  expected  to  give  the  medicines,  but  no  doubt  the  unpaid  do 
some  part  of  this  duty. 

All  the  unpaid  nurses  can  read. 

The  master  and  medical  oflScer  were  of  opinion,  that  there  should  be  another  paid  nurse 
for  the  sick  men,  and  one  for  the  sick  women  to  act  by  day,  and  two  others  to  act  by 
night.  There  should  also  be  a  separate  paid  nurse  for  the  lying-in  ward;  but  as 
there  are  rarely  more  than  eight  lying-in  women  in  the  wards  at  one  time,  and  only 
about  50  yearly,  it  is  probable  tnat  she  could  also  attend  to  a  sick  nursery,  or  some  addi- 
tional duty. 

The  medical  officer  has  been  attached  to  the  workhouse  for  25  years.  He  resides  near, 
and  devotes  about  four  hours  daily  (at  many  periods  of  the  day  and  night)  to  the  discharge 
of  his  duties.  The  guardians  provide  the  drugs,  but  he  dispenses  them,  and  prepares 
from  25  to  30  bottles  daily. 

His  salary  is  only  126  /.  without  extras  of  any  kind,  even  for  the  midwifery  and  lunacy 
cases.  Including  all  the  imbeciles  (131  in  number),  he  has  about  414  persons  upon  his 
books ;  a  large  portion  of  whom  must  receive  his  attention  daily. 

The  cost  of  the  drugs  is  from  50  /.  to  60  /.  yearly.  Whatever  food,  stimulants,  and 
medical  appliances  he  orders,  are  readily  supplied,  and  there  is  abundance  of  the  latter. 
Baked  or  roast  meat  is  supplied  to  the  inmates  thrice  weekly  ;  and  about  six  gallons  of 
port  wine,  (which  is  the  chief  stimulant  ordered)  are  given  weekly.  The  cost  of  the 
port  wine  is  15  /.  10  s.  the  quarter  cask. 

There  should  be  a  proper  diet  ordered  for  the  imbeciles,  and  also  for  the  aged  and 
infirm,  who  exceed  60  years  of  age,  containing  meat  and  beer  daily.  This  would  very 
greatly  reduce  the  number  of  persons  who  are  placed  upon  his  books,  and  lessen  the  time, 
(now  12  hours  weekly)  which  must  be  devoted  to  enter  the  different  cases.  About  10  or 
12  imbeciles  would  even  then  require  attention  daily ;  and  he  thinks  it  would  be  needful 
for  him  to  place  many  imbeciles  upon  his  list. 

He  is  of  opinion,  that  his  salary  should  be  increased  to  200  or  250  guineas  yearly, 
including  extras,  and  that  a  dispenser  should  be  provided.  If  the  medical  officer  were  to 
devote  his  whole  time  to  the  performance  of  the  duties  of  this  office,  he  should  receive 
good  board  and  lodging,  and  300  guineas  per  year.  If,  with  the  present  plan,  an  assistant 
should  be  required  to  reside  within  the  workhouse,  he  should  be  selected  by  the  medical 
officer. 

He  makes  the  quarterly  totals  of  his  sick  cases,  by  adding  the  number  of  the  new  cases 
which  occur  each  week,  to  the  number  of  cases  which  were  in  hand  at  the  end  of  the 
previous  quarter. 

The  following  are  the  recommendations  which  I  make  in  reference  to  this  work- 
house : — 

^  1.  The  ventilation  should  be  immediately  and  universally  improved.  There  should  be 
in  each  outer  wall,  between  or  above  the  windows,  large  air  bricks,  with  the  openinss 
covered  with  perforated  zinc ;  or  the  upper  half  pf  one  of  the  upper  row  of  panes  m  eadi 
window,  should  be  of  perforated  glass,  or  a  strip  of  perforated  zinc  four  to  six  inches  in 
depth,  should  be  placed  within  the  window  frame  at  the  top  of  the  upper  sash,  plugged, 
BO  that  it  must  remain  open  to  the  depth  of  two  inches.  The  windows  leading  to  the 
corridors,  should  be  plugged  open  to  the  extent  of  one  inch,  so  that  they  cannot  be 
entirely  closed  by  night  or  day. 

Some  openings  for  ventilation  should  be  made  at  the  top  of  the  corridor. 

2.  There  should  be  two  additional  paid  nurses  employed  by  day,  and  two  appointed  for 
night  duty ;  one  of  each  class  for  the  two  sexes.  There  should  be  a  special  paid  nurse  for 
the  lying-in  ward  and  the  sick  nursery. 

3.  The  medical  officer's  salary  should  be  increased,  and  in  addition,  there  should  be  the 
usual  fees  for  midwifery,  vaccination,  and  lunacy  certificates. 

On  a  futiure  appointment,  it  would  probably  be  better  that  an  assistant  should  reside 
within  the  workhouse,  and  act  under  the  direction  of  the  medical  officer. 

4.  A  dispenser  should  be  appointed,  who  could  also  aid  in  the  discharge  of  other 
duties. 

5.  Thejr  purpose  to  reduce  the  beds  from  25  to  20  in  the  large  wards,  during  the 
summer-tune. 
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6.  A  sick  nursery  should  be  provided. 

7.  A  sick  kitchen  would  be  very  convenient. 

8.  A  larger  number  of  prints,  periodicals,  interesting  books,  and  games,  should  be  pro- 
vided.    Cushions  should  be  placed  upon  the  benches,  and  more  arm  chairs  provided. 

The  lunatics  also  require  a  rocking-horse,  and  some  other  games. 

9.  Each  patient  should  have  a  towel,  and  a  comb  and  brush. 

10.  The  bedsteads  are  too  harrow.     New  ones  should  not  be  less  than  two  feet  six 
inches  to  two  feet  eight  inches  in  width. 

11.  Attention  should  be  given  to  cure  the  smoky  chimneys. 

12.  The  walls  should  be*coloured. 

13.  A  special  diet  for  the  aged  and  infirm,  and  imbeciles,  with  meat  and  beer  daily, 
should  be  provided. 

14.  The  number  of  beds  which  each  ward  should  contain,  is  as  follows : — 


Appendii^. 
SHORsnncH. 


.   / 


No. 

CLua  oi  Inmates, 

No. 

No.  ' 

Class  of  Inmates, 

No. 

of 

or 

of 

of 

or 

of 

Ward. 

Purpose  to  which  Appropriated. 

Beds. 

Ward.           Purpose  to  which  Appropriated. 

Beds. 

4 

Nursery           .         -        .         - 

4       Male  imbeciles'  bed  room 

1 

Lying  in  ward         -        -        - 

12 

(a)    i  Male  (room  unnu    bered) 

— 

2 

Women's  sick  ward 

\h)    1     Ditto    -     ditto      - 

.. 

3 

Ditto    -    ditto      -        -        - 

9     '  Male  imbeciles        ... 

i.— 

4 

Ditto    -    ditio      ... 

8 

Ditto     -     ditto       - 

i.— 

6 

Ditto     -    ditto 

7 

Ditto     -     ditto      - 

— 

6 

Ditto    -    ditto      - 

7 

Women's  siok  and  infirm 

8 

Ditto    -    ditto      - 

>^\ 

Female  Imbeciles: 

8 

Men's  sick  ward      -        -        - 

each. 

7 

Ditto     -     ditto      ... 

9 

Female  imbeciles'  bed  room 

— 

6 

Ditto    -    ditto      -        -        - 

8 

Ditto    -    ditto      . 

— 

6 

Ditto    -    ditto      - 

7 

Female  imbeciles'  bed  room 

— 

4 

Ditto    -    ditto      -        -        . 

11 

Ditto    .    ditto      - 

— . 

3 

Ditto    -     ditto      .        -        - 

10 

Ditto    .    ditto      - 

•* 

1 

Ditto    -    ditto      - 

J 

4 

Ditto    -    ditto      ... 

^- 

8 

Male  imbeciles"  day  room 

— 

6 

Ditto    -    ditto      -        .        - 

— 

2 

Ditto    -    ditto      - 

— 

6 

Ditto     -     ditto      -        -        . 

I     "■■■ 

1 

Ditto     -    ditto      .        -        - 

«. 

1 

F«male  imbeciles'  daj  room 

6 

MhIc  imbeciles'  bed  room 

— 

2 

Ditto    -    ditto      ... 

.— 

6 

Male  epileptic  patients   - 

8 

Ditto    -    ditto      .        -        - 

1  "" 

No. 

14. 

WHI 

TEC 

3HA] 

PEL. 

We  visited  this  workhouse  on  l3ie  20th  April  1866,  and  were  accompanied  by  the 
master  and  matron ;  and  also  by  the  medical  officer  of  each  side  of  the  workhouse. 

This  is  a  comparatively  new  workhouse,  surrounded  by  narrow  streets,  small  houses, 
and  factories.  The  drainage  is  said  to  be  good.  A  very  strong  drain  smell  was  perceived  in 
the  basement,  under  the  ward  for  male  imbeciles,  and  used  by  that  class  as  a  washhouse ; 
but  whether  this  was  due  to  the  absence  of  a  trap,  which  we  found  off  the  sink,  or  to 
some  more  permanent  and  serious  state  of  the  drains,  we  could  not  ascertain. 

It  consists  of  two  large  blocks  of  buildings,  which  run  parallel  to  each  other ;  and  are 
sepfurated  by  an  interval,  in  which  are  the  very  small  yards,  and  certain  offices.  The 
building  in  the  rear  is  fireproof,  and,  except  the  central  part,  is  devoted  to  the  sick  of 
both  sexes.  A  new  addition  has  been  made  to  it  very  recently,  by  which  accommodation 
is,  with  a  few  exceptions,  now  furnished  for  all  the  sick  men ;  but,  as  the  number  of  sick 
women  is  much  greater  than  that  of  the  men,  many  of  the  latter  are  placed  in  the  front 
building. 

The  female  imbeciles  are  placed  on  the  ground  floor  in  the  building  in  the  rear ;  whilst 
the  males  are  placed  on  the  ground  floor  in  the  front  building. 

There  are  not  any  infectious  wards,  since  all  fever  and  small-pox  cases  are  sent  to  the 
hospitals.  Cases  of  syphilis  are  admitted ;  and  but  few  are  sent  to  the  Lock  Hospital. 
The  children  are  placed  in  a  separate  school ;  but  no  less  than  68  (of  whom  49  are  over 
12  years),  are  now  in  the  workhouse,  and  are  not  sent  to  school. 

There  is  not  a  separate  sick  nursery  ;  and  hence  we  found  many  children  in  the  rooms 
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Size  of  rooms,  and 
genenl  chaiaeter. 


with  adults,  and  in  some  instances  a  mother  and  her  child  occupied  a  narrow  bed,  barelj 
sufficient  for  the  woman  alone.  In  one  instance,  the  infant,  sleeping  with  her-  mother 
in  the  general  ward,  had  measles. 

There  are  692  inmates,  of  whom  53  are  female  imbeciles,  24  male  imbeciles,  and  68 
children. 

The  workhouse  is  heate  J  chiefly  by  hot  water,  which  circulates  through  a  coil  of  pipes 
on  each  landing ;  and  through  a  large  pipe  running  along  one  or  two  sides  of  each  ward. 
There  are  also  open  fire-places. 

There  is  high  and  low  pressure  water  supply ;  but  as  the  mains  of  the  water  company 
are,  as  we  were  informed,  too  small  to  supply  sufficient  water  during  the  neriod  when 
the  supply  is  on,  the  cisterns  in  the  workhouse  are  ];iot  sufficiently  filled,  and  the  supply  is 
defective. 

The  yards  are  of  the  following  dimensions,  and  are  of  irregular  shape,  and  very 
small: — 


Imbecile  women's  yard 
Able-bodied  women's  yards 
Able-bodied  men's  yard 
Male  imbecile's  yard  - 
Dead-house  yard 
Laimdry  yard     - 


There  are  also  exercising  grounds  upon  the  top  of  each  block  of  building.  The  floor  is 
of  asphalt ;  and  the  area  is  well  protected  by  a  wall  and  iron  railings.  The  chimney 
stacks  are,  however,  so  low  that  the  smoke  blows  down  upon  this  area,  as  well  as  down 
the  chimney,  and  is  disagreeable. 

There  is  a  small  day  room  for  the  female  and  another  for  the  male  imbeciles ;  but  there 
are  none  for  the  general  sick.  Wards  Nos.  39,  40,  46,  and  47  are,  however,  very  wide, 
and  allow  the  use  of  them  as  day  rooms  for  certain  women,  who  sleep  in  adjoining 
dormitories. 

The  following  are  llie  dimensions  of  the  rooms,  with  the  beds  which  they  now  contun ; 
many  of  which,  however,  as  wards  83,  79,  74,  and  75  are  empty : — 


AiBiNG  Yards. 

Area. 

-       -       -       - 

83 

square  yards. 

rds          .        -        - 

622 

•        •        •        - 

555 

.... 

177 

.        .        -        - 

134 

-        -        -        - 

285 

Total    -    -    - 

1,856 

yy 

No. 

Class  of  Inmates, 

No. 

of 

or 

Length. 

Breadth. 

Height. 

of 

Ward. 

Purpose  to  which  Appropriated. 

Beds. 

Ft. 

tn. 

FU 

in. 

Ft.  in. 

69 

Women's  sick  ward  ... 

42 

8 

16 

7 

11     6 

16 

66 

Ditto    -    -    ditto     .        -        - 

42 

8 

16 

7 

11   10 

17 

66 

Ditto    -    -    ditto     . 

42 

8 

16 

7 

11   10 

17 

68 

Ditto     -    -    ditto     ... 

42 

8 

16 

7 

12  10 

16 

64 

Women's  lyinff-ia  ward 

Female  imbecfles        .        -        - 

42 

8 

16 

7 

12  10 

18 

61 

26 

0 

16 

6 

12  10 

12 

62 

Ditto    -     -    ditto     - 

26 

0 

16 

6 

12  10 

12 

Day  room  adjoining  ... 
Women's  sick  ward  -        -        - 

16 

0 

16 

4 

12  10 

— 

18 

81 

0 

16 

2 

12  10 

12 

Chronic  Cases 

48 

Women's  itch  ward  -        -        - 

12 

0 

16 

8 

11     6 

6> 

40 

Women's  aged  and  infirm  - 

37 

0 

88 

0 

11     6 

24 

89 

Ditto    .    -    ditto     -        .        - 

87 

0 

88 

0 

11     6 

24 

42 

Women's  (night  only) 

82 

0 

16 

8 

11     6 

le 

41 

Women's  sick  ward  -        -        . 

82 

0 

16 

8 

11     6 

14 

44 

Women,  aged  and  infirm  (night 
onlj.) 

8J 

8 

16 

8 

11     6 

16 

46 

Ditto    -    -    ditto     ... 

81 

3 

16 

8 

11     6 

le 

46 

Women's  sick  ward    -        -        . 

87 

0 

88 

0 

11     6 

24 

47 

Ditto    -     -    ditto     ... 

87 

0 

88 

0 

11     6 

24 

82 

Men's  sick  ward        ... 

82 

6 

16 

4 

18     0 

10 

88 

Men's  ditto  (empty)  -        -        - 
Men's  sick  wara        ... 

82 

6 

16 

4 

18     0 

10 

84 

45 

10 

16 

4 

18     0 

16 

85 

Ditto    -     -    ditto     .        .          1 

47 
—  9 

2 
0 

16 
6 

4 
0 

18     Ol 
6     0  J 

14 
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No. 

Class  of  InmateK, 

Number 

of 
Ward. 

or 
Purpose  to  which  Appropriated. 

Length. 

Breadth. 

Height. 

of 
Beds. 

Ft.  in. 

Ft.  i 

m> 

Ft.  in. 

81 

Men*8  sick  and  infirm 

1 

47     2 

16 

4 

12     0  1 

14 

—  9     0 

5 

0 

0     0/ 

80 

Ditto    -    -     ditto     - 

46     0 

16 

6 

12     0 

15 

79 

Ditto    -    .    ditto    (empty) 

• 

82     6 

16 

6 

12     0 

10 

78 

Ditto     -    -    ditto      - 

• 

82     6 

16 

6 

12     0 

10 

77 

Ditto    -    -    ditto     - 

• 

46     0 

16 

6 

11     8 

16 

74 

Ditto     -     -    ditto    (empty) 
Ditto    -    -    ditto    (empty) 

i. 

32     9 

16 

6 

11     8 

10 

76 

- 

82     9 

16 

6 

11     3 

10 

76 

Men's,  aged  sick 

I 

47     2 

16 

6 

11  8  \ 
6     0  J 

12  10 

Male  Imbeciles : 

—  9     0 

5 

0 

14 

Male  imbeciles'  day  room   - 

24     0 

18 

0 



3 

Male  imbeciles'  bed  room  - 

. 

24     0 

18 

0 

12  10 

12 

6 

Men's  foul  ward 

• 

84     2 

18 

0 

11   10 

10 

6 

Ditto    -    .    ditto      . 

• 

10     0 

18 

0 

11   10 

8 

4 

Ditto     -    -    ditto     - 

• 

24     2 

18 

0 

11   10 

10 

9 

Men's  itch  ward 

• 

24     2 

18 

0 

10     9 

10 

8 

Ditto    -     -    ditto     (empty) 

. 

10     0 

18 

0 

10     9 

3 

7 

Men's  sick  ward 

•  « 

24     2 

18 

0 

10     9 

10 

Appendix. 
Whitechapel. 


Hence  it  appears  that  the  usual  width  and  height  of  the  rooms  are  16  J,  and  from 
Hi  to  13  feet;  'Whilst  some  are  of  double  width. 

The  floor  space  and  cubical  space  allotted  to  each  sex  are  as  follows: 


69 
66 
66 
63 
64 
61 
62 

18 

43 
40 
89 
42 
41 
44 
45 
46 
47 
82 
83 
84 
85 
81 
80 
79 
78 
77 
74 
75 
76 


3 
6 
5 

4 
9 
8 
7 


Class  of  Inmates,  or  Purpose  to  which  Appropriated. 


Women's  sick  ward  -        -  -        - 

Ditto    -    ditto     .... 

Ditto    -    ditto    .        .  -        . 

Ditto    -    ditto    .        .  .        . 

Women's  lyingin-ward    -  .        - 

Female  imbeciles'  dormitory  - 

Ditto       •       ditto 
Day  room  adjoining. 

Women's  sick  ward         .  -        - 
(Chronic  cases) 

Women's  itch  ward  ... 

Women's,  aged  and  infirm 

Ditto    -    ditto    -        -        - 
Women's  (night  only)      ... 
Women's  sick  ward  -        -'       -        • 
Women,  aged  and  infirm  (night  only) 

Ditto    -    ditto    .... 
Women's  sick  ward  ... 

Ditto    -    ditto    -        -        .        - 
Men's  sick  ward      .        -        .        . 

Ditto    -    ditto    (empty) 
Men's  sick  ward       •        •        •        . 

Ditto     -    ditto    .        -        •        • 
Men's,  sick  and  infirm     ... 

Ditto    -    ditto     .        .        .        - 

Ditto    -    ditto    (empty) 

Ditto    -    ditto    -        -        .        . 

Ditto    -    ditto    .        -        .        . 

Ditto    -    ditto     (empty) 

Ditto    -     ditto    (empty)      - 
Men's,' aged  sick      .        -        -        - 

Male  Imbeciles : 
Male  imbeciles'  day  room 
Male  imbeciles'  bed  room 
Men's  foul  ward       .... 

Ditto     .    ditto    .... 

Ditto    -    ditto    -        -        .        . 
Men's  itch  ward       -         -        .        - 

Ditto    -    ditto  (empty) 
Men's  sick  ward      .        .        •        • 


Floor  Space 

allowed 

to  each  Person. 


Svp./e. 


44 
42 
42 
47 
64 
86 
86 

42 

40 
51 
61 
33 
37 
32 
32 
61 
61 
62 
62 
60 
62 
62 
61 
64 
64 
61 
64 
64 
62 


36 
44 
60 
44 
44 
60 
44 


Cubical  Space 

allowed 
to  each  Persoiu 


Cub.  ft. 


372. 


R 


609 
492 
492 
605 
699 
457 
457 

536 

460 
685 
685 
374 
427 
365 
365 
585 
685 
690 
690 
649 
696 
641 
607 
644 
644 
669 
608 
608 
606 


462 
615 
710 
515 
468 
645 
468 
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Appendix. 

WHITEGHA.PBL. 


Bedding  and  fonu- 
tnre. 


Cl( 


Hence  the  usual  floor  space  and  cubical  space  to  each  bed  in  the  sick  wards  are  from 
42  to  54  superficial  feet,  and  from  500  to  600  cubic  feet.  They  are  less  in  the  imbecile 
wards. 

The  construction  of  the  building  in  the  rear,  or  the  infirmary  proper,  is  that  of  a  series 
of  rooms  placed  side  by  side  without  an  intervening  corridor,  and  with  staircases  and  cross 

})as8ages  affording  facilities  of  entrance  and  exit  at  the  end  of  each  ward.  The  rooms  are 
ofty,  and  sufficiently  long,  but  they  are  much  too  narrow. 

The  building  in  the  front  has  a  corridor  intervening  between  the  lateral  wards,  through 
about  one-half  or  one-third  of  its  length,  and  certain  wards,  which  are  the  whole  width 
of  the  two  wards,  through  which  all  persons  must  pass  who  would  ^o  to  the  rooms  beyond. 
These  are  the  rooms  which  are  also  used  as  day  rooms,  and  which,  if  divided  into  two  by 
a  partition  wall,  running  from  the  front  to  the  back  (not  parallel  with  the  front,  as  in  the 
other  parts  of  the  building),  would  make  two  wards  larger  and  wider  than  the  ordinary 
wards. 

With  the  exception  of  these  large  wards  the  rooms  are  built  with  outer  windows  on 
one  side  only  ;  but  on  the  other  side  there  are  large  openings  in  the  partition  wall,  or 
windows  looking  into  the  corridor,  both  of  which  admit  light ;  and,  with  a  few  exceptions, 
all  the  wards  are  light  and  cheerfuL  The  wards  are  generallj^  much  too  narrow^  but 
they  are  built  with  right  angles,  and  are  free  from  projections,  except  in  the  cases 
where  the  bath  is  placed  in  the  room,  and  boarded  off*;  or  where  a  nurse's  bed  is 
similarly  isolated. 

The  walls  are  chiefly  undrawn,  and  at  present  are  coloured  white. 

The  wards,  which  are  exceptional  in  character,  are  those  devoted  to  the  male  imbeciles, 
and  to  itch,  and  infectious  caset,  all  of  which  are  darkish  and  cheerless. 

The  state  of  the  sick  wards  is  at  the  present  moment  transitional,  since  the  Guardians 
have  only  very  recently  opened  a  large  part  of  the  building ;  and  the  master  has  not  yet 
been  able,  during  his  term  of  office,  to  repair  defects  which  were  left  by  his  predecessor. 

Hence  we  found  many  defects,  to  some  of  which  a  remedy  is  being  or  about  to  be 
applied. 

The  bedding  is  of  flock,  and  in  some  wards  was  lumpy,  and  much  too  small  in  quan- 
tity. In  others  the  flock  was  in  good  condition ;  and  the  beds  were  sufficiently  fulL 
There  is  not,  however,  a  machine  by  which  the  flock  can  be  teased,  or  any  sufficient 
arrangement  of  labour  by  which  a  constant  rotation  of  well  teazed  and  filled  beds  is  main- 
tained. The  master,  not  having  the  whole  services  of  a  clerk  to  aid  him  in  his  clerical 
work,  and  the  number  of  paid  nurses  being  much  too  small,  is  unable  to  give  proper  time 
and  thought  to  the  superintendence  of  this  and  other  matters. 

^  The  sheets  and  bed  coverings  are  good ;  but  the  counterpanes  being  ^f  the  old  fashion, 
and  of  blue  cotton  will  soon  lose  their  colour,  and  look  old.  There  are,  however,  woollen 
counterpanes  in  some  of  the  wards. 

The  bedsteads  are  of  iron,  with  iron  laths,  or  with  sacking.  Their  width  is  two  feet 
six  inches,  and  their  length  six  feet ;  but  there  are  a  proportion  in  every  ward  of  bed- 
steads six  feet  six  inches  in  length,  and  with  sacking. 

With  ver^  few  exceptions,  indeed,  there  are  no  lockers  for  the  patients,  and  no  cup- 
boards within  the  wards  in  which  the  crockery  and  utensils  may  be  placed.  There  are 
very  few  chairs  indeed,  and  those  which  are  now  being  supplied  are  whitish,  unstained, 
and  unvarnished,  and  look  anything  but  comfortable.  There  are  a  few  forms,  and  there 
are  benches  with  backs  in  some  of  the  wards,  but  there  are  not  any  cushions  upon  thenu 
A  rug  is  laid  upon  the  floor,  before  the  fire,  which  adds  to  the  look  of  comfort.  There 
are  not  any  book-shelves  or  looking-glasses.  There  are  a  very  few  prints  in  some  parts  of 
the  workhouse,  but  none  in  others ;  and  there  are  scarcely  any  illustrated  periodicals  or 
entertaining  books  provided.  The  only  books  which  we  saw  were  old  and  repulsive  in 
appearance. 

There  are  not  any  games  of  any  kind  for  the  general  sick,  but  dominoes  kre  provided 
for  the  imbeciles. 

Altogether  there  is  an  air  of  want  of  comfort  in  reference  to  the  furnishing  of  the 
wards,  and,  indeed,  excepting  the  beds,  which  are  necessary,  there  is  scarcely  any  furniture. 
There  are  plenty  of  water  closets  and  lavatories  on  the  landings,  with  hot  and  cold 
water ;  but  within  the  rooms  the  arrangements  for  washing  are  defective.  There  are  one 
or  two  washhand  basins  for  each  ward,  which  are  chiefly  of  zinc ;  and  eome  of  them 
begin  already  to  have  the  dirty  appearance  which  such  basms  always  attain.  Only  three 
roller  towels  are  provided  for  a  large  ward  weekly.  There  is  also  one  comb  provided,  and 
about  one  pound  of  soap  is  supplied  for  cleaning  the  furniture,  &c.,  and  for  washing  the 
inmates.  Some  of  the  inmates  have  their  own  towels,  and  it  is  understood,  however 
inconsistently,  that  the  •nurses,  in  addition  to  their  other  duties,  wash  the  towels  as  often 
as  may  be  necessary. 

Such  inmates  as  are  able  to  leave  the  ward  wash  at  the  sinks  which  are  placed  in  the 

})assages.     Underneath  the  sink  is  a  cupboard,  in  which  the  crockery  and  buckets  are 
eft,  and  which  are  necessarily  close. 

A  very  convenient  table,  to  be  fixed  to  the  bed  of  an  inmate,  who  cannot  leave  the  bed, 
has  been  supplied. 

^  We  found  every  part  of  the  bedding,  furniture,  and  rooms  fairly  clean,  except  the 
ticking  of  the  labour  bed,  which  was  very  dirty,  and  ought  to  have  been  washed  long  ago. 
The  mackintosh  sheeting  was  much  too  small,  and  allowed  the  bed  to  become  dirty. 
Two  sheets  are  changed  weekly. 

The 
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The  attempt,  whether  successful  or  not,  has  been  made  to  ventilate  this  workhouse         Jk|>pQndiie. 
throlighout.  ^— 

There  are  several  ventilators,  of  the  size  of  two  bricks,  placed  in  the  outer  wall  of  every  _^ 

ward,  and  also  in  the  passages.  They  are  defended  by  a  cover,  which  directs  the  current  VentUation. 
,  upwards,  and  may  entirely  close  the  opening.  On  the  inner  side  of  each  ward  the 
openings  or  windows  in  the  partition  walls  are  intended  for  the  same  purpose,  but  the 
windows  and  tfie  ventilators  also  were  in  very  many  instances  shut  There  are  also 
open  fire-places ;  and  the  distribution  of  warm  air  by  the  hot  water  pipes  would  tend 
further  to  cause  movement  in  the  air. 

Several  of  the  rooms  were  close,  and  all  must  be  dose  during  the  night  and  in  the  early 
morning. 

The  ventilation  of  the  imbecile  wards,  both  male  and  female,  and  of  the  itch  ward,  was 
very  defective ;  and,  in  practice,  the  present  arrangements  throughout  the  building  are 
defective.  The  health  of  the  male  superintendent  of  the  imbeciles  was  said  to  have 
suffered  from  this  cause. 

The  windows,  being  of  a  circular  form  at  the  top,  are  not  well  adapted  to  aid  ventilation. 

There  are  four  paid  nurses  in  the  workhouse.  One  female  nurse  has  charge  of  all  the  Nuising. 
sick  eases,  amounting  to  from  150  to  200  cases.  She  also  attends  to  all  midwifery,  except 
unusual  cases ;  and  of  these  about  117  pass  through  the  lyin^-in  ward  yearly.  She  fetches 
the  stimulants  from  the  matron,  and  places  them  by  the  bedsides  of  the  patients ;  and  she 
is  also  presumed  to  see  to  the  administration  of  this  and  of  the  medicines.  She  receives 
24/.  yearly  and  rations. 

There  is  also  a  female  assistant  nurse ;  but  nearly  all  her  time  is  occupied  in  attending 
to  the  persons  entering  and  leaving  the  reception  ward,  and  in  the  care  of  the  clothes  of 
the  inmates,  and  she  can  do  but  little  besides.  Although  called  an  assistant  she  has  not 
time  to  assist  the  nurse.     She  receives  18/.  per  year  and  rations. 

There  is  abo  a  female  nurse  for  the  female  imbeciles  receiving  20/.,  and  a  male  super- 
intendent for  male  imbeciles  receiving  26  /.  yearly  and  rations,  the  former  of  whom  has 
chai^  of  40  to  50,  and  the  latter  of  from  20  to  25  cases. 

There  is  not  a  paid  night  nurse,  nor  a  separate  nurse  for  iiie  lying-in  ward. 

One  unpaid  nurse  Mid  one  helper  are  allotted  to  each  ward,  who  receive  extra  food. 
The  former  must  of  necessity  give  the  stimulants  and  the  medicines  in  many  cases,  and 
some  of  them  cannot  read  the  directions. 

It  is  said  that  some  of  the  pauper  nurses  demand  money,  beer,  &c.,  from  the  patients. 

There  are  two  medical  officers  to  the  workhouse,  one  for  the  female  and  the  other  for  Medical  offioen. 
the  male  inmates ;  and  each,  in  addition,  has  a  district  for  out-door  medical  relief. 

The  medical  officer  for  the  females  attends  on  an  average  about  one  hour  daily.  He  visits 
every  sick  ward,  except  the  foul  ward,  and  imbecile  wards  daily,  and  sees  about  50 
patients  at  each  visit ;  he  sees  also  about  20  patients  daily  at  their  own  homes,  and  attends 
about  50  daily  at  the  dispensary.  The  other  medical  officer  attends  on  every  alternate 
day,  and  devotes  about  10  hours  weekly  to  his  duties  within  the  workhouse. 

The  guardians  find  the  drugs,  and  also  a  dispenser,  for  both  the  in-door  and  out-do<»:  poor. 

The  nurse  has  acted  as  midwife,  but  does  not  appear  to  have  been  trained  to  the  rules ; 
and  tiie  medical  officer  does  not  usually  attend  the  ordinary  cases. 

The  salary  for  the  duties,  both  within  and  without  the  workh9use,  is  125/.  to  each 
officer;  and  it  is  probably  divided  into  75  /.  for  the  workhouse  and  50/.  for  the  district. 
10 s.  6d,  is  also  paid  for  each  lunacy  certificate:  and  this  amounts  to  about  10  guineas 
yearly  to  each  officer.     There  are  not  any  other  extras. 

The  medical  officer  to  the  females  considered  that  the  salary  should  be  100/,  to  110/. 
and  that  to  the  mnleB  150/. 

They  also  considered  that  there  should  be  two  extra  paid  nurses  appointed  for  the  sick, 
females,  and  two  paid  night  nurses. 

Whatever  extra  diet  and  stimulants  and  whatever  medical  appliances  they  order  are 
readily  supplied ;  and  they  can  order  roasted  as  well  as  boiled  meat.  There  is  no  water 
bed,  and  very  little  waterproof  sheeting. 

The  acute  and  more  important  cases  are  placed  in  the  proper  sick  wards. 

There  are  many  and  serious  defects  in  this  workhouse,  and  the  following  are  tiie  Recommendations, 
recommendations  which  I  make  in  reference  to  them. 

1.  The  ventilation  should  be  improved  by  opening  all  the  ventilators,  and  by  covering 
the  inside  with  perforated  zinc.  The  windows  in  tiie  partition  walls  should  be  plugged 
open.  Air  should  be  admitted  by  openings  over  the  doors  from  the  passages  covered  with 
widely-perforated  zinc. 

372.  E  2  That 
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App^dbc  That  of  the  male  imbecile  and  itch  wards^  and  of  the  basement  beneath,  requires  careful 

— ^  and  immediate  attention,  and  I  doubt  very  much  whether  thej  can  be  made  nealthful. 

Wbitbchapsl.  The  ventilation  of  the  corridors  and  of  the  passages  leading  from  the  front  needs  im- 

—  provement. 

2.  The  furniture  and  appliances  throughout  the  sick  wards  should  be  largely  increased 
by  the  addition  of  single  and  arm  chairs,  of  a  comfortable  form  and  appearance ;  benches, 
with  backs  and  cushions ;  lockers  between  every  two  beds ;  book-shelves ;  pottery  wash- 
hand  basins;  towel,  soap,  comb,  and  brush  to  each  inmate ;  prints,  periodicals,  books, 
and  games;  a  larger  supply  of  cloaks  for  those  who  sit  up  in  bed ;  cupboards,  and  looking- 
glasses. 

3.  The  beds  should  be  properly  filled,  and  the  flock  properly  teazed. 

4.  Water  or  air-beds  and  macintosh  sheeting  should  be  supplied. 

6.  The  day  room  for  female  lunatics  is  too  small.  The  apartments  for  male  lunatics,  and 
the  yard  devoted  to  them,  should  be  changed,  or  the  lunatics  removed  from  the  workhouse* 

6.  The  chimneys  should  have  pots  placed  upon  them,  and- sheds  are  required  upon  the 
roofs. 

7.  At  least  two  additional  paid  day  nurses,  two  night  nurses,  and  a  nurse  for  the  lying- 
in  ward  and  nursery  should  be  appointed.  All  medicines  and  stimulants  should  be  given 
by  them. 

8.  A  sick  nursery  should  be  arranged,  and  the  sick  children  treated  there,  and  there 
should  be  better  classification  of  the  sick. 

9.  As  the  screams  from  the  lying-in  ward  are  heard  in  the  adjoining  rooms  it  would  be 
much  better  that  the  position  o^  that  ward  should  be  changed^ 

10.  More  care  should  be  taken  to  keep  the  labour-bed  clean. 

11.  The  salaries  of  the  medical  officers  should  be  increased;  and,  in  addition,  the 
medical  officer,  on  the  women's  side,  should  attend  all  cases  of  midwifery,  and  receive  the 
extra  fees.  There  should  be  extras  for  vaccination  and  lunacy  certificates.  They  should, 
I  think,  devote  more  time  to  the  discharge  of  their  duties,  and  so  long  as  they  have 
charge  of  a  district  also  their  whole  time  should  be  given  up  to  the  service  of  the 
Guardians.    Hence  a  re-arrangement  of  their  contracts  and  emoluments  should  be  made. 

12.  Day -rooms  should  be  provided  for  the  convalescents  and  aged  and  infirm. 

13.  Whenever  a  woman  and  infant  sleep  together  there  should  be  a  wider  bed  provided. 

14.  Kitchens  near  to  the  sick  rooms,  in  which  the  food  could  be  kept  hot,  and  in  which 
the  washing-up  can  be  effected,  would  be  very  valuable. 

15.  The  master  and  matron  are  both  too  much  engaged  to  permit  them  to  discharge 
their  duties  efficiently,  and  the  former  should  be  relieved  from  all  clerical  work. 

16.  The  following  is  the  number  of  beds,  which  should  be  placed  in  the  several  sick 
wards: 


No. 

Class  of  Inmates, 

No. 

No. 

Class  of  Inmates, 

No. 

of 

or 

of 

of 

or 

of 

Ward. 

Parpose  to  which  Appropriated. 

Beds. 

Ward. 

Purpose  to  which  Appropriated. 

Beds. 

eg 

Women's  sick  ward 

12  or  14 

82 

Men's  sick  ward    -        -        - 

8  or  10 

66 

Ditto    -    ditto  - 

12  or  14 

83 

Men's  sick  ward  (empty) 

8  or  10 

65 

Ditto    -     ditto  - 

12  or  14 

84 

Men's  sick  ward    -        -        - 

13 

63 

Ditto    -    ditto  - 

12  or  14 

85 

Ditto    -    ditto  -        -        - 

12  or  13 

64 

Women's  lying-in  ward  - 

10  or  12 

81 

Men  8  sick  and  infirm     • 

12  or  13 

61 

Female  imbeciles    • 

. 

80 

Ditto    -    ditto  ... 

13  or  14 

62 

Ditto    -    ditto  • 

. 

79 

Men's  sick  and  infirm  (empty) 

10 

78 

Men's  sick  and  infirm     - 

10 

Day  room  adjoining 

- 

77 

Ditto     .    ditto  ... 

14 

18 

Women's  sick  ward 
(Chronic  cases). 

8  orlO 

74 
75 

Men  9  sick  and  infirm  (empty) 
Ditto    -    ditto  -      (empty) 

8  or  10 

8  or  10 

76 

Men's  aged  sick     ... 

12  or  13 

48 

Women's  itch  ward 

3 

40 

Women,  aged  and  infirm 

18 

Male  Imbeciles : 

89 

Ditto     -    ditto  - 

18 

Male  imbeciles'  day  room 

- 

42 

Women  (night  only) 

- 

3 

Male  imbeciles'  bed  room 

- 

41 

Women  (sick  ward) 

8  or  10 

6 

Men's  foul  ward    -        -        - 

8 

44 

Women,  aged  and  infirm, 

— 

5 

Ditto    -    ditto  ... 

2  or  3 

(night  only). 
Ditto    -    ditto  - 

4 

Ditto    -    ditto  ... 

8 

45 

- 

9 

Men's  itch  ward    .        -        - 

6or8 

40 

Women's  sick  ward 

18 

8 

Men's  ditto  (empty) 

Mens  sick  ward    ... 

2or3 

47 

Women's  sick  ward 

19 

7 

8 
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We  visited  the  Mile  End  Old  Town  Workhouse  on  2l8t  April  1866,  and  were  accom-     Mile  End  Old 
panied  by  the  master  and  clerk.     Subsequently  we  met  the  medical  officers.  Town. 

This  is  a  very  extensive  and  newly-erected  workhouse,  and  is  situated  near  to  the  borders 
of  the  town.  It  occupies  a  very  large  plot  of  land,  and  consists  of,  1,  ITie  body  of 
the  workhouse,  in  which  the  ordinary  inmates  are  placed ;  2,  The  general  infirmary; 
3.  The  infirmary  for  children;  4,  The  building  for  the  lunatics  and  imbeciles;  and,  5,  The 
schools  for  the  children.  All  these  are  detached  buildings,  and  the  whole  are  handsome 
and  highly  creditable. 

The  sick  are  placed  in  two  infirmaries,  and  also  in  two  wards  in  the  body  of  the  work- 
house, in  one  of  which  are  three  sick  aged  men,  and  in  the  other  about  20  aged  and 
bed-ridden  women. 

The  lunatics  are  not  accounted  as  sick;  and  when!  they  fall  into  serious  illness  they  are 
removed  to  the  infirmary,  unless  they  are  violent  or  noisy. 

Fever  and  small-pox  cases  are  sent  to  the  hospitals.  All  violent  lunatics  are  sent  to  an 
asylum ;  but  noisy  and  dirty  ones  are  retained. 

There  are  day-rooms  for  the  imbeciles  and  children  only. 

The  drainage  is  said  to  be  good ;  and  the  supply  of  hot  and  cold  water  and  gas 
excellent. 

The  number  of  adult  inmates  of  all  classes  is  642 ;  and  there  are  l70  cliildren  in  the 
schools,  and  in  their  infirmary.  Of  the  latter  about  17  are  now  in  their  infirmary,  and  three 
or  four  in  bed.    The  dormitories  are  almost  always  used  as  night  rooms  only. 

The  following  are  the  dimensions  of  the  various  sick  wards,  with  the  number  of  beds  ^0.  of  beds, 
which  they  contain: 


No.  of 
Ward. 


Its 

19 
18 
14 
12 

12(a) 

11 

10 

7 

1 
8 

8(a) 


11 
7 
6 
6 

4 
8 
2 


4 
8 


Class  of  Inmates,  or  Purpose  to  which  Appropriated. 


General  Infirmary  ; 


Women's  itch  ward 

Women's  oonvaleseent  ward    - 


Women's  foul  ward 
Women's  siok  ward 
Women's  fever  ward 
Women's  sick  ward 


{ 


Empty  - 
Men*s  itch  ward 
Men's  siok  ward 


Ditto    •    ditto    - 

Ditto    -    ditto    - 

Men's  sick  ward     • 


Ditto 


ditto     • 


Children's  Infirmary: 

Receiving  ward  •  •  •  • 

Itch  ward      .  .  .  .  - 

Girl's  sick  ward  •  •  •  • 

Ditto    -    ditto  -  -  .  - 

Ditto    -     ditto  -  -  -  - 

Boy's  sick  ward  -  -  .  - 

Ditto    •    ditto  .  .  •  - 


In  Main  Building: 
Women^  infirm  and  bed-ridden 

Women's  Ijing-in  ward  • 


{ 


Length. 


Ft.  in. 

16  0 

86  10 

+  11  8 

26  6 

88  8 

16  8 

37  8 

+  11  8 

16  6 

16  0 

86  10 
+  11  10 

88  6 

16  9 

87  8 
11  10 
16  6 


16  10 
12     0 


12 
17 
16 


16     8 
16     8 


52  8 

+52  8 

20  0 

+20  0 


Breadth. 


Ft.  in. 

12  0 

15  8 
5  9 
9  0 

18  4 

10  2 

16  8 
5  9 


Height 


12 
12 
16 

5 
18 
10 
16 

5 


12     6 


14 
12 

12 


14     2 
14     0 


14 
14 


18  8 

15  8 

18  9 

15  9 


Ft.  in. 

10  9 

10  8 

10  8 

10  8 

18  0 

10  8 

10  8 

10  8 

10  8 

10  8 

10  8 

10  8 

18  0 

10  8 

10  8 

10  8 

10  8 


10  6 

10  6 

10  6 

10  6 

10  6 

10  6 

10  6 


14  4 

8  6 

11  4 

8  6 


No.  of 
Beds. 


} 


4 

15 

4 
11 

4 

16 

4 
4 

U 

12 

4 

16 
5 


6 
6 

a 

6 
6 
6 
6 


22 
6 


372. 
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Mile  End  Old 
Town. 


Size  of  rooms  and 
general  character. 


Bedding  and  furni- 
ture. 


Cleanliness. 


Ventilation. 


Hence  it  appears  that  the  usual  height  of  the  wards  is  from  10  to  II  feet,  whilst  the 
width  varies  much. 
The  floor  space  and  cubical  space  allowed  to  each  bed  are  as  follows : 


No.  of 
Ward. 


16 

19 

18 

14 

12 

12(«) 

11 

10 

7 

1 

8 

3(a) 


11 
7 
6 
6 
4 
8 
2 


4 
8 


Class  of  Inmates,  or  Purpose  to  which  Appropriated. 


Gbneral  Infirmary  : 

Women's  itoh  ward  - 
Women's  conyalescent  ward 
Women's  foul  ward  - 
Women's  sick  ward  - 
Women's  fever  ward 
Women's  sick  ward  - 
Empty     .        -         -        - 
Men's  itch  ward 
Men's  sick  ward 

Ditto  -  ditto 

Ditto  -  ditto 

Ditto  -  ditto 

Ditto  -  ditto 

Children's  Infirmary: 

Receiying  ward 

Itch  ward         -         -         - 

Girls*  sick  ward 

Ditto  -  ditto 

Ditto  -  ditto 
Boys*  sick  ward 

Ditto  -  ditto 

In  Main  Building  : 

Women,  infirm,  and  bed-ridden 
Women's  lying-in  ward 


Floor  space 

allowed  to  each 

PeraoD. 


Sup.ft. 

48 
43 
68 
66 
42 
43 
61 
48 
47 
61 
42 
43 
41 


89 
24 
48 
41 
37 
38 
88 


46 
63 


Cubical  apace 

aUowed  to  e«di 

Person. 


CMcfi. 


616 
468 
612 
611 
462 
469 
646 
612 
601 
669 
447 
463 
488 


418 
262 
604 
430 
392 
398 
898 


688 
892 


Hence  it  is  shown  that  the  usual  floor  space  and  cubical  space  in  the  infirmary  for 
adults  is  41  to  68  superBcial  keif  and  438  to  669  cubic  feet,  ana  6  of  13  wards  for  adults 
offer  less  ihaii  tiie  space  recjuired  by  the  Poor  Law  Board  I 

The  size  of  the  rooms  m  the  infirmar)'  varies  much:  and  upon,  the  whole,  it  is  to  be 
regretted,  that  an  iufinnary  so  recently  erected  should  be  upon  so  small  a  scale. 

It  consists  of  two  sides^  devoted  respectively  to  males  and  females,  whilst  in  the  centre  is 
an  open  area  for  light  and  air.  On  each  side  are  the  corridors,  with  lavatories,  bath-room, 
and  water-closets. 

There  are  on  each  side  three  small  rooms,  two  of  which  are  devoted,  on  the  women's  side, 
to  the  treatment  of  itch  and  syphylitic  cases ;  but,  on  the  iren's  side,  there  are  not  any  cases 
of  syphylis.  These  rooms  are  very  small,  and  not  well  adapted  to  the  treatment  of  the  sick. 
There  txQ  also,  on  each  side,  three  large  wards,  two  of  which  are  irregular  hi  form,  and 
placed  over  each  other,  and  the  third,  a  large  square  room,  opens  to  the  roof. 

There  is  also  a  moderately  sized  room  adjoining  No.  12,  and  called  No.  i2  (a),  which  is 
not  now  in  use. 

The  syphylitic  ward  is  darkish,  and  very  dull ;  but  all  the  other  wards  are  light  and 
cheerful. 

The  beds  are  of  flock,  which  is  not  kept  so  well  teased  as  it  should  be,  and  many  are 
much  too  thin. 

The  bedsteads  are  of  iron,  and  are  constructed  to  turn  up.  Some  have  the  usual  laths  of 
thin  iron,  and  are  elastic ;  but  others  have  thick  ribs,  which  do  not  yield.  On  none  are 
there  mattresses.    The  size  is  6  feet  2  inches  by  2  feet  8  inches. 

A  child  was  laid  upon  the  floor  lest  she  should  fall  out  of  bed ;  showing  the  want  of  a 
proper  bed  for  such  cases* 

The  linen  and  bed  coverings  are  good  ;  but  the  rugs  have  not  a  cheerful  appearance. 

Tliere  are  no  lockeis ;  but,  instead  of  them,  there  were  no  less  than  seven  or  eight  night- 
stools  iu  one  ward,  which  were  used  for  ordinary  seats.  There  are  bnt  few  chairs,  and 
there  are  not  any  benches  with  cushions.     There  are  not  any  bookshelves,  and  but  very  few 

?rints.     There  are  illustrated  periodicals^  and   entertaining   as  well   as  religious   books* 
'here  are  not  any  games,  and  we  were  informed  that  only  idle  young  people  cared  for  them. 
There  are  cupboards  in  which  the  crockery  is  placed,  and  the  larger  utensils  are  kept  under 
the  sinks  in  the  corridors. 

Two  or  three  pottery  basins,  with  three  roller  towels  and  two  small  towels,  are  supplied 
to  each  w»rd,  and  a  little  soap  is  given  to  each  person. 

All  the  linen,  wards,  and  furniture  were  clean.  We  could  not  examine  the  laboiu'-bed, 
as  an  inmate  occupied  it,  who  had  only  just  been  confined. 

The  ventilation  is  carried  on  by  open  fire-places,  and  windows,  of  which  several  divisions 
open,  and  swing  upon  a  central  pm.     There  are  also  windows  leading  to  the  corridors, 

which 
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which  open  in  a  similar'manner.     In  other  wards^  there  is  a  ventilator^  which  leads  to  the         Appendix. 

outside,  as  in  the  dark  syphylitic  ward,  but  it  was  closed ;  or  there  are  openings  in  the  ceiling,  

covered  by  perforated  zinc.     In  the  children's  infirmary  there  are  also  openings  over  the     Mile  End  Old 
doors,  which  lead  from  the  conidors,  and  in  the  lunacy  ward  there  are  round  ventilators            Town. 
placed  in  the  sioe  of  the  walls,  at  about  the  height  of  a  man,  which  lead  to  the  outside.  ' 

The  ventilation  in  the  bed  rooms  on  the  ground  floor,  and  the  lunacy  ward,  was  very 
defective.  The  latter  was  occupied  by  dirty  cases,  and  the  vvindows  were  arranged  very 
irregularly.  That  of  the  syphylitic  ward,  and  of  all  the  small  wards,  must  also  be  imperfect 
whenever  the  windows  are  closed. 

There  are  five  paid  nurses  for  the  sick.     One,  a  female,  is  attached  to  the  infirmary,  and  Nursing, 
her  husband  is  the  male  attendant  on  the  imbeciles.     There  is  also  a  female  for  the  female 
imbeciles.    The  wages  of  these  are  30  /.,  30  /.,  and  25  /.,  with  rations. 

There  are  also  two  nurses  in  the  children's  infirmary,  who  receive  about  6  /.  per  year, 
besides  rations  and  clothes. 

There  is  an  unpaid  nurse,  with  two  helpers,  to  each  ward. 

There  are  not  any  paid  night  nurses,  but  there  are  five  unpaid  night  nurses,  who,  in 
addition  to  their  day  rations,  with  sugar  and  tea,  have  half-a-pound  of  meat,  six  ounces  of 
bread,  and  one  pint  of  porter  nightly.  Of  these,  one  is  devoted  to  the  No.  4  ward  for 
aged  and  infirm  women,  one  to  the  females,  and  one  to  the  males  in  the  infirmary,  and  two 
to  the  imbeciles. 

We  were  informed  that  the  unpaid  nurses  will,  when  they  are  able,  exchange  their  tea  for 
the  beer  of  the  patients. 

There  are  two  medical  officers,  who  divide  the  medical  care  of  the  sick  in  the  workhouse,   Medical  officers, 
and  also  in  the  whole  parish,  between  them.    One  of  them  has  charge  of  the  male  infirmary, 
and  the  main  buildingr»  including  the  lying-in  ward,  whilst  the  other  attends  to  the  females 
in  the  infirmary,  the  lunatics  of  both  sexes,  the  sick  children  in  the  children's  infirmary, 
and  the  children  in  the  schools. 

They  devote  their  whole  time  to  these  duties,  and  are  not  permitted  to  engage  in  private 
practice.  They  do  not  reside  within  the  workhouse.  They  are  both  married,  and  have  held 
their  present  offices  for  some  years.  Their  salaries,  for  both  the  workhouse  and  the  dis- 
trict,  have  just  beeu  increased  from  170  /.  to  200  L  each  yearly.  One  of  them  attends  the 
midwifery  cases  in  the  workhouse,  and  both  of  them  those  occurring  in  their  districts, 
amounting  to  about  40  per  year,  without  any  extra  payment.  The  extras  for  vaccinations 
amounted  last  year  to  about  11  /.  to  the  one,  and  about  37  /•  to  the  other.  They  have  not 
the  advantage  of  payment  for  lunacy  certificates ;  but  the  unusual  course  is  followed  of 
employing  another  medical  gentleman  to  discharge  that  duty. 

The  time  which  they  devote  to  their  duties  is  about  two  hours  each  in  the  workhouse, 
and  about  five  hours  each  in  their  districts  daily. 

They  do  not  think  that  there  is  quite  sufficient  accommodation  in  the  infirmary.  It  would 
be  better  to  have  an  infectious  ward,  although  cases  of  that  class  are  usually  sent  to  the 
hospitals.  It  is  also  advisable  that  the  cases  of  sickness  which  occur  \Aithin  the  maia 
building  should  be  placed  in  the  infirmary. 

In  reference  to  nursing,  they  are  of  opinion  that  a  paid  nurse  is  required  for  the  cases  or 
sickness  in  the  main  building,  one  for  the  males  in  the  infirmary,  and  one  for  the  lying-ii^ 
ward. 

There  are  at  present  two  paid  nurses  for  the  imbeciles,  who  should  be  retained  ;  and  the 
Durtse  who  now  takes  charge  of  the  whole  infirmary  should  be  devoted  to  the  care  of  the 
females  who  are  sick.  Instead  of  the  present  ill-paid  nurses  in  the  children's  infirmary,  it 
would  be  better  to  appoint  a  properly  paid  nurse. 

Three  paid  night  nurses  are  also  required,  viz.,  two  for  the  infirmary,  and  one  for  the 
sick  cases  in  the  main  building. 

They  cotisider  that  the  present  system  of  medical  attendance  works  well,  and  they  are 
satisfied  with  their  position  and  emoluments,  except  that  they  wish  to  be  relieved  from  at- 
tention to  the  midwifery  cases.  The  present  midwife  should  attend  all  cases  of  mid- 
wifery. 

The  guardians  provide  all  dri^s  and  a  dispenser  for  both  the  in-door  and  out-door  sick 


Whatever  food,  stimulants^  and  medical  appliances  are  ordered  by  the  medical  officer^ 
are  readily  obtained. 

The  following:  are  the  recommendations  which  I  make  in  reference  to  this  workhouse  :       Reconmiendations* 
1«  It  is,  I  believe,  contemplated  to  enlarge  the  infirmary,  and  in  doing  so  it  would  be 
better  to  make  the  rooms  larger  and  more  lofty. 

2.  Proper  air  brick  ventilators  are  required  in  nearly  all  the  rooms,  with  a  communication 
with  the  outer  air,  and  with  the  inner  openings  covered  by  perforated  zinc  .The  windows 
leading  to  the  corridors  should  be  plugged  open,  so  as  to  allow  an  opening  of  balf-an-inch 
to  exist  permanently  ;  and  until  proper  ventilators  are  provided,  one  of  the  upper  panes  in 
the  outer  windows,  which  are  made  to  open,  should  be  fixed  a  little  open,  bpecial  atten- 
tion is  needed  to  the  dirty  imbecile  ward. 

3.  The  beds  should  be  properly  filled,  and  the  flock  kept  properly  teased  ;  and  a  mattress 
should  be  used  on  those  bedsteads  which  have  rigid  bottoms. 

4.  No  person,  whether  child  or  otherwise^  should  be  allowed  to  lie  upon  a  bed  placed 
upon  the  floor,  without  a  bedstead. 

372.  R  4  5*  More 
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Appendix.  ^^  More  cheerful  and  woollen  rugs  are  desirable. 

Mile  End  Old         6.  There   should  be  an  increased  number  of   paid  nurses,  as  recommended    by  the 
Town.  medical  officers. 

7.  The  medical  oflScers  are  not  even  now  sufficiently  paid  for  the  use  of  their  whole  time. 
Either  they  should  live  within  the  workhouse,  and  receive  board  and  lodging  in  addition  to 
their  present  salary,  or  the  salary  should  be  increased. 

8.  Lockers,  chairs,  cushioned  seats,  book-shelves,  looking  glasses,  and  games,  are  re- 
quired.    More  convenient  seats,  and  also  sheds,  should  be  placed  in  the  sick  yards. 

9.  More  room  is  required  in  the  infirmary. 

10.  A  special  dietary  for  the  aged  and  infirm  and  lunatics  should  be  provided. 

11.  The  number  of  beds  to  be  placed  in  the  different  wards  is  as  follows: 


No. 

of 

AVari. 

dasB  of  InmatM,  or  Pnrpofle  to  which 
Appropriated. 

No. 

of 

Beds. 

No. 

of 

Ward. 

Appropriated. 

No. 

of 

Bedi. 

16 

19 

18 

14 

12 

12(a) 

11 

10 

7 

1 

8 

8(a) 

General  Infirmary: 

Women's  itch  ward 
Women's  conyalescent  ward    - 
Women's  foul  ward 
Women's  sick  ward 
Women's  fever  ward 
Women's  sick  ward 
Empty  -        -        -        -        . 
Men's  itch  ward     -        .        - 
Men's  sick  ward    -        -        - 

Ditto    -    ditto    -        -        - 

Ditto    -    ditto    ... 

Ditto    .    ditto    - 

Ditto    -    ditto    -        -        . 

2  or  8 

10  or  11 

8  or  4 

10 

2 

10  or  11 

2  or  8 

2  or  8 

10  or  11 

10 

2  or  8 

10  or  11 

2  or  8 

11 
7 
6 
5 
4 
8 
2 

4 
8 

Children's  iKriRMART : 

Receiving  ward  .  .  • 
Itch  ward  -  •  .  - 
Girls'  sick  ward      •        .        • 

Ditto  -  ditto        ... 

Ditto  -  ditto  ... 
Bojs'  sick  ward     .        •        - 

Ditto  -  ditto        ... 

In  Main  Building: 

Women,  infirm  and  bed-ridden 
Women,  lying-in  ward    - 

ldorl8 
5or6 

No.  16. 
CITY  OF  LONDON. 


City  OF  London.        We  visited  the  City  of  London  Workhouse  on  24th  April  1866,  and  were  accompanied 
■  by  the  nurse.    The  master  and  medical  officer  arrived  before  the  inspection  had  been 

completed. 

Tnis  is  a  comparatively  new,  very  large,  well  arranged,  and  excellent  workhouse.  It  is 
situated  near  to  the  borders  of  the  town,  in  a  salubrious  position,  and  upon  a  lai^  and  well 
drained  plot  of  land. 

There  is  a  detached  infirmary  for  the  general  sick,  which  contains  162  beds,  of  which 
nine  were  empty  at  our  visit;  also  detacheii  buildings  and  grounds  for  male  and  female 
lunatics  respectively,  of  whom  there  are  now  about  60  females  and  43  males ;  and  there 
are  several  large  wards  in  the  body  of  the  workhouse,  in  which  are  aged  and  infirm  persons, 
of  whom  some  are  sick.  The  proportion  of  sick  women  to  sick  men  is  about  as  two  to 
one. 

There  are  not  usually  any  fever  and  small  pox  wards,  since  those  cases  are  sent  to  the 
hospitals ;  but  sometimes  one  or  more  cases  of  fever  are  admitted,  and  they  are  placed  in 
wards  with  other  cases;  and  two  beds  are  allowed  to  each  case.  IT  a  case  of  scariet  fever 
were  to  occur,  it  would  be  placed  in  like  manner  with  the  old  people,  and  two  beds  allo^sved 
to  it.  There  are  two  cases  of  itch  occupying  a  ward,  in  which  are  other  cases.  There  is 
no  sick  nursery,  and  hence  the  children,  when  ill,  are  placed  with  adults. 

Violent  lunatics  are  removed  to  asylums ;  but  other  cases  are  retained  at  the  workhouse. 

The  children  are  sent  to  a  district  school. 

There  are  not  any  day  rooms,  except  in  the  apartments  for  lunatics;  but  when  the  aged 
and  infirm  improve,  they  are  removed  from  the  infirmary,  and  placed  in  wards  in  the  body 
of  the  workhouse. 

There  are  self-acting  water-closets,  sinks,  lavatories,  and  baths  on  the  different  corridors, 
and  in  sufficient  abundance. 

The  water  supply,  both  hot  and  cold,  is  abundant  in  all  parts  of  the  infirmary. 

There  is  gas  in  all  the  rooms  and  corridors ;  and  the  wards  and  corridors  are  warmed  in 
the  winter  by  large  steam  pipes. 

The 
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The  following  are  the  dimensions  of  the  several  wards,  with  the  number  of  beds  in  the 
infirmary,  and  in  the  apartments  fur  lunatics : 


Nmnber 

of 
WardL 


Clan  of  Inmites,  or  Purpose  to  whioh  Appropriated. 


14 

18 

16 

17 

7 

6 

5 

4 

8 

9 

10 

11 

12 
18 
2 
1 
8 
2 
1 


Men's  siok  ward    •-•-•- 

Ditto  -  ditto 

Ditto  -  ditto     -        -        -        -        -        - 

Ditto  -  ditto  (wet  cases)     .... 

Women's  sick  waid  .        -        -        .        - 

Ditto  -  ditto 

Ditto   •  ditto 

Women's  siok  and  infirm         .... 

Women's  paralytic  cases  .... 

Women's  sick  ward  -  -  .  •  . 
Ditto  -  ditto     -        -        ...        .f 

Women's  aged  sick         -        -        - .       -        .  f 

Ditto  •  ditto 

Ditto   -  ditto 

Women's  sick  ward  ..... 

Ditto  -  ditto 

Women's  lying  in  ward  -  -  -  .  - 
Female  imbecUea'  bed-room      •        •        •        • 

Ditto  •  ditto f 

Female  imbeciles'  day-room  -  -  -  - 
Female  imbeciles'  bed-room      •        •        •        • 

Ditto   -  ditto 

Female  imbeciles'  day-room  .  -  •  - 
Male  imbeciles'  bed-room         •        .        •        • 


Length. 


Ft.  •». 

86  9 

24  0 

86  2 

20  0 

24  9 

24  9 

20  8 

86  2 

86  2 

20  8 

24  9 

-h20  3 

24  9 

+20  8 

20  0 

86  2 
85  7 
19  9 
24  0 
27  7 
27  4 
11  10 
27  4 
27  8 
27  7 
27  6 

87  8 


Breadth. 


Ft.  in. 

17  6 

17  7 

18  8 
18  8 


18 
18 
18 
18 
18 


18  8 
18  8 
18  9 

18  8 
18  9 

18  8 
18  8 
17  6 
17  6 
17  7 
16  6 
16  10 
1  9 
20  10 
16  6 
]6  9 
20  11 
16  10 


Height 


Ft.   in. 


12 
12 
12 
12 
12 
12 
12 
12 


18  6 

18  6 

11  6 

8  6 

11  6 
3  6 

18  6 

13  6 

12  4 
12  4 
12  4 
11  6 
11  6 
11  6 

11  6 

12  0 
12  0 
12  0 
10  0 


Appendix. 
City  of  London. 


Number 

of 
Badi. 


14 
10 
14 

6 
10 
10 

6 
14 
14 

6 

10 


10 

6 
14 
14 

6 

8 
10 

10 

10 
9 

15 


Hence  it  appears  that  the  usual  height  and  width  of  the  wards  in  the  infirmary  are 
12  to  13  feet  and  18  feet,  except  in  the  top  story,  where  the  height  is  15  feet. 

The  floor  space,  and  cubical  space,  allowed  to  each  bed,  in  the  several  wards,  are  as 
follows : 


No.  of 
Ward. 


14 

18 

16 

17 

7 

6 

6 

4 

8 

9 

10 

11 

12 

IS 

2 

1 

3 


4 
3 


CUm  of  Inmates,  or  Porpoie  to  whidi  Appropriated. 


Floor  Space 

aUowed  to  each 

Person. 


Men's  siek  ward 

Ditto  -  ditto 

Ditto  -  ditto 

Men's  sick  ward  (wet  cases) 
Women's  siok  ward   - 

Ditto  •  ditto 

Ditto  •  ditto 
Women's  sick  and  infirm  • 
Women's  paralytic  cases    - 
Women's  sick  ward 

Ditto  -  ditto  ... 
Women's  aged  sick  • 

Ditto  -  ditto 

Ditto  •  ditto 
Women's  siok  ward  - 

Ditto  -  ditto 
Women's  lying-in  ward     - 
Female  imbeciles'  bed-room 

Ditto  •  ditto 
Female  imbeciles'  day-room 
Female  imbeciles'  bed-(oom 

Ditto  -  ditto 
Female  imbeciles'  day-room 
Male  imbeciles'  bed-room  • 


Sup.fi. 


46 
42 
47 
61 
46 
46 
62 
47 
47 
61 
46 
46 
61 
47 
46 
68 
68 
48 
41 

48 

48 

42 


Cubical  Space 

allowed  to  each 

Person. 


Cub.fi. 

661 
621 
666 
780 
646 
646 
742 
668 
639 
821 
617 
617 
821 
686 
649 
710 
661 
492 
474 

616 
679 

418 


Hence  the  usual  floor  space  and  cubical  space  allowed  in  the  infirmary  is  46  to  61  super- 
ficial feet,  and  521  to  821  cubic  feet ;  and  no  ward  ofiers  less  cubical  space  than  is  reqmred 
by  the  Poor  Law  Board. 
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Appendix.  As  the  infirmary  is  built  with  two  wings,  it  enables  most  of  the  wards  to  have  windows  on 

two  sides ;  and  all,  without  exception,  are  light  and  cheerful.    The  size  and  form  of  the 

City  op  Lomdok.  rooms  are  very  convenient,  and  such  as  may  he  employed  in  the  most  advantageous  manner. 

The  walls  are  painted  below  and  coloured  above;   and  in  the  corridors  the  floor  is  of 

asphalt. 

Bedding  and  fur-  ""^^  bedding  consists  of  flock  placed  upon  iron  bedsteads,  with  iron  laths.     The  beds  are 

niture.  sufficiently  full;  and  whilst  the  flock  is  not  well  teazed  in  some  of  the  rooms,  the  beds  in 

general  are  very  good  and  comfortable.     The  linen  and  bed  clothes  are  good.    There  are 

white  counterpanes,  except  in  the  upper  floor,  where  they  are  yellow,  and  do  not  look  so 

cheerful  and  comfortable  as  the  former. 

There  is  a  dresser  in  the  larger  rooms,  on  and  within  which  the  crockery  and  utensils  are 
placed  or  displayed ;  and  where  there  is  not  a  dresser,  a  table  supplies  its  place.  There  are 
loot  pans,  hot  water  tins  for  the  feet  and  chest,  and  hot  water  bottles  in  nearly  all  the  rooms. 
In  every  room  there  are  several  metallic  and  crockery  wash-hand  basins ;  also  two  or  three 
roller  towels  and  two  pieces  of  soap ;  and  two  hair  brushes  and  combs.  Each  inmate 
has  a  clean  towel  weekly.  Many  of  the  inmates  have  also  their  own  comb  and  brush, 
and  towels. 

There  are  several  small  lockers  in  each  ward ;  but  they  seem  older  than  the  building,  and 
are  not  worthy  of  it.  There  is  also  a  night  chair  in  each  ward.  A  form  is  placed  near 
the  table,  and  there  are  a  few  arm  and  single  chairs  in  every  ward. 

Each  sick  person  has  a  cape  to  cover  the  shoulders  on  sitting  up  in  bed ;  and  a  flannel 
gown  is  provided  in  each  ward. 

There  are  a  few  prints,  some  illustrated  periodicals,  and  some  religious  books  ;  but  the 
number  is  small.  A  larger  quantity  of  illustrated  papers  were  collected  in  a  closet,  and, 
as  it  appeared  to  us,  might  with  greater  advantage  be  circulating  again  and  again  through 
the  wards.  The  illustrated  periodicals  are  usually  left  one  day  in  each  ward.  We  did  not 
see  any  games  in  the  infirmary  wards. 

There  are  bookshelves,  looking  glass,  bell,  screens,  and  table  cloths,  in  each  ward. 

The  arrangements  in  the  imbecile  wards  are  very  good,  in  some  parts  almost  luxurious. 
The  day  rooms  for  women  are  particularly  good ;  and  with  the  piano,  games,  dolls  and 
similar  playthings,  carpets,  and  handsome  black  chimney  pieces,  they  look  well  furnished. 

There  are  pieces  of  carpet  laid  along  the  gangways  in  the  dormitories. 

The  bick  and  imbeciles  appeared  to  be  well  clad,  and  looked  very  comfortable. 

Perfect  cleanliness  of  linen,  floors,  tables,  furniture,  and  utensils,  was  evident  every- 
where. The  labour  bed  was  quite  clean;  and  waterproof  sheeting  is  supplied  to  all 
the  lying-in  beds. 

The  arrangements  for  ventilation  consist  of  open  fire  places ;  windows  with  semi-circQlar 
tops  which  fall  down  into  a  rack ;  openings  in  the  ceiling  covered  in  with  gratings ;  air 
bricks  near  the  floor,  leading  from  the  corndors;  and  windows  over  the  doors,  of  which  the 
central  part  opens  with  a  central  pin. 

There  are  also  large  tubes,  with  cowls,  leading  from  the  upper  corridor  to  the  rocf. 

Of  all  these,  however,  none  are  alone  sufficient ;  and  the  chief  ventilation  depends  upon 
the  windows.  Great  care  is  taken  by  the  medical  officer  and  nurses,  and  good  arrangements 
exist,  by  the  notches  in  the  racks,  to  keep  some  of  the  windows  a  little  open;  but  as  the 
ventilation  is  thus  in  a  great  degree  dependent  upon  the  attention  of  others,  it  cannot  be 
always  satisfactory.  Some  of  the  rooms  were  close ;  and  this  must  vary,  both  day  and 
night,  as  the  windows  are  open  or  not.  1  cannot  doubt  that  all  are  close  in  the  early 
morning. 

There  are  six  paid  nurses  for  the  sick  and  imbeciles;  viz.,  one  who  superintends  all  tlie 
sick  in  the  infirmary  ;  one  for  the  four  wards  of  aged  and  infirm  women ;  and  one  for 
the  three  wards  of  aged  and  infirm  men,  in  the  body  of  the  workhouse.  Two  for  the  female 
imbeciles;  and  one  for  the  male  imbeciles.  The  wages  of  these  several  persons  are 
31  /.  4  *.,  28  /.  10  s,,  23  /.  10  *.,  30  Z.,  25  L,  and  35  L  per  year,  with  rations. 

There  are  not  any  paid  night  nurses.  A  male  and  a  female  night  watcher  sit  up  all  night 
in  the  infirmary ;  and  when  any  case  requires  special  attention,  a  special  nurse  is  provided. 
No  payment  is  made  to  these  pei*sons ;  but  they  have  extra  food. 

The  medical  officer  stated  that  the  class  of  inmates  in  this  union  is  higher  than  else* 
where ;  since  they  were  for  the  most  part  gentlemen's  servants  or  small  tradesmen ;  and 
therefore  that  the  unpaid  nurses  are  unusually  good,  and  well  conducted.  Both  the  paid 
and  unpaid  nurses  certainly  appeared  to  be  respectable  persons. 

He  was  also  of  opinion  that  stimulants  were  properly  administered  by  their  unpaid 
nurses;  (the  quantity  allowed  to  each  person  being  measured,  and  plnced  in  a  bottle  by 
the  bedside  of  the  patients  by  the  paid  nurse) ;  and,  in  general,  for  the  above  reasons, 
neither  the  medical  officer  nor  the  master  thought  that  any  considerable  increase  of  paid 
nurses  was  needful. 

The  medical  officer  thought  that  a  paid  night  nurse  should  be  appointed  for  the  infirmary, 
and  another  for  the  body  of  the  workhouse.  None  is  necessary  for  the  lying-in  ward,  since 
only  20  to  26  cases  are  admitted  yearly. 

Medical  OfiRcer.  J^^  medical  officer  engages  in  private  practice,  and  lives  near  to  the  workhouse.     He 

visits  the  workhouse  at  least  twice  a  day,  and  devotes  about  five  hours  daily  to  his  duties. 

He 
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He  inolades  all  the  imbeciles  on  his  list  on  account  of  the  dietary,  and  in  the  belief  that  they 
need  his  frequent  attention ;  so  that  with  the  infirmary,  imbecilei  and  aged  and  infirm 
wards,  he  has  about  380  persons  upon  his  books.  He  is  of  opinion  that  a  diet  for  the 
aged  and  infirm,  and  for  lunatics,  which  should  provide  meat  and  beer  daily,  would  be 
useful,  and  would  much  diminish  the  number  upon  his  list. 

The  guardians  provide  all  drugs,  but  he  dispenses  them ;  and  he  prefers  that  there  should 
not  be  a  dispenser.    The  cost  of  the  drugs  is  from  120/.  to  140  L  per  year. 

The^  also  supply  all  diets,  stimulants,  and  medical  appliances  when  ordered,  and  of  these 
there  is  no  stint. 

His  salary  is  275  /.,  and  the  extras  amount  to  about  25  /.  per  year.  Since  he  has  not 
much  time  which  he  can  devote  to  private  practice,  he  thinks  diat  the  salary  should  be 
400  /.  per  year. 

Somewhat  more  room  is  required  in  the  infirmary.  A  ward  is  needed  for  itch  cases, 
another  for  children,  and  a  third  for  occasional  fever  cases.  He  does  not  think  that  day 
rooms  would  be  of  much  service  in  the  infirmary,  since  many  cases  cannot  leave  their 
room  ;  and  of  the  old  scarcely  any  would  leave  it  to  go  into  a  day  room. 

He  is  satisfied  with  the  present  cubic  space  in  the  wards,  and  has  not  seen  any  evil  result 
from  it ;  but  since  there  has  been  so  much  talk  about  a  larger  quantity  being  necessary,  he 
has  advised  that  a  bed  here  and  there  should  be  withdrawn.  But  from  his  own  experience, 
he  sees  no  reason  to  change  the  present  plan. 

Roasted  meat  is  given  to  all  the  sick  on  one  day  weekly;  and  one  roasted  joint  is  sup- 
plied to  the  worst  cases  in  the  infirmary  daily.     Fish,  eggs  and  bacon,  and  similar  small ' 
dishes  are  cooked  in  the   infirmary  kitchen;  but  the  dinners  are   sent  from  th6  general 
kitchen,  and  are  kept  warm  by  several  closely  packed  trays  being  placed  in  a  tin  box^  and 
carried  quickly  to  the  infirmary. 

The  following  are  the  recommendations  which  I  have  to  make  in  reference  to   this  Recommendations, 
generally  excellent  workhouse : — 

1.  The  ventilation  should  no  longer  be  dependent  upon  the  windows,  but  the  central 
pane,  at  the  top  of  ef^ch  window,  should  be  made  of  perforated  glass.  The  windows  over 
the  doors  should  be  kept  open  to  the  extent  of  one  inch.  A  large  opening  made  in  the 
partition  walls,  between  the  wards  in  the  wings,  and  covered  in  with  metal,  having  large 

Grforations,  would  be  of  great  service;  and  more,  and  larger  air  bricks  could,  if  necessary, 
put  in  from  the  corridors.      The  dormitory  of  the  male  imbeciles   requires  special 
attention. 

2.  It  is  much  more  difficult  to  regulate  the  heat  with  steam  pipes  than  with  hot  water 
pipes. 

3.  More  prints,  illustrated  periodicals,  entertaining  books  and  games,  would  be  useful. 
More  arm  chairs,  of  an  easy  kmd,  are,  1  think,  required. 

4.  I  do  not  doubt,  that  in  addition  to  the  paid  night  nurses,  recommended  by  the  medical 
officer,  there  should  be  an  additional  paid  nurse  in  the  infirmary ;  and  that  the  stimulants 
and  medicine  should  be  given  by  the  paid  nurses  only. 

5.  A  dietary,  with  meat  and  beer  daily,  should  be  provided  for  the  aged  and  infirm.  The 
No.  6  dietary  at  this  workhouse  for  imbeciles  ctmtains  more  meat  than  can  be  actually  eaten 
at  once. 

6.  A  large  increase  has  very  recently  been  made  to  the  salary  of  the  medical  officer  but 
the  amount  should,  in  due  time,  be  yet  further  increased,  or  an  assistant  should  be  pro- 
vided who  would  live  within  the  workhouse,  and,  in  addition  to  his  other  duties,  would 
dispense  the  medicines. 

7.  Care  should  be  taken  that  the  flock  in  the  beds  be  kept  soft  by  frequent  teazing. 

8.  An  infectious  ward,  an  itch  ward,  and  a  sick  nursery  are  needed  in  the  infirmary ; 
^nd  as  the  building  is  now  full  in  the  winter  time,  a  spare  sick  room  or  two,  and  a  day 
room  on  each  side  for  convalescents  would  be  of  advantage* 

I  do  not  think  it  is  wise  to  voluntarily  place  cases  of  infectious  disease  with  others  in  the 
same  ward,  whatever  space  may  be  allowed. 


No.   17. 
STEPNEY. 


Wb  visited  this  union  on  25th  April  1866;  and  were  accompanied  by  the  master  and          Stepney. 
medical  officer.  

It  is  a  new  workhouse,  situated  in  the  suburbs  of  London,  and  on  a  well  drained  and 
salubrious  plot  of  land ;  but  immediately  in  front  of  it,  and,  indeed,  dividing  the  property 
into  two  parts,  is  the  railroad,  with  its  disturbing  noises  $  and  near  to  it  is  Bow  Common, 
on  which  are  bone  works,  which  are  said  to  fill  the  whole  snrrounding  air  with  an  oifensive 
odour  at  night. 

There  is  a  detached  infirmary  in  which  the  worst  cases  of  sickness  and  the  imbeciles  are 
placed ;  whilst  the  upper  floor  of  the  main  building  is  occupied  by  the  wards  of  the  aged 
infirm,  and  bed-ridden,  and  by  the  nursery,  and  the  Tying-in-wards.    There  are  not  any  fever  . 
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Step  KEY. 


Number  of  beds 
and  sixe  of  rooms. 


wards ;  since  fever  and  small-pox  cases  are  sent  to  the  hospitals.    Venereal  cases  are  re- 
tained in  the  infirmary ;  and  but  very  few  indeed  are  sent  to  the  Lock  Hospital. 

Cases  of  itch  are  sometimes  placed  in  the  same  ward  as  the  latter,  since  they  are  not 
numerous,  and  there  is  not  a  special  ward  for  them. 

The  children  occupy  a  separate  and  large  establishment  at  Limehouse. 

There  are  not  any  dfay  rooms  except  for  the  lunatics.  Baths,  water-closets,  lavatories, 
and  night  stools,  abound.    There  is  a  plentiful  supply  of  gas :  and  of  hot  and  cold  water. 

There  are  to-day  667  inmates,  of  whom  19  are  able-bodied  men,  and  45  able-bodied 
women ;  62  are  bed^ridden  men,  and  78  bed-ridden  women  ;  there  are  also  20  male,  and 
27  female  imbeciles;  and  42  sick  males,  and  76  sick  females,  in  the  infirmary.  The  total 
number  in  the  infirmary  is  165. 

The  following  are  the  dimensions  of  the  several  wards,  and  the  number  of  beds  which 
ihey  contain : — 


No.  of 
Ward. 


69 
68 
68 
12 

16 

20 
9 


49 

89 
46 
29 

84 

2 

8 

6 

1i6 
26 
24 
22 
110 

87 

108 

107 

106 
104 
102 
101 
100 

99 

88 

90 

98 


Clait  of  Inmatei,  or  Purpose  to  whidi  Appropriated. 


Empty 
Male  imbeciles'  day-room 
Male  imbeciles'  bed-room 
Men's  sick  ward    - 


Male  imbeciles'  bed-room  (night  only) 

Men's  foul  ward     -        -        -        . 
Ditto    -    ditto     •        -        •        . 


Men's  fiick  ward 


Female  imbeciles'  bed-room  (night  only) 

Femak  imbeciles'  day-room     • 
Female  imbeciles'  bed-room 
Women's  sick  ward         ... 


Female  imbeciles'  bed-room  (night  only) 
Women's  sick  ward        -        .        . 


Ditto 
Ditto 


ditto 
ditto 


Women's  sick  ward 

Women's  foul  ward 
Ditto    •    ditto   - 
Ditto    •    ditto  - 

Men,  sick  and  bed-ridden 


Ditto 
Ditto 
Ditto 


ditto 
ditto 
ditto 


Ditto    -      ditto 
Women's  lying-in-ward 
Women's  sick  ward 

Ditto    -    ditto 

Ditto    -    ditto 

Ditto  •  ditto 
Ditto  •  ditto 
Ditto    .    ditto 


Children's  bed-room,  nigbt  only 


Nnmher 

Length. 

Breadth. 

Height 

of 
Beds. 

Ft.  in. 

Ft.  ^ 

PI. 

Ft.  w. 

24  0 

16 

0 

11  6 

7 

80  7 

18 

6 

11  6 

... 

80  7 

18 

6 

11  6 

12 

80  7 

18 

7 

11  6 

12 

80  7 

18 

7 

11  6 

16 

24  0 

19 

9 

11  6 

10             i 

27  0 

19 

2 

11  8 

1  1* 
8 

+  20  0 

11 

7 

4  6 

24  0 

19 

9 

11  8 

24  0 

10 

11 

4  6 

24  0 

16 

0 

11  6 

80  7 

18 

7 

11  6 

^^^^ 

80  7 

18 

7 

11  6 

IS 

80  7 

18 

7 

11  6 

12 

80  7 

18 

7 

11  6 

10 

27  1 

19 

2 

11  8 

•1 

-h20  0 

11 

7 

4  6 

'  14 

24  0 

19 

9 

11  8 

c 

+  17  0 

11 

7 

4  6 

•  12 

80  7 

21 

8 

11  8 

1 

80  7 

12 

8 

4  6 

'  18 

24  0 

19 

9 

11  6 

10            1 

80  7 

21 

8 

11  6 

18 

19  0 

18 

0 

11  6 

6 

19  0 

18 

0 

11  6 

6 

26  7 

18 

1 

11  10 

\   lA 

+26  7 

14 

1 

2  0 

/ 

26  7 

18 

1 

11  10 

i 

+  26  7 

14 

I 

2  0 

11 

26  7 

18 

8 

11  10 

' 

+26  7 

14 

8 

2  0 

11 

28  9 

18 

8 

n  10 

i 

+28  9 

14 

8 

2  0 

10 

24  10 

23 

2 

11  0 

17 

28  6 

12 

i) 

11  6 

6 

24  10 

28 

0 

11  0 

11 

28  7 

28 

0 

11  0 

11 

28  8 

18 

11  10 

+28  8 

14 

2  0 

-   9 

26  9 

18 

11  10 

4 

+26  9 

14 

2  0 

11 

26  6 

18 

11  10 

1 

+26  6 

14 

2  0 

1    ^^ 

26  7 

18 

11  10 

16  donble 

+26  7 

14 

2  0 

J  8  single. 

26  0 

17 

9 

10  9 

U  doable 
\6  single. 

Hence  it  appears  that  usually  the  height  and  width  of  the  wards  are  11 
feet,  except  the  wards  on  the  upper  story,  which  extend  into  the  roof, 
about  16  feet  in  height  ' 


}  foetandl8to  20 
and  are  commonly 
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The  following  are  the  floor  space,  and  the  cubical  space,  allowed  to  each  bed : — 


Appendix. 


No. 

of 

Ward. 


69 

68 

68 

12 

15 

20 

9 

8 

49 

89 

45 

29 

34 

2 

3 

5 

26 

25 

24 

22 

110 

87 

108 

107 

106 

104 

102 

101 

100 

99 

88 

"90 

98 


Class  of  Inmates,  or  Parpose  to  which  AppropriatecL 


Empty     -.-.-. 

Male  imbeciles'  day-room 

Male  imbeciles'  bed-room 

Men's  sick  ward       .        -        -        - 

Male  imbeciles'  bed-room  (night  only) 

Men's  foul  ward       -        -        -        - 

Ditto  -  ditto  .        -        -        . 

Men's  sick  ward       .        -        -        - 
Female  imbeciles'  bed-room  (night  only) 
Female  imbeciles'  day-room 

Ditto   -   ditto      bed-room     • 
Women's  sick  ward  ... 

Female  imbeciles'  bed-room  (night  only) 
Women's  sick  ward  .        -        - 

Ditto    -    ditto  .        .        - 

Ditto    -    ditto  ... 

Ditto     -    ditto  ... 

Women's  foul  ward  ... 

Ditto     -    ditto  ... 

Ditto    -    ditto  ... 

Men,  sick  and  bed-ridden 

Ditto     •     ditto 

Ditto     -     ditto 

Ditto    -    ditto  ... 

Ditto     -     ditto 

Women's  lying-in  ward    -        .        - 
Women's  sick  ward  .... 

Ditto    -    ditto       -        -        -        . 

Ditto    •    ditto       .... 

Ditto     -    ditto       .... 

Ditto    -    ditto       ...        - 

Ditto    -    ditto       .... 
Children's  bed  room  (night  only) 


Floor  Space 

aUowed  to  each 

Person. 


Sup.  ft. 
51 

47 
47 
86 
47 
48 
48 
45 


Cubical  Space ' 

allowed  to  each 

Person* 


Stepney. 


Cub.  ft. 
591 

542 
545 
409 
545 
572 
592 
518 


44 

508 

47 

545 

36 

409 

37 

492 

40 

518 

50 

696 

47 

545 

50 

575 

49 

568 

49 

568 

46 

620 

42 

563 

42 

568 

48 

581 

34 

872 

56 

649 

52 

571 

49 

542 

48 

687 

42 

567 

46 

615 

81 

413 

88 

854 

Thus  it  appears  that  the  usnal  floor  space  and  cubical  space,  for  day  and  night  rooms,  are 
40  to  56  superficial  fect^  and  492  to  649  cubic  feet ;  and  that  in  only  three  wards  is  the 
cubical  space  less  than  500  feet  to  each  bed.     One  ward  has  less  than  400  cubic  feet. 

The  size  and  form  of  the  wards  are  very  suitable,  except  that  they  are  somewhat  too 
narrow,  and  permit  the  best  use  to  be  made  of  them.  None  of  the  wards  are  either  too 
small  or  too  wide  to  be  useful. 

The  wards  in  the  wings  of  the  infirmary  have  windows  on  two  sides,  and  are  Ught  and 
cheerful.  Some  of  those  in  the  centre  have  windows  only  on  one  side.  As  in  the  body  of 
the  workhouse  there  is  a  very  long  central  corridor,  with  wards  on  either  hand,  there  can  be 
windows  on  one  side  only ;  and  with  three  blank  walls  the  rooms  do  not  look  so  comfortable 
as  they  might  be. 

The  walls  are  generally  whitewashed,  but  the  lower  part  is  now  being  painted.  Coloured 
wash  is  placed  upon  the  walls  of  a  few  wards. 

The  beds  for  the  general  sick  are  of  flock,  whilst  those  for  dirty  cases  are  of  straw,  and 
those  for  the  imbecile  of  cocoa  fibre. 

In  some  instances  the  flock  is  not  well  teazed,  and,  indeed,  there  is  not  a  machine,  or 
any  well  arranged  plan,  for  teazing  it.  Some  are  also  too  thin,  but  very  generally  the 
flock  beds  are  fairly  good,  llie  cocoa  fibre  mattresses  have  become  hollow  and  thin  in 
the  middle,  and  do  not  properly  protect  the  inmate  from  the  iron  laths  underneath.  They 
are  not  taken  to  pieces,  and  the  coir  picked  and  pulled  with  adequate  frequency. 

The  bedsteads  are  of  iron,  with  laths,  which  are  rigid,  as  in  the  Crimean  bedstead ;  or 
more  commonly,  elastic. 

The  rugs  are  of  blue  cotton,  and  many  are  faded  and  old»  and  do  not  look  tidy.  The 
bed  covering  is  good. 

There  is  a  cupboard  in  many  of  the  rooms,  and  shelves  in  all,  on  which  the  crockery  and 
utensils  are  placed.  There  are  no  lockers  for  the  use  of  the  inmates.  A  few  short  stools 
are  provided,  and  benches  are  ordered.     There  are  chairs  and  night  stools  in  each  room. 

Two  or  three  roller  towels,  some  soap,  three  or  four  combs,  two  flannel  gowns,  looking 
glass,  and  thermometer,  are  provided  for  each  ward  ;  and  each  inmate  has  a  towel.  There 
are  only  five  htt  warmers,  and  one  chest  warmer  in  the  infirmary.  There  is  not  a  water  or 
airbed,  but  there  are  air  cushions  and  waterproof  sheeting. 

A  few  prints  are  placed  upon  the  walls.  Some  periodicals  (costing  5  s.  weekly)  are 
provided  ;  as  also  a  tiew  interesting  books.    There  are  also  games  of  various  kinds. 

372.  ^  S3  There 


Form  of  wards,  and 
general  character. 


Bedding  and  fur- 
niture. 
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REPORT  ON  THE  METROPOLITAN 


Appendix. 
Stepney. 


Cleanliness. 
Ventilation. 


Nursing 


Medical  Officer. 


Chaplains. 


There  is  an  aspect  of  bareness  of  furniture  in  the  rooms ;  and  there  are  no  signs  of 
luxury  in  these  arrangements. 

Every  part  of  the  linen,  bedding,  floors,  and  furniture,  was  clean. 

This  workhouse  is  another  flagrant  instance  of  the  inattention  to  ventilation.  No  wards 
could  be  more  readily  ventilated,  and  none  ought  to  be  sweeter,  yet  the  attempts  at  venti-^ 
lation  are  futile,  and  the  air  is  close  by  night  and  day.  The  ventilation  is  mainly  dependant 
upon  the  windows,  which  are  of  semicircular  shape  at  the  top,  and  draw  down  in  the  usual 
way.  There  are  open  fire-places,  and  also  one  or  more  large  openings  in  the  ceiling, 
covered  by  perforated  zinc,  and  one  or -more  circular  ventilators  in  the  floor,  both  of  which 
communicate  with  the  outer  air.  Some  of  the  ventilators  in  the  ceiling,  in  the  upper  rooms, 
go  through  the  roof,  and  are  protected  by  a  cowl. 

We  found  these  ventilators  closed  in  many  of  the  wards,  and  those  in  the  ceiling  covered 
by  wood  or  canvas.  In  cold  weather,  and  with  the  wind  in  certain  directions,  a  large  volume 
of  cold  air  descends  from  the  large  ventilators  in  the  ceiling;  and  as  the  rooms  are  kept 
warm  by  fire  and  deficient  ventilation,  this  descent  is  objected  to  by  the  inmates. 

There  are  also  holes  near  the  top  of  the  wall,  which  permit  ventilation  in  two  or  three 
wards,  which  were  formerly  used  as  fever  ward's,  and  which  are  built  in  the  roof;  but  there 
are  no  air  bricks,  leading  from  the  outer  air,  or  from  the  corridors,  and  placed  near  to  the 
floor,  or  10  the  ceiling;  no  openings  between  the  rooms,  or  over  the  doors  ;  and  no  windows 
swinging  on  central  pins,  in  the  walls  dividing  the  wards  from  the  corridors. 

The  padded  rooms  are  ^o  damp  for  want  of  ventilation,  that  the  padding  had  been  tempo- 
rarily removed,  and  the  rooms,  without  the  padding,  are  unfit  for  use. 

There  are  no  ventilators  in  the  corridors;  and  even  the  lights  which  are  placed  on  the 
stairs,  and  the  skylights  at  the  top  of  the  workhouse,  are  fixed,  and  do  not  admit  air.  The 
corridors  are  narrow. 

It  is  almost  past  belief  that  the  various  officers  and  the  visiting  committee  should  be 
aware  of  the  closeness  of  the  rooms,  and  yet  not  have  adopted  the  simple  expedient  of 
ventilating  by  ventilators,  and  not  by  windows. 

The  nursery  and  some  other  wards  were  close,  even  in  the  middle  of  the  day,  after  the 
windows  had  been  opened  during  the  morning. 

There  are  not  any  ventilators  in  the  labour  and  lying-in-room. 

There  are  five  paid  nurses  in  this  workhouse.  One,  a  man,  superintends  the  male  lunatics, 
and  all  the  male  sick  cases  in  the  infirmary ;  whilst  another,  a  female,  and  the  wife  of  the 
former,  performs  the  same  duties  in  reference  to  the  females.  One  night  nurse  has  cliarge  of 
the  whole  infirmary  at  night.  T>^o  others  are  devoted  to  the  bed-ridden,  and  aged  men  and 
women,  and  the  lying-in  ward  in  the  body  of  the  workhouse.  There  is  also  one  unpaid 
nurse  to  each  ward ;  and  usually  there  is  a  helper ;  and  some  of  them  are  unable  to  read. 

The  master  stated  that  at  present  there  is  much  difficulty  in  obtaining  unpaid  nurses^ 
since  many  prefer  to  remain  in  their  wards,  even  with  the  ordinary  workhouse  diet,  Hnd 
that  he  is  unable  to  make  a  choice. 

The  medical  officer  was  of  opinion  that  there  should  be  two  paid  nurses  for  the  lunatics 
of  each  sex,  and  a  paid  night  nurse  for  the  body  of  the  house. 

They  had  not  heard  any  complaints  of  the  unpaid  nurses  taking  the  stimulants  of 
the  patients,  and  they  had  never  seen  any  of  them  drunk,  except  after  having  been  out 
of  the  workhouse. 

The  medical  officer  lives  near  to  the  workhouse,  and  attends  also  to  the  children  at  Lime- 
house  schools.  He  is  permitted  to  take  private  practice.  He  attends  at  the  workhouse 
not  less'  than  twice  a-day,  and  sees  ordinary  cases  of  sick  on  alternate  days,  and  important 
cases  daily.  He  has  placed  the  imbeciles  on  his  list  in  order  to  give  them  a  better  diet; 
and  if  a  diet  were  provided  \%hich  afforded  meat  and  beer  daily,  inany  of  them,  and  of  the 
a^ed  sick,  would  not  be  placed  there.  He  devotes  about  four  hours  daily  to  his  duties 
within  the  workhouse,  and  about  two  hours  to  those  »t  Limehouse,  and  to  the  journey 
to  and  fro.  He  had  d6S  cases  upon  his  books  last  week,  of  whom  179  were  aged  or  bed^ 
ridden.  His  salary  is  120  /.  yearly  for  the  workhouse,  and  60  L  yearly  for  the  schools, 
besides  about  12/.  yearly  as  extras  for  midwifery,  and  a  sum  to  be  obtained  in  future  from 
lunacy  certificates. 

The  guardians  provide  the  drugs  for  both  these  institutions,  and  for  th^  whole  district, 
and  also  a  dispensary  and  a  dispenser  away  from  the  workhouse.  The  medical  officer 
thinks  that  his  salary  for  the  workhouse  should  be  250  /.  per  year,  and  then  he  would  cease 
private  practice.     He  does  not  need  a  resident  assistant. 

1  he  infirmary  is  top  small,  and  the  lunatics  should  be  removed,  and  aflbrd  room  for  other 
classes,  or  the  building  should  be  enlarged,'  and  the  lying-iu  and  sick  cases  be  removed 
from  the  body  of  the  workhouse. 

There  are  not  many  cases  of  midwifery.  Such  cases  remain  in  the  labour-room  for  the  first 
12  days,  and  are  then  removed  to  ward  No.  90.  One  nurse  to  about  50  acute,  and  to 
about  80  bed-ridden,  cases  would  suffice. 

There  are  two  chaplains  attached  to  the  workhouse,  who  each  attend  once  a  week,  and 
perform  Divine  service,  and  again  once  during  the  week,  to  visit  the  sick.  They  receive 
50/.  each  yearly,  and  do  not  live  in  the  workhouse.  We  found  a  man  dying,  and  learnt 
that  the  chaplam  is  not  summoned  to  see  dying  cases  until  desired  by  the  patient;  and 
when,  as  in  this  case,  the  inmate  did  not  wish  to  see  any  religious  minister,  he  died  without 
the  attendance  of  the  clergyman.    This  is  a  practice  which  is  much  to  be  regretted. 
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The  following  are  the  recommendations  which  I  offer  respecting  this  workhouse :  Appendix* 

1.  The  ventilation  should  be  immediately  made  good  throughout  both  the  infirmary  and 

the  workhouse.    Air  bricks,  the  width  of  two  bricks,  should  be  inserted  in  the  outer  wall,  at  Stepnbx. 

the  top  of  the  wards,  and  covered  on  the  inside  v^ith  perforated  zinc ;  whilst  on  the  oppo*  

site  wall,  or  that  separating  the  ward  from  the  corridor,  there  shouid  be  windows  inserted    Reoommendations. 
which  should  be  fixed  open  to  the  extent  of  one  inch,   by  night  and  day.     When  this  has 
been  effected,  the  large  central  ventilator  in  the  ceiling  of  the  upper  room  should  be  much 
reduced  in  size. 

Large  opening  should  be  made  over  the  doors  from  the  corridors,  and  protected  by  per- 
forated metal.  The  windows  on  the  corridors  and  staircases  should  be  plugged  open  to  the 
extent  of  one  or  two  inches,  and  a  strip  of  perforated  zinc  placed  across  the  opening. 

The  padded  wards  demand  immediate  attention. 

2.  In  order  to  provide  more  accommodation  for  the  general  sick,  it  may  be  advisable  that 
the  infirmary  be  enlarged,  or  that  the  imbeciles  be  removed  to  a  separate  building. 

Separate  itch  wards  should  be  provided. 

When  the  ventilation  of  the  wards  in  the  body  of  the  workhouse  has  been  effected, 
these  rooms  may  be  very  properly  used  as  sick  wards. 

3.  More  cupboards  or  dressers,  lockers,  bookshelves,  and  other  furniture  should  be  placed 
in  the  wards;  and  by  cushions  upon  the  benches  and  chairs,  by  prints  upon  the  walls,  and 
by  colouring  the  walls,  an  air  of  greater  comfort  might  be  given  to  them. 

4.  More  feet  warmers,  chest  warmers,  water  beds,  bed  rests,  and  other  medical  appliances 
are  necessary.  Some  bedsteads  with  racks  should  be  placed  in  every  ward  ;  and  particularly 
for  bed-ridden  cases* 

5.  It  would  be  much  better  if  the  worst  cases  of  syphilis  were  sent  to  the  Lock 
Hospital. 

6.  Paid  nurses  should  be  appointed,  as  suggested  by  the  medical  officer. 

7.  The  salary  of  the  medical  officer  should  be  increased,  with  extras. 

8.  The  flock  and  cocoa  fibre  in  the  beds  should  be  kept  in  better  condition. 

9.  A  dietary,  with  meat  and  beer  daily,  for  the  aged  and  imbeciles,  should  be  provided. 

10.  It  would  be  much  better  to  have  a  chaplain  to  devote  his  whole  time  to  the  duties  of 
his  office,  and  to  see  daily  all  cases  who  are  seriously  ill  or  dying. 

11.  The  following  is  the  number  of  beds  which  should  be  placed  in  the  several  wards: 


No. 
of 

dass  of  Inmates,  or  Purpose  to  which 

No. 

No. 

Class  of  Inmates,  or  Parpose  to  which 

No. 

nf 

Ward. 

Appropiiated. 

01 

Beds. 

Ward. 

Appropriated. 

01 

Beds. 

09 

Empty 

Male  imbeeiles'  day-room 

6 

6 

Women's  sick  ward 

10 

68 

.. 

26 

Ditto  -  ditto 

. 

8 

68 

Male  imbeciles'  bed-room 

.. 

25 

Women's  foul  ward 

• 

10 

13 

Men's  siok  ward     -         -         - 

9  or  10 

24 

Ditto  -  ditto 

8or4 

16 

Male  imbeciles'  bed-room  (night 

_ 

22 

Ditto  -  ditto 

8  or  4 

only). 

110 

Men,  siok  and  bed-ridden 

8 

20 

Men's  foul  ward     ... 

8 

87 

Ditto  -  ditto 

8 

9 

Ditto  -  ditto        ... 

8  or  10 

lOS 

Ditto  .  ditto 

8 

8 

Men's  sick  ward     •        •        • 

8 

107 

Ditto  •  ditto 

8 

49 

Female     imbeciles'     bed-room 

.«•, 

106 

Ditto  -  ditto 

8 

(night  only). 

104 

Women's  lying*in  ward  - 

4 

89 

Female  imbeciles'  day-room     - 

.^ 

102 

Women's  siok  ward 

8 

45 

Female  imbeciles'  bed-room 

.... 

101 

Ditto  -  ditto 

8 

29 

Women's  sick  ward 

9  or  10 

100 

Ditto  •  ditto 

A 

84 

Female     imbeciles'     bed-room 

... 

99 

Ditto  •  ditto 

8 

(night  only). 

88 

Ditto  -  ditto 

8 

2 

Women's  sick  ward 

8  or  10 

90 

Ditto  -  ditto 

8 

8 

Ditto  -  ditto        ... 

8 

93 

Ghildren'sbed-room(nigbton]y) 

~" 
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Appendix. 


Poplar. 


No.  18. 

POPLAR. 


Number  of  beds. 


We  visited  the  Poplar  workhouse  on  26th  April  1866,  and  were  accompanied  by  the 
master. 

This  workhouse  is  somewhat  old,  and  is  situated  on  the  banks  oF  the  Thames,  nearly 
opposite  to  the  Isle  of  Dogs,  and  consequently  in  a  low  situation,  and  in  a  locality  where 
good  drainage  is  difficult,  and  fresh  air  not  of  ready  attainment.  The  building,  however, 
IS  said  to  be  well  drained  ;  and  the  front  of  it  is  more  elevated  than  the  back. 

The  workhouse  consists  chiefly  of  two  blocks  of  buildings  placed  at  right  angles ;  and, 
notwithstanding  certain  low  workshops  and  other  buildings,  is  tolerably  open  at  the  back, 
The  guardians  contemplate  an  extension  of  the  workhouse  upon  this  plot  of  land ;  and 
the  new  buildings  would  doubtless  be  devoted  to  the  use  of  the  sick. 

This  building  contains  the  ordinary  inmates,  the  general  sick,  and  the  lunatics.  There 
is  an  abundant  supply  of  gas  and  cold  water;  but  hot  water  is  not  distributed  lo  the  upper 
rooms  by  pipes,  and  can  be  obtained  there  in  small  quantities  only  from  boiiers^  and  in 
larger  quantities  from  the  lower  part  of  the  building. 

There  are  water-closets  and  lavatories  in  connection  with  many  of  the  wards  ;  an^d  there 
are  portable  baths. 

There  is  a  day  or  sewing  room  for  the  ordinary  inmates ;.  and  a  part  of  another  room  is 
chiefly  used  as  a  day-room  by  the  aged. 

The  children  are  sent  to  the  Whitechapel  school,  at  a  cost  of  5  s.  6  cf.  per  head,  including 
all  expenses ;  but  all  under  four  years  are  retained  at  the  workhouse. 

The  lunatics  are  quiet  and  inottensive,  and  are  mixed  with  the  other  inmates. 

Cases  of  fever,  small-pox,  itch,  and  syphilis,  are  kept  apart  in  the  North-street  infirmary. 
This  consists  of  two  parts;  one  an  old  house,  in  which  the  oases  of  fever  are  placed,  as  well 
as  the  female  venereal  cases ;  and  a  new  building  in  the  rear,  which  was  erected  at  the  time  of 
cholera,  and  contains  cases  of  small-pox,  and  also  the  nursery  and  the  male  venereal  cases. 

This  building  is  supplied  with  cold  but  not  with  hot  water ;  and  the  latter  is  carried 
from  the  boiler  in  the  kitchen  when  required.     It  is  said  to  be  well  drained. 

There  is  a  carriage  on  two  wheels,  in  which  fever  cases  are  carried,  but  it  is  not  suffi- 
ciently easy.  There  is  also  a  long  litter  borne  by  hand,  on  which  the  sick  are  carried  to 
the  workhouse ;  and  both  this  and  the  carriage  are  repelling  in  appearance. 

Some,  perhaps  many,  of  the  cases  of  fever  are  sent  to  the  Fever  Hospital. 

There  are  443  inmates  to-day;  of  whom  62  are  able-bodied,  301  aged  and  infirm,  130 
sick  and  upon  the  medical  officer's  books,  and  60  are  children. 

The  dimensions  of  the  several  rooms  in  which  the  sick  are  placed,  and  the  number  of 
beds  in  each  room,  are  as  follow :— 


No.  of 

Class  of  Inmates, 

Number 

or 

Length. 

Breadth. 

Height. 

of 

Ward. 

Porpofo  to  which  Appropriated. 

Beds. 

Ft. 

in. 

Ft. 

in. 

Ft. 

in. 

8 

Male  sick  ward     -        -        - 

83 

9 

17 

1 

11 

4 

12 

2 

Ditto    -    ditto   -        -       -f 

83 
+  33 

9 
9 

16 

4 

10 

8 

11 
1 

^  1 
6   J 

12 

8 

Ditto    -    ditto    - 

22 

10 

28 

10 

11 

9 

12 

4 

Ditto    -    ditto    ... 

16 

0 

28 

10 

11 

9 

9 

46 

Women's  sick  ward        -       -  f 

88 

4 

23 

0 

11 

«   \ 

21 

+  33 

4 

8 

0 

8 

^   \ 

47 

Ditto    -    ditto    -        -       -r 

26 

0 

28 

6 

11 

®   \ 

14 

+  18 

6 

7 

6 

8 

3 ; 

48 

Ditto    •    ditto    - 

23 

2 

11 

9 

11 

6 

7 

49 

Ditto    -    ditto    -        -        - 

80 

4 

18 

9 

11 

6 

8 

60 

Women's  (sick  and  infirm)    - 

26 

7 

23 

6 

11 

6 

14 

40 

Women's  convalescent  ward  - 

80 

7 

16 

9 

11 

a 

6 

40a 

Ditto    -    ditto    ... 

21 

10 

18 

0 

11 

6 

14 

North-street  Old  Infirmary : 

Women's  fever  ward 

24 

2 

11 

7 

12 

8 

6 

Men's  fever  ward  -        -       -  f 

22 

28 

1 

11 

1} 

9 

+  22 

17 

1 

6 

Women's  small-pox  ward 

14 

10 

10 

8 

0 

3 

Women's  foul  ward 

16 

10 

10 

7 

6 

8 

Ditto    -    ditto    ... 

22 

10 

0 

7 

6 

4 

New  Infirmaiy,  North-stree 

;: 

Men's  foul  ward    ... 

26 

0 

20 

0 

U 

0 

9 

Men's  Bmall*poz  ward    - 
Ditto    -    ditto    - 

20 

0 

11 

9 

11 

0 

6 

24 

7 

20 

0 

12 

9 

10 

Children's  sick  nursery  - 

26 

4 

20 

0 

12 

9 

8 

Children's  small  nursery 

12 

2 

20 

0 

11 

8 

4 
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Hence  it  appears  that  the  general  height  and  width  of  the  rooms  in  the  body  of  the  work- 
house are  11 J  feet,  and  17  to  23  feet;  but  there  is  much  irregularity,  since  all  the  rooms 
in  the  upper  storey  are  built  in  the  roof. 

Those  of  the  new  infirmary  building  are  11  to  12}  feet,  and  20  feet. 

The  floor  space  and  cubical  space  allowed  to  each  bed  are  as  follow : — 


Appendix. 
Poplar. 


No.  of 

Ward. 


8 
2 
8 

4 
46 
47 
48 
49 
60 
40 
40a 


Class  of  IniDStes,  or  Parpose  to  which  Appropriatecl. 


Male  sick  ward         -        -        - 

Ditto  -  ditto  ... 

Ditto  -  ditto  ... 

Ditto  -  ditto  ... 

Women's  sick  ward  -        .        - 

Ditto    -    ditto       ... 

Ditto    -    ditto       ... 

Ditto    -    ditto       ... 
Women's  (sick  and  infirm) 
Women's  conTalescent  ward 

Ditto    -    -    -    ditto 

North-street  Old  Infirmary : 

Women's  fever  ward 
Men's  fever  ward      .        -        - 
Women's  small-pox  ward  - 
Women's  foul  ward  .        .        - 
Ditto    -    ditto       .        -        . 

New  Infirmary,  North-street : 

Men's  foul  ward        -        .        - 
Men's  small-pox  ward 

Ditto    -    ditto 
Children's  sick  nursery 
Children's  small  nursery   - 


Floor  Space 

allowed 

to  each  Person. 


Sup.  feet. 


48 
47- 
45 
42 
49 
61 
89 
62 
48 
85 
28 


47 
57 
52 
6(3 
75 


56 
47 
49 
63 
61 


Cubical  Space 

allowed 
to  each  Person. 


Cub.feet. 


544 
576 
583 
408 
531 
670 
447 
599 
494 
982 
823 


571 
913 
414 
422 
565 


611 
517 
627 

607 
684 


General  character 
of  rooms. 


Thus,  the  general  floor  space  and  cubical  space  in  the  body  of  the  workhouse  is  42  to 
52  superficial,  and  447  to  699  cubic  feet ;  but  four  wards  there,  and  two  small-pox  wards 
in  the  Norih-atreet  Infirmary,  have  less  than  600  cubic  feet  to  each  bed. 

The  general  aspect  of  the  wards  in  the  body  of  the  workhouse  is  very  varied.  Many 
are  irregular  in  form,  and  project  into  the  roof.  Many  have  outside  windows  on  one  side 
only,  and  inner  windows  on  the  opposite  side,  which  lead  into  the  corridors.  Others  have 
outside  windows  on  two  or  even  on  three  sides.  The  walls  are  coloured  ^reen  and  blue, 
each  six  months  alternately,  so  as  to  render  them  more  agreeable  to  the  mmates ;  and  in 
general  everything  has  been  done  to  render  the  wards  light  and  cheerful,  which  old  and 
irregularly  built  rooms  will  admit  of*  AH  the  rooms  ieire  sufficiently  large  to  be  useful ;  and 
some  are  so  lar^e  and  wide  as  to  admit  of  three  rows  of  beds. 

The  rooms  in  the  old  part  of  the  infirmary  are  small,  old,  and  wretched;  vnih  the 
exception  of  that  occupied  by  male  fever  cases,  which  is  larger,  and  open  to  the  roof. 
Those  in  the  newer  part  are  larger;  but,  having  windows  on  one  side  only,  are  not  so 
cheerful,  airy,  and  healthful  as  they  should  be. 

Generally  speaking,  the  character  of  the  rooms  is  not  so  good  as  that  of  sick  wards 
should  be. 

The  bedding  consists  of  a  flock  bed  and  iron  bedstead;  and  when  there  are  iron  laths,  Bedding  and furai- 
and  not  sacking,  there  is  a  thick  cocoa-fibre  mattress  placed  under  the  bed.     The  linen  ture. 
is  good,  but  not  of  very  good   colour.    The  rugs  are  chiefly  of  blue  cotton,  but  some  are 
woollen ;  yet  neither  the  one  nor  the  other  are  as  cheerful  and  good  as  they  should  be. 
The  bedsteads  are  six  feet  three  inches  in  length,  by  two  feet  six  inches  in  breadth ;  and 
nearly  all  have  racks. 

There  are  no  lockers.  Night-stools,  screens,  thermometer,  looking-glass,  and  small 
bookshelves,  are  found  in  all  the  wards.  There  are  also  large  woollen  nightgowns  and 
capes,  and  a  few  prints.  Six  copies  of  four  illustrated  periodicals  are  supplied  weekly  ;  and 
there  are  some  religious  books. 

Arm-chairs  and  single  chairs  are  found  in  all  (he  wards.  There  is  a  stove  which  projects 
into  the  room,  and  afi^rds  space  on  which  to  warm  the  plates,  and  a  boiler ;  while  at  the 
same  time  the  fire-place  is  open. 

Three  roller  towels  are  supplied  to  each  ward,  and  may  be  exchanged  at  any  time  for 
clean  ones ;  but  no  small  towels  are  given.  There  are  three  sets  of  combs  and  brushes  to  each 
ward,  and  the  soap,  for  the  use  of  the  inmates  only,  is  supplied  in  any  required  quantity. 

There  are  water  or  air  beds  and  cushions  in  the  workhouse,  which  are  sent  to  the 
North-street  Infirmary,  as  occasion  may  require ;  but  yet  bed  sores  do  sometimes  occur  in 
the  infirmary. 

372.  T  Every 


Digitized  by 


Google 


Appendix.  136 

Poplar. 


REPORT  ON  THE  METROPOLITAN 


Cleanliness. 
Ventilation. 


Nunlng. 


Every  part  of  the  linen,  wards  and  furniture,  was  clean ;  more  so,  perhaps,  than  might 
have  been  expected  in  an  old  workhouse. 

The  ventilation  is  effected  in  a  very  varied  manner,  and  yet  is  not  satisfactory.  In  some 
of  the  wards,  as  No.  8,  besides  a  gas  ventilator,  which  is  always  let  into  the  ronf,  there  are 
windows  in  the  partition  wall  of  the  corridor,  which  are  left  open  at  night,  and  ventilators 
in  both  walls,  one  set  of  which  are  fastened  up  and  closed.  In  many  cases  ventilators  are 
attached  to  the  doors ;  and  in  some  there  are  large  openings  between  the  rooms.  There  are 
also  a  very  few  air-bricks. 

But  notwithstanding  all  the  care,  the  ventilators  in  the  walls  are  imperfect,  insufficient, 
and  not  well  placed.  Some  of  the  rooms,  as  No.  48,  Were  close  at  our  visit ;  and  all  are  close 
during  the  night.  The  master  pays  much  attention  to  this  matter,  and  has  the  windows 
opened  in  the  very  early  morning,  and,  for  the  time,  renders  the  air  tolei-ably  good ;  but 
having  regard  to  the. low  situation  of  the  neighbourhood,  the  character  of  the  air,  and  the 
existing  system,  the  ventilation  requires  attention. 

There  is  much  less  attempt  at  veniilaiion  in  the  new  infirmary  buildings.  In  the  old 
fever  wards  there  are  large  gratings  in  the  wall  at  the  top,  on  one  or  both  sides.  The 
ventilation  of  the  female  fever  ward,  however,  is  not  at  all  so  good  as  it  should  be ;  and 
indeed  the  ward,  for  the  size,  number  of  inmates,  situation  on  the  around  floor,  and  venti- 
lation is  quite  unfit  for  the  treatment  of  such  important  ca^s.  We  saw  a  poor  woman 
lying  in  a  state  of  muttering  delirium,  who,  with  her  husband  and  child,  had  recently  been 
admitted,  and  who  certainly  should  have  been  taken  to  the  fever  ho^prtai. 

There  is  only  one  paid  nurse  for  the  sick  in  the  body  of  the  workhouse,  and  she  has  been 
appointed  very  recently,  at  a  salary  of  25  Z.  per  year.  There  is  also  a  paid  nurse,  receiving 
a  salary  of  30  guineas  per  year,  at  the  North-street  Infirmary. 

There  is  an  unpaid  nurse  in  each  ward  in  the  body  of  the  workhouse.  The  nurse  at  the 
infirmary  has  now  two  female  and  two  male  helpers  ;  but  when  there  are  more  cases  there 
she  has  four  women  to  help.  With  a  full  infirmary  there  is,  however,  some  difficulty  in 
inducing  the  inmates  of  the  workhouse  to  live  in  the  infirmary,  and  tend  the  sick. 

The  master  states  that  one  additional  nurse  is  needed  in  the  body  of  the  workhouse.  It  is  not 
needful  to  have  a  paid  night  nurse,  but  there  are  always  tluee  men  and  one  woman  employed 
as  night  watchers,  who  sit  up  all  the  night.  He  speaks  very  highly  of  his  unpaid  nurses, 
and  considers  them  quite  fitted  to  administer  stimulants  and  medicine  to  the  inmates.  He 
had  never  known  them  to  be  drunk  in  the  house ;  and  no  complaints  have  ever  reached 
him  that  they  drank  the  beer,  wine,  &c.  of  the  patients.  He  affirms  that  they  are  well 
conducted.    Some  of  thera  cannot  read.     The  inmates  are  willing  to  become  nurses. 

About  24  to  30  cases  of  midwifery  occur  in  the  workhouse  during  the  year,  and  the 
master  does  not  think  that  a  special  nurse  is  required  for  them.  The  guardians  do  not 
employ  a  midwife  for  these  cases,  but  the  medical  officer  attends  to  them. 

About  20  inmates  of  each  sex  require  some  attention  during  the  night. 

The  chaplain  performs  Divine  service  on  one  day  in  the  week,  and  visits  the  workhouse 
on  three  or  four  other  d.iys.  He  also  sees  those  who  are  seriously  ill ;  and  is  sent  for  to 
see  dying  persons.     Ministers  of  all  religious  denominations  are  admitted. 

The  medical  officer  attends  at  the  workhouse  on  three  or  four  days  weekly,  and  his 
assistant  attends  daily.  He  attends  whenever  summoned  to  an  urgent  case,  but  is  not  sent  for 
to  a  dying  case  when  it  had  been  seen  during  the  day,  and  was  hopeless.  The  guardians 
provide  the  medicines,  but  not  a  dispenser.  About  three  to  four  hours  daily  are  devoted  to 
the  workhouse  and  the  North-street  Infirmary ;  and  the  medical  officer  himself  always 
attends  at  the  latter  place. 

His  salary  is  only  about  60  L  \>eT  year,  besides  extras  for  midwifery  and  lunacy  certifi- 
cates, which  amount  to  about  46  Z.  He  thinks  that  the  salary  should  be  increased  to 
lOOZ.  or  150Z.  yearly,  and  the  guardians  should  provide  a  dispenser.  He  is  of  opinion  that 
another  paid  day  nurse,  and  a  night  nurse  should  be  appointed  for  the  body  of  the  work- 
house; and  also  a  night  nurse  at  the  infirmary  so  long  as  fever  and  small-pox  cases  are  kept 
there.  The  fever  cases  do  well  in  the  fever  wards,  although  so  old  ;  and  the  nurses,  both 
paid  and  unpaid,  are  very  efficient ;  but  the  new  cholera  buildings  are  ill-ventilated,  and  not 
better  than  the  old  fever  wards. 

Roasted  meat  is  provided  twice  a  week ;  and  the  meat  is  cooked,  with  great  ease,  hi  a 
large  gas  stove. 

The  guardians  freely  supply  all  extra  diets,  stimulants,  and  medical  appliances. 

Various  improvements  have  been  suggested  from  time  to  time ;  but  the  existing  uncer- 
tainty as  to  the  propriety  of  continuing  the  present  building,  or  of  pulling  it  down,  has  pre- 
vented any  action  being  taken. 

Recommendations.         The  following  are  the  recommendations  which  I  offer  respecting  this  workhouse : — 

1.  The  retention  of  fever  and  small-pox  cases  should  be  entirely  discontinued,  and  they 
should  be  sent  to  the  proper  hospitals. 

2.  The  old  buildings  at  the  North-street  Infirmary  are  quite  unfit  for  sick  persons,  and 
should  be  closed  at  once. 

3.  The  new  buildings  are  not  well  placed,  since  windows  cannot  be  opened  in  the  back 
wall ;  and  hence  the  rooms  are  neither  sufficiently  well  lit  nor  well  ventilated. 

4.  It 


Chaplain. 


Medical  o£Scer. 
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4.  It  would  be  far  better,  with  existing  arrangements,  to  send  the  greater  part  of  the 
venereal  cases  to  the  Lock  Hospital. 

,  5.  Proper  baths  with  hot  and  cold  water,  separate  water  or  air  "beds  and  cushions,  and 
proper  medical  appliances,  should  be  provided  at  this  infirmary.  Cases  of  bed  sores  have 
occurred  there,  and  in  future  should  be  prevented. 

6.  An  easy  and  more  suitable  fever  carriage,  on  four  wheels,  should  be  provided. 

7.  The  position  of  the  present  workhouse  is  not  by  any  means  so  favourable  as  one 
which  might  be  found  in  a  more  elevated  locahty  not  far  distant.  It  is  to  my  mind  very 
doubtful  whether  it  is  advisable  that  much  money  should  be  spent  upon  it,  either  to  enlarge 
it  for  ordinary  inmates  or  for  the  sick.  It  is  true  that  whilst  the  workhouse  is  not  good 
enough  for  the  sick,  it  may  not  be  so  unfit  for  the  occupation  of  ordinary  cases  as  to  render 
it  essential  that  the  building  shouhi  be  pulled  down  ;  but  having  regard  to  its  defects,  which 
are  irremediable,  to  the  presumed  value  of  the  site,  and  to  the  possibility  of  obtaining  a 
more  suitable  site  without  great  cost,  it  would,  I  thmk,  be  wise,  and  a  matter  of  sound 
economy,  to  build  a  new  workhouse  with  proper  hospital  buildings  elsewhere. 

8.  Something  might  be  done  to  improve  the  ventilation  of  the  wards  in  the  present  build- 
ing, by  inserting  near  to  the  ceiling  open  air-bricks  of  large  dimensions,  and  covered  with 
peHForated  zinc,  in  opposite  walls ;  hy  plugging  open  all  doora  and  windows  for  ventilation 
leading  from  the  corridors ;  by  placing  new  ventilating  windows  in  certain  partition  walls, 
as  in  that  between  Nos.  48  and  49 ;  and  by  maintaining  a  Freer  current  of  air  through  all  the 
corridor?.     Larger  ventilators  with  cowls  might  also  be  placed  in  the  roof. 

It  would  be,  however,  necessary  for  the  inspector  and  guardians  to  consider  the  special 
conditions  of  each  ward  separately. 

9.  A  special  dietary,  with  meat  and  beer  daily,  should  be  provided  for  the  aged  and 
infirm. 

10.  There  should  be  another  paid  nurse  appointed  for  the  body  of  the  workhouse,  and  also 
two  or  three  paid  night  nurses — one  or  two  for  the  body  of  the  workhouse,  and  one  for  the 
North-street  Infirmury.  So  long  as  fever  and  small-pox  cases  are  kept  at  the  infirmary,  the 
nurse  should  have  a  paid  day  assistant. 

11.  The  medical  officer  should,  I  think,  attend  personally  once  a  d^y,  at  both  the  work- 
house and  the  infirmary;  and  he  should  be  sent  for  to  all  dying  cases  which  have  not 
been  seen  for  several  hours.  The  fever  wards  should  be  visited  iwice  a  day  regularly,  so 
long  as  fever  cases  are  found  therein. 

His  salaiy  should  he  increased,  and  a  dispenser  provided,  who  might  also  act  as  clerk, 
or  superintend  the  nursing. 

12.  Lockers,  prints,  and  games,  and  some  additional  furniture,  should  be  supplied. 

13.  Hot-water  pipes  and  baths  should  be  placed  on  each  floor  and  in  each  lavatory,  both 
in  the  workhouse  and  the  infirmary. 

14.  The  following  is  the  number  of  beds  which  should  be  placed  in  each  ward  : — 


Ai^endix. 
Poplar. 


No.  of 

Class  of  Inmates, 

Number 

No.  of 

Class  of  Inmates, 

Number 

Of 

of 

or 

of 

Ward. 

Purpose  to  wliich  Appropriated. 

Beds. 

Ward. 

Purpose  to  which  Appropriated. 

Beds. 

8 

Male  sick  ward      -         -        - 
Ditto  -  ditto         -        .        - 
Ditto  -  ditto         -        -         . 
Ditto  -  ditto 

Women's  sick  ward 
Ditto    -    ditto 
Ditto    -    ditto 

10 

North  Street,  Old  Infirmary : 

2 
8 

4 
46 
47 
48 

10 
8 
6 

4 

- 

Women's  fever  ward 
Men's  fever  ward     -         -         - 
Women's  small-pox  ward 
Women's  foul  ward 
Ditto    -    ditto 

3  or  4 

6 
1  or  2 

2 

8 

49 
60 

Ditto     -    ditto 
Women's  (sick  and  infirm) 

8 
8  or  9 

New  Infirm iry,  North-street : 

40 

Women's  convalescent  ward     - 

9 

-. 

Men's  foul  ward      -         .        - 

8 

40a 

Ditto        -        ditto 

6  or  7 

- 

Men's  small-pox  ward     - 
Ditto    -      ditto 

3 

— 

6  or  8 

- 

Children's  sick  nursery    - 

— 

^ 

Children's  small  nursery 

""- 
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Appendix. 


No.  19. 


ST.  MARGARET  AND  ST.  JOHN'S,  WESTMINSTER. 


St.  Margaret 
AND  St.  John's, 
Westminster. 


Number  of  beds 
and  fdzo  of  rooms. 


We  visited  this  workhouse  on  27th  April  1866,  and  were  accompanied  by  the  master. 
We  also  had  the  advantage  of  a  conference  with  the  medical  officer. 

This  is  one  of  two,  and  the  smaller  of  the  two,  workhouses  belonging  to  the  parish.  It 
consists  of  a  new-looking  building,  entirely  enclosing  and  almost  altogether  covering  the 
small  plot  of  land  upon  which  it  is  built ;  and  it  is  placed  near  to  a  densely-populated 
locality,  with  narrow  streets  and  close  air. 

In  addition  to  the  main  body  of  the  building,  in  which  the  general  sick  and  the  ordinary 
inmates  are  placed,  there  are  small  wards  in  whicb  cases  of  fever,  small-pox,  itch,  and 
lunacy  are  placed ;  but  with  the  exception  of  about  20  cases  yearly,  all  fever  cases  are 
sent  to  the  fever  hospitals ;  and  lunatics  are  not  permanently  retained  there. 

We  did  not  find  a  case  of  fever  in  those  wards;  but  two  cases  of  itch  occupied  the  fever 
ward  on  the  women's  side. 

The  wards  for  males  and  females  are  on  separate  sides  of  the  centre  of  the  building; 
and  are  the  exact  counterparts  of  each  other ;  but  as  able-bodied,  aged  and  infirm,  and 
convalescent  cases  sleep  together  in  the  same  ward  (No.  65),  there  is  no  sufficient  attempt 
at  classification. 

The  children  are  placed  in  a  separate  school.  The  drainage  is  said  to  be  good ;  and  the 
supply  of  hot  and  cold  water,  and  gas,  ample;  but  we  found  one  of  the  tanks  for  hot  water 
out  of  order,  and  learnt  tliat  for  many  months  past  it  had  not  supplied  hot  water.  There 
is  a  sufficient  supply  of  water-closets,  baths,  and  lavatories.  The  building  is  in  great  part 
fireproof. 

The  number  of  inmates  is  173,  of  whom  20  are  able-bodied,  134  aged  and  infirm,  and 
sick,  and  29  children.    The  workhouse  is  always  very  nearly  full. 

Hie  following  are  the  dimensions  of  the  various  wards,  with  the  number  of  beds  in  each 
ward. 


No.  of 

Class  of  Inmates, 

Number 

or 

Length.        1 

Breadth. 

Height. 

of 

Waid. 

Purpose  to  which  Appropriated. 

Beds. 

Fi. 

tn. 

Ft. 

in. 

Ft. 

in. 

77 

Women's  sick  ward        -        -  f 

19 

6 

15 

3 

11 

S} 

13 

78 

+  21 

10 

18 

6 

11 

JIO 

79 

Ditto    -    ditto    .        -        - 

10 

0 

15 

3 

11 

0 

3 

89 

Women's  lying-in  ward  -        -  f 

19 

6 

15 

8 

11 

0  1 

12 

+  21 

10 

18 

6 

11 

0 

C5 

Women's  dormitory  (convales-J 

J9 

6 

15 

3 

11 

0 

9  double. 

cent).                                    i 

+  21 

10 

18 

6 

11 

0 

2  single. 

16 

Men's  sick  ward    "        "        "J 

19 
+    6 

6 
9 

12 

1 

6 
6 

10 
10 

9 
9 

6 

12 

Ditto    -    ditto    -        -       -f 

19 

0 

12 

6 

10 

»  1 

«i 

+    6 

9 

1 

C 

10 

®  J 

o 

21 

Ditto    -    ditto    .        .       -f 

19 

6 

12 

6 

11 

0   1 

0 

+  10 

0 

3 

0 

11 

0    J 

20 

Ditto    -    ditto    -        -        - 

13 

6 

8 

6 

11 

0 

2 

18 

Ditto    -    ditto    .        -        - 

13 

6 

8 

6 

11 

0 

2 

17 

Ditto    -    ditto    -        -        -f 

19 
+  10 

6 
0 

12 
3 

6 
0 

11 
11 

V 

6 

11 

Women's  itch  ward 

14 

10 

14 

0 

10 

0 

5 

19 

Men's  itch  ward     -        -        - 

14 

10 

14 

0 

10 

0 

5 

9 

Women's  insane    ward    (not  [ 

15 

0 

13 

3 

10 

n  1 

used).                                   i 

—   7 

0 

9 

10 

I  r 

4 

—    6 

0 

3 

10 

» J 

12 

Men's  insane  ward  (not  used)  f 

* 

15 

—   7 

0 
0 

18 

3 
9 

10 
10 

®  1 

4 

—    5 

0 

8 

10 

» 1 

Hence  it  appears  that  the  usual  height  of  the  rooms  is  11  feet;  whilst  the  width  is  very 
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The  floor  space  and  cubical  space  to  each  bed  are  as  follows : 


.139 


No.  of 
Ward. 


Clan  of  Inmates,  or  Purpose  to  which  Appropriated. 


floor  Spaoe 

Allowed 

to  each  Person. 


Cubical  Space 

Allowed 
to  each  PeraoD. 


Appendix. 

St.  Margaret 
AND  St.  Johk'si 
Westminster. 


77  1 
and  > 

78  J 
79 
80 
65 
16 
12 
21 
20 
18 
17 
11 
19 

9 
12 


Women's  sick  ward 

Ditto    -    ditto      ... 
Women's  lying-in  ward    - 
Women's  aormitory  (convalescent) 
Men's  sick  ward       ... 

Ditto    -    ditto      ... 

Ditto    -    ditto       ... 

Ditto    -    ditto       -        -        . 

Ditto    -    ditto      ... 

Ditto  -  ditto  .  -  - 
Women's  sick  ward  .  -  - 
Men's  itch  ward  -  -  - 
Women's  insane  ward  (not  osed) 
Men's  insane  ward  (not  used)   - 


Sup.  feet- 
54 

51 
58 
35 
50 
50 
46 
57 
57 
46 
42 
42 
45 
45 


Cub./eeL 
598 

559 
643 
886 
548 
543 
502 
631 
681 
502 
415 
415 
484 
484 


The  usual  floor  space  and  cubical  space  Is  therefore  42  to  57  superficial,  aud  415  to 
643  cubic  feet ;  and  four  of  the  wards  offer  less  than  500  cubic  feet  to  each  bed. 

The  rooms  are  irregular  in  form,  in  a  degree  which  I  have  not  seen  equalled  in  any  other  Form  of  wards  and 
building  whatever;  and  indeed  it  is  almost  incredible  that  any  architect  could  have  had  in-  general  character, 
genuity  enough  to  devise  a  workhouse  in  which  the  staircases  are  so  winding  and  dark, 
and  bounded  by  angular  walls,  the  corridors  so  narrow,  the  rooms  so  generally  small,  and 
with  scarcely  one  room  in  the  whole  building  which  has  four  right  angles,  or  the  form  of 
which  is  regular.  So  ill-devised  a  building  for  the  accommodation  of  the  sick  must  surely 
be  unique.  Even  the  larger  rooms  are  divided  into  two  parts,  which  communicate  by  a  wide 
archway,  and  are  of  unequal  form  and  size. 

There  are  windows  on  two  sidts  of  the  wards  in  a  large  majority  of  the  wards,  but  ihey 
are  small;  and  although  probably  sufficient  light  is  admitted,  many  of  the  wards  look 
anything  but  cheerful. 

The  bedding  consists  of  flock  beds  placed  upon  iron  bedsteads,  with  iron  laths.    The  Bedding  and  fur- 
bedsteads  are  six  feet  to  six  feet  three  inches  in  length,  and  two  feet  five  inches  to  two  feet  nitare. 
six  inches  in  breadth ;  but  some  of  the  beds  are  not  made  long  enough  to  cover  the  bottom 
of  the  bedsteads.    The  bedding  is,  Lowever,  generally  good ;  and  the  bed  covering  suffi- 
cient. 

There  are  a  few  common-looking  lockers,  and  some  night-chairs  in  each  ward.  The 
forms  have  no  backs  or  cushions  to  them  ;  and  the  chairs  are  few,  although  with  the  beds 
the  small  irregular  rooms  are  nearly  filled.  There  are  extremely  few  cupboards  and  book- 
shelves. The  prints  are  very  few  and  uninteresting.  The  supply  of  illustrated  periodicals 
has  recently  been  stopped,  except  a  copy  of  the  *^  Illustrated  News,"  which  the  chaplain 
brings.  There  is  a  very  small  library  ;  and  a  Bible  and  Prayer  Book  are  placed  in  each 
ward.  There  are  no  games,  as  draughts  and  dominoes ;  and  the  inmates  sat  in  all  the  rooms 
without  amusement  or  occupation. 

There  is  not  a  table  in  the  itch  and  fever  ward  ;  and  a  woman  sittting  in  that  ward  ate 
her  dinner  upon  her  lap. 

On  the  whole  there  is  a  great  deficiency  of  furniture,  and  there  is  very  little  that  gives 
an  aspect  of  comfort  to  the  wards. 

One  towel  is  supplied  to  each  inmate,  and  several  roller  towels  to  a  whole  ward.  Soap  is 
distributed  to  each  ward.     The  sheets  are  changed  weekly,  and  usually  more  frequently. 

The  linen,  wards,  and  furniture  were  clean.  The  linen  of  the  labour  bed  was  a  little 
stiiined  ;  but  there  was  a  mackintosh  sheeting ;  and  the  bed,  as  well  as  the  other  beds  in 
the  lying-in  wards,  were  clean. 

The  ventilation  of  this  workhouse  is  exceedingly  bad,  although  there  are  commonly  win- 
dows on  two  sides  of  the  wards ;  and  there  are  also  one  or  two  open  fire-places  in  each  room. 

There  are  a  very  few  air  bricks  in  the  workhouse,  and  they  were  closed;  but  many  of  the 
rooms  had  no  ventilators.  Even  in  a  large  room  there  were  only  two  air  bricks.  There 
were  no  panes  of  perforated  glass  in  the  windows;  no  ventilators  in  the  roof;  no  opening 
over  the  doors.  The  wards  were  said  to  be  exceedingly  close  at  night ;  and  bearing  in 
mind  the  radical  defect  in  tlie  construction  of  the  building,  and  the  close  air  of  the  sur- 
rounding neighbourhood,  they  could  not  be  otherwise.  The  air  in  the  corridors  and 
various  small  rooms,  even  in  the  middle  of  ihe  day,  was  very  close  and  disagreeable. 

No  ventilation  whatever  exists  in  the  miserably  small  fever  wards. 

There  are  three  paid  nurses,  viz.,  one  for  the  lying-in  ward,  who  is  also  the  midwife;  one  Nursing, 
for  the  female  infirmary,  and  one  for  the  male  infirmary;  each  of  whom  receives  10/.  per 
year,  with  mtions.  They  do  not  sleep  in  the  wards.  There  is  also  at  least  one  pauper 
helper  to  each  ward,  and  she  sleeps  with  the  inmates;  but  there  is  difficulty  in  obtaining 
pauper  help ;  and  when  they  have  become  useful,  and  particularly  at  the  season  of  the  year 
when  work  may  be  readily  obtained,  they  leave  the  workhouse. 
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There  is  not  a  paid  night  nurse,  neither  is  there  an  appointed  pauper  night  nurse;  but 
the  pauper  helpers  act  as  night  nurses,  as  occasion  may  require. 

The  medical  officer  advises  that  there  should  be  another  paid  nurac  on  ihe  men's  side, 
and  also  a  paid  night  nurse. 

The  sick  wards  are  not  locked  at  night. 
Chaplam.  There  is  a  chaplain,  who  attends  four  or  five  days  weekly,  and  performs  Divine  service, 

and  reads  prayers  in  the  wards.     He  is  always  sent  for  in  cases  of  danger,  and  to  the 
dying.     The  salary  is  60/.  per  year. 

The  medical  officer  has  held  the  appointment  for  about  30  years,  and  still  performs  the  duties 
in  person.  He  attends  during  about  two  hours  daily,  and  on  all  dying  cases,  and  when- 
ever he  is  sent  for.  He  does  not  employ  an  assistant  in  this  duty,  but  his  medicines  are 
dispensed  by  a  drug'^ist,  at  a  cost  of  about  25/.  or  30/.  per  year.  The  guardians  provide 
cod-liver  oil,  quinine,  sarsaparilla,  sulphur,  and  lard. 

His  salary  is  100/.  per  year;  and  there  are  not  any  extras,  even  for  midwifery. 

He  is  of  opinion  that  the  guardians  should  find  all  the  drugs;  and  that  with  the  present 
salary  there  should  be  payment  for  extras,  viz.,  for  midwifery,  lunacy  certificates,  and 
vaccinations. 

Roasted  meat  is  supplied  twice  a  week;  and  whatever  diets,  stimulants,  and  medical 
appliances  are  ordered,  are  readily  supplied. 

Recommendations.         The  following  are  the  recommendations  which  I  make  in  reference  to  the  workhouse: 

1.  The  character  of  this  workhouse  differs  somewhat  from'  others,  since  it  is  rather 
intended  to  be  a  temporary  residence  for  paupers  on  their  way  to  the  larger  workhouse  at 
Kensington,  tiian  a  place  where  they  should  be  permanently  treated,  and  hence  may  not 
need  the  same  appliances  and  comforts  whichought  to  be  present  in  a  workhouse;  but 
I  am  still  of  opinion  that  it  is  not  fit  for  the  proper  care  of  the  sick  in  its  present  state,  and 
should  be  discontinued.  As  I  am  informed,  the  guardians  desire,  and  intend,  to  remove 
the  workhouse  to  a  larger  site,  and  to  rebuild  it  in  a  more  suitable  manner. 

2.  The  ventilation  should  be  at  once  improved  in  eveiy  ward  and  corridor.  Air  bricks, 
of  a  somewhat  larger  size,  should  be  inserted  in  the  opposite  sides  of  every  room,  and  as 
near  to  the  ceiling  as  practicable,  and  kept  open  night  and  day,  care  being  taken  to  cover 
the  inside  with  perforated  zinc  if  needful.  Openings  of  large  size  should  be  made  above 
each  door  leading  from  the  corridors,  and  covered  with  perforated  .zinc;  and  ventilators, 
similarly  covered,  should  be  placed  in  the  ceilings  of  the  upper  floor. 

The  windows  in  the  corridors  should  have  perforated  glass  panes;  and  something  should 
be  done  to  substitute  iron  railings  for  walls  on  the  staii cases,  to  render  them  more  light 
and  airy. 

3.  Cases  of  itch  should  not  be  placed  in  the  fever  ward. 

4.  No  cases  of  fever  or  small-pox  should  be  treated  in  this  workhouse. 

5.  Greater  care  should  be  taken  to  prevent  the  occurrence  of  bed  sores. 

6.  Prints,  illustrated  periodicals,  amusing  and  religious  books,  games,  lockers,  cupboards, 
book-shelves, and  looking-glasses, should  be  provided  ingreater  abundance.  The  forms  should 
have  backs  and  cushions.  An  air  of  comfort  bhould  be  given  to  ihe  rooms;  and  it  would 
further  tend  to  that  end  if  the  wards  were  coloured  of  a  light  blue  or  light  green  colour. 

7.  One  or  two  paid  night  nurses  should  be  provided. 

8.  The  emoluments  of  the  medical  officer  should  be  increased,  and  the  guardians  should 
provide  all  the  drugs. 

9.  A  day  room  on  each  side  is  needed  for  the  use  of  the  sick  and  convalescent 

10.  A  dietary,  with  meat  and  beer  daily,  should  be  provided  for  ihe  aged  and  infirm. 

11.  Some  of  the  wards  are  overcrowded.  Two  women,  whether  sick  or  convalescent, 
should  not  occupy  the  same  bed  ;  and  only  the  following  number  of  single  beds  should  be 
placed  in  each  ward. 


No.  of 

Class  of  Inmates, 

Number 

No.  of 

Class  of  Inmates, 

Number 

or 

of 

or 

of 

Ward. 

Purpose  to  which  Appropriated. 

Beds. 

Ward. 

Purpose  to  which  Appropriated. 

Beds. 

77  1 

21 

Men's  sick  ward    -        -        - 

3  or  6 

and  I 

Women's  sick  ward 

11 

20 

Ditto  -  ditto         ... 

2 

78 

18 

Ditto  -  ditto 

2 

79 

Ditto    -    ditto 

2  or  8 

17 

Ditto  -  ditto         ... 

3  or  5 

89 

Women's  lying-in  ward  - 

lOorll 

11 

Women's  itch  ward 

2or4 

65 

Women's  dormitory  (convales- 

— 

19 

Men's  itch  ward      -        .        - 

2  or  4 

cent). 

9 

Women's    insane    ward    (not 

16 

Men's  sick  ward      -         -        - 

3  or  6 

used). 

12 

Ditto  -  ditto         -        -        - 

a  or  5 

12 

Men's  insane  ward  (not  used). 
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We  visited  this  workhouse  on  28th  April  and  8th  May  1866,  and  were  accompanied  by 
the  master  and  medical  officer. 

It  is  situate  in  Poland-street,  in  the  centre  of  a  populous  district,  and  is  well 
drained.  Certain  parts  of  the  building  are  very  old ;  and  a  row  of  old  houses  belonging 
to  the  parish  occupy  the  land  immediately  facinoj  the  street,  and  might,  if  needful,  be  pulled 
down  for  the  enlargement  of  the  workhouse.  The  building  on  the  north  side  is  of  recent 
erection,  and  of  improved  construction. 

The  sick  are,  for  the  most  part,  placed  in  separate  sick  wards,  the  women  being  in  the 
new,  and  the  men  in  the  old  building ;  but  a  few  are  found  from  time  to  time  in  the  aged  and 
infirm  wards. 

There  are  not  any  fever  and  small-pox  wards,  since  cases  of  that  class  are  sent  to  the 
hospitals.  The  imbeciles,  with  the  exception  of  three  cases  on  the  men's  side,  and  two  on 
the  women's  side,  are  distributed  through  the  workhouse.  Itch  cases  on  the  men's  side 
are  placed  in  a  part  of  a  large  room  on  the  basement,  separated  by  dwarf  partitions  from  the 
receiving  wards.  Venereal  cases  are  also  received  into  another  and  similar  part  of  the 
same  room;  and  in  the  course  of  a  day  or  two  are  removed  into  the  wards,  and  mixed  with 
the  ordinary  sick,  or  they  are  sent  to  the  Lock  Hospital.  A  similar  combination  of 
receiving  ward,  itch  ward,  and  venereal  ward,  exists  on  the  women's  side. 

There  are  not  any  day-rooms  for  the  use  of  the  sick.  A  plentiful  supply  of  cold  water  exists 
in  all  parts  of  the  workhouse.  Hot  water  must  be  carried  up  into  the  women's  wards ; 
but  on  the  men's  side  there  are  small  boilers,  which  supply  hot  water  enough  for  a  bath. 
Gas  is  supplied  to  the  workhouse. 

There  are  lavatories,  water-closets,  and  baths,  in  various  parts  of  the  workhouse. 

There  are  now  628  inmates,  of  whom  224  are  sick,  and  upon  the  books  of  the  medical 
officer,  343  are  aged  and  infirm,  41  are  able-bodied,  and  20  are  children. 

The  following  are  the  dimensions  of  the  several  wards  occupied  by  the  sick,  with  the 
number  of  beds  in  each  ward  : — 


St.  James, 
Westminster. 


Number  of  beds,  and 
size  of  rooms. 


No.  of 

Class  of  Inmates, 

Number 

or 

Length. 

Breadth. 

Height. 

of 

Ward. 

Purpose  to  which  Appropriated. 

Beds. 

FU 

in. 

Ft. 

in. 

Ft. 

in. 

9 

Women's  sick  ward 

. 

40 

8 

10 

7 

11 

9 

9 

10 

Ditto     -    ditto    - 

. 

40 

8 

16 

7 

11 

9 

13 

11 

Ditto    -    ditto    - 

. 

40' 

8 

17 

5 

11 

9 

15 

18 

Ditto    -    ditto    - 

• 

40 

8 

17 

9 

11 

9  r 

1  doable. 

13  single. 

81 

Men's  sick  ward    - 

-J 

56 
—  10 

3 
6 

18 

1 

6 
0 

10 
10 

9    \ 
9    J 

14 

82 

Ditto    -    ditto    - 

• 

63 

8 

26 

0 

10 

6 

17 

42 

Men's  insane  ward 

. 

24 

0 

10 

2 

11 

0 

3 

42a 

Ditto    -    ditto    - 

- 

20 

4 

10 

2 

11 

0 

3 

Women's    insane    ward, 

day 

16 

0 

8 

9 

12 

1 

-~ 

room. 

Women's  bed  room 

. 

16 

0 

9 

0 

12 

1 

4 

Women's  itch  ward 

. 

26 

2 

0 

4 

9 

"{ 

3  double. 

1  ringle. 

Ditto    -    ditto    - 

-■ 

13 

4 

9 

6 

9 

0 

3 

Women's  receiving  ward 

30 

3 

16 

2 

9 

Of 

6  double. 
1  single. 

Thas,  the  usual  heigbt  of  the  sick  wards  is  irom  11  to  12  feet,  and  the  width  about 
17  feet 


372. 


T4 
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St.  James, 
Westminster. 


General  character 
of  wards. 


Bedding  and  furni- 
ture. 


Cleanliness. 


Ventilation. 


Nursing. 
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The  floor  spac^  and  cubic  space  allowed  for  each  bed  is  as  follows : — 


No.  of 
Ward. 


Clau  of  Inmates,  or  Purpose  to  which  Appropriated. 


Floor  Spaee 

aUowed 

to  each  Person. 


9 
10 
11 
18 
31 
82 
42 
42a 


Women's  sick  ward 

Ditto    -    ditto 

Ditto    -    ditto 

Ditto    -    ditto 
Men's  sick  ward      -        -        • 

Ditto  -  ditto 
Men's  insane  ward    -        -        - 

Ditto  -  ditto  .  -  - 
Women's  insane  ward,  day  room 
Women's  bed  room  -  -  - 
Women's  itch  ward  - 

Ditto  -  ditto  -  -  - 
Women's  receiving  ward  - 


Sup,  feet  • 


48 
62 
47 
48 
74 
79 
81 
69 

39 
35 
43 
38 


Cubicsl  Space 

allowed 
to  each  Person. 


Cuh.feet. 

.  662 
609 
665 
666 
791 
829 
895 
768 

466 
314 
887 
338 


The  general  floor  space  and  cubic  space  for  each  bed  is  47  to  79  superficial,  and  655  to 
896  cubic  feet;  and  of  the  "sick  wards''  none  have  less  than  600  cubic  feet  The  small  room 
in  the  basement  for  venereal  and  other  cases  ofiers  less  than  400  cubic  feeL 

The  rooms  are  in  general  very  long  in  proportion  to  their  width,  and  in  length  occupy 
the  whole  width  of  the  building.  There  are  windows  at  each  end ;  but  from  the  length  of 
the  rooms  they  are  scarcely  sufiicient  to  render  the  rooms  light  and  cheerful.  However,  in 
all  respects,  the  wards  in  the  new  building  are  much  to  be  preferred  to  those  in  the  old 
building.  The  itch  wards  in  the  basement,  both  on  the  men's  and  women's  side,  are  dark 
and  cheerless,  and  are  not  fit  for  the  treatment  of  any  kind  of  disease. 

The  bedding  consists  of  flock  beds  and  iron  bedsteads.  On  the  women's  side  the  bed- 
steads have  iron  laths,  and  there  is  a  straw  palliasse  under  the  bed ;  but  on  the  men's  side 
the  iron  bedsteads  have  sacking,  and  the  bed  is  placed  directly  upon  it 

The  flocks  are  not  properly  teased,  and  many  therefore  are  lumpy.  There  is  not  a 
machine,  or  any  system  of  keeping  the  flock  teased  and  soft. 

The  rugs  are,  for  the  most  part,  old,  yellow,  and  not  cleanly  looking,  and  should  not  be 
continued ;  but  woollen  rugs  of  a  reddish  colour  and  cheerful  appearance  have  been  intro- 
duced into  some  of  the  wards. 

There  are  lockers  in  the  ward,  also  a  few  book-shelves,  a  looking-glass,  a  few  chairs, 
some  small  benches  without  backs  and  cushions,  and  a  very  few  prints ;  but,  in  general,  the 
aspect  of  the  wards  is  somewhat  wanting  in  comfort. 

No  illustrated  periodicals  are  purchased  by  the  guardians;  but  many  are  given  to,  or 
bought  by,  the  patients.     We  did  not  see  many  interesting  or  religious  books. 

One  sheet  is  changed  weekly,  and  more  frequently  when  necessary.  Three  or  four  roller 
towels  are  provided  for  the  inmates  in  each  ward,  as  well  as  a  few  tea  towels,  and  towels  for 
the  use  of  the  medical  officer.  Two  combs,  and  two  hair  brushes,  are  supplied  to  each 
ward.  There  are  several  wash-hand  basins  in  the  wards ;  and  soap  is  allowed  in  any  required 
quantity.  The  arrangements  in  the  itch  wards  are  much  less  satisfactory.  Some  excellent 
prints  have  been  given  to  the  workhouse,  and  the  master  is  now  hanging  them  on  the  walls. 

The  beds  are  six  feet  in  length,  and  two  feet  five  inches  and  three  feet  in  width. 

We  visited  this  workhouse  early  in  the  morning,  and  before  the  rooms  were  perfectly 
cleaned ;  but  with  the  exception  of  the  sheets  in  the  itch,  veneral,  and  lunacy 
wards,  everything  seemed  to  be  fairly  clean.  Many  of  the  bed  rugs  looked  dirty.  The 
labour  bed  was  clean,  and  an  impermeable  sheet  is  used  upon  it^  but  not  upon  tne  other 
lyine-in  beds. 

Tne  construction  of  the  wards  renders  their  ventilation  somewhat  difficult,  since  the 
space  of  outside  wall  is  very  small  in  proportion  to  their  capacity.  There  are  ventilators 
in  the  outer  wall,  and  also  into  air  flues  in  the  side  of  the  rooms.  On  the  women's  side 
the  former  are  capable  of  being  enclosed  by  a  door,  and  when  the  door  is  opened  the  volume 
of  air  which  is  admitted  must  be  large,  and  require  division  by  perforated  zinc.  On  the 
men's  side  the  ventilators  are  protected  by  a  covering  board  placed  on  an  inclined  plane, 
and  direct  the  current  of  air  towards  the  ceiling ;  but  many  of  them  are  shut  and  exclude 
the  air. 

There  are  not  any  openings  in  the  long  bare  partition  walls  between  the  rooms,  and 
thereby  the  ventilation,  as  well  as  the  light,  is  less  than  it  might  be. 

The  corridors  are  wide  on  the  womeirs  side,  and  as  the  ventilation  is  dependent  upon 
windows  without  perforated  glass,  they  are  insufficiently  ventilated. 

The  ventilation  in  the  basement  wards  is  not  equal  to  that  of  the  upper  rooms;  and  a 
drain  smell  was  perceptible  at  the  sink  attached  to  the  men's  basement  wards.  That  also 
of  the  small  imbecile  wards  is  not  at  all  satisfactory.  The  ventilation  in  the  basement 
wards,  on  the  women's  side,  is  even  more  unsatisfactory  than  that  of  the  men's  wards. 

There  are  not  any  paid  nurses  in  the  workhouse,  except  the  midwife,  who,  in  addition 
to  attending  to  cases  of  midwifery  in  and  out  of  the  house,  acts  as  nurse  in  the  midwifery 
ward.  There 
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There  is  a  pauper  nurse,  and  two  or  three  helpers  in  each  ward.    The  former  receives  1  s.         Appendix. 

per  week,  and  the  latter  4^cf.  per  week,  besides  extra  food.  '  They  in  turn  also  act  as  night  *"■' 

nurses;  but  a  male  night  nurse  is  appointed  to  the  charge  of  three  wards  on  the  men's         St.  James, 
side.  Westminster. 

The  roaster  had  not  known  more  than  three  cases  in  which  the  nurses  had  taken  the 
stimulants  ordered  for  the  patients,  and  very  generally  they  are  reliable  and  well  conducted. 

The  master  and  matron  issue  the  stimulants,  and  the  pauper  nurses  receive  and  administer 
them.  They  also  administer  the  medicines ;  and  although  all  can  read  to  some  extent, 
some  of  them  make  mistakes. 

The  medical  officer  has  occupied  his  present  position  for  35  years;  and  no  change  has  Medical  officer, 
been  made  in  it,  or  in  his  emoluments,  for  30  years. 

He  attends  to  all  the  in-door  and  out-door  poor  of  the  parish ;  the  former  duty  being 
chiefly  peformed  by  himself  personally,  and  the  latter  by  his  assistant ;  and  he  is  allowed 
private  practice. 

About  two  hours  per  day  are  devoted  to  the  in-door,  and  about  three  hours  to  the  out- 
door poor;  but  either  himself  or  his  assistant  receives  frequent  summonses  to  attend  the 
sick,  both  by  day  and  night.  He  also  visits  the  lunatics  in  the  Asylum,  and  the  children 
at  the  schools  in  the  country;  attends  to  cases  of  midwifery  of  an  unusually  diffi- 
cult character,  and  vaccinates  the  children.  For  these  various  duties  he  receives  350  /• 
per  year,  and  provides  the  requisite  drags,  dispenser  and  assistant,  leaving  a  nett  income 
of  200  /.  per  year  or  upwards. 

He  thuiks  the  present  arrangement  is  advantageous  to  the  poor ;  and  he  is  satisfied  with 
his  present  position  and  emoluments. 

He  finds  many  pauper  nurses  who  are  very  well  conducted,  and  who  take  great  interest 
in  the  performance  of  their  duties ;  and  he  is  not  dissatisfied  with  them.  He  thinks,  how- 
ever, that  one  superintendent  nurse  for  the  day,  for  both  sexes,  would  be  of  advantage; 
and  he  speaks  mcst  highly  of  the  watchfulness  of  the  workhouse  master. 

He  considers  that  there  is  sufficient  accommodation  for  the  sick,  but  the  rooms  in  the 
basement  are  too  dark.  The  cases  of  illness  do  well  in  the  different  wards.  There  are 
sufficient  baths  and  water-closets. 

The  following  are  the  recommendations  which  I  offer  in  reference  to  this  hospital  :^ 

1.  It  is  clear  that  as  the  workhouse  is  now  over  full  in  winter  time,  more  accommodation 
is  required.  This  might  be,  at  least  in  great  pait,  provided  by  taking  down  the  houses 
belonging  to  the  parish,  and  erecting  proper  wards  with  a  frontage  to  Poland-street. 

2.  The  wards  in  the  basement  should  be  immediately  closed. 

3.  The  ventilation  should  be  further  improved  by  taking  away  the  shutters  and  cover- 
ings, and  substituting  perforated  zinc.  Also  by  making  openings  in  the  partition  walls,  as 
in^No.  81,  with  or  without  a  window  which  may  be  opened,  and  fixed  a  little  open. 

The  ventilation  of  the  corridors  should  be  improved  by  having  permanent  openings  in 
the  windows. 

4.  Hot  water  should  be  supplied  by  pipes  to  all  parts  of  the  workhouse. 

5.  The  wards  should  be  decorated  and  rendered  cheerful,  and  the  chairs  and  other 
furniture  somewhat  inci^ased. 

6.  The  old  rags  should  be  reaioved,  and  the  linen  and  bed-ticks  in  certain  of  the  wards 
kept  more  cleanly. 

The  flock  in  the  beds  should  be  regularly  teazed,  and  the  beds  made  softer. 

7.  At  least  two  day  and  two  night  paid  nurses  should  be  appointed ;  and  to  them  alone 
should  be  committed  the  duty  of  receiving  and  administering  the  stimulants  and  medicines. 

8.  Two  day  rooms  should  be  provided  for  convalescents. 

9.  Until  better  classification  can  be  effected,  it  would  be  wise  that  all  cases  of  venereal 
disease  should  be  sent  to  the  Lock  Hospital. 

The  drugs,  and  all  medical  appliances,  should  be  provided  bv  the  guardians;  and  extras 
for  vaccination,  midwifery,  and  lunacy  certificates  should  be  allowed  to  the  medical  officer, 
as  permitted  by  the  Consolidated  Order  of  the  Poor  Law  Board.  He  should  also  be  paid 
for  an  assistant 

The  following  is  the  number  of  beds  which  should  be  placed  in  each  ward : 


Recommendations. 


No.  of 

.  Class  of  Inmates, 

Number 

No.  of 

Class  of  Inmates, 

Number 

or 

of 

or 

of 

Ward. 

Purpose  to  which  Appropriated. 

Beds. 

Ward. 

Purpose  to  which  Appropriated. 

Beds. 

9 

Women's  sick  wai'd 

7 

42a 

Men's  insane  ward  -        -        - 

3 

10 

Ditto    -    ditto 

l2orld 

- 

Women's    insane    ward,     day 
room. 

U 

Ditto    -    ditto 

12orl4 

18 

Ditto    -    ditto 

12orl4 

mm 

Women's  bed-room 

..1. 

31 

Men's  sick  ward     ... 

16orl8 

m. 

Women's  itch  ward 

... 

32 

Ditto  .  ditto 

17orl8 

m, 

Ditto    -    ditto 

^« 

4-3 

Men's  insane  ward  -        -        - 

4 

— 

Women's  receiving  ward 

— 

37a. 


u 
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Appendix. 
Kensington. 


Size  of  rooms,  and 
number  of  beds. 


No.  21. 
KENSINGTON. 


We  visited  the  workhouse  at  St.  Mary  Abbott's  Kensington,  on  9th  May  1866,  and 
were  accompanied  by  the  master  and  medical  oflScer. 

It  is  admu*ably  situated  in  one  of  the  most  healthy  suburbs  of  London,  and  is  surrounded 
by  land  which  is  well  laid  out  as  an  ornamental  garden.  The  sub-soil  is  of  gravel,  and 
the  drainage  good. 

The  sick  are  placed  in  a  detached  infirmary,  which  was  built  only  four  or  five  years 
ago  in  the  rear  of  the  main  building,  in  certain  low  one-storied  building,  which  were 
built  for  schools,  and  for  other  purposes,  and  in  the  main  building  which  was  erected 
nearly  20  years  ago. 

Cases  of  fever  and  small-pox  are  almost  invariably  sent  to  the  hopitals;  but  there  is  a  foul 
ward  in  which  a  case  of  fever,  temporarily  retained,  would  be  placed  with  other  infectious 
cases.     It  is,  however,  practically  correct  to  state  that  all  such  cases  are  sent  away. 

Noisy  and  violent  lunatics  are  sent  away,  and  the  quiet  inmates  of  that  class  are  dis- 
tributea  throughout  the  building. 

Venereal  cases  are  not  admissible,  according  to  the  instructions  of  the  guardians,  but  a 
few  obtain  entrance. 

Cases  of  itch,  hooping  cough,  and  other  infectious  diseases,  on  the  women's  side, 
areplaced  in  one  ward. 

There  is  not  a  separate  sick  nursery. 

The  children  are  sent  to  an  industrial  school  at  Plashet. 

There  are  in  the  workhouse  about  280  sick  persons. 

There  are  three  day  rooms  for  the  use  oi  the  sick,  viz.,  one  for  the  children,  one  for 
men,  and  one  for  insane  men. 

There  are  lavatories  and  portable  baths,  but  there  are  not  any  fixed  baths,  neither  is 
there  hot  water  on  the  upper  floors. 

The  water  is  from  an  Artesian  well,  and  is  very  soft  and  abundant. 

The  following  are  the  measurements  of  the  various  sick  wards,  with  the  number  of 
beds  found  in  the  rooms : 


NuBiber 

CUm  of  Inmatet, 

Number  of 

of 

or 

Length. 

Breadth. 

Height 

Bedi. 

Ward. 

Parpose  to  which  Appropriated. 

Ft. 

in. 

Ft. 

tit. 

Ft.     in. 

Nursery    -        -        .       -< 

30 
+  30 

8 
8 

16 
13 

0 
6 

10    6 
1     6 

} 

18 

Infirmary ; 

# 

Lying-in  ward   -        -        - 

17 

0 

18 

0 

12     0 

6 

Ditto    -    (convalescent)     < 

22 
+  22 

9 
9 

16 
14 

9 
8 

10     6 
2     6 

} 

8 

Women's  fonl  ward     - 

12 

8 

12 

8 

9     0 

8 

Imbecile  women 

50 

3 

20 

0 

12     0 

22 

1 

Women's  sick  ward  (con-f 
valescent).                        \ 

29 

6 

17 

0 

10     6 

■. 

11 

+  29 

6 

14 

6 

2     6 

2 

Women's  sick  ward    -       -< 

61 
+  61 

6 
6 

20 
16 

0 
0 

10    6 
2     6 

21 

3 

Ditto    -    ditto          -        -j 

29 
+  29 

8 
8 

17 
14 

0 
6 

10     6 
a    6 

10 

4 

Men's    conv^escent     ward 
(night  only). 

39 

0 

15 

4 

11    10 

15 

Men's  day  room 

23 

9 

15 

4 

11  10 

•» 

6 

Men's  sick  ward 

88 

9 

16 

1 

9  10 

12 

6 

Ditto    -    ditto 

33 

10 

15 

5 

9  11 

12 

7 

Ditto    -    ditto           -        J 

39 
+  89 

2 
2 

16 
13 

6 
6 

10     6 
3     8 

} 

13 

8 

Men's  imbecile  ward  - 

23 

6 

13 

4 

9     0 

6     • 

9 

Ditto    .    ditto           -       -| 

80 
+  30 

6 
6 

16 
13 

2 
2 

10     8 
2     6 

} 

18 

10 

Women's  itch  ward     - 

20 

0 

17 

4 

18     0 

8 

11 

Women*  s  aged    and  infirm 
ward. 

35 

0 

17 

2 

12     0 

14 

12 

Ditto    -    -    ditto      - 

85 

0 

17 

3 

12     0 

14 

18 

Ditto    -    -    ditto      - 

84 

0 

16 

10 

11     0 

13 

14 

Ditto    -    -    ditto      . 

85 

5 

17 

0 

11     0 

18 

Hence 
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Hence  it  appears  that  in  the  infirmary  the  usual  height  and  width  of  the  rooms  are  10  Appendix, 

to  12  feet,  and  about  16  feet,  and  many  are  much  too  narrow.  ^ 

The  floor  space  and  cubical  space  allowed  to  each  bed  in  the  several  rooms  are  as  K^emsimotor. 
follow : 


Number 

of 
Ward 


1 
£ 
S 

4 

6 

6 

7 

8 

0 

10 

11 

12 

13 

14 


Class  of  Itunates,  or  Purpose  to  whioh  Appropriated. 


Nursery  ------ 

Infirmary : 

Lying-in  ward  .        .        .  • 

Lying-in  ^convalescent)  ward   - 

Women's  foul  ward  -         .        «  - 

Imbecile  wmnen       -        -        -  . 

Women's  sick  ward  (convalescent)  - 

Women's  sick  ward  -        •        -  - 

Ditto  -  ditto  -  -  -  . 
Men's  convalescent  ward  fuight  only) 
Men's  convalescent  ward  (day- room) 

Men's  sick  ward       .        .        -  . 

Ditto  -  ditto  .        .        -  . 

Ditto  -  ditto  -         .        -  - 

Men's  imbecile  ward        .        •  . 

Ditto    -    ditto      .        .        -  - 

Women's  itch  ward  -        -        -  - 
Women's  aged  and  infirm  ward 

Ditto    -    .    -    ditto     .        -  - 

Ditto    ...     ditto     - 

Ditto     -     -    -    ditto     .        -  . 


Floor  Space 

allowed 

to  each  Person. 


Sup.ft. 
88 


51 
48 
60 
46 
46 
49 
60 
40 

45 
43 
47 
63 
38 
43 
43 
43 
44 
47 


Cabioal  Space 

allowed 
to  each  Person. 


Cub.ft. 

444 


612 
601 
450 
648 
676 
618 
687 
472 

445 
431 
622 
664 
466 
568 
615 
616 
464 
622 


Hence  the  usual  cubical  and  floor  space  to  each  bed  is  43  to  50  superficial  feet,  and  431 
to  637  cubic  feet ;  and  five  wards  offer  less  than  the  cubical  space  x'cquired  by  the  Poor 
Law  Board. 

The  wards  in  tiie  infirmarv  are,  for  the  most  part,  light  and  cheerful    Several  of  them.  General  character  of 
as  the  women's  insane  ward,  have  windows  on  both  sides,  and  are  all  that  could  be  desired ;  ^^'^ 
whilst  others,  as  those  numbered  5  and  6  on  our  list,  being  placed  side  by  sideband  having 
a  blank  partition  wall  between  them,  are  much  less  desirable. 

Those  in  the  main  building,  which  are  occupied  by  the  aged  and  infirm,  have  windows 
only  on  one  side,  or  on  one  side  and  end  only.  One  of  these,  marked  by  us  No.  11,  has  the 

g eater  part  of  the  ward  without  any  window,  and  must  be  dark  and  gloomy  in  the  winter, 
owever.  No.  14  of  the  same  class  is  much  more  cheerfuL 

The  rooms  appropriated  to  the  nursery  were  built  for  school-rooms,  and  have  windows 
on  one  side  only.  There  is  also  a  skylight  in  the  adjoining  day  room.  A  precisely 
similar  suite  of  room  is  also  appropriated  to  the  male  msane.  These  rooms,  although 
built  partly  in  the  roof,  and  being  therefore  somewhat  lofty,  are  not  cheerful.  A  smaller 
room,  appropriated  to  the  male  insane  (No.  8  in  our  list),  is  much  less  desirable ;  and  the 
room  appropriated  to  infectious  cases  is,  in  my  opinion,  most  undesirable. 

The  beds  are  good  and  clean,  universally,  and  consist  of  flock  beds,  placed  upoa  iron  Bedding  and  fomi- 
bedsteads,  with  laths.     The  quilts  are  of  white  cotton,  and  look  cheerful ;  and  the  linen  ture. 
and  other  bed  covering  is  good. 

There  are  very  few  lockers,  and  no  looking-glasses,  very  few  prints,  but  few  illustrated 
periodicals,  few  chairs,  and  scarcely  any  benches  with  backs.  Hence  there  is,  I  think,  a 
deficiency  of  furniture.  Some  pottery  washhand-basins  are  provided  for  the  different 
wards ;  but  in  one  ward,  at  least,  they  had  been  broken,  and  some  of  ^e  inmates 
washed  themselves  in  chamber  pots.  This,  when  brought  to  the  attention  of  the  master, 
seemed  to  be  unknown  to  him ;  and  he  at  once  stated  that  new  washhand-basins  should 
be  supplied. 

There  are  not  any  roller  towels ;  but  each  person  has  a  small  towel  and  a  piece  of 


soai 


^ith  the  exception  of  the  practice  just  referred  to,  cleanliness  was  evident  every-  Cleanliness, 
where. 

Both  sheets  are  changed  weekly.     The  quilts  were  clean ;  the  labour-bed  clean,  and 
defended  by  Mackintosh  sheeting.     The  wards,  furniture  and  wards  were  clean. 

The  ventilation  of  the  wards  is  not  entirely  dependent  upon  the  windows ;  but  Amott's  Ventilation, 
ventilators  are  placed  in  nearly  all  the  wards ;  and  openings,  covered  by  perforated  zinc, 
are  placed  in  the  ceilings  of  several  of  the  rooms.  Tne  former,  however,  not  being  in  the 
chimney  flue,  but  in  the  outer  and  inner  walls,  do  not  act  either  efficiently  or  uniformly, 
and  were  too  few  in  number ;  arid  the  latter  were  for  the  most  part  covered  over  with  white- 
wash, and  other  more  dense  material.  Hence  here,  as  elsewhere,  the  ventilation  is  for  the 
most  part  very  imperfect ;  and  that  of  the  infectious  ward  exceedingly  bad.     The  nursery, 
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V    Appendix, 

Kensikotok. 
Nursing. 


Medical  Officer. 


Recommendations. 


female  venereal  ward,  convalescent  ward,  and  male  insane  wards  (Nos.  8  and  9)|  should 
also  be  specially  cited. 

There  is  only  one  paid  non-jiauper  nurse,  and  to  her  is  confided  the  superintendence  of 
the  whole  system  of  nursing,  and  a  portion  of  the  duties  of  a  midwife.  She  receives  30 1 
per  year,  and  oflScer's  rations.  There  is  also  one  pauper  nurse,  and  one  or  two  helpers  to 
each  ward.  The  nurses  receive  Is.,  Is.  6rf.,  or  2*.  6 rf.  per  week,  with  extra  food  and 
clothing.  Nearly  all  the  pauper  nurses  can  read ;  but  cases  have  occurred  in  which  the 
wrong  dose  or  the  wrong  medicine  has  been  given  to  the  patient,  particularly  when  several 
patients  of  the  same  name  were  in  the  same  ward.  The  master  is  not  favourable  to  the 
system  of  pauper  nurses,  and  does  not  think  them  reliable.  It  has  not  been  known  that 
any  of  the  nurses  take  the  stimulants  belonging  to  the  inmates,  although  they  fetch  them 
from  the  stores,  and  administer  them. 

The  medical  officer  has  charge  of  a  district,  as  well  as  of  the  workhouse.  He  supplies  all 
drugs,  and  they  cost  him  about  40Z,  per  year  for  the  workhouse  alone,  and  he  does  not  employ 
an  assistant  or  a  dispenser.  Three  hours  daily  are  devoted  to  the  in-door,  and  one  hour 
and  a  half  daily  to  tiie  out-door  poor.  His  salary  for  the  workhouse  is  85/.  per  year,  and 
for  the  two  appointments  160/.,  with  about  80/.  yearly  as  extras  for  midwifery,  vaccina- 
tion, and  lunacy  certificates.  No  addition  has  been  made  to  his  salary  since  about  1850 ; 
and  he  thinks  that  the  guardians  should  provide  all  drugs,  and  increase  the  salary  to 
250/.  yearly. 

He  is  of  opinion  that  many  of  the  wards  are  iU  ventilated ;  and  that  the  nurserv  and 
other  low  one-storied  buildings  are  overcrowded,  or  deficient  in  a  sanitary  point  o/view, 
and  ought  to  be  pulled  down.  The  infirmary  buildings  and  other  sick  wards  are  fuU,  and 
more  space  is  required.     A  sick  nursery  is  needed. 

A  dietary  for  the  aged  is  needed,  which  should  give  meat  and  beer  daily ;  and,,  for  the 
want  of  such  a  dietary,  he  is  compelled  to  place  upon  his  sick  books  about  110  of  the  280 
cases  found  there. 

There  should  be  one  paid  day  nurse  for  the  men,  one  nurse  for  the  lying-in  ward,  one 
for  the  female  insane  ward,  one  for  the  female  sick  wards,  and  two  night  nurses.  This 
recommendation  is  also  concurred  in  by  the  master. 

The  following  are  the  recommendations  which  I  offer  respecting  this  workhouse : — 

1.  The  one-storied  low  buildings,  now  occupied  by  the  children,  insane  and  infectious 
cases,  should  be  pulled  down,  and  the  accommodation  for  the  sick  reconsidered.  Proper 
infectious  wards,  sick  nursery,  nursery,  insane  and  other  wards  should  be  provided. 

2.  The  use  of  the  present  infectious  ward  should  be  at  once  discontinued,  and  fever 
cases  should  be  kept  entirely  apart  from  any  others. 

3.  Fixed  baths,  with  hot  and  cold  water  supply,  should  be  placed  on  all  the  floors. 
Hot  water  should  be  supplied  by  pipes  to  all  parts  of  the  workhouse. 

4.  More  furniture,  of  the  kinds  before-mentioned,  prints,  illustrated  periodicals,  simple 
games,  as  dominoes  and  draughts,  washhand-basins,  &c.,  should  be  supplied.  The 
disgraceful  practice  of  washing  in  chamber  pots  should  be  discontinued,  and  in  future  the 
nurse  and  other  officials  who  allow  it  should  be  punished. 

5.  The  number  of  paid  nurses,  suggested  by  the  medical  officer,  should  be  provided ; 
and  to  them  alone  should  be  entrusted  the  obtaining,  and  distribution  of  the  stimulants 
and  medicines. 

6.  The  guardians  should  provide  all  drugs,  and  increase  the  salary  of  the  medical 
officer. 

The  ventilation  should  be  universally  improved. 

(A.)  The  Arnott  ventilators  on  the  side  walls  should  be  removed,  and  open  auv 
bricks,  covered  by  perforate^  zinc,  substituted.  The  number  should  be  doubled,  or 
trebled. 

(B.)  The  present  ventilators  should  be  cleaned  and  opened. 

(C.)  On  the  upper  floors  ventilators  should  be  placed  in  the  ceiling. 

(D.)  Openings  should  be  made  in  partition  walls,  and  over  the  doors  leading  from 
the  lobbies. 

This  is  especially  needed  in  the  lying-in  wards,  the  convalescent  ward,  the  female 
venereal  ward,  the  nursery,  the  infectious  ward,  the  male  insane  wards,  Nos,  5,  6,  and  7, 
for  men ;  but  all  require  attention. 

The  ventilation  of  the  corridors  should  be  improved. 

8.  A  special  dietary  for  the  aged  and  infirm  should^be  provided. 

9.  More  accommodation  is  needed. 

10.  No  case  of  fever,  small-pox,  or  venereal  disease  should  be  admitted^  with  the 
present  accommodation. 

11.  The 
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11.  The  following  is  the  number  of  beds  which  should  be  allowed  in  each  ward : — 


No. 

Class  of  Inmates, 

No. 

No. 

Class  of  Inmates, 

No. 

of 

or 

of 

of 

or 

of 

Ward. 

Purpose  to  which  Appropriated. 

Beds. 

Ward. 

Purpose  to  which  Appropriated. 

Beds. 

Nursery         -        -        -        . 

— 

Men's  convalescent  ward  (day 
room). 

Infinuary : 

0 

Men's  sick  ward     -        -        . 

10 

Lying-in  ward 

Lying-in  ward  (convalescent)  - 

Women's  foul  ward 

4  or  6 
6 

6 
7 

Ditto  -  ditto      - 
Ditto  -  ditto      - 

10 
12 

2 

8 

Men's  imbecile  ward 

1 

Imbecile  women    -        -        - 

— 

^ 

Ditto    -    ditto  ... 

_ 

1 

Women's  sick  ward  (convales- 

8 or  10 

cent;. 

10 

Women's  itch  ward 

6 

2 

Women's  sick  ward 

16orl8 

3 

Ditto    -    ditto  - 

8  or  10 

11 

Women's  aged  and  infirm  ward 

12 

12 

Ditto    -    ditto  .        -        - 

12 

4 

Men's  convalescent  ward  (night 

— 

13 

Ditto    -    ditto  -        -        - 

12 

• 

only). 

14 

Ditto    -    ditto  - 

12 

Appendix. 
Kensikgton. 


No.  22. 

ST.  MARGARET  and  ST.  JOHN,  at  KENSINGTON. 


This  workhouse  is  associated  with  that  already  described  (No.  19)  since  it  receives 
inmates  from  it.  We  visited  it  on  9th  and  10th  May,  and  were  accompanied  by  the 
master,  medical  officer,  and  chaplain. 

It  is  situate  on  the  side  of  the  Kensington  "Workhouse,  and  has  therefore  the  same 
advantage  in  salubrity  of  position ;  its  garden  ground  is,  however,  less  agreeably  laid  out , 
and  some  doubts  were  expressed  as  to  me  perfection  of  the  drainage. 

There  are  large  schools,  in  which  150  children  are  lodged  and  educated ;  and  as  there 
are  not  any  separate  sick  wards  for  their  use,  many  who  become  ill,  even  with  an  infec- 
tious disease  like  itch,  remain  in  the  same  dormitories  with  those  who  are  healthy. 

The  sick  are  placed  in  a  small  infirmary,  containing,  so  far  as  the  accommodation 
extends,  somewhat  over  50  beds ;  but  the  greater  number  remain  in  the  wards  of  the  aged 
and  infirm,  in  the  body  of  the  workhouse. 

Cases  of  fever  and  smallpox  are  sent  to  the  hospitals,  whilst  noisy  and  violent  cases  of 
lunacy  are  sent  to  the  asylum.  Very  few  cases  of  venereal  disease  are  admitted,  and 
there  are  scarcely  any  lying-in  cases. 

Hence  the  sick  consist  chiefly  of  the  aged  and  infirm,  and  such  cases  of  general  disease 
as  are  sent  in  by  the  relieving  officers. 

There  are  647  inmates,  of  whom  151  are  children,  97  are  able-bodied,  and  381  aged  and 
infirm.  About  400  of  these  persons  are  upon  the  medical  officers'  books;  and  40  of  them 
are  imbeciles. 

There  are  good  lavatories,  but  with  cold  water  only.  There  is  one  fixed  bath  in  the 
infirmary,  and  there  are  several  portable  baths  in  d&erent  parts  of  the  building.  Hot 
water,  when  required  for  a  bath,  must  be  carried  from  below. 

There  is  not  a  day-room  in  the  infirmary,  but  there  are  several  in  the  body  of  the  work- 
house, attached  to  dormitories;  yet  as  in  many  cases  the  sick  remain  in  bed  day  and 
night,  they  are  not  much  benefited  by  them. 

The  following  are  the  dimensions  of  the  several  rooms,  and  the  number  of  beds  now 
found  there, 
them. 


St.  Margaret 

AND  St.  John,  at 

Kensington. 


Size  of  rooms,  and 
The  numbers  in  the  infirmary  simply  indicate  the  older  in  which  we  saw  i^iiMil>«r  of  beds. 


No. 

of 

Ward. 

Class  of  Inmates, 

or 

Purpose  to  which  appropriated. 

Length. 

Breadth. 

Height 

Nomher  of 
Beds. 

Infirmary ; 

Ft.    in. 

Ft.     ifU 

Ft.    in. 

1 

Men's  sick  ward  -        -        - 

18     2 

12     0 

11    0 

2 
3 

Ditto    .    ditto-        -        "1 
Ditto    -    ditto  -        -        - 

29     0 

+  11     6 

18     1 

13     9 

8     0 

12     2 

11    0 
11     0 

11    3 

} 

9 
3 

4 

Ditto    •    ditto-        -        -[ 

29     0 
+  11     6 

13     9 
8     0 

11     8 
11     3 

} 

9 
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Appendix. 

St.  Margaret 

AND  St.  John,  at 

Kensington. 


No. 

Class  of  iDmates 

Nomber  of 

of 

or 

Length. 

Breadth.       | 

Height. 

UmIs 

Ward. 

Purpose  to  which  Appropriated. 

1 

Ft. 

in. 

Ft. 

in. 

Ft. 

in. 

5 

Women's  lyin^-in  ward 

15 

2 

11 

2 

11 

0 

3 

6 

Children's  sick  ward  - 

15 

2 

11 

0 

10 

2 

2  double. 

7 

Ditto    -    ditto  - 

29 

8 

16 

0 

10 

0 

9 

8 

Women's  sick  ward    - 

18 

1 

12 

2 

11 

3 

3 

9 

Ditto     -    ditto  .        .        -| 

29 
+  11 

2 
6 

13 
8 

10 
0 

11 

11 

8 

3 

) 

9 

10 

Ditto     -     ditto .        .        - 

18 

0 

12 

0 

11 

0 

3 

11 

Ditto    -     ditto  -        -        . 
Main  Building: 

29 
+  11 

2 
6 

13 
3 

10 
0 

11 
11 

0 
0 

} 

9 

Small    room    for    married/ 
couples  -        -        -        -\ 

11 

+2 

5 

0 

7 
3 

8 
6 

10 
10 

9 
9 

• 

1  double. 

67 

Women's  sick  ward    - 

16 

0 

15 

6 

10 

9 

■ 

5  double. 
1  single. 

66 

Ditto^  sick  and  infinn  ward  - 

62 

0 

17 

0 

10 

9 

23 

69 

Ditto    -    ditto - 

53 

0 

17 

0 

10 

9 

20 

72 

Ditto    -    ditto  -        -        -| 

52 

+  17 

0 
0 

21 
12 

4 
9 

10 
10 

9 
9 

' 

25 

78 

Ditto    -    ditto  -        -        -| 

52 

+  17 

0 
0 

21 
12 

4 
9 

9 
9 

6 
6 

29 

75 

Ditto    -    ditto  - 

53 

7 

16 

9 

10 

9 

20 

50 

Men's  sick  and  infirm  ward  - 

43 

7 

17 

0 

10 

7 

16 

51 

Ditto    -     ditto  ... 

40 

9 

17 

0 

10 

0 

15 

47 

Ditto    -    ditto  - 

40 

9 

17 

0 

10 

9 

15 

46 

Ditto    -     ditto  ... 

43 

6 

17 

0 

10 

9 

16 

Hence  the  usual  height  and  width  of  the  sick  wards  in  the  infirmary  is  11  feet,  and 
12  to  16|  feet;  and  in  the  body  of  the  workhouse,  9i  to  lOJ  feet,  and  17  to  21  feet;  and 
many  in  the  body  of  the  workhouse  are  much  too-  narrow. 

The  cubical  and  floor  space  allowed  to  each  bed  is  as  follows : 


Number 

of 

Ward. 


1 
2 
3 

4 
5 
6 
7 
8 
9 
10 
11 


57 
08 
69 
72 
78 
75 
50 
51 
47 
46 


Class  of  iDinates  or  Purpose  to  which  Appropriated. 


Floor  Spaoe 

allowed 
to  each  Adult. 


Infirmary : 

Men's  sick  ward       .  .        - 

Ditto  -  ditto  -  .        - 

Ditto  -  ditto 

Ditto  -  ditto    .       -  -        - 

Women's  lying-in  ward  • 
Children's  sick  ward 

Ditto     -     ditto    -  .        - 
Women's  sick  ward 

Ditto    -    ditto    -  -        - 

Ditto    -    ditto    -  -        - 

Ditto    •    ditto    .  .        • 

Main  Buildiog : 

Small  room  for  married  couples 

Women's  sick  ward 

Ditto    sick  and  infirm  ward 
Ditto    -    -    -    ditto  - 
Ditto    ...    ditto  - 
Ditto    -    -    -    ditto   - 
Ditto    •     -    -    ditto   - 

Men's  sick  and  infirm  ward 

.Ditto    .    -    ditto 

*  Ditto    -    -    ditto 
Ditto    -    -    ditto 


Sup.fiet. 


73 

48 
73 
48 
56 
42 
53 
73 
49 
72 
49 


47 
ft6 
46 
45 
53 
46 
45 
46 
46 
46 
46 


Cabical  Space 

aUowed 
to  each  Adult. 


Cub.  feet. 


799 
529 
825 
541 
621 
424 
527 
825 
547 
792 
536 


503 
260 
493 
484 
570 
434 
482 
490 
462 
496 
497 


Hence  the  usual  amount  of  space  in  the  infirmary  is  48  to  73  superficial  feet,  and 
629  to  825  cubic  feet.  In  nine  out  of  ten  of  the  wards  in  the  main  building  the  cubical 
quantity  allotted  to  each  person  is  less  than  that  required  by  the  Poor  Law  Board* 

The  workhouse  and  the  infirmary  are  fire-proof.  In  the  infirmary  there  is  usually  a 
small  ward  containing  three  beds  attached  to  a  larger  one  of  nine  beds,  which,  we  were 
informed,  were  intended  originally  as  the  day  room  to  the  dormitory. 

The  windows  are  small,  but,  being  numerous,  the  rooms  are  not  dark. 

The 
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The  wards  in  the  body  of  the  workhouse  are,  for  the  nw.st  part,  long  and  narrow,  and  Appendix. 

well  lit  from  both  sides.     Some,  as  Nos.  72  and  78,  are  large  and  handsome,  although  

somewhat  irregular  in  form.     Those  on  the  ground  floor  are  darkened  somewhat  by  a  ^'^'  Margaret 

verandah,  which  has  been  placed  above  these  windows ;  but,  generally  speaking,  the  ^^^  ^'^*  John,  at 

wards  are  light,  airy,  and  cheerful.  Kensington. 

The  chimneys  in  the  infirmary  smoke ;  and  stone-breaking  and  dust-sifting  take  place 
under  the  infinnary  windows. 

The  bedding  is  of  flock,  upon  iron  bedsteads.     The  flock  is  not  so  well  teazed  as  it  Bedding  and  fumi- 
should  be,  and  many  of  the  bedsteads,  in  the  body  of  the  building,  have  hard  thick  wooden  *^^^* 
laths.     There  are  straw  mattresses  in  the  infirmary  wards,  and  m  ward  No.  72. 

The  quilts  are  white  and  cheerful,  and  the  linen  and  bedding  good. 

Several  hundreds  of  prints  have  recently  been  placed  upon  the  walls ;  and  even  a  larger 
number  of  books  accumulated  in  the  library,  through  the  exertions,  as  we  were  informed,  of 
the  chaplain  and  medical  oflScer.  There  are  shelves  for  the  crockery,  but  not  for  books. 
The  chairs  are  few,  and  there  is  only  one  backed  bench  in  the  infirmary.     There  are  not  • 

any  looking-glasses.  Three  roller  towels  are  provided  twice  a  week  for  four  wards ;  and 
there  are  three  washhand  basins  for  two  wards  in  the  infirmary.  In  the  body  of  the 
workhouse,  two  roller  towels  and  six  small  towels,  two  combs  and  two  brushes,  are  pro- 
vided for  a  ward  of  20  persons. 

There  are  not  any  dressers  or  lockers. 

Every  part  of  the  workhouse,  linen,  beds,  floors,  and  tables,  were  found  to  be  perfectly  Cleanliness, 
clean. 

The  ventilation  is  effected  by  two  systems  of  air  bricks,  one  of  which  is  inserted  under  Ventilation, 
the  floors,  and  the  other  is  placed  in  air-flues,  which  run  from  the  groimd  floor  to  the  roof. 
The  number  of  each  is  about  two  in  a  ward ;  and  those  which  are  intended  to  open  into  the 
room  were  almost  universally  shut. 

There  are  also,  in  a  few  wards,  panes  of  perforated  zinc  in  one  or  two  of  the  windows,  on  . 
the  side  opposite  to  the  brick  ventilators ;  and  in  one  room  there  was  a  pane  of  perforated 
glass. 

There  are,  however,  eight  rooms  for  married  couples,  in  which  there  is  not  any 
ventilator. 

One  or  two  fireplaces  are  found  in  the  wards ;  and  in  the  upper  dormitories  they  are 
enclosed,  and  covered  up  by  boards.  ' 

Hence  some  preparation  has  been  made  for  the  ventilation  of  the  wards;  but  the 
extent  is  quite  inadequate  to  the  requirements,  and  the  rooms  generally  are  ill-ventilated. 

The  corridors  are  also  ill-ventilated. 

There  are  three  paid  nurses ;  one  of  whom  is  the  superintendent  nurse  for  the  whole  of  the  Nnrsing. 
inmates  ;  the  second  is  her  assistant,  and  is  devoted  to  the  duties  in  the  infirmary ;    and 
the  third  is  engaged  in  the  infanta'  nursery.     They  receive  257.,  157.,  and  167.  per  year 
respectively,  with  ratioi\s. 

There  is  also  a  pauper  nurse  to  each  ward,  who  receives  1  s.  per  week,  and  extra  diet ; 
and  a  helper,  who  has  no  extras.  The  master  has  not  discovered  anv  improprietv  of  con- 
duct on  the  part  of  the  pauper  nurses ;  but  he  does  not  approve  of  the  system  of  nursing 
by  paupers  only. 

The  medical  officer  has  also  charge  of  a  small  district;    and  the  salary  for  both  is  Medical  officer, 
undivided.     There  are  about  400  persons  in  the  workhouse  upon  his  Kst,  but  from  200  to 
300  of  these  are  placed  there  simply  to  obtain  a  proper  dietary,  and  would  be  removed  if 
a  dietary y.  with  meat  and  beer  daily,  were  provided  for  the  aged  and  infirm.     He  devotes 
about  three  hours  daily  to  the  discharge  01  his  duties  at  the  workhouse. 

His  salary  for  the  two  oflSces  is  1607.  per  jrear ;  and  he  provides,  at  a  cost  of  207.  per 
year,  all  drugs  except  cod  liver  oil,  sarsapanlla,  and  the  preparations  of  quinine.  There 
are  no  extras  for  the  workhouse ;  but  in  nis  district,  when  he  is  required  to  attend  a  case 
of  midwifery,  he  is  paid  5  s.  only  1 

He  considers  that  the  medical  oflScer  of  the  workhouse  should  not  have  charge  of  a 
district;  and  that  his  salary  should  be  increased  to  2507.  per  year,  the  guardians  finding 
all  the  drugs  and  a  dispenser. 

He  is  not  satisfied  with  the  system  of  pauper  nursing,  and  thinks  that  for  the  infirmary 
there  should  be  two  paid  day  and  one  paid  night  nurse ;  and  the  same  for  the  body  of  the 
workhouse. 

The  workhouse  is  quite  full,  and  indeed  crowded,  in  the  winter  season,  to  the  extent  of 
100  more  than  it  can  properly  accommodate.  If  the  children  were  removed  from  the 
schools,  it  would  supply  the  requisite  accommodation. 

The  ventilation  is  deficient.  He  has  not  perceived  any  evil  results  from  it  in  the  treat- 
ment of  the  c%9es ;  yet  he  thinks  that  they  would  have  done  better,  with  better  sanitary 
arrangements. 

A  cnildren's  sick  ward,  a  fever  ward,  a  foul  ward,  and  a  venereal  ward  are  needed ;  and 
there  should  be  suflScient  space  in  the  infirmary  in  which  to  place  all  the  sick. 

The  schools  are  so  crowded  that  40  girls  above  seven  years^  of  age  have  slept  in  13  beds, 
and  sometimes  six  infants  are  placed  in  one  double  bed. 

The  following  are  the  recommendations  which  I  offer  respecting  this  workhouse.  lleconunendations. 

1.  The  number  of  air-brick  ventilators  should  be  more  than  doubled,  and  perforated 
glass  or  zinc  be  inserted  in  some  of  the  windows  of  nearly  all  the  wards.     Openings  should 
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also  be  made  over  the  doors  of  wards  leading  from  the  corridors,  and  in  the  ceiling  of  the 
upper  story,  and  all  covered  with  perforated  zinc.  No  room  should  be  without  at  least 
two  ventilators.  ^  ' 

The  corridors  should  be  better  ventilated  by  the  use  of  perforated  glass  in  the  windows. 

All  the  ventilators  should  be  opened,  and  kept  open. 

2.  The  number  of  paid  nurses  should  be  increased,  as  recommended  by  the  medical 
officer. 

3.  More  space  is  required.     The  children  have  at  present  very  small  yards,  much  like 
those  of  a  pnson,  and  might  be  removed  with  advantage  to  more  suitable  groimds. 

4.  A  larger  number  of  fixed  baths,  with  hot  and  cold  water,  are  needed ;  and  hot  water 
should  be  supplied  to  all  parts  of  the  building. 

5.  More  furniture,  as  dressers,  lockers,  chairs,  benches  with  backs  and  cushions,  looking- 
glasses,  also  capes,  towels,  combs  and  brushes,  are  needed. 

6.  The  stone-breaking  and  dust-sifting  should  be  carried  on  in  a  more  convenient  place. 

7.  A  dietary  for  the  aged  should  be  provided. 

8.  Two  day  rooms  are  required  in  the  infirmary. 

9.  The  flock  beds  should  be  kept  in  good  order. 

10.  The  use  of  double  beds  for  adults  and  sick  should  be  discontinued. 

11.  A  water-closet  in  No.  51  should  Jbe  removed. 

12    The  wards  should  be  coloured  in  a  manner  somewhat  sunilar  to  No.  46. 

13.  The  emoluments  of  the  medical  officer  should  be  increased. 

14.  The  following  is  the  number  of  beds  which  should  be  placed  in  each  ward : 


Namber 

Class  of  Inmates,  or  Purpose  to 

Number 
of 

Number 
of 

Class  of  Inmates,  or  Purpoee  to 

Number 

of 
Bedf. 

Ward. 

which  Appropriated. 

Beds. 

Ward. 

which  Appropriated. 

Infirmary : 

Main  Building  : 

1 

Men's  sick  ward    -        -        - 

3 

— 

Small  room  for  married  couples 

2 

Ditto  -  ditto 

8  or  9 

57 

Women's  sick  ward 

4  or  5 

3 

Ditto  -  ditto        ... 

3 

68 

Women's  sick  and  infirm 

19or20 

4 

Ditto-  ditto    .    -        -        - 

8  or  9 

69 

Ditto    -    -    ditto 

16  oris 

6, 

Women's  Ijringin  ward  - 
Children's  sick  ward 

2 

72 

Ditto    -    -    ditto 

20or21 

6 

— 

78 

Ditto    -    -    ditto 

20or2l 

7 

Ditto     -    ditto    -        -        - 

— 

75 

Ditto    -    -    ditto 

16orl8 

8 

Women's  sick  ward 

3 

50 

Men's  sick  and  infirm  ward    - 

18orl4 

9 

Ditto    -    ditto    - 

8  or  9 

51 

Ditto    .    -    ditto 

18 

10 

Ditto    -    ditto    ... 

3 

47 

Ditto    -    -    ditto 

13 

11 

Ditto    -    ditto    -        .        - 

8  or  9 

46 

Ditto    -    -    ditto 

IdorU 

St»  Geo  Rob, 
Hanover 
Square, 


No.  23. 
ST.  GEORGE,  HANOVER-SQUARE. 


We  visited  this  workhouse  on  the  10th  May  1856,  and  were  accompanied  by  the 
Master  and  one  of  the  medical  oflScers. 

The  workhouse  (one  of  two  belonging  to  this  parish)  is  situate  in  a  salubrious  locality, 
and  is  well  drained.  It  is,  however,  entirely  surrounded  by  buildings,  except  on  the 
western  side,  where  there  is  a  disused  graveyard,  constituting  an  open  space  conti^ous 
with  the  yards,  and  which  might  probably  be  further  utilised  as  exercismg  grounds  for 
this  workhouse. 

Cases  of  fever,  smallpox,  syphylis,  and  lunacy  are,  for  the  most  part,  sent  to  otiier 
institutions ;  but  there  are  two  very  large  wards,  in  one  of  which  a  case  of  fever  or 
smallpox,  and  in  the  other  a  few  cases  of  venereal  disease  are  sometimes  placed.  There 
is  also  a  ward  in  which  we  found  three  lunatics. 

There  are  no  children  retained  in  the  workhouse. 

There  are  water-closets,  portable  baths,  and  lavatories,  with  hot  and  cold  water  in 
various  parts  of  the  workhouse.     There  are  not  any  fixed  baths  for  the  use  of  the  sick. 

The  sick  are  placed  in  wards  within  the  body  of  the  workhouse,  except  cases  of  itch, 
and  some  of  the  special  classes  just  referred  to,  which  are  treated  in  buildings  in  the  rear. 

The 
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The  following  are  the  dimensions  of  the  various  wards,  with  the  number  of  beds  con- 
tained in  each  ward : — 


Number 

Clan  of  Inmates, 

Number 

of 

or 

Length. 

Breadth. 

Height.        1 

of 

Wwd. 

Beds. 

Ft. 

in. 

Ft. 

in. 

Ft. 

in. 

8 

Men's  sick  ward 

• 

44 

10 

17 

9 

10 

6 

12 

0 

Ditto    -    ditto 

- 

27 

0 

17 

0 

10 

6 

7 

10 

Ditto    -    ditto 

- 

27 

0 

16 

9 

10 

6 

8 

11 

Ditto    -    ditto 

• 

27 

10 

16 

9 

10 

6 

7 

12 

Ditto    -    ditto 

- 

28 

8 

17 

2 

10 

6 

7 

13 

Ditto    -    ditto 

•i 

44 

8 

21 

6 

10 

6 

1 

13 

+    4 

7 

5 

7 

10 

6 

16 

Women's  convalescent  'w 

ard 

27 

0 

19 

5 

8 

9 

0 

17 

Women's  lying-in  ward 

• 

27 

0 

19 

10 

8 

9 

6 

18 

Women's  sick  ward    - 

. 

26 

5 

19 

6 

13 

0 

7 

19 

Ditto    -    ditto 

- 

26 

3 

19 

6 

13 

0 

8 

20 

Ditto    -    ditto 

• 

58 

7 

16 

6 

13 

0 

16 

Men's  itch  ward 

- 

89 

4 

15 

7 

9 

9 

6 

Men's  receiving  ward  - 

- 

15 

6 

10 

9 

9 

0 

2 

Men's  insane  ward 

■{ 

20 

0 

17 

0 

10 

10 

} 

4 

+  16 

0 

13 

0 

2 

2 

Appendix. 

St.  Oeoroe, 
Hakovbr 
Square. 

Size  of  rooms  and 
number  of  beds. 


Hence  it  appears  that  in  the  body  of  the  workhouse,  the  height  and  width  of  the  rooms 
are  8|  to  13  feet,  and  16}  to  21^  feet. 

The  floor  space  and  cubical  space  allowed  to  each  bed  at  present,  are  as  follow : — 


Number 

of 
Ward. 


8 

9 
10 
11 
12 
13 
10 
17 
18 
19 
20  . 


ClaM  of  Inmates,  or  Purpose  to  which  Appropriated. 


Men's  sick  ward 

Ditto    -    ditto 

Ditto    -    ditto 

Ditto    -    ditto 

Ditto    -    ditto 

Ditto    -    ditto 
Women's  convalescent  ward 
Women's  lying-in  ward    - 
Women's  sick  ward  - 

Ditto    -    diito 

Ditto    -    ditto 
Men's  itch  ward 
Men's  receiving  ward 
Men's  insane  ward    - 


Floor  Space 

allowed 

to  each  Person. 


Sup.  feet. 

66 
65 
.  66 
66 
69 
72 
87 
89 
73 
64 
60 
102 
83 
85 


Cubical  Space 

allowed 
to  each  Person. 


Cvh.feet. 

606 
688 
593 
699 
727 
755 
7« 
781 
957 
832 
792 
996 
760 
1,033 


Hence  the  usual  floor  space,  and  cubical  space,  allotted  to  each  bed  in  the  sick  wards 
are  60  to  89  superficial  feet,  and  593  to  832  cubic  feet;  and  the  minimum  cubical  space  is 
in  all  cases  greater  than  that  required  by  the  Poor  Law  Board.      ^ 

The  general  appearance  of  the  wards  in  the  body  of  the  workhouse  is  very  satisfactory.  General  character  of 
The  workhouse  is  an  old  building,  but  in  its  construction  is  far  in  advance  of  many  of  the  wards, 
newer  workhouses. 

There  are  two  very  large  square  central  staircases,  well  lit  from  the  top  by  large  lantern 
lights,  and  affording  light  and  air  to  a  large  part  of  the  building.  The  rooms  are  lofty  and 
sufficiently  large,  and  although  the  windows  are  not  numerous,  they  are  large  and  lofty, 
and  the  rooms  universally  are  light  and  cheerful.  Many  of  the  wards  are  divided 
transversely  by  a  double  partition  to  constitute  a  passage  through  them,  and  their  appear- 
ance is  thus  somewhat  deteriorated. 

The  wards  appropriated  to  lunatics  and  itch  cases  are  much  less  satisfactory.  The 
former  is  sufficiently  large,  but  it  is  darkish  and  not  cheerful,  and  the  latter  is  long  and 
narrow,  and  lit  only  on  one  side. 

The  wards,  appropriated  to  occasional  cases  of  fever,  &c.,  are  much  too  large  to  be 
comfortable  to  one  or  two  inmates,  and  are  occupied  chiefly  by  unused  bedsteads. 

The  bedding  is  of  flock  upon  iron  bedsteads,  with  racks  and  sacking,  and  is  very  good  Bedding  and  fumi- 
and  comfortable.     The  linen  and  bed  coverings  are  good  and  sufficient.    There  are  dressers  ture. 
upon  which  the  crockery  and  metallic  warmers  are  placed.     Lockers  for  the  use  of  the 
sick,  screens,  chest  and  foot  warmers,  night-chairs,  water-beds,  air-cushions,  and  mackin- 
tosh sheeting,  are  in  sufficient  abundance.     There  are,  however,  scarcely  any  prints  upon 
the  walls,  or  looking  glasses ;  and  there  are  not  for  the  sick  such  simple  games  as  draughts 
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and  dominoes.  Five  round  towels^  two  basins^  and  one  comb  are  allowed  to  a  ward ;  but 
no  brush  is  supplied. 

Every  article  of  furniture,  all  the  linen,  and  every  part  of  the  workhouse  were 
scrupulously  clean. 

Ventilation  is  provided  for,  apart  from  the  windows.  There  are  large  openings  in  all 
the  wards,  which  communicate  with  corridors  or  adjoining  rooms,  and  are  closed  by  wooden 
shutters,  which  turn  upon  a  central  pin.  There  are  also  Arnott's  ventilators  in  the  chimneys, 
which  act  satisfactorily.  The  windows,  moreover,  are  so  made  that  the  lower  sash  can  be 
made  to  fall  forward  into  a  rack,  and  thus  cause  an  opening  on  the  side  of  the  sash,  and  at 
the  middle  of  the  window. 

The  arrangements  for  ventilation  are  not,  however,  so  good  in  the  itch  and  lunacy  wards. 

There  are  two  paid  nurses,  who  together  superintend  the  whole  nursing  in  Ae  work- 
house, and  receive  50  /.  per  year  each,  with  apwrtments  and  rations.  There  is  also  a 
pauper  nurse  in  each  ward  receiving  2  s.  per  week,  and  a  helper  who  receives  1  s,  per 
weeK,  besides  extra  food ;  and  a  night  nurse  to  each  ward,  receiving  1  s,  per  week,  one 
pint  of  beer  and  extra  food  daily 

The  inmates  of  this  workhouse  are  said  to  be  chiefly  servants  who  have  had  a  certain 
training  in  earlier  life,  and  who  are  well  fitted  to  be  nurses.  Both  the  master  and  medical 
officer  spoke  highly  of  them,  and  neither  of  them  was  dissatisfied  with  the  present  arrange- 
ment. Misconduct  amongst  the  nurses  is  rare,  and  all  stimulants  and  medicines  are  given 
imder  the  supervision  of  the  paid  nurses. 

There  are  two  medical  officers  to  the  workhouse ;  and  each  has  a  district  in  the  parish, 
in  addition  to  this  duty. 

The  cases  in  the  workhouse  are  divided  somewhat  equallv  between  them ;  and  each  has 
an  alternate  month  in  which  he  takes  in  the  new  cases,  and  devotes  a  larger  amount  of  time 
and  attention  to  the  duties  of  the  office. 

Each  medical  officer  attends  during  about  two  hours  daily,  and  about  one  hour  a-day  on 
alternate  months.      They  attend  to  the  midwifery  cases,  and  provide  assistant  and  dis- 

Eenser,  and  all  drugs  except  quinine  and  cod-liver  oil.     The  salary  of  each,  for  the  work- 
ouse,  is  100/.  per  year,  with   extras  for  lunacy   certificates   only,   and   105/.   per  year 
for  the  district. 

The  medical  officer  is  not  dissatisfied,  but  thinks  that  the  salary  for  the  workhouse  might 

Sroperly  be  increased  to  150/.  per  year,  unless  the  guardians  were  to  provide   all  the 
rugs  and  a  dispenser. 
He  is  not  dissatisfied  with  the  present  nursing  arrangements ;  but  possibly  a  paid  night 
nurse  might  be  of  advantage. 
•  The  following  are  the  recommendations  which  I  offer  respecting  this  workhouse : 

1.  The  wooden  shutters  on  Ae  various  ventilators  should  be  removed,  and  the  space 
covered  by  finely-perforated  zinc,  so  as  to  allow  a  continuous  but  gentle  current  of  air  at 
all  tiii^s. 

2.  Ventilators  should  be  placed  in  the  wooden  partitions,  so  as  to  allow  the  influence  of 
the  ventilatihg  staircases  to  be  felt  in  the  wards. 

3.  A  skylight  with  louvre-lights  is  needed  in  the  lunacy  ward ;  and  large  air-brick 
ventilators  should  be  inserted  on  two  sides,  and  covered  with  perforated  zinc.  Larger  and 
more  cheerful  windows  should  be  placed  in  the  side  walls. 

4.  Ventilators  are  needed  in  the  blank  wall  of  the  itch  ward;  and  a  few  small  panes  of 
perforated  glass  should  be  inserted  in  the  windows. 

5.  It  would  be  more  COTrfortable  if  the  large  ward,  in  whicSi  a  nngle  infectioufl  case  i§ 
kept,  could  be  divided  into  two,  or  Ihe  patient  plaeed  in  a  smaller  wara. 

6.  Very  great  advantage  would  accrue  to  the  inmates  if  they  ooaM  be  permitted  to  walk 
in  the  disused  graveyard.  This  space  is  not  otherwise  employed;  and  as  it  belongs,  m 
we  were  informed,  to  the  Marquis  of  Westminster,  it  is  not  improbable  that  this  oonceesuNi 
could  be  obtained. 

7.  A  separate  towel,  comb,  and  brush,  and  juece  of  soap  should  be  provided  for  each 
fiick  inmate.    Looking-glasses,  prints,  games,  and  amusements  should  be  increased. 

8.  If  the  lifts  were  so  arranged  that  some  of  the  inmates  could  be  let  down,  and  honted 
by  it,  it  would  enable  the  feeble  to  go  into  the  yards. 

9.  A  paid  night  xturse  should  be  appointed,  and  another  paid  nurse,  to  have  charge  of 
the  cases  not  phced  in  the  body  of  the  workhouse,  viz.,  the  &w  ftrtar,  SBudlpax^  venerealj 
itch,  and  lunacy  casefi,  would  l>e  a  wise  arrangement. 

10.  The  guardians  should  find  all  the  drugs,  and  a  dispenser,  for  the  workhouse  and  for 
the  districts. 

11.  As  the  allowance  of  space  in  every  ward  is  an^le,  it  is  not  necessary  that  I  diouM 
indicate  the  number  of  beds  to  be  placed  in  each  room. 
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No.  24. 
HACKNEY. 


Appendix. 
Hacknbt. 


"We  visited  the  Hackney  Workhouse  on  tlie  lltt  of  May,  1866 ;  and  were  accom- 
panied throughout  by  the  master  or  matron,  and,  in  part,  by  the  assistant  of  the  medical  

officer^    We  also  subsequently  compared  with  the  mediccd  oflScer. 

This  workhouse  is  admirably  situated,  and  occupies  a  part  of  a  large  plot  of  land  belong- 
ing to  the  guardians. 

The  main  body  of  the  building  occupies  three  sides  of  a  parallelogram,  and  contains  all 
the  adult  inmates,  whether  sick  or  otherwise.  Part  of  it  has  been  built  many  years, 
and  additions  have  been  made  &om  time  to  time,  and  so  injudiciously,  that  one  part  has 
nearly  blocked  up  the  windows  of  another  part. 

There  are  also  large  schools  which,  with  the  chapel,  constitute  a  detached  building ;  and 
there  is  also  a  recenfly  constructed  iron  house  consisting  of  two  i;ooms,  in  which  the  sick 
children  are  placed. 

Cases  of  fever  and  small-pox  are,  for  the  most  part,  sent  to  ike  hospitals,  but  occasion- 
ally it  becomes  requisite  to  admit  them,  and  a  separate  ward  must  be  extempoinzed  for  their 
use.  A  few  cases  of  venereal  disease  are  admitted ;  and,  on  the  men^s  side,  they  are 
placed  in  the  itch  ward,  or  in  sm  adjoining  ward,  whilst  the  females  are  placed  in  a  sepa- 
rate room.  Violent  and  dangerous  limatics  are  not  admitted  except  fbr  the  purpose  of 
being  forwarded  to  an^  asylum  at  the  earliest  moment.  The  inoffensive  oi^es  are  retained, 
and  occupy  separate  rooms. 

There  is  no  attempt  to  claseify  the  sick  into  medical  and  surgical,  or  acute  and  chronic 
cases. 

There  are  not  any  day  rooms  for  the  use  of  the  sick,  but  there  are  some  for  the  imbe- 
ciles. The  lying-in  ward  is  so  small  as  to  hold  the  labour  bed  only,  and  the  cases  are 
removed  as  soon  possible  to  the  convalescent  lying-in  ward.  The  latter,  however,  is  not 
a  day  room,  but  a  day  and  night  room. 

There  is  a  kitchen  in  the  sick  ward  where  food  is  warmed,  and  chops  and  beef 
cooked,  but  the  food  must  be  carried,  on  the  plates,  more  than  150  yards  from  the  general 
kitchen.     There  are  also  three  rooms  where  the  washing-up  is  done. 

The  buildings  are  well  drained.  There  is  an  abundant  supply  of  good  cold  water,  but 
hot  water  is  not  found  upstairs  except  in  the  small  boilers  of  the  grates.  There  is  only 
one  fixed,  and  one  portable  bath. 

There  are  613  inmates>  of  whom  13  are  able-bodied,  35  are  imbeciles,  and  119  are  upon 
tbe  bookd  of  the  mecKcal  officer. 

The  dimensions  of  the  several  rooms,  with  tha  number  of  beds  found  in  the  rooms,  are  g.^  ^£  rooms  and 
as  follows : —  number  of  beds. 


No. 

of 

Ward. 

ClaM  of  rnmates,  or  Phrpose  to 
vrhleh  Appropriated. 

Leagth. 

Breadth. 

Height 

Number 

of 

Bfdg. 

Ft.    in. 

Fi. 

in. 

Ft. 

in. 

10 

Men's  sick  ward        -         -  f 

27  10 

16 

9 

7 

3 

." 

10 

+^7  10 

La 

9 

2 

0 

9 

Ditto    -    ditto        -        -f 

98     0 

16 

9 

7 

3 

} 

12 

+  38     0 

13 

9 

2 

0 

8- 

Ditto     -     ditto 

37     6 

16 

9 

9 

0 

12 

7 

Ditto     -     ditto       .        -r 

23     4 

16 

9 

9 

0 

} 

' 

-.4     4 

2 

9 

7 

0 

8 

,1 

+   66 

4 

0 

9 

0 

6 

Ditto.    -    ditto 

22     6 

16 

9 

9 

0 

7 

5 

Ditto     -    ditto 

46     0 

16 

9 

9 

0 

15 

44 

Women's  infirm  ward  - 

25    9 

18 

6 

9 

9 

6 

48 

Women's  sick  and  infirm  ward 

16     4 

15 

0 

9 

8 

6 

65 

Ditto    -    ditto 

50     6 

17 

3 

10 

3 

19 

78^ 

Ditto    -    ditt0>      -        -r 

ai3     0 

16 

0 

8 

0 

7 

'     +23     0 

18 

0 

1 

8 

7^a) 

{ 

23     0 

I        16 

0 

8 

0 

} 

s 

+  23'     0 

13 

0 

1 

8 

7a 

Women's  lying-in  ward 

t         12     0 

9 

10 

ro 

0 

2 

79 

Women's  convalescent  ward 

22     8 

16 

0 

10 

0 

7 

80 

Women's  sick  ward 

22     8 

16 

0 

9 

10 

' 

8 

69 

Ditto     '     ditto      -^ 

32     8 

16 

0 

9 

10 

8 

74 

Ditto     -     ditto      - 

22     8 

16 

0 

9 

11 

7 

62 

Women's  bed^ridden  ward     - 

46     6 

18 

0 

10 

0 

20 

Women'ji  fbnl  ward     -        -J 

14     8' 

U 

6 

10 

6 

4 

4-7     6 

4 

3 

10 

6 

Women's  itch  ward 

2ft    2 

i        IS 

2 

10 

7 

6 

Children's  ttck  ward   - 

10     a 

17 

6 

11 

0 

7 

Ditto-    -    ditto. 

19    9 

17 

6 

11 

0 

7 

Men's  £ouL  ward - 

j        16    a 

11 

10' 

8 

4 

2 

Men's  itch  ward  -        -        - 

14     0 

11 

1 

10 

8 

4 

5 
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General  character 
of  wards. 


fiedding  and  fur- 
niture. 


Cleanliness. 
Ventilation. 


Hence  it  appears  that  in  the  body  of  the  workhouse,  the  usual  height  and  width  of  the 
wards  are  9  to  10  feet,  and  16  to  17  feet. 

The  floor  space  and  cubical  space,  allowed  to  each  bed,  are  as  follow  : — 


No, 

of 

Ward. 


10 
0 
8 
7 
6 
6 

44 
48 
66 

78 

78(fl) 

72 

79 

80 

69 

74 

62 


Class  of  Inmates,  or  Purpose  to  which  Appropriated. 


Men's  aick  ward 

Ditto     -  ditto  - 

Ditto    -  ditto  - 

Ditto    -  ditto  - 

Ditto    -  ditto  - 

Ditto    -  ditto  - 

Women's  infirm  ward 
Women's  sick  and  infirm  ditto 

Ditto    -    ditto    - 

Ditto    -     ditto    - 

Women's  lying-in  ward   - 
Women's  conyalescent  ward 
Women's  sick  ward    - 

Ditto    -     ditto      - 

Ditto     -     ditto 
Women's  bed  ridden  ward  - 
Women's  foul  ward    - 
Women's  itch  ward    - 

Children's  sick  ward  - 
Ditto     .     ditto      - 

Men's  foul  ward 
Men's  itch  ward 


Floor  Sptice 

Allowed  to  each 

Person. 


Cubical  Space 

AUowed  to  each 

Person. 


Sup.  Jed. 


46 
63 
52 
51 
54 
51 

58 
41 
46 
53 
46 
59 
52 
45 
45 
52 
42 
50 
57 

49 
49 

94 
38 


Cub.  feet. 


414 
472 
471 
458 

484 
462 

565 
895 
470 
402 
480 
590 
518 
446 
446 
514 
418 
526 
508 

543 
543 

789 
276 


Hence  the  usual  floor  space  and  cubical  space,  are  41  to  59  superficial,  and  395  to  590 
cubic  feet;  and  13  of  21  wards  do  not  offer  500  cubic  feet,  as  required  by  the  Poor  Law 
Board. 

The  itch  ward  is  of  very  small  capacity. 

Nearly  all  the  rooms  throughout  the  workhouse  are  both  low  and  narrow ;  but  as  there 
are  windows  on  two  or  three  sides,  they  are  all  light,  and  if  properly  coloured  and  fur- 
nished would  be  cheerful.  The  staircases  and  corridors  are  also  very  small  and  narrow, 
and  give  a  very  confined  air  to  the  whole  building.  Certain  rooms  in  the  basement  and 
even  on  the  ground  floor,  as  the  male  and  female  foul  wards,  are  dark  and  cheerless. 

The  rooms  in  the  iron  house  are  not  satisfactory. 

The  bedding  throughout  the  workhouse  is  fairly  good.  It  consists  of  flock  placed  upon 
iron  bedsteads,  with  iron  laths  or  eacking.  The  rugs  are  of  wool,  and  of  red  colour ;  and 
the  bed  colorings  are  good. 

There  is  in^eneral,  a  great  deficiency  of  furniture,  and  an  aspect  of  bareness  and  want 
of  comfort  There  are  rooms  without  a  dresser  on  which  to  phce  the  crockery.  There 
are  no  lockers  for  the  inmates,  and  scarcely  any  chairs ;  and  such  as  are  there,  are  for  the 
most  part  old  and  repulsive.  The  tables  are  very  small ;  the  benches  are  similarly  small, 
and  without  cushions ;  there  are  no  looking  glasses  on  the  men's  side,  and  no  prints.  We 
did  not  see  any  illustrated  periodicals.  There  are  games,  as  dominoes  and  draughts.  There 
aie  also  screens  in  some  of  tne  wards,  and  there  aLso  chest  and  foot  warmers  in  all  the  wards. 

The  plates  used  are  of  tin,  and  are  old  and  repulsive.  Tin  pannikins  are  also  used 
instead  of  pottery  mugs.  The  buckets  and  other  large  utensils,  and  even  the  swill  tub 
(emptied  and  cleansed  daily)  are  placed  in  the  lavatories. 

There  is  not  one  room  which  has  been  coloured,  but  all  are  whitened.  The  windows  on 
the  sunny  side  have  green  blinds. 

Three  towels  are  supplied  twice  a  week  to  a  ward;  and  there  are  also  to  each  ward  a 
metal  washhand  basin,  two  combs  and  soap ;  but  no  hair  brush  is  supplied  to  the  adults. 

The  workhouse  is  generally  clean ;  and  with  some  few  exceptions  the  linen  and  utensils 
are  clean  also. 

Much  pains  have  been  taken  to  improve  the  ventilation  of  this  workhouse.  In  nearly 
every  room  there  are  three  sets  of  ventilators,  viz.,  an  Amott's  ventilator  in  the  chimney ; 
openings  in  the  ceiling,  which  are  covered  with  perforated  zinc,  and  which  communicate 
directly  with  the  outer  air,  by  air  bricks  in  the  walls,  or  shafts  going  through  the  roof; 
and  openings  from  the  corridors  and  staircases,  defended  on  the  outside  by  metal,  with 
large  meshes,  and  on  the  inside  by  a  wooden  case  which  is  intended  to  direct  the  current 
upwards. 

There  was  also  a  syst^n  of  ventilation  by  means  of  an  open  and  perforated  pannel  in 
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the  doors ;  but  it  has  been  abolished  by  boarding  up  the  perforated  zinc.     In  one  or        Appendix. 

two  places  pieces  have  been  cut  out  of  the  top  of  the  doors ;  and  in  a  few  windows  these 

are  periorated  panes.  ^  ^  

But,  notwithstanding  all  this,  the  workhouse  is  very  ill  ventilated.  When  we  entered 
a  room  in  which  the  windows  were  not  open,  the  air  was  close ;  and  we  were  informed 
that  in  the  early  morning  the  air  was  very  close. 

This  is  accounted  for  m  several  ways. 

1.  A  mmority  of  the  ventilators  are  closed  up ;  and  many  of  the  Arnott  ventilators  are 
tied  up.  The  ventilators  in  the  ceiling  are  covered  with  paper ;  or  have  been  covered 
by  flannel,  to  prevent  too  great  a  current  of  air.  The  wooden  protectors  of  the  ventilators 
from  the  corridors  interfere  too  much  with  the  entrance  of  air. 

2.  None  of  the  ventilators  open  immediately  into  the  outer  air.  Those  in  the  ceiling 
have  the  nearest  approach  to  this ;  and  when  the  wind  blows  in  certain  directions,  the 
outer  air  bricks,  or  the  chimneys  in  the  roof,  permit  too  strong  a  current  of  air,  and  thus 
defeat  the  object  of  those  who  placed  them  there. 

3.  They  are  not  sufficiently  numerous. 

4.  The  corridors  and  staircases  are  too  much  enclosed,  and  are  not  the  great  ventilators 
of  the  wards,  as  they  should  be. 

5.  The  rooms  are  too  full  of  inmates. 

But  whatever  care  may  be  taken  in  this  matter,  the  result  can  scarcely  be  satisfactory, 
with  rooms  so  low  and  narrow,  and  with  corridors  and  staircases  so  small  and  confined. 
It  will  be  difficult  to  introduce  a  sufficient  quantity  of  air  by  ventilators  to  keep  the  wards 
sweet,  without  allowing  the  current  to  be  felt  by  those  who  occupy  the  beds ;  but  with  an 
improved  system,  an  extended  plan^  and  constant  ventilation  by  day  and  night  the  tem- 
perature would  not  be  raised,  as  at  present ;  and  the  inmates  would  be  less  sensible  of  the 
admission  of  the  outer  air. 

The  rooms  in  the  basement,  and  the  two  lying-in  rooms,  were  perhaps  the  most  close  of 
anyperceived  by  us. 

The  windows  are,  for  the  most  part,  made  to  open  by  swinging  on  a  central  pin,  and 
there  are  open  fire-places. 

There  are  only  two  paid  nurses  in  the  workhouse,  one  of  whom  has  only  just  been  Nursing, 
appointed.     And  it  is  intended  that  one  shall  have  charge  of  the  men,  and  the  other  of  the 
women.     The  present  superintendent  nurse  is  also  practically  the  midwife  ;  for  although 
the  medical  officer  is  presumed  to  attend  these  cases,  it  frequentiy  occurs  that  the  labour 
is  terminated  in  his  absence.     These  receive  35  /..  and  25  /.  per  year. 

There  is  also  a  pauper  nurse,  and  a  helper,  to  each  ward.  Two  men  of  this  class  receive 
1  s.  and  one  I  s.  6d.  each,  weekly ;  and  the  woman  who  has  charge  of  the  receiving  ward, 
with  the  itch  cases,  receives  1  *.  6  rf.  per  week,  besides  extra  food  and  stimulants. 

No  special  night  nurses  are  appointed,  except  when  any  case  is  very  ill. 

The  matron  aistributes  and  administers  all  the  wine  and  spirits,  and  the  paid  nurses  are 
expected  to  give  all  the  medicine. 

The  master  is  not  dissatisfied  with  the  present  arrangement,  and  whilst  the  assistant  to 
the  medical  officer  does  not  think  the  pauper  nurses  truthful,  he  considers  their  conduct 
to  be  good,  on  the  whole.  He  does  nor  think  that  any  additional  paid  nurses  are  really 
necessary.  There  are,  however,  many  important  sick  cases  in  the  workhouse,  whicn 
require  attention  during  the  night. 

The  medical  officer  usually  attends  twice  or  thrice  a  week ;  and  when  an  epidemic  Medical  oflBcer. 
occurs  he  attends  daily,  or  twice  a  day.     His  assistant  attends  at  least  twice  a  day ;  and 
altogether  about  IJ  to  2  hours  per  day  are  devoted  to  the  duties.      There  are  usually 
about  150  cases  upon  his  books ;  and  ol  them  about  100  are  sick ;  but  nearly  half  of  them 
areplaced  upon  his  books,  that  they  may  obtain  meat  or  beer,  or  botii  daily. 

The  salary  is  130/.  per  year;  and  the  medical  officer  finds  his  own  assistant,  and  all 
drugs,  except  cod-liver  oil,  and  quinine.  There  is  no  extra  fee  for  midwifery,  or  vaccina- 
tion ;  but  10  8.  6  d,  is  paid  for  each  lunacy  certificate. 

We  were  informed  that,  in  his  opinion,  the  guardians  should  provide  drugs,  pay  extra 
fees  for  midwifery,  and  vaccinations,  and  give  150 1.  per  year  as  salary.  Subsequently 
we  met  the  medical  officer,  and  were  informed  by  him  that  his  salary  should  be  200  /. 

The  following  are  the  recommendations  which  I  offer,  respecting  this  workhouse : — 

1.  It  is  almost,  if  not  quite,  impossible  to  render  these  rooms  properly  adapted  to  the  Recommendutions^ 
treatment  of  the  sick,  on  account  of  their  narrowness.     At  present  they  are  adapted  for 

one  row  of  beds  only  ;  or,  at  the  most,  for  one  row  with  their  heads  to  uie  wall,  and  one 
row  with  their  sides  to  the  opposite  waJl.  If  one  of  the  walls  were  taken  out,  and  the 
Iroooms  widened,  so  as  to  give  a  clear  width  of  20  feet,  this  evil  might  be  obviated ;  but 
the  rooms  would  still  be  too  low  for  proper  ventilation ;  and,  above  all,  the  stMrcases  must 
be  enlarged  and  widened,  and  the  length  of  the  rooms  thus  reduced. 
Wider  and  higher  rooms,  and  wider  and  larger  staircases  and  corridors,  are  necessary. 

2.  The  rooms  in  the  basement,  and  the  dark  room  used  for  female  foul  cases,  should 
not  be  used  for  the  treatment  of  tiie  sick. 

372.  X3  3.  Proper 
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3.  Proper  fever  and  infectious  wards  are  needed* 

4.  Baths  and  hot  water  are  needed  on  each  floor. 

5.  Much  more  furniture  is  needed,  such  as  dressers,  lockers,  cupboards,  chairs,  cushions, 
book  and  other  shelves,  pottery,  plates  and  mugs,  and  prints.  A  separate  towel,  piece  of 
soap,  comb  and  brush,  should  be  allotted  to  eacn  sick  person.  All  the  the  utensils  should 
be  placed  in  cupboards-     The  walls  should  be  tinted. 

6.  Two  paid  night  nurses,  one  paid'  day  nurse  for  the  lyihg-in-ward,  and  one  paid  day 
nurse  for  the  sick  children's  wards,  are,  I  think,  needed. 

7.  The  salary  and  emoluments  of  the  medical  officer  should  be  increased,  and  he  should 
personally  discharge  the  duties  of  the  office.  He  should  have  proper  extras  for  midwifery ; 
and  should  attend  each  case ;  or  his  assistant  should  be  appointed  with  him  as  an  ad- 
ditional medical  officer. 

8.  The  ventilation  should  be  universally  improved. 

Ist.  In  the  iron  house,  instead  of  the  two  stoves,  there  should  be  brick  chimneys,  with  open 
fire-places.  A  louvre  light  is  needful  in  each ;  and  one  opening  should  be  placed  in  the 
partition  wall.  The  inside  of  the  roof  should  be  boarded  to  prevent  the  room  being  so 
hot  in  summer,  and  cold  in  winter ;  and  the  outside  of  the  rooi  should  be  whitewashed  in 
the  summer  time. 

2nd.  In  the  body  of  the  workhouse  all  the  ventilators  diould  be  kept  open.  The  Ajuott 
ventilators  should  be  untied,  and  cleaned  out  monthly.  The  wooden  protectors  of  the 
ventiliators  from  the  corridors  shoiJd  be  taken  away,  and  perforated  zinc  placed  over  the 
openings.  As  the  draught  is  too  great  in  the  ceiling  ventilators,  some  coarsely  perforated 
zmc ,  should  be  placed  over  the  air-brick  on  the  outside  ;  and  the  shafts  through  the  roof 
may  be  removed. 

Air  bricks,  of  the  thickness  of  one  brick,  should  be  placed  in  the  walls,  on  both  aides, 
close  to  the  ceilings,  or  the  upper  sashes  of  the  windows,  on  one  or  both  sides,  should  be 
so  fastened  that  they  cannot  be  quite  closed,  and  a  strip  of  perforated  zinc,  four  inches  wide, 
should  be  placed  across  the  top  of  the  sash  frame. 

Perforated  ^lass  should  be  placed  in  all  the  outside  windows,  which  open  upon  the  stair- 
cases and  corridors ;  and  in  every  door  in  the  corridors ;  and  care  should  be  taken  that  a 
current  of  air  moves  through  every  corridor  night  and  day. 

9.  The  padded  room  is  dark,  and  unfit  for  use. 

10.  Grenerally  tiie  master  and  matron  should  not  wait  to  be  asked  for  combs,  ftc,  but 
should  supply  all  proper  things,  and  the  matron  should  agree  with  the  medical  officer  in 
reference  to  the  niusesw 

11.  Better  kitchen  arrangements  are  needfuL  Proper  modes  of  conveying  food,  a&  at 
the  City  of  London  Workhouse^  should  be  adopted..  Crockery  should  supplwttin  w«re; 
and  the  kitchen  ^ould  be  more  centrally  situate.. 

12.  I  do  not  doubt  that  the  proper  course  for  the  guardians  with  their  excellent  plot  of 
land  iS)  to  pull  down  the  present  building,  and  erect  a  properly  devised  and  constructed 
one. 

So  lonff  as  tiie  present  building  is  used,  there  should  be  a  day  room  attached  to  each  two 
dormitories^  since  the  rooms  may  be  propwly  used  as  dormitories  or  day  rooms,  although  not 
for  both. 


13. 

The  following  is  the  nnmberof  beds  which  should  be  placed  in  the  several  wards : — 

of 

Ward. 

C]a8»  of  Inmatei,  op  Porpoie  to 

No. 

of 

Bed^. 

No. 

of 

Ward. 

Class-of  Tmxmtes,  or  Ptirpose  to 

No* 

which  AppropdatetL 

OI 

Beds. 

10 

Men's    sick   ward   -         .        . 

7or8 

70 

Women's  conrralescent  ward     • 

8 

9 

Ditto    -     ditto     -        .        . 

10 

80 

Women's  sick  ward 

4ot6 

8 

Ditto    -    ditto     ... 

10 

09 

Ditto      -     ditto 

4  or  5 

7 

,    Ditto    '     ditto     - 

6or7 

1      74 

DHto      -      ditto 

4;ord 

6 

Ditto     -     ditto     - 

5  or  6 

.     62 

Women's  bed  ridden  ward 

13orl4 

5 

Ditto    •     diJtto     -        »        . 

12 

» 

Women's  fbul  ward 
Women's  itch  ward 

2or8 
4  or  6 

44 

WomeB'a  infirm  ward 

6 

43 

Women's  siok  and  infinn  ward- 

4 

Children's  sick  ward 

.. 

65 

Ditto      ^      -      -    ditto       . 

15 

Ditto       -      ditto 

i 

78 

Ditto      -      -      ~    ditto      • 

«or7 

78(fl) 

-----.. 

6or7 

Wen's  fbul  ward      -        -        - 

2 

72 

Women's, l^ing^in  ward  • 

har^ 

Men's  itch  ward      -        -        - 
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We  visited  the  workhouse  on  the  14th  May  1866,  and  were  accompanied  by  the 
master  and  medical  officer. 

It  is  situate  on  a  healthful  and  extensive  site^^in  the  parish  of  Homerton>  and  is  said  to 
be  well  drained. 

The  eick  are  placed  in  the  infirmary,  and  in  seven  wards  in  the  body  of  the  work- 
hou<*e. 

The  infirmary  consists  of  a  central  portion,  and  wings,  each  having  one  room  in  depth. 
It  is  three  storeys  in  height,  and  contains  12  wards. 

There  is  a  separate  kitchen  for  the  sick,  where  the  meat  is  cut  up,  and  certain  kinds  of 
food  cooked. 

There  are  baihs  on  the  ground  floor,  and  first  floor,  with  hot  and  cold  water,  but  none 
on  the  second  floor.  There  are  no  lavatories.  The  water  closets  are  confined  in  space, 
but  perhaps  suflSciently  numerous. 

The  body  of  the  workhouse  consists  of  two  series  of  rooms,  with  a  corridor  interposed, 
but  there  is  no  commimication  with  the  corridor,  except  by  the  door.  There  are  neither 
fixed  baths,  nor  hot  water.  The  lavatories  are  much  too  numerous,  and  some  of  them 
should  be  supplanted  by  baths. 

Fever  cases,  and  smaJl-pox  cases,  are  sent  to  the  hospitals,  but  there  is  a  very  small 
ward  set  apart,  on  eadi  side,  for  a  single  fever  case,  when  such  must  be  retained. 
In  one  of  these  we  found  a  girl,  with  all  ner  joints  contracted,  who  last  October  was  said 
to  be  the  picture  of  health,  and  is  now  the  most  pitiable  and  wretched  object  I  have  ever 
seen  out  of  a  lunatic  asylum.  We  could  not  learn  all  the  facts  of  this  case,  and  it  is  one 
which  demands  further  inquiry  on  the  part  of  the  inspector.*  *  This  has  been 

Cases  of  syphilis  are  retained.     The  men's  ward  is  in  the  infirmary,  whilst  the  women's  eflFected. 
ward  is  in  the  body  of  the  workhouse  ;  and  cases  of  itch,  and  bad  legs,  are  also  placed  in 
the   latter  ward.      Two  women   of  this  class  are,  however,  now  placed    in  the  in- 
firmary. 

The  children  are  sent  to  a  district  school.  When  any  which  remain  in  the  workhouse 
are  sick,  even  with  scarlet  fever,  they  are  placed  in  the  wards  with  adults.  There  is  not 
a  children's  sick  ward. 

The  cases  in  the  infirmary  are  not  classed  into  acute,  or  chronic,  but  there  is  a  ward  on 
each  side  which  is  used  for  convalescents,  before  they  are  passed  to  the  body  of  the 
workhouse. 

The  wards  in  the  body  of  the  workhouse,  in  which  sick  cases  are  found,  are  lliose  of  the 
aged  and  infirm. 

There  are  in  the  workhouse  653  inmates,  of  whom  228  are  upon  the  medical  oflScer's 
books.  The  imbeciles,  as  a  class,  are  not  regarded  as  sick,  and  of  the  228  just  mentioned, 
about  100  are  placed  on  the  medical  officer's  books  merely  that  they  may  obtiUB  a  better 
dietary. 

The  following  are  the  dimensions  of  the  several  sick  wards,  with  the  number  of  beds  Size  of  rooms  and 
now  found  in  them :—  number  of  beds. 


No. 

Class  of  Inmates,  or  Purpose 

to 

Number 

of 
Ward. 

which  A]ipropriated. 

Length. 

Breadtii. 

Height 

of 
Beds. 

lofinnaiy: 

FL 

ur« 

Ft. 

«n. 

Fi. 

in. 

11 

Woman's  oonyalescent  ward 

20 

0 

17 

6 

11 

9      * 

8 

12 

Woman's  lyiog-in  ward 

4 

A 

6 

9 

12 

6 

11 

6 

+   22 

8 

16 

0 

12 

6 

}  '° 

+   22 

8 

11 

6 

2 

^ 

9 

Woman's  sick  ward     - 

20 

0 

17 

6 

11 

6 

7 

10 

Bitto    -    ditto 

. 

29 

6 

17 

6 

11 

6 

12 

7 

Ditto    -    €itto 

-{ 

«0 

0 

17 

C 

11 

6 

+   20 

0 

12 

6 

2 

0 

1              '^ 

8 

DittD    -   'ditto       - 

;{ 

» 

6 

17 

0 

11 

6 

1           ^^ 

+  ^ 

6 

12 

6 

2 

% 

8(«) 

Woman's  hmr  ward    - 

10 

4 

7 

6 

12 

6 

2 

4 

Men's  Bictk  ward 

SO 

2 

17 

6 

11 

6 

«■ 

* 

+  so 

SL 

12 

6 

S 

6 

r 

6 

Ditto    -    ditto 

* 

20 

6 

17 

6 

11 

6 

IS 

'■. 

+  29 

6 

12 

6 

2 

6      , 

6(a) 

Men's  fe^er  ward 

10 

4 

7 

6 

12 

B      ' 

1 

2 

Men'j  siok  ward  - 

. 

20 

2 

17 

6 

11 

13 

7 

S 

Ditto    -    *tto 

- 

«9 

6 

17 

6 

11 

6 

12 

Id 

Men's  foul  wsrd  - 

• 

29 

6 

17 

6 

11 

10      ' 

14 

1 

Men's  con^alesoent  ward 

'i 

20 

0 

17 

6 

11 

10 

1 

» 

S7ii. 
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GeDeral  character 
of  wards. 


No. 

Class  of  Inmates,  or  Parpose  to 

Number 

of 

Length.        1 

Breadth.        I 

H«ghi. 

of 

Ward. 

which  Appropriated. 

Beds. 

Main  Building : 

Ft. 

in. 

Ft. 

tn. 

Ft. 

tn. 

37 

Womens  sick  ward 

24 

6 

28 

0 

11 

6 

18 

47 

Women's  foul  ward      -        -  f 

24 

6 

23 

0 

11 

9 

I   - 

+    19 

6 

20 

6 

2 

6 

48 

Women's  sick  ward    -         -  f 

24 

6 

18 

3 

11 

9 

1  '« 

+    19 

6 

15 

9 

2 

6 

26 

Women's  sick  and  infirm  ward 

26 

2 

17 

9 

12 

4 

12 

26 

Ditto     -    ditto 

26 

0 

18 

0 

12 

4 

11 

30 

Ditto    -     ditto 

24 

6 

17 

9 

12 

4 

11 

24 

Ditto     -    ditto 

32 

10 

17 

9 

12 

4 

14 

Hence  it  appears  that  the  usual  height  and  width  of  the  wards  in  the  infirmary  are 
11 1  to  14  feet^  and  17^  feet^  and  they  are  too  narrow. 

The  floor  space  and  cubical  space  allotted  to  each  bed  in  the  different  wards,  are  as 
follows: — 


No. 

of 

Ward. 


11 

12 

9 

10 
7 

8 

8(a) 

4 

6 

5(a) 

2 

3 
13 

1 


37 
47 
48 
25 
26 
30 
24 


Class  of  Inmates,  or  Purpose  to  which  Appropriated. 


Infirmary : 

Women's  convalescent  ward  - 
Women's  lying-in  ward  - 
Women's  sick  ward 

Ditto     -    ditto  -         -  - 

Ditto     -     ditto  -         .  - 

Ditto     -     ditto .         .  . 

Women's  fever  ward 

Men's  sick  Ward     -        -  - 

Ditto  -  ditto      -         .  . 

Men's  fever  ward   -         -  - 

Men's  sick  ward     -        -  - 

Ditto  -  ditto      -         -  - 

Men's  foul  ward    -        '•  - 

Men's  convalescent  ward 

Main  Building; 

Women's  sick  ward 
Women's  foul  ward 
Women's  sick  ward 
Women's  sick  and  infirm  ward 

Ditto      -      ditto 

Ditto       -       ditto 

Ditto      -       ditto 


Floor  Spaoe 

Allowed  to  each 

Person. 


Cubical  Space 

Allowed  to  each 

Person. 


Sup^  Feet. 


44 
44 
50 
43 
60 
43 
39 
60 
43 
78 
60 
43 
87 
44 


31 
47 
45 
39 
42 
39 
41 


Cub.  Feet. 

514 
699 
675 
495 
664 
571 
484 
670 
671 
969 
680 
495 
436 
518 


360 
635 
602 
477 
625 
487 
513 


Bedding  and  fur- 
niture. 


The  usual  floor  space  and  cubical  space  in  the  infirmary  are,  therefore,  37  to  50  super- 
ficial feet,  and  436  to  599  feet.  In  the  main  building  one  ward  affords  only  360  cubic 
feet,  and  there  are  altogether  seven  of  21  wards  in  which  the  cubical  allowance  is  less  than 
that  required  by  the  Poor  Law  Board. 

The  wards  are,  for  the  most  part,  light  and  airy.  Those  on  the  second  floor  and  the 
wings  of  the  infirmary  have  windows  on  both  sides,  but  those  on  the  basement  and  first 
floor  have  windows  on  one  side  onlv  since  imbecile  wards  have  been  built  quite  up  to  them 
and  have  prevented  the  opening  of  windows  on  that  side.  As,  in  the  body  of,  the  work- 
house, there  are  no  windows  leading  to  the  corridors,  there  are  windows  on  one  side 
only. 

The  wards  of  the  infirmary  are  faulty ;  since  the  passive  from  one  to  the  other  runs 
along  the  side  of  each  ward,  and  prevents  the  placing  of  beds  on  that  side.  There  should 
have  been  a  corridor,  or  the  passage  through  the  rooms  should  have  been  in  the  middle. 
It  was,  moreover,  most  injudicious  that  the  imbecile  wards  should  have  been  built  in  their 
present  situation,  particularly  as  there  is  plenty  of  ground  elsewhere  on  which  they  could 
have  been  placed. 

There  are  no  wards  too  large  to  be  useful,  but  the  two  small  wards,  8  a  and  6  a,  are 
too  small,  and  are  unfit  for  the  use  of  the  sick.  Some  of  the  panes  had  been  coloured 
green,  which  rendered  the  room  dark,  and  others  white,  which  prevented  the  inmates 
from  looking  out  of  the  windows. 

Tte  bedding  is  fairly  good,  and  consists  of  flock  beds  upon  iron  bedsteads.  The  flock 
is  not  teazed  systematically ;  and  is  not,  therefore,  in  so  good  a  state  as  desirable.    An  old 

woman 
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woman  is  the  only  person  performing  this  duty,  whilst  there  are  about  100  young  women  Appendix 

and  no  less  than  245  able-bodied,  who  are  not  half  employed,  and  who  might  be  usefully 

set  to  perform  this  and  other  labour.  East  Lohdoit. 

The  bedsteads  differ  in  width  from  2  feet  3  inches  to  3  feet,  the  newest  ones  being  

2  feet  9  inches  by  6  feet  3  inches  in  length.     There  are  no  racks  to  the  beds. 

There  are  no  dressers,  lockers,  or  bookshelves.  There  are  very  few  chairs,  and  many 
of  these  are  old  and  uncomfortable.  There  are  no  cushions  to  the  benches.  The  prints 
upon  the  walls  are  very  few  and  unimportant.  There  is  no  place  in  which  to  put  the 
buckets  and  larger  utensils,  and,  in  general,  there  is  a  marked  deficiency  of  furniture, 
and  of  comforts  connected  with  it. 

There  are  looking-ii  lapses,  about  one  dozen  small  towels,  six  basins,  and  two  combs  to 
each  of  the  larger  wards,  but  brushes  are  not  used.  A  piece  of  soap  is  given  to  each 
inmate,  and  a  further  piece  is  used  for  the  wards. 

The  washhand  basins  are  frequently  broken,  and  it  was  said  that  watchfulness  was 
required  to  prevent  some  of  the  inmates  from  Washing  in  the  chamber  pots.  The 
medical  officer,  who  had  been  a  militia  officer,  stated  that  the  same  habit  existed  among 
the  militia. 

There  are  capes,  bed  trays,  and  cloths ;  and  pottery,  plates,  and  mugs. 

With  the  exception   just  referred  to,  cleanliness  existed  everywhere  and  in  every-  CleanlincwB. 
thing. 

The  arrangements  for  ventilation  at  the  workhouse  are  good,  and  it  is  only  requisite  to  Ventilation, 
extend  them.     A  piece  of  perforated  zinc,  of  the  depth  of  a  pane,  is  fastened  to  tne  top  of 
each  window  sash,  so  that  when  the  window  is  let  down,  the  rapidity  of  the  entrance  of 
air  is  retarded,  and  the  current  may,  within  limits,  be  borne.     Holes,  covered  with  per- 
forated zinc,  are  placed  in  the  ceiling,  and  others,  with  a  cast-iron  ventilator,  are  placed 
in  the  floors,  and  both  are  connected  with  the  outer  air  by  air  bricks. 

The  former,  however,  do  not  act  when  the  windows  are  closed,  and  the  latter  are  some- 
times closed.  There  is  a  defect  in  the  absence  of  similar  openings  over  the  doors  in  the 
infirmaries,  and  in  partition  walls,  and  in  the  absence  of  windows,  or  ventilators  leading 
into  the  corridor  in  the  body  of  the  workhouse. 

Hence,  during  the  night,  the  ventilation  must  be  defective,  and  even  during  the  day 
the  smell  of  the  wards  which  have  windows  on  opposite  sides,  is  very  much  fresher  than 
that  of  those  with  windows  on  one  side  only.  The  ventilation  of  the  two  small  rooms 
before  mentioned  is  very  defective. 

There  are  four  paid  nurses  in  the  workhouse,  two  of  whom  have  charge  of  81  imbeciles,  Nursing, 
and  two  others  have  charge  of  the  general  sick.  The  former  receive  35 1  and  the  latter 
25  /.  and  20  L  per  year.  Of  the  latter,  one  is  the  superintendent,  whilst  the  other  is  her 
assistant,  and  they  both  give  attention  to  both  sexes  of  inmates.  We  were  informed  that 
the  superintendent  is  advanced  in  life,  and  is  not  so  efficient  as  a  younger  person  might 
be.     Thev  give  all  medicines  and  stimulants  to  the  patients. 

There  is  also  one  pauper  nurse,  and  at  least  one  pauper  helper  to  each  ward.  Some  of 
them  occasionally  get  drunk,  perhaps  one  out  of  20  in  a  fortnight,  but  it  is  not  believed  that 
they  take  the  stimulants  of  the  inmates. 

There  is  not  a  paid  night  nurse. 

The  medical  officer  has  a  partner,  who  aids  him  in  his  duties.     He  devotes  about  two  Medical  officei. 
hours  daily  to  the  sick,  and  it  requires  six  hours  per  week  to  fill  up  his  medical  book.    He 
finds  all  drugs,  except  cod-liver  oil,  and  provides  nis  own  dispenser. 

His  salary  has  been  raised  within  six  months,  and  is  now  125  L  per  year,  with  about 
20  L  per  year  for  extras,  from  midwifery,  vaccination,  and  lunacy  certificates. 

He  thinks  that  a  paid  night  nurse  would  be  of  advantage,  but  he  is  not  dissatisfied  with 
the  present  system  of  nursing  further  than  this,  and  tne  necessity  for  having  somewhat 
younger  and  efficient  paid  nurses.  The  sick  wards,  whether  in  the  infirmary  or  workhouse, 
are  too  full,  and  some  of  them  contain  more  beds  than  the  allotted  number.  There  should 
be  a  sick  children's  ward,  a  larger  ward  for  occasional  cases  of  fever,  and  separate  and 
proper  syphylitic  wards. 

He  thinks  that  the  guardians  should  provide  drugs,  and  a  dispenser,  and  that  the  salary 
should  be  increased  to  150  /.,  in  addition  to  extras. 

More  waste  paper  should  be  given  to  the  inmates,  and  thus  prevent  the  closing  up  of 
water  closets,  by  rags  and  refuse  ;  there  are  plenty  of  medical  appliances,  and  he  orders 
am  these,  and  extra  diet  and  stimulants,  as  freely  as  he  thinks  proper. 

There  should  be  a  special  dietary  for  the  aged  and  infirm. 

The  following  are  the  recommendations  which  I  make  respecting  this  workhouse :  ReoommendatioDs. 

1.  The  ventilation  should  be  improved  by  plugging  -all  the  windows  open  to  the  extent 
of  two  inches,  and  by  inserting  perforated  zinc  into  the  upper  part  of  the  sash  frame ;  also 
by  making  ventilating  windows  in  the  corridor  MfsMa,  and  by  keeping  all  ventilators  open. 

2.  More  furniture,  and  comforts  of  that  class,  should  be  provided,  including  cupboards, 
dressers,  lockers,  arm  chairs,  rocking  chairs,  cushions,  bedsteads  with  racks,  prints,  combs 
and  brushes,  &c. 

3.  The  very  narrow  bedsteads  should  be  removed,  and  wider  ones  supplied. 

372.  Y  3.  The 


Digitized  by 


Google 


\6o 


REPORT  ON  THE  METROPOLITAN 


Appendix. 
Babt  LoifOO]i» 


4.  The  flock  in  the  beds  should  be  regularly  teased. 

5.  One  or  two  paid  night  nurses  should  be  appointed,  one  for  thfe  Infirmary,  and  one 
for  tlie  body  of  the  workhouse,  and  coxe  should  be  taken  that  the  paid  nurses  are  efficient, 

6.  The  passage  through  the  infirmary  ward  should  be  changed  to  the  centre,  and  beds 
placed  on  both  sides. 

7.  The  guardians  should  find  drugs,  and  a  dispenser  (to  be  partly  employed  as  a  clerk, 
or  otherwise),  and  increase  the  salary  of  the  medical  officer. 

8.  1  he  colouring  should  be  removed  from  the  windows,  and  proper  blinds  put  up. 

9.  Baths,  with  hot  and  cold  water,  should  be  placed  on  each  floor. 

10.  Wards  No.  8  a.  and  5  a.  on  our  list,  should  not  be  used  for  the  sick.  A  proper 
fever  ward,  on  each  side,  a  children's  sick  ward,  and  another  female  venereal  ward  should 
be  provided. 

11.  The  infirmary  might  be  readily  extended  on  the  present  site. 

12.  Day -rooms  and  lavatories  should  be  provided. 

13.  The  very  large  number  of  the  able-bodied  inmates,  and  particularly  of  young  women^ 
deserve  the  serious  attention  of  the  Guardians. 

14.  Some  of  the  infirmary  wards  are  too  crowded,  and  the  following  is  the  number  of 
beds  which  should  be  allowed  in  each  ward  : 


Number 

Clasfi  of  Inmates,  or  Purpose  to 

Number 

Number 

Class  of  Inmates,  or  Purpose  to 

Number 

of 
Ward. 

which  Appropriated. 

of 
Bedfl. 

of 
Ward. 

3 

which  Appropriated. 

of 
Beds. 

Infirmary  : 

Men's  sick  ward 

8  or  9 

11 
12 

Women's  convalescent  ward     - 
Women's  lying-in  ward  - 

6 
7  or  8 

13 

1 

Men's  foul  ward     -         -        - 
Men's  convalescent  ^ard 

8  or  9 
6  or  6 

9 

Women's  sick  ward 

6 

10 

Ditto   -     -  ditto  - 

8  or  8 

Main  Building: 

7 

Ditto  -     -  ditto  - 

0 

8 

Ditto  -     -  ditto  - 

8  or  9 

37 

Women's  sick  ward 

8 

8  A 

Women's  fever  ward 

1 

47 

Women's  foul  ward 

8 

• 

48 

Women's  sick  ward 

8 

4 

Men's  sick  ward     ... 

5  or  6 

26 

Women,  sick  and  infirm 

8 

5 

Ditto  -  ditto 

— 

26 

Ditto      -      ditto 

8 

6a 

Men's  fever  ward    -        -         -  . 

1 

30 

Ditto      -      ditto 

7  or  8 

2 

Men  s  sick  ward     - 

5  or  6 

24 

Ditto      -      ditto 

10 

No.  26. 
ISLINGTON. 


Islington.  Wb  visited  the  Isliiijgton  workhouse  on  the  15th  May  1866,  and  were  accompanied  by 
the  master  and  medical  officer. 

It  is  an  old  building,  dating  from  1777  and  1802,  and  is  situated  in  an  elevated 
and  healthful  part  of  the  town.  It  is  surrounded  by  buildings,  but  the  yards  are  open^ 
and  give  a  cheerful  appearance  to  it.  We  were  informed  that  the  trustees  had  purchased 
another  site,  and  had  prepared  plans  for  the,  erection  of  a  new  workhouse ;  but  as  some 
delay  must  occur  before  the  inmates  can  be  removed  from  the  prfesent  one,  we  thought  it 
better  to  inspect  and  report  upon  it. 

There  is  not  a  detached  infirmary,  but  the  sick  are  somewhat  classified,  and,  for  the 
most  part,  placed  in  sick  rooms,  in  tiie  body  of  the  workhouse,  whilst  a  few  are  placed  in 
other  buildings. 

Fever  and  small-pox  cases,  and  noisy  or  dangerous  lunatics,  are  sent  to  the  respective 
hospitals.  A  few  quiet  lunatics  are  retained,  and  are  distributed  through  the  workhousa 
The  children  over  two  years  of  age- are  placed  in  a  separate  school. 

There  is  not  a  separate  itch  ward,  but  such  cases  are  placed  with  other  foul  cases  in  the 
foul  ward.    Nearly  all  the  venereal  cases  are  sent  to  the  Lock  HospitaL     j 

There  are  about  470  inmates  in  the  workhouse  to-day,  of  whom  11  only  are  able-bodied, 
7  imbeciles,  and  205  sick. 

There  are  not  any  day-rooms  for  the  use  of  the  sick.  There  are  no  fixed  baths,  but 
there  are  portable  ones.  An  abundant  supply  of  cold  water  exists  in  all  parts  of  die 
workhouse,  but  hot  water  must  be  carried  upstairs.     There  is  gas  in  the  various  wards. 

The 
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The  following  are  the  dimensions  of  the  yarions  w^rds^  with  the  number  of  beds  goii»         Afipendiz, 


tained  in  each  ward : — 


No. 

of 

Ward. 


Class  of  Inmates,  or  Purpose  to 
which  Appropriated. 


Length. 


24 

26 

27 
25 

20 

23 


Main  Building  i 

Women's  sick  ward 
Ditto     -    ditto 
Ditto    -     ditto 
Ditto    -     ditto 


•{ 


Ditto    -     ditto 
Women's  lying  in  ward 
Women's  Ijring-in  ward  (con- f 

yalescent  ward).  \ 

Women's  sick  ward  (conva- 
lescent). 
Women's  sick  ward     - 

Men's  sick  ward 
Ditto    -     ditto 

Detached  Buildings : 
Women's  sick  ward 

Ditto    -     ditto   '     - 

Ditto     -     ditto 
Ditto     -    ditto 

Men's  sick  ward 

Ditto   -   ditto    (oonvales-J 
cent). 


Breadth. 


Fi.    in. 


87 
29 
80 
80 

—  6 
80 
20 
26 

—  8 


9 
9 
6 
6 
6 
8 
6 
2 
6 


20  10 

25  6 

+   8  0 

80  5 

80  5 


88     10 
+  38     10 

10 
+  10 

12 

10 
+  10 

26 
+  21 

41 
+  41 


Ft.    in. 


21 
17 
17 
17 

8 
17 
11 
20 

8 
17 


0 
7 
8 
7 
6 
6 
6 
5 
3 
6 


Height. 


Nunber 

of 

Beds. 


laLUMVOV. 

Si£C  of  rooms  and 
number  of  beds. 


Ft.    in. 


17  6 

8  0 

17  7 

17  7 


18  0 

14  0 

18  10 

14  10 

10  2 

18  10 

14  10 


10 

0 

18 

14 


8 
8 
0 
8 


8 
•7 

8 

8 

8 

10 

10 

10 

0 

0 
0 
0 
0 


12 
2 
0 
2 

10 

0 

2 

0 

•  5 

10 


6 

10 

o 

3 
8 
8 
8 
3 
8 
1 

3 
8 
3 
3 


8 
0 
0 
0 
0 
9 
0 
0 
0 
8 
8 


18 
10 
10 

10 

10 
5 

7 

0 


10 

10 
10 


17 

4 
2 
5 


18 


Hence  it  appears  that  the  usual  height  and  width  of  the  wards,  in  the  body  of  the  work- 
house, is  8  to  10  feet,  and  17  J  to  21  feet. 

The  floor  space,  and  cubical  space,  allowed  to  each  bed,  are  as  follows: 


No. 

of 

Ward. 


8 
7 
6 
4 
5 


24 
26 
27 
25 

29 
28 


Class  of  Inmates,  or  Purpose  to  which 
Appropriated. 


Main  Building; 

Women's  sick  ward        ... 

Ditt«     -    ditto 

Ditto     -    ditto  ... 

Ditto     -    ditto  .        .        - 

Ditto     •     ditto 
Women's  lying-in-ward 
Women's  lying-in-ward  (conyalesoent) 
Women's  sick  ward  (oonyalesoent)  « 
Women's  sick  ward        ... 

Men's  sick  ward    -        .        -        . 
Ditto  -    ditto    .... 

Detached  Buildings: 

Women's  sick  ward     '  - 
Ditto     -     ditto 
Ditto     -     ditto 
Ditto     -     ditto  ... 

Men's  sick  ward   •        .        •        . 
Men's  aick  ward  (conimlesorai) 


Floor 

Space 

Allowed  to  each 

Person. 

Sup. 

Jl. 

61 

0 

62 

0 

64 

0 

51 

0 

bZ 

0 

47 

0 

69 

0 

58 

0 

47 

0 

53 

0 

53 

0 

41 

0 

47 

0 

€2 

0 

37 

0 

57 

0 

49 

0 

Cubical  Space 

Allowed  to  ea^ 

Person. 


Cub.   ft. 


518 

410 
431 
422 
487 
481 
712 
527 
440 

405 
405 


568 
533 
618 
426 

660 
633 


0 

0 
0 
0 
0 
0 
0 
0 
0 

0 
0 


0 
0 
0 
0 

0 
0 


Thus  the  usual  floor  space,  and  cubical  space,  in  the  sick  wards,  are  53  to  69  superficial 
feet,  and  410  to  669  feet;  and  in  nine  of  17  wards  the  cubical  space  is  less  than  that  re- 
quired by  the  Poor  Law  Board. 

The  size  and  general  appearance  of  the  wards  are,  upon  the  whole,  satisfactory.     None  Creneral  character 
are  too  large  to  be  useful.     Some  of  the  wards  have  windows  on  two  ends,  or  sidee ;  but  a  of  wards. 
372.  Y  2  majority 
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Bedding  and  fcu^ 
nitnie. 


Appendix.         majority  of  them  have  windows  only  on  one  side ;  yet  the  open  yard  space  in  front,  the 

height  of  the  windows,  and  the  agreeable  colouring  of  the  walls,  permit  the  wards  to  be 

Islington.         light,  airy,  and  cheerful. 

There  are  three  wards  in  a  one-storied  building  in  the  yard,  viz.,  Nos.  26,  27,  and  25, 

which  are  too  small,  and  are  neither  cheerful  nor  satisfactory.  Wards,  Nos.  1  and  29, 
appeared  to  me  to  be  cold. 

The  bedding  is  of  flock,  upon  iron  bedsteads  with  sacking ;  and  the  flock  might  be  more 
systematically  teazed  with  advantage.  The  rugs  are  woollen,  and  of  old,  and  not  very 
cheerful  pattern.     The  sheets  and  bed  coverings  are  sufficient  and  good. 

There  is  an  air  of  comfort  in  all  the  wards.  There  are  cupboards,  lockers,  arm-chairs 
with  cushions,  benches  with  backs,  night-chairs,  pieces  of  carpet,  capes^  feet  and  chest 
warmers,  bed  trays  with  napkins,  looking  glasses,  prints,  numerous  ornaments,  and  arti- 
ficial flowers  ;  and  an  effort  is  made  at  all  times  to  give  a  cheerful  appearance  to  the 
wards. 

There  are  always  several  pottery  washhand  basins  in  each  ward,  and  a  towel,  comb  and 
brush  are  supplied  to  each  inmate.     Pottery  plates  and  mugs  are  used. 

Several.of  me  beds  in  the  lying-in  wards  were  too  narrow  for  a  woman  and  child.  There 
are  bed  rest^,  but  no  bedsteads  with  racks. 

Cleanliness.  The  most  scrupulous  cleanliness  exists  evervwhere ;  and  the  linen  is  of  good  colour 

except  in  the  receiving  ward.  No.  29.  The  labour  bed  was  quite  clean ;  but  the  mackin- 
tosh sheeting  was  too  much  worn. 

Ventilation.  Some  of  the  wards,  as  No.  8,  are  admirably  ventilated ;  but  those,  having  windows  on  one 

side  only,must  be  less  so.  The  system  adopted  is  that  of  air  bricks,  placed  all  round  each  ward, 
as  in  No.  8 ;  of  Arnott's  ventilators,  of  whicn  one,  two,  or  three,  are  found  in  each  ward  ;  and  of 
ventilation  over  the  doors.  The  first  are  small,  and  do  not  seem  to  require  a  covering  of  per- 
forated zinc ;  the  second  work  well,  and  a  few  only  are  tied  up ;  whilst  the  third  is  rendered 
insufficient  and  inefficacious  by  a  covering  of  wood  on  each  side  in  addition  to  perforated 
zinc,  which  closes  in  the  opemngs. 

The  corridors  are  ventilated  only  by  large  round  openings  which  lead  from  a  grating  on 
the  outside ;  and  are  defended  on  the  inside  by  a  covering  of  perforated  zinc. 

We  did  not  find  one  ward  in  the  body  of  the  workhouse  which  did  not  smell  sweet ;  and 
the  matron  assured  us  that,  late  at  night,  they  were  nearly  as  sweet  as  her  own  bedroom. 
At  the  same  time  it  cannot  be  doubted  that  tms  is  effected  by  very  careful  attention  to  the 
doors  and  windows  ;  and  that  the  ventilation  would  not  be  good,  if  left  to  the  ventilators 
alone.  On  the  principle  that  ventilation  should  be  quite  independent  of  attention  or  want 
of  attention,  I  cannot  regard  it  as  quite  satisfactory 

The  ventilation  of  the  three  small  rooms,  Nos.  26, 27,  and  25,  and  particularly  of  the 
receiving  ward.  No.  29,  is  clearly  defective.  An  order  has  already  been  given  to  place  a 
louvre  light  in  the  roof,  and  when  this  has  been  effected  it  is  probable  that  the  ventilation 
will  be  much  improved,  but  it  cannot  be  so  good  with  a  stove  as  it  would  be  with  an  open 
fireplace. 

Nursing.  The  nursing  is  conducted  entirely  by  pauper  nurses,  who  receive  three  dresses,  white 

aj)rons,  and  caps,  extra  rations,  one  pint  of  beer,  and  1  s,  per  week.  They  have  an  un- 
usually respectable  appearance,  and  many  of  them  have  been  so  engaged  for  many  years. 
The  medical  officer  is  not  dissatisfied  with  them,  and  the  master  and  matron  are  of 
opinion  that,  in  the  present  workhouse,  no  other  system  would  work  so  well.  They 
appear  to  be  well  conducted,  and  to  be  held  in  esteem  by  the  officers,  but  the  master 
and  matron  do  not  doubt  that  in  the  new  building  it  would  be  better  to  engage  paid 
nurses. 

There  is  a  midwife,  who,  we  were  informed,  is  paid  7  s.  6d,  per  case. 

Medical  officer.  The  medical  officer  attends  at  the  workhouse  about  two  hours  daily.     The  guardians 

provide  all  drugs,  and  also  a  dispenser,  both  for  the  workhouse,  and  the  parish.  He  does 
not  desire  to  attend  the  midwifery  cases,  and  the  vaccination  he  refers  to  the  district 
medical  officers.  His  salary  has  been  increased  30  Z.  peryear  within  the  last  three  months^ 
and  is  now  160/.,  with  extras  for  lunacy  certificates.  He  orders  all  diet,  stimulants,  and 
medical  appliances  with  perfect  freedom,  and  speaks  very  highly  of  the  spirit  and  conduct 
of  the  trustees  towards  lum,  and  the  poor.         « 

He  is  not  sent  for  at  night,  more  man  perhaps  once  a  week,  on  the  average.  There 
are  about  205  cases  upon  his  books,  and  of  these  one-fourth  at  least  are  placed  there 
simply  to  obtain  a  better  dietary. 

He  is  not  dissatisfied  with  his  position,  and  emoluments,  but  expects  a  favourable 
change,  when  the  new  workhouse  shall  have  opened. 

RecommeDdations.         As  the   workhouse   is   80   soon   to   be   pull^   down,   it  is   scarcely   needful    that  I 
should  offer    any  recommendations  respecting   it,    and    certainly  no    changes    should 
be    made,   which   would    involve    any  considerable    outlay.     I,    however,    remark  as 
*  follows : — 

1.  I  cannot  doubt  that  there  should  be  paid  superintendent  nurses,  both  by  day  and 
night. 

2.  The  medical  officer's  salary  should  be  ftirther  increased,  and  it  would  be  very  much 
better,  if  he  were  to  attend  to  the  lying-in  cases,  and  vaccinate  the  children,  and  receive 
extras  for  those  duties. 

3,  The 


Digitized  by 


Google 


WORKHOUSE  INFIRMARIES  AND  SICK  WARDS. 


163 


3.  The  ventilation  should  be  improved  in  the  several  ways,   which  I  have  pointed 
out,  viz. : 

^  A.)  By  removing  the  wooden  frames  of  the  ventilators  over  the  doors,  and,  in 
some  instances,  by  placing  ventilators  over  the  doors  which  lead  from  other  rooms 
as  well  as  over  those  which  lead  from  the  corridors. 

(B.)  Air  bricks  should  be  inserted  in  some  of  the  rooms,  in  which  there  are  windows 
on  one  side  only. 

(C.)  The  ventilation  of  the  corridors  should  be  improved,  by  substituting  largely 
for  finely  perforated  zinc,  and  bv  inserting  several  panes  of  perforated  glass. 

(D.)  The  ventilation  of  the  three  wards  which  I  have  indicated,  and*of  the  receiv- 
ing ward,  should  receive  early  attention. 

(E.)  All  ventilators  should  be  kept  open. 

4.  Hot  water,  and  fixed  baths,  will  be  needful  in  the  new  building. 

5.  Games  of  draughts,  dominoes,  &c.,  might  be  provided  with  advantage. 

6.  A  dietary  for  tne  aged  and  infirm  should  be  provided. 

7.  Wider  beds  should  be  placed  in  the  lying-in  ward. 

8.  Beds  with  racks  should  be  provided  universally,  in  the  new  building,  for  the  sick 
cases. 


Appendix. 
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No.  27. 
CHELSEA. 


We  visited  this  workhouse  on  the   16th  May  1866,  and  were    accompanied   by  the         Chilsea. 
master  and  medical  oflScer.  • 

It  is  situate  in  a  healthful  locality,  but  in  close  proximity  to  small  houses  and  somewat 
narrow  streets.     The  surrounding  neighbourhood  is  not  densely  populated. 

The  larger  part  is  old,  but  well  built,  whilst  a  wing  has  been  very  recently  erected  in  a 
very  unsatisfactory  manner,  and  of  faultv  construction. 

There  is  not  a  detached  infirmary.  Fever  and  smallpox  cases  are  sent  to  the  hospitals. 
Very  few  venereal  cases  are  admitted.  The  children  are  placed  in  a  district  school. 
But  few  imbeciles  are  admitted,  and  they  are  distributed  through  the  workhouse. 

There  are  sick  and  convalescent  wards  in  which  the  larger  proportion  of  sick  cases  are 
placed,  but  many  of  the  aged  and  infirm  remain  in  their  own  wards,  and  are  placed  upon 
the  books  of  the  medical  officer  for  dietary  or  treatment. 

There  are  not  any  day-rooms,  and  there  is  only  one  fixed  bath  for  the  use  of  the  sick. 
The  cold  water  supply  is  very  good,  but  hot  water  must  be  carried  up  stairs.  The  lava- 
tories are,  for  the  most  part,  very  small  and  confined  ;  and  the  accommodation  is  scarcely 
sufficient.  There  is  not  hot  water  attached  to  them.  The  water  closets  are  sufficient  in 
number,  but  are  very  small  and  confined. 

There  are  from  400  to  600  inmates  of  whom  about  140  are  upon  the  books  of  the 
medical  officer,  including  about  40  who  are  so  placed  simply  to  obtain  for  them  a  dietary 
of  meat  and  beer  daily. 

The  following  are  the  dimensions  of  the  various  \yard8,  with  the  number  of  beds  placed  Size  of  rooms  and 
in  each:—  nnmberofbeds. 


No. 

of 

Ward. 

Class  of  Inmates,  or  Purpose 
which  Appropriated. 

to 

1 

1         Length. 

Breadth. 

Height. 

Number 

of 

Beds. 

i       Ft.  in. 

Ft. 

in. 

Ft.  in.  ^ 

12 

Men's  sick  ward 

46     0 

10 

2 

n    0 

t 

18 

18 

ditto  -  ditto    - 

!         36     6 

16 

2 

11  10 

.    12 

14 

ditto  -  ditto    - 

1         46     0 

19 

2 

8  10 

18 

78  a 

Women's  sick  ward     - 

t         36   10 

21 

4 

0    1 

t 

15 

78 

ditto     -     ditto 

1          24      I 

21 

2 

9    1 

11 

41 

Women's  labour  ward  -   • 

20     6 

12 

3 

9    0 

1 

70  a 

Women's  l^ing  in-ward 
Women's  sick  ward 

28     8 

21 

8 

9    0 

} 

11 

60 

;{ 

61     7 
+  61     7 

21 
16 

8 
5 

7     6 
4     3 

24 

68 

Women's  infirm  ward  - 

57     6 

21 

2 

7     6 

1 

+  57     6 

16 

11 

4     3 

1 

82 

+  27   10 

20 

0 

7     6 

+  27   10 

14 

9  . 

4     8 

17 

Men's  sick  ward 

. 

36     2 

)6 

2 

9     3 

8 

100 

Ditto  -  ditto  - 

. 

28     0 

28 

0 

9     7 

16 

108 

Ditto  -  ditto  - 

■{ 

28     8 

28 

8 

10     0 

1 

13 

+  28     8 

21 

3 

1      0 

/ 

27 

Men's  itch  ward 

18     0 

11 

9 

9     7 

} 

6 

80 

Women's  itch  ward     - 

■{ 

27  10 

16 

0 

11      1 

7 

« 

—  6     6 

7 

6 

7     3 

37«. 


Y3 
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Hence,  it  appears  that  the  usual  width  and  height  of  the  wards  in  the  old  buildings  are 
9  to  113  feet  and  16  to  21  feet. 

The  floor  space  and  cubical  space  allotted  to  each  bed,  are  as  follow  : 


Number 

of 
Wardi. 


12 
13 
14 

73  a 

73 

41 

70  a 

60 

68 

17 
100 
103 

27 

80 


Class  of  Inmates  or  Purpose  to  which  Appropriated. 


Men's  sick  ward    - 
Ditto  -  ditto 
Ditto  -  ditto 

Women's  sick  ward 

Ditto     -     ditto 
Women's  labour  ward    • 
Women's  Ijing-in  ward 
Women's  sick  ward 
Women's  infirm  ward 

Men's  sick  ward  • 
Ditto  -  ditto  - 
Ditto    -    ditto     - 

Men's  itch  ward    - 

Women's  itch  ward 


Floor  Space 

Allowed  to  each 

Person. 


Sup.  Ft. 

49 
48 
49 


52 
46 
261 
56 
66 
66 

71 
62 

60 

36 

68 


Cabical  Space 

Allowed  to  each 

Person. 


Cub.  Ft. 

539 
666 
433 

476 

421 

2,260 

498 
696 
692 

657 
601 
661 

338 

662 


General  character 
of  wards. 


Bedditgaadiiny 
nitare^ 


Cleanliness. 


Ventilation. 


Hence,  the  usual  floor  and  cubical  space  is  48  to  71  superficial  feet,  and  421  to  657 
cubic  feet  The  men's  infirm  ward  offers  less  than  400  cubic  feet,  and  5  wards  offer  less 
than  the  quantity  required  by  the  Poor  Law  Board. 

The  rooms  are  for  the  most  part  light,  airy,  and  cheerful  There  are  windows  on  both 
sides  in  nearly  all  the  wards.  The  width  and  height  are>  for  the  most  part,  sufficient,  but 
some  of  them  are  low.  There  are  none  too  large  to  be  useful,  although  one  is  a  large  room, 
and  none  too  small.  The  itch  wards  in  the  basement  are  dark  and  cheerless,  and  imfit  for 
use  ;  and  the  rooms  in  the  new  building  are  very  wide,  so  that  a  middle  row  of  beds  has  to 
be  placed  in  them. 

There  are  not  any  corridors  in  the  old  building,  and  those  in  the  new  building  arc 
narrow,  and  exceedingly  repulsive  in  appearence.  The  staircases  in  the  old  building  are 
fairly  wide,  and  in  many  respects  the  construction  of  the  old  is  to  be  preferred  to  that  of  the 
new  building. 

Some  of  the  windows  in  the  new  building  have  the  panes  frosted  and  the  light  and 
the  cheerfulness  of  the  wards  are  thereby  lessened. 

The  bedding  is  of  flock,  upon  iron  bedsteads,  but  200  horse-hair  mattresses  and  many 
horse-hair  pillows  have  been  ordered,  and  will  soon  be  in  use. 

The  rugs  are  of  cotton,  but  look  neat  and  clean,  and  the  bed  coverings  are  good  and 
sufficient. 

There  are  some  dressers,  but  scarcely  any  lockers.  Short  benches  and  chairs  are  placed 
between  the  beds,  and  there  are  benches  with  backs.  Prints  are  placed  upon  the  walls, 
and  illustrated  periodicals  and  games  are  supplied.  There  are  20  bed  racks,  leet  and  chest 
warmers,  Mackmtosh  beds,  piUows  and  sheetmg,  and  bed  pans.  Eight  round  towels,  one 
wash-hand  basin,  one  comb  and  brush,  are  supplied  to  a  ward  of  19  persons,  many  of  whom 
are  able  to  wash  at  a  lavatory.  The  lavatories  are  small,  and  ill  fitted  up,  and  there  is 
usually  ont  metal  basin  only,  so  that  some  of  the  inmates  wash  in  buckets.  There  are 
bells  in  all  the  rooms.     A  library  is  also  in  course  of  formation. 

A  recommendation  for  lockers,  combs  and  brushes,  and  a  great  variety  of  other  articles, 
has  just  been  made  by  the  medical  officer,  and  will,  we  believe,  be  accepted  by  the  guar^ 
dians.     At  present  there  is  a  deficiency  in  furniture  and  lavatory  accommoidation. 

We  found  the  bedding,  labour  bed,  wards,  and  furniture,  clean,  but  the  small  size  of  the 
lavatories  and  water  closets  renders  it  difficult  to  keep  all  the  utensils  in  their  proper  place 
and  in  good  condition. 

The  ventilation  is  dependent  mainly  upon  the  windows,  the  upper  sash  of  which  is  made 
to  fall  forward  into  a  rack,  and  to  admit  air  at  the  top  cluefly,  and  a  similar  arrangement 
of  the  lower  sash  is  in  process  of  construction. 

There  are  Amott's  ventilators  in  several  of  the  rooms,  but  they  are  out  of  order.  Also 
ventilators  leading  upwards  from  the  side  walls ;  and  others  in  the  ceiling,  which  commu- 
nicate with  air  bricka  in  the  external  walls.  The  latter  also  exist  in  the  upper  story,  but 
whether  there  is  an  external  opening  into  the  roof  we  could  not  learn* 

The  matron  did  not  find  any  ward  more  disagreeable  at  night  than  an  ordinary  bed 
roQQ)^  fxcept  an  inner  ward.  No.  73  A.,  but  the  medical  officer  had  observed  that  Nos.  68 

and 
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and  14  were  very  offensive,  when  he  had  entered  them  in  the  early  morning  to  see  patients 
there. 

The  means  for  ventilation,  apart  from  the  windows,  are  quite  inadequate,  and  the 
windows  are  almost  universally  closed  at  night ;  and  hence  I  cannot  doubt  that  the  venti- 
lation is  defective,  and  requires  improvement. 

The  small  lavatories,  and  washing  up  places,  and  water  closets,  are  very  ill  ventilated 
by  day  and  night,  and  thus  tend  to  vitiate  the  air  in  the  bed  rooms.  There  are  openings 
in  the  partition  walls,  and  in  the  walls  separating  the  wards  from  the  staircases,  in  which 


Appendix. 
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r  burners  are  placed ;  and  which,  with  the  exception  of  a  slit  at  the  top,  are  closed 
glass.     These  might  readily  be  made   most  valxiable   ventilators  to  the  differ< 


wan 


m 
different 


There  are  two  paid  nurses,  one  for  the  inmates  of  each  sex,  receiving  25  /.  per  year.  Nursing, 
with  rations,  &c.     There  are  also  the  usual  number  of  pauper  nurses,  and  helpers  in 
each  ward. 

The  medical  oflScer  has  occupied  his  pres  ent  post  for  about  10  years,  and  has  also  a  Medical  officer. 
0mall  district  in  the  parish.  About  two  hours  daily  are  devoted'  to  the  duties  in  the 
workhouse,  and  1 J  hour  daily  to  those  of  the  district.  He  attends  all  cases  of  midwifery, 
but  does  not  vaccinate  the  children  in  the  workhouse.  His  salary  for  the  workhouse  is 
100  /.,  with  about  70  Z.  for  extras  in  midwifery,  and  lunacy  certificates,  whilst  that  for  his 
district  is  50  /.,  with  about  20  /.  in  extras  for  midwifery  and  vaccinations. 

He  attends  the  workhouse  in  the  night,  about  once  a  week,  on  the  average  of  the 
year. 

He  is  of  opinion  that  the  guardians  should  find  the  drugs,  and  a  dispenser,  both  for  the 
workhouse  and  the  parish;  and  that  his  salary  for  the  workhouse  should  be  increased  to 
150  L  yearly  with  extras. 

There  should  be  two  additional  paid  nurses,  besides  a  paid  nurfc  for  the  lying-in 
ward,  and  two  paid  night  nurses.  He  considers  that  with  the  present  arrangements  for 
ventilation,  500  cubic  feet  of  air  is  not  sufficient  space  for  each  person. 

The  following  are  the    recommendations,   which   I  offer,  in  reference  to  this  work-  Recommendations, 
house : — 

1.  I  question  if  the  new  building  can  be  rendered  satisfactory,  but,  if  it  be  possible, 
the  corridors  should  be  made  wider,  and  some  of  the  rooms  made  larger,  by  taking  down* 
the  partition  walls,  and  the  whole  should  be  rendered  lighter  and  more  cheerful. 

2.  The  old  building  may,  I  think,  be  rendered  satisfactory. 

.3.  The  ventilation  should  be  universally  improved,  and  made  dependent  upon  ventila- 
tors only. 

A.  Perforated  glass  should  be  placed  in  the  windows  of  the  more  lofty  rooms. 

B.  In  the  low  rooms  air  bricks  should  be  inserted  in  sufficient  numbers  at  the  top 
of  the  walls. 

C.  The  lanterns  should  have  perforated  glass  in  their  upper  half. 

D.  Amott's,  and  all  other  ventilators  should  be  kept  open  and  in  order. 

E.  The  ventilation  of  the  lavatories  and  water-closets,  and  staircases,  should  be 
made  as  good  as  possible. 

4.  The  fumitiu-e,  combs^  brushes,  towels,  wash-hand  basins,  lavatories,  baths,  &c., 
should  be  increased.     Hot  water  should  be  supplied  to  the  upper  rooms. 

The  lavatory  accommodation  should  be  increased. 

5.'  The  number  of  paid  nurses  should  be  increased,  as  recommended  by  the  medical 
officer. 

6.  The  salary  of  the  medical  officer  should  be  increased. 

7.  The  guardians  should  find  all  drugs  and  a  dispenser. 

8.  The  use  of  the  wards  in  the  basement  should  be  discontinued  for  the  treatment  of  the 
sick, 

9.  It  is  verv  desirable  to  provide  day  rooms. 

10.  The  following  is  the  number  of  beds  to  be  allowed  in  each  ward : 


Number 

of 
Ward. 


12 
18 
14 

78a 
78 
41 
70  a 

to 


Class  of  Inmates,  or  Purpose  to 
which  Appropriated. 


Men's  flick  ward 
Ditto  -  ditto       - 
DiCt<^  -  ditto 

Women'fl  sick  ward 
Ditto     -     ditto  - 
Women's  labour  ward 
Women's  lyiog-in  ward 
Women's  sick  ward 


Number 

Number 

of 

of 

Beds. 

Ward. 

14tol6 

68 

10 

14tol6 

17 

100 

12 

108 

8 

— 

27 

8 

20 

80 

Class  of  Inmates,  or  Purpose  to 
which  Appropriated. 


Women's  infirm  ward 

Men'fl  sick  ward     - 
Ditto  -  ditto 
Ditto  -  ditto 

Men's  itch  ward 

Women'i  itch  ward 


Number 

of 
Beds. 


28  to  80 

8 

jlOorld 

9  or  10 
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St.  George's 

Hako  VER  Square, 

Workhouse  at 

Bromfton. 


ST.  GEORGE'S  HANOVER  SQUARE,  WORKHOUSE  AT  BROMPTON. 


by  the 


S$ize  of  rooms  and 
XHimber  of  beds. 


We  visited  this  workhouse  on  the  16th   May  1866,  and  were  accompanied 
Master  and  Matron. 

It  is  situate  in  a  very  salubrious  locality,  and  is  a  handsome  building,  occupying  a  con- 
siderable space  of  ground.  There  are  large  schools  in  a  separte  building,  and  two  very 
large  sick  wards  in  them  are  appropriated  to  sick  children.  The  sick  adults  occupy  the 
body  of  the  workhouse,  and  consist  of  women  only.  They  are,  moreover,  almost  exclu- 
sively the  aged  and  infirm. 

Lavatories,  water-closets,  movable  baths,  and  hot  and  cold  water,  are  met  with  over  the 
whole  building. 

The  total  number  in  the  workhouse  is  320 ;  and  of  these,  from  80  to  90  are  placed 
upon  the  books  of  the  medical  oflScer,  either  for  medicines,  or  extra  diet. 

The  following  are  the  dimensions  of  the  various  sick  rooms,  with  the  number  of  beds 
allotted  to  each  room  : 


No.  Class  of  Inmates 

of  or 

Ward.  '      Parpose  to  which  Appropriated. 


24     I  Women's  sick  ward     - 


25 
15 
16 

17 
18 

19 
13 


Ditto  -  ditto 
Ditto  -  ditto 
Ditto    -    ditto 


Ditto 
Ditto 

Ditto 
Ditto 


ditto 
ditto 

ditto 
ditto 


Length. 


Ft.     in. 


22 

—  5 
30 
33 
22 

—11 
10 
22 

—  6 
30 
32 

+  15 


5 

0 
2 
9 
6 
6 
0 
4 
0 
0 
0 
0 


Breadth. 


Ft.     in. 


22 

4 
22 
22 
18 

3 
18 
22 

4 
22 
13 

2 


4 
0 
0 
6 
9 
9 
8 
4 
0 
7 
9 
1 


Height. 


Ft.     in. 

4 
4 
0 
5 
5 
6 
5 
5 
5 
5 
3 
8 


12 
12 
13 
11 

n 

7 
11 
11 
11 
11 
11 
11 


No.  of  Beds. 

} 

7 

9 

13 

} 

5 

6 

• 

6 

8 

} 

7 

Hence  the  usual  height  and  width  of  the  roomys  are  1 1 J  to  13  feet,  and  about  22  feet 
The  floor  space  and  cubical  space,  allowed  to  each  bed,  are  as  follow : — 


No. 

of 

Ward. 


24 
25 
15 
16 
17 
18 
19 
13 


Class  of  Inmates 

or 

Purpoie  to  which  Appropriated. 


Women's  sick  ward 

Ditto  -  ditto 

Ditto  -  ditto 

Ditto  -  ditto 

Ditto  -  ditto 

Ditto  -  ditto 

Ditto  -  ditto 

Ditto  -  ditto 


Floor  Space 

Cubical  Space 

Allowed  to  each 

Allowed  to  each 

Person. 

Person. 

Sup.  feet. 

Cubic  feet. 

69 

847 

76 

991 

58 

667 

76 

899 

59 

675 

SO 

911 

85 

967 

67 

767 

Hence  the  usual  Floor  space  and  cubical  space  are  58  to  85  superficial  feet,  and  667  to 
291  cubic  feet,  and  none  have  less  cubical  space  than  that  required  by  the  Poor  Law 
Board. 

General  character  of      The  rooms  are,  without  exception,  light,  airy,,  and  cheerful.     There  are  windows  on 
wards.  two  sides  in  nearly  all  the  rooms.     The  size  is  not  too  great  to  be  useful,  except  in  the 

children's  sick  rooms,  and  it  is  never  too  small.     They  are,  indeed,  in  size  and  general 

appearance  all  that  could  be  desired. 


Bedding  and  furni- 
ture. 


The  bedding,  bedsteads,  rugs,  and  other  bed  coverings  are  very  good.  The  beds  are  of 
flock,  and  many  mattresses  are  also  provided.  There  are  dressers,  cupboards,  arm  chairs^ 
cushions,  foot  boxes,  carpets,  handsome  oil  cloth  table  covers,  artificial  and  natural  flowers, 
prints,  illustrated  books,  looking-glasses,  warmers,  alarm  bells,  crockery  plates  and  mugs, 
and  all  the  required  articles  in  suflScient  abundance;  and  an  air  of  great  comfort  and 
even  of  luxury,  pervades  all  the  wards. 

Cleanliness 
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CleanKness  is  universaL  ^  AppeDdix. 

The  arrangements  for  ventilation  are  iibundant ;  and^  with  one  qualification^  good.      St.  Georgb's, 
There  are  large  openings  in  the  ceilings,  covered  in  bv  a  wooden  slab^  which  can  l^  let  Hanovkr  Squarb, 
down  so  as  to  allow  air  to  pass  around  it.    Also  ventilators  in  the  side  walls,  near  to  the     Workhousb  at 
ceiling,  with  a  large  grating  on  the  outside,  and  the  shutter  on  the  inside,  which  can  be        Bromptok. 
depressed  to  an  angle  of  about  45".     The  windows  are  divided  into  large  panes,  and  each  — *• 

one  is  set  in  a  sash  which  may  be  opened.  vSSla^ 

The  defect  in  this  arrangement  is  the  absence  of  perforated  zinc  on  the  outside,  by 
which  the  entering  current  would  be  divided,  and  be  unfelt  by  the  inmates.  From  the 
iJisence  of  this,  every  side  ventilator  and  a  large  proportion  of  the  ceiling  ventilators  were 
closed.    Hence  an  excellent  intention  had  defeated  itsel£ 

The  loftiness  of  tiie  rooms,  and  the  large  cubic  space  allotted  to  each  inmate,  prevented 
any  distinct  perception  of  closeness,  but  tiiere  was  not  the  freshness  of  the  air  which 
would  have  existed  had  there  been  a  more  constant  and  uniform  communication  with  the 
outer  air.  Moreover,  in  the  rooms,  in  which  a  wooden  lobby  had  been  placed  (as  No.  16), 
it  was  closed  in  at  tiie  top,  and  thus  the  advantage  of  the  corridor,  as  a  ventilator,  was 
almost  cut  off. 

A  paid  nurse  has  just  been  appointed,  but  has  not  yet  entered  upon  her  duties.    There  Noning. 
is  an  assistant  matron,  who  hitnerto  has  superintended  the  nursing  of  the  sick,  and  who 
administers  both  the  stimulants  and  the  medicine. 

There  are  also  a  day  nurse,  a  helper,  and  a  night  nurse  to  each  ward,  who  receive  6rf. 
per  week,  besides  one  pint  of  beer  daily,  and  extra  food. 

The  master  and  matron  think  highly  of  their  pauper  nurses,  many  of  whom  have  remained 
with  them  for  years,  and  their  conduct  is  generally  very  good.  They  consider  that  the 
recentiy  appointed  paid  nurse  will  meet  all  the  requirements  of  the  workhouse,  and  that 
a  paid  night  nuise  is  not  necessary. 

We  did  not  see  the  medical  officer,  and  did  not  therefore  ascertain  his  views,  but  we  Medical  officer, 
learnt  that  he  receives  100/.  per  ^ear,  finds. all  drugs,  except  cod-liver  oil  and  quinine, 
and  that  his  assistant,  sons,  and  himself,  devote  about  two  hours  daily  to  the  duties  of  the 
office. 

There  is  an  ad  libitum  diet  in  use  here,  from  which  the  inmates  may  choose  various  arti- 
cles, as  tripe,  fish,  broth,  beef-tea,  egffs,  milk,  arrow-root,  sago,  roast  meat,  &c.,  daily. 
It  occasions  much  trouble,  but  is  doubtless  very  agreeable  and  useful  to  the  inmates,  and 
prevents  waste  from  left  and  disliked  food. 

There  are  scarcely  any  recommendations  to  be  made  in  reference  to  tiiis  well-built,  ReoommendaUoDS. 
well-arranged,  and  well-managed  workhouse ;  but  I  offer  the  following : — 

1.  The  side  ventilators  should  be  kept  open  at  all  times,  and  if  the  current  of  ur  should 
be  too  strong,  the  wooden  shutters  should  be  taken  away,  and  the  openings  covered  with 
perforated  zmc.  It  is  useless  to  have  so  good  a  system  of  ventilation  devised  and  con- 
structed, and  then  to  close  the  ventilators. 

The  ventilators  in  the  ceilings  should  be  let  down  half-an-inch,  or  an  inch. 

The  wooden  lobbies  should  be  partially  opened  at  the  top. 

2.  The  guardians  ahould  provide  all  drugs,  and  furtiier  increase  the  salary  of  the 
medical  officer. 

3.  A  paid  night  nurse  should  be  appointed. 

4.  The  staircases,  which  are  very  cold,  and  supply  cold  air  to  the  rooms,  Ishould  be 
heated. 

5.  The  size  of  the  children's  sick  ward  is  much  too  great. 

6.  It  is  desirable,  in  purchasing  new  bedsteads,  ta  have  them  witii  racks. 


No.  39. 
F  U  L  H  A  M. 


FULHAM. 


We  visited  this  workhouse  on  the  17th  May  1866,  and  were  accompanied  by  the  master 
and  medical  officer. 

The  workhouse  is  situate  in  a  healthy  locality,  and  upon  a  large  plot  of  well-drained 
land. 

In  addition  to  the  body  of  the  workhouse,  there  is  a  detached  infirmary,  detached  infec- 
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number  of  beds. 


tious  words,  and  detached  imbecile  wards,  all  of  which,  if  well-confitructed  and  actBngpd, 
might  have  constituted  an  admirable  workhouse. 

The  sick  amongst  the  aged  and  infirm,  and  the  l;p^ing*-in  casesj,  are  placed  in  the  body  of 
the  workhouse,  whilst  the  ordinary  sick  are  placed  in  55  beds  in  the  infirmary.  Two  case 
of  smaU'pox  are  now  in  a  wooden  building,  which  has  hitherto  been  used  as  the  infectiouss 
wards.  The  male  imbeciles  haye  separate  wards  in  the  infirmary;,  whilst  the  female 
venereal  cases,  and  the  female  imbeciles  are  placed  in  a  building  nearer  to  the  body  of  the 
workhouse.  The  new  feyer,  itch,  and  other  mfectious  wards,  haye  not  yet  been  opened, 
but  will  be  used  within  a  few  days.  The  infirmary  and  new  infectious  wards  are  at  a 
considerable  diatance  from  tiie  main  building. 

There  are  one  or  two  day  rooms.  There  are  no  fixed  baths,  except  for  the  imbeciles. 
The  layatories  and  water-closets  are  yery  small  and  close,  and  in  the  main  body  of  the 
building  are  placed  within  the  wards,  so  that  to  be  yentilftted  properly,  tibey  must' be 
ventilated  from  the  wards. 

The  cold-water  su^y  is  good,  but  there  is  not  any  hot-water  supply  above  the 
ground  floor. 

Fever  and  small-pox  cases  are  almost  invariably  sent  to  the  hospitals,  but  venereal  cases 
are  received.  Noisy  and  dangerous  lunatics  are  sent  away.  The  children  are  placed  in 
the  main  building. 

There  are  now  312  inmates,  of  whom  abput  12  are  able-bodied,  and  &om  140  to  150 
are  upon  the  medical  officer's  books.     The  imbeciles  are  not,  as  a  class,  regarded  as  sick. 

The  following  are  the  measurements  of  the  several  rooms,  with  the  number  of  beds 
contained  in  each  ward : — 


Number 

Class  of  Inmates,  or  purpose 

Number  <tf 

of 

to 

Length. 

Breadth. 

HdichL 

Ward. 

which  Appropriated. 

Beds. 

Infirmary : 

Ft.  in. 

Fi. 

in. 

Ft. 

in 

218 

Men's  sick  ward 

11     9 

10 

6 

6 

1 

812 

Ditto    ditto      - 

28    0 

16 

8 

0 

8 

209 

Ditto    ditto      -        .        - 

24    0 

16 

8 

0 

8 

224 

Women's  sick  ward     - 

27     9 

16 

8 

** 

2 

9 

228 

Ditto    -    ditto 

24     8 

16 

8 

1 

8 

220 

Ditto    -    ditto 

New  Infection  Wards  (not 
yet  occupied) : 

27     9 

16 

8 

0 

10 

1 

Men's  ward        -        .        - 

16    0 

12 

JO 

10 

10 

8 

2 

Ditto        .        -        -        . 

/      16     0 
t+14     0 

12 

0 

9 

0 

}            « 

12 

0 

1 

10 

8 

Ditto        -        -        -        - 

r      16     0 

16 

10 

9 

0 

] 

J  +14     0 

16 

10 

1 

10 

I            ^ 

1+4     9 

5 

3 

10 

10 

1 

1+   4     0 

2 

6 

9 

0 

J 

Women's  wards  (similar  to 

- 

- 

- 

- 

• 

IrO 

mens). 

12    2 

16 

0 

10 

11 

6 

Ditto    -    ditto 

f      16     1 
\  +16     1 
I+IO     0 

16 

0 

9 

0 

] 

18 

6 

1 

10 

f           '^ 

8 

6 

10 

It) 

1 

Main  Building : 

\ 

149 

Women's    sick   and   infirm 

f     4^    2 
{  +22     0 
1+   6    » 

16 

7 

•  11 

10 

I 

ward* 

6 

8 

11 

10 

1     " 

8 

0 

II 

10 

1 

161 

Ditto    .    ditto 

47     6 

16 

6 

11 

16 

144 

Women's  lying-in-ward 

f  -ee-  -0 

M 

A       • 

11 

\ 

^+68 

2 

7 

11 

f           « 

1+86 

1 

9 

11 

J 

145 

Women's  labour  ward 

16.    6 

6 

1 

11 

1 

121 

Women's  infirm  ward 

/     84     6 
1+7  10       , 

16 

6 

11 

}         '-' 

6 

0 

11 

186 

Men's  infirm  ward 

f     42     4 

16 

6 

11 

1 

^+22     0 

6 

4 

11 

\         >« 

1+6     8 

8 

0 

11 

J 

Hence  it  appears^that  the  usual  h^gfxi  and  width  of  the  rooms  in  :the  iafizmnyaio  1 1  ftet» 
and  16  $  feet ;  and  in  the  body  of  the  workhouse  Hi  feet^  and  16^  feet>  and  are  much  too 
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The  floor  spoee  and  cubioal  space  allotted  to  eacltbed^  in  t&e  ditiRBrent  wordB,  are  as 
faUoir:< — 


218 
213 
909 
224 
228 
220 


149 
161 
144 
146 
121 
135 


Infirmary  r 

Men's  sick  ward       .        -        - 

Ditto    ditto.  -        -        . 

Ditto    diW»'  -        -        - 

Women's  sick  ward 

Ditto    -    ditto      ... 

Ditto    -    ditto       . 

New  lafeMon  Wards: 

Men*s  ward      .        -        -        - 
Ditto  .        -        .        - 

Ditto  .... 

Women's  wards  (similar  to  men's) 
Women's  foul  ward  -        -        - 
Ditto    -    ditto 

Main  Building: 

Women's  sick  and  infirm,  ward  - 
Ditto  -  ditto  -  .  - 
Women's  lying-in  ward  - 
Women's  Idjour  >»  -  - 
Women's  infirm  jt  '  ' 
Men's  infirm  ward  .        -        - 


Sup.  Ft 


128 
58 
M 
51 
50 

.  4a 


Cub.FL 

1,419 
641 
550 
574 
560 
509 


64 

698 

64 

679 

5a 

624 

62 

661 

32 

354 

87 

889 

54 

645 

52 

613 

55 

616 

94 

1,046 

50 

580 

51 

601 

The  usual  floor  space  and  cubical  space  are  thus  50  to  64  superficial  feet,  and  650  to 
693  cubic  feet*  With  the  exception  of  two  foul  wards,  which  ofier  less  than  400  cubic 
feet,  none  have  less  than  the  quantity  required  by  the  Poor  Law  Boards 

The  size  amd  general  chwracter  of  the  rooms  iu  the  infirmary  are  not  unsatisfactory.  General  character 
except  for  their  narrowness.    They  have  windows  on  two  or  three  sides,  and  are  light  and  ®^  wards, 
airy. 

The  wards  in  the  new  building,,  for  infectious  cases,  are  unsatisfactory.  Instead  of 
erecting  this  building  in  such  a  manner  that  there  might  be  light  and  air  on.  all  aides  of 
it,  it  has  been  built  to  the  very  edge  of  tihe  land,  simply,  as  we  were  informed,  to  take 
advantage  of  an  existing  boundary  wall.  Hence  there  is  light  on  one  side  only  ;  and  it 
would,  no  doubt,  be  inconvenient  to  place  windows  to  overlook  the  road  which  runs  along 
tlue  other  side.  Moreoveiv  for  lafectious  wards  the  rooms  shonld  have  been  large  and 
krfty ;  bat  these  aare  very-  small ;  and,  in^  order  to  give  he^ht,  it  has  been  needful  to  bu2d 
into  tiie  roof.  Moreover,  the  upper  landing  on  each  side  is  made  to  project  into  the  room, 
and  thus  to  take  up  a  certaia  amomrt  dT  floor  space,  and  to  make  the  form  of  the  room  ir- 
regular. The  workmamhip  and'  materials  appear  to  have  been  very  inferior.  The  yards 
are  e:»ceedingly  snail,,  and  quite  unfit  for  exercise,  whilst  there  is  a  large  plot  of  garden 
famd  immediately  in  firont  which  might  have  enlarged  tjiem. 

I  do  not  doubt  that  a  verv  unwise  economy  has  been  exercised  in  this  case,  and  that 
the  building  must  ere  long  do  taken  down  and  reooBs^ucted. 

The  wards  in  the  centrS.  part  of  the  workhouse  have  windows  only  on  one  side.  I^ere 
is  a  blank  wall  on  the  opposite  sJdte  which  separates  the  ward  from  the  corridor,  and  as 
no  window  exists  m  it  the  corridor  is  dark  and  the  ward  much  deteriorated  in  airiness, 
Eght,  and  cheerfulness. 

Those  at  the  ends  of  the  main  building,,  viz.,  Nos.  135  and  149,  have  windows  at  the  end, 
as  well  as  on  the  side,  and  are  much  more  cheerful. 

All  the  wards  are  much  too  narrow. 

The  wards  occupied  by  the  female  venereal  cases,  and  the  female  idiots  in  like  manner 
have  windows  on  one  side  only,  and  are  not  cheerful. 

Hence  many  and  serious  defects  exist  in  the  construction  of  this  workhouse. 

The  beds  are  of  flock  upon  iron  bedsteads.     The  flock  is  veij  lumpy,  and  no  efficient  Bedding  and  fwaa- 
system  of  teazing  it  is  adopted.   The  rugs  and  bed  coverings  are  mirly  good  and  sufficient,  tmre. 

There  is  great  defidency  in  the  fiinutiire  and  oomforts  m  the  room. 

Strictly  speaking,  there  are  no  lavatories,  but  only  small  sinks  fitted  for  the  wadung  of 
the  utensils.  In  uie  men's  infirmary  there  was  only  an  old  tin  vessel,  in  which  all  the 
inmates  of  two  wwrds  were  warfied.  A  pottery  basin  has  recently  been  provided  for  the 
medieal  officer;  but  it  was  not  used  by  me  inmates.  "We  found  one  pottery  wash-hand 
barin  in  nse  in  the  women's  wards.  Four  round  towels  were  suppked  weekly  for  two 
teen's  wards ;  and  the  women  had  three  round  towels  besides  small  ones  in  a  ward. 
Keither  comb  nor  brush  was  in  the  hands  of  the  attendants  of  the  men's  wards ;  and  only 
one  comb,  and  no  brush,  was  supplied  by  the  guardians  to  the  womenls  ward.  No  224.   There 
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was  some  difficulty  in  arriying  at  tlie  troth  on  these  matters ;  but  it  did  not  appear  that 
the  state  of  things  was  fnlly  known  to  the  master  and  matron ;  and  the  only  excuse  offered 
was  that  they  hM  not  been  asked  for  the  deficient  articles* 

The  attendant  on  the  men's  side  stated  that  he  had  only  one  sheet  fortnightly ;  but  it 
appeared  from  the  matron's  statement  that  at  least  one  sheet  weekly  was  supplieo. 

There  were  a  few,  but  very  few  books;  and  it  was  stated  that  illustrated  periodicals 
were  supplied  by  Mrs.  Taif  s  conmiittee,  but  none  had  been  received  in  the  men's  wards, 
and  only  a  few  old  numbers  of  one  periodical  could  be  found  in  the  women's  wanjs. 

The  walls  are  rough  and  undrawn,  and  washed  whitCi  There  are  no  foot  warmers 
and  only  one  chest  warmer.  No  portable  baths  were  found  in  the  infirmary,  and  only 
two  existed  in  the  whole  establishment.  There  are  scarcely  any  chairs  in  the  infirmary, 
and  there  are  not  any  lockers.  No  cushions  are  found  upon  the  benches.  Pottery  plates 
are  used  in  the  infirmary.     Clocks  are  placed  in  most  of  the  rooms. 

The  general  appearance  of  the  rooms  is  that  of  rigid  economy  and  not  of  comfort 
The  bed  in  the  labour  ward  was  quite  unfit  for  the  purpose. 

We  did  not  observe  any  marked  evidence  of  want  of  cleanliness.  The  linen  was  not 
clean  in  a  few  instances,  but  usually  it  was  fairly  clean.  The  mackintosh  on  the  labour-bed 
was  not  in  a  satisfactory  state. 

The  ventilation  throughout  all  the  workhouse  is  very  deficient.  There  are  ventilators 
in  the  ceiling  which  communicate  with  the  outer  air  by  air-bricks ;  and  there  is  an  opening 
in  the  partition  or  corridor  walls ;  but  all  have  wooden  shutters,  which  are  usually  kept  shut 
There  are  also  holes  made  in  transverse  beams  in  the  ceiling,  as  if  for  ventilation ;  but  we 
were  informed  that  they  had  no  direct  communication  with  the  outer  air. 

There  are  round  iron  ventilators  placed  in  the  walls  of  the  new  building,  and  a  chink 
is  left  in  the  boarding  of  the  ceiling  in  the  upper  rooms  of  that  building,  with  a  view  to 
ventilation.     The  landings  are  closed  in. 

The  ventilation  of  the  sinks  and  water-closets  is  very  insuf&cient.  The  sink  in  the  day 
rooms  of  the  Iving-in  ward  was  untrapped,  nd  emitted  a  dangerous  drain  smell;  and  one 
of  the  sinks  m  Sie  women's  ward  was  c  sed,  and  did  not  allow  the  waste  water  to 
pass  off. 

The  ventilation  of  the  lying-in  ward,  and  the  labour  room,  is  very  insufficient;  and  that 
of  the  new  fever  building  will  be  the  same. 

Many  of  the  rooms  were  close,  even  at  our  visit ;  and  we  were  informed  that  they  were 
much  more  offensive  during  the  night 

The  nursing  arrangements  are  most  meagre  and  deficient  A  paid  nurse  has  been 
appointed  to  nave  charge  of  all  the  sick  in  the  workhouse,  but  she  has  not  yet  entered 
upon  her  duties.  It  will,  however,  be  quite  impossible  that  she  can  go  from  one  detached 
building  to  another ;  and,  indeed,  she  must  practically  be  restricted  to  the  infirmary. 
There  are  two  paid  attendants  for  the  imbeciles. 

There  is  only  one  pauper  nurse  for  the  two  men's  wards  in  the  infirmary,  and  he  is  a 
man ;  and  there  are  other  wards  without  an  appointed  helper.  Night  nurses  are  not 
specially  appointed,  except  for  special  cases.  Hence  I  have  not  seen  any  workhouse  in 
which  so  little  nursing  is  provided.  hese  nurses  almost  universally  are  imable  to  read, 
and  they  give  the  medicines  by  recollection  only,  but  the  bottles  were  labelled.  They 
have  no  monetary  allowance,  or  distinctive  dress,  and  have  only  extra  food.  A  few  cases 
had  occurred  in  which  the  nurses  were  believed  to  have  drank  the  beer  and  gin  of  the 
inmates. 

The  matron  seldom  visited  the  men's  infirmary  wards. 

The  medical  officer  attends  during  about  two  hours,  and  his  dispenser  about  one  hour 
daily.  The  guardians  provide  all  Sie  drugs  and  nay  him  50  Z.  per  year  as  salary,  with 
about  24/.  yearly  for  extras.  He  is  of  opimon  that  nis  salary  should  be  at  least  100^  per 
year. 

He  is  not  satisfied  with  the  present  system  of  nursing.  Another  paid  nurse  should  be 
provided  for  the  body  of  the  workhouse,  including  3ie  lying-in  ward.  A  paid  night 
nurse  is  not  at  present  necessary ;  but  an  unpaid  nignt  nurse  should  be  appointed  for  the 
mfirmary. 

About  30  of  his  140  sick  cases  are  placed  upon  his  books  for  dietary  only,  and  he 
approves  the  plan  of  providing  a  special  dietary  for  the  aged  and  infirm. 

The  following  are  the  reconmiendations  which  I  offer  respecting  this  workhouse : 

1.  Everything  should  be  carried  out  on  a  more  liberal  scale,  and  with  less  evidence  of 
close  economy. 

2.  A  much  better  system  of  supervision  should  be  adopted  than  at  present  It  should 
not  be  regarded  as  a  sufficient  answer  by  the  officers,  that  they  had  not  been  told  of  any 
wants  or  defects,  or  that  certain  things  would  have  been  supplied  had  thev  been  asked 
for ;  but  they  should  be  expected  to  visit  every  part  of  the  workhouse  daily,  and  know 
what  exists,  and  what  is  deficient;  and  held  responsible  for  the  due  supply  of  all  articles, 
or  for  making  known  the  defect  to  the  guardians 
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It  IB  probable  that  a  more  effioient  visitatioii  by  the  Yisitiiig  committee  of  the  guardians 
is  necessary. 

3.  Efforts  should  be  made  to  render  the  wards  more  comfortable.  The  walls  should  be 
tinted;  lockers^  mantel-shelves,  arm-chairs,  benches  with  badcs  and  cushions,  tables, 
looking-glasses,  prints,  illustrated  periodicals,  games,  entertaining  books;  feet  and  chest 
warmers,  capes,  nightgowns,  bed-trays,  and  a  little  matting  or  carpeting,  should  be  placed 
in  every  sick  ward*  Fottery  wash-hand  basins  should  be  supplied  in  much  greater  num- 
bers. Soap  should  be  allowed  to  each  inmate  weekly ;  and  a  separate  towel,  comb,  and 
brush  should  be  kept  for  each  nek  persoiL 

4.  More  fixed  and  portable  baths,  with  hot  and  cold  water,  on  every  floor,  should  be 
provided. 

5.  Proper  lavatories  should  be  built,  and  the  sinks  and  water-closets  removed  from  the 
bedrooms. 

6.  The  ventilation  should  be  imiversally  improved.  Windows  with  a  central  pin,  and 
plujgged  open  to  the  extent  of  one  inch,  shoula  be  placed  in  all  the  corridor  walls  of  the 
D0<ty  of  the  workhouse.  The  shutters  should  be  taken  away  from  the  ventilators,  and  the 
space  filled  in  with  perforated  zinc.  Perforated  ^lass  should  be  placed  in  all  the  sinks, 
water-closets,  and  corridors,  and  in  the  rooms  which  are  lofty.  Air-bricks  are  needed  in 
many  of  the  wards ;  and  others,  with  openings  in  the  landings,  are  req^uired  in  the  new 
bmldings. 

7.  The  system  of  nursing  should  be  greatly  improved  and  extended ;  at  least  another 
paid  daj  nurse  should  be  appointed  for  the  main  building,  and  one  or  two  paid  night 
nurses  is  required. 

No  pauper  nurse  should  be  appointed  who  cannot  read.  Women  nurses  should  be 
appointed  m  the  men's  wards ;  ana  one  unpaid  nurse  and  helper  should  be  appointed  ta- 
each  ward.  A  distinctive  dress,  and  some  turther  remuneration,  should  be  given,  and  all 
the  nurses  required  to  be  clean  and  tidy. 

Having  three  or  four  separate  buildings,  it  will  be  very  difficult  to  arrange  the  duties 
of  the  paid  nurses  conveniently.  K  the  infectious  wards  slmll  receive  many  inmates,  there 
must  be  a  separate  paid  nurse  for  them ;  but  they  are  too  small  to  occupy  the  time  of  a 
paid  nurse,  and  there  is  no  proper  accommodation  for  her. 

8.  The  salary  of  the  medical  officer  should  be  increased. 

9.  A  dietary  of  meat  and  beer  should  be  provided  for  the  aged  and  infirm. 

10.  All  the  sinks  and  traps  should  be  kept  in  perfect  order. 

11.  A  proper  bed  and  windows  should  be  placed  in  the  labour  ward,  and  rocking  chairs 
and  proper  furniture  and  comforts  supplied  to  the  day-rooms. 

12.  The  wire  guards  should  be  removed  from  the  windows,  if  possible. 

13.  The  following  is  the  number  of  beds  which  should  be  placed  in  the  different 
wards: — 


No. 

Class  of  Inmates, 

No. 

No. 

Class  of  Inmates, 

No. 

of 

or 

of 

of 

or 

of 

Ward. 

Purpose  to  which  Appropriated. 

Beds. 

Ward. 

Purpose  to  which  Appropriated, 

Beds. 

Infirmary : 

Women's   wards    (similar    to 

213 
212 
209 

Men's  sick  ward    •        .        . 
Ditto     -    ditto    - 
Ditto     -    ditto    •        .        - 

lor  2 

8 
6  or  7 

men's.) 
Women's  foul  ward 
Ditto    .    ditto    - 

3 
8  or  4 

224 

Women's  sick  ward 

8 

223 

Ditto    -    ditto    ... 

6  or  7 

Main  Bnildingsi 

220 

Ditto     -    ditto    - 

8 

149 

Women's  sick  and  infirm  ward 

14orl5 

151 

Ditto      -      ditto 

14orl5 

New  Infection  Wards : 

144 

Women's  lying-in  ward  - 

3  or  4 

1 

Men*8ward   -        -        -        - 

2  or  8 

145 

Women's  labour  ward    - 

-.. 

2 

Ditto 

2  or  3 

121 

Women's  infirm  ward     • 

lOorll 

3 

Ditto 

3  or  4 

135 

Men's  infirm  ward 

14orl5 

Appendix. 
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SAINT  GEORGE-IN-THE-EAST. 


Size  of  zooms  and 
number  of  beds 


We  Tinted  this  workhonee  on  the  18tli  May  1866,  and  were  aocompaiiied  by  tiie 
matron^  medical  officer,  and  Bcveral  gnardians. 

It  is  situated  in  a  flat  district  near  to  the  Thames,  and  in  the  ndcinity  of  works  ^riiich 
produce  offenave  odours.  It  is  surrounded  by  small  dwellings  and  narrow  popnioos 
streets,  and  the  air  of  the  neighbourhood  has  a  oloBeand  disagreeable  character. 

There  is  not  a  detached  infirmary,  but  the  sick  are  placed  in  various  wards.  The 
building  consists  of  four  portions,  viz.,  a  very  old  part,  in  which  there  are  at  present  two 
wards,  containing  sick  cases ;  a  comparatively  new  part,  in  which  are  the  men's  dick  wards 
proper ;  a  detached  and  compacativeay  new  building,  placed  very  imprc^^edy  in  the  middle 
of  tne  yard,  containing  the  female  venereal  wards,  the  imbeciles,  and  the  sick  ehildsen; 
and  a  ran^e  of  buildings,  newer  than  the  oldest,  called  the  Stone  Buildings,  in  which  the 
aged  and  infirm,  with  the  sick,  and  the  itch  ^;id  offensive  cases,  are  placeo. 

Cases  of  fever  and  small^pox,  and  noisy  and  dangerous  lunatics,  are  sent  to  hospftab  and 
asylimis.  The  children  above  two  years  of  age  are  sent  to  the  distnct  school ;  ana  onfy  the 
younger  ones,  and  such  as  are  iU,  or  are  in  transitu  to  the  schools,  are  retained  in  the  woti- 
nouse.  Venereal  cases  are  admitted,  and  placed  in  separate  wards.  The  imbecileB  are  all 
placed  in  separate  wards,  and  are  not,  as  a  class,  placed  upon  the  medical  officer's  books. 

There  are  not  any  day-rooms  for  the  use  of  the  sick.  There  are  no  lavatories,  bath^  or 
water-closets,  in  die  oldest  building ;  but  they^  exist  in  the  odier  parts  of  the  workhouse. 

Hot  water  is  furnished  only  in  me  basement  o£  the  oldest  builoing,  but  it  is  sui^lied  to 
the  upper  rooms  elsewhere.  The  cold  water  supply  is  abundant.  Gas  is  used.  A  dietesy 
lor  the  aged  and  infirm,  containing  meat  fimr  dvfs  weekly,  haS'¥ery  reeently  been  pro- 
vided at  this  workhouse,  and  has  lesaened  tiu8  necessity  for  ploomg  many  upon  the  hooks 
of  llie  medical  officer. 

There  are  now  770  inmates;  of  whom  30  are  ablfirbodied  (all  wcamn),  36  imbecilas, 
and  225  sick. 

The  following  are  the  dimensions  of  the  various  wards,  and  the  number  of  Ibeds  con- 
tsdned  in  each  room : — 


No, 

Class  of  Inmates, 

If  amber 

of 

or 

Length. 

Breadth. 

Height. 

of 

Ward. 

Purpose  to  whiefa  Appropriated. 

Bods. 

Old  Building : 

Ft.    in. 

Ft.    in. 

Ft.    m. 

40 

Men's  sick  ward 

47     3 

18     8 

9       6 

24. 

46 

Ditto    -    ditto 
Principal  Building: 

48     6 

17     4 

11     3 

19 

47 

Men's  sick  ward 

46     4 

32     0 

13     0 

28 

48 

Ditto    -    ditto 
Detached  Shed : 

46     4 

32     0 

13     0 

32 

1 

Women's  venereal  ward 

17     9 

12     0 

9     9 

6 

2 

Ditto    -    ditto 
Imbecile  Infirmary: 

17     0 

12    0 

9     9 

6 

17 

Children's  ward 

17     5 

19     3 

11     9 

'2  doable. 
>  single. 

19 

Ditto    -    ditto 

f       18     4 
\—  9     6 

19     3 
3     0 

13     0 

7     0 

» 

20 

Women's  sidt  ward    - 

23     0 

19     2 

18     0 

11 

21 

Ditto,  and  children  - 
(containing  10  adults  and  10 
children) 

23     0 

19     2 

13     0 

10 

Front,  or  Stone  Building : 

1 

Women's  sick  ward    - 

86     0 

21     0 

11  10 

Iff 

4 

Ditto    -    ditto 

43     0 

21     0 

11   10 

16 

8 

Ditto    -    ditto 

46     6 

20  10 

11  10 

20 

8 

Ditto    -    ditto 

36     0 

20  10 

11   10 

f  1  double. 
\16  smgle. 

7 

Ditto    -    ditto 

46     6 

20  10 

11   10 

20 

6 

Ditto     .    ditto 

46     6 

20  10 

11   10 

19 

0 

Ditto    -    ditto 

42     6 

21     0 

11   10 

17 

12 

Ditto    -    ditto 

35    ^ 

se-  ^ 

18     9 

16 

11 

Ditto    -    ditto 

46     6 

21     0 

13     9 

22 

10 

Ditto    -    ditto 

42     6 

21     0 

13     9 

18 

0 

Women's  convalescent  ward 

27  10 

20  10 

13     9 

f  2  double. 
tlO  single. 
6 

Ditto,  lying-in  ward 

18     8 

20  10 

13     9 

Hisnce 
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Hence  there  is  much  difference  in  the  several  parte  of  the  workhouae^  and  the  naual         Agpendix. 
hdght  and  width  in  the  four  parts  are  ^  to  11  and  18  feet  in  old  building  j  13  feet  and 
32  feet  in  new  building ;  13  feet  and  19  feet  in  imbecile  building ;  and  12  to  14  feet  and     ^  Gbobwmh- 
21  feet  in  the  stone  bmlding* 

The  floor  space  and  cubical  space  allowed  to  each  bed  are  as  fellow : — 


T&l&-£iBT* 


No. 

of 

Ward. 


40 
4^ 


47 
48 


17 
10 
30 
21 


1 

4 

3 

8 

7 

6 

6 

12 

11 

10 

9 


Clafs  of  Inmates,  or  Porposeto  which  Appropriated. 


Old  Building : 

Men's  sick  ward  -        -        -        - 
Ditto    -    ditto         ... 

Prinoipol  Building: 

Msn^  sick  ward  «.        -        •        - 
Ditto    -    ditto 

Detached  Shed : 

Women's  venereal  ward 
Ditto    -    ditto         ... 

Imbecile  Infirmary : 

Children's  ward   -        .        -         . 

Ditto    -    ditto 
Women's  siok  ward       ... 

Ditto,  and  children   .        .        - 
(containing  10  adults  and  10  children) 

Front,  or  Stone  Building: 

Women's  sick  ward       .        -        - 

Ditto'  -    ditto 

Ditto    -    ditto 

Ditto    •    ditto  ... 

Ditto    -    ditto  .        -        - 

Ditto    -    ditto  .        .        - 

Ditto    -     ditto 

Ditto    -    ditto  ... 

Ditto    -    ditto 

Ditto    -    ditto  ... 

Women^s  conyaleseent  ward  - 

Ditto  lying-in  ward  -        -        - 


Floor  Space 

allowed  to 

each  Persoii. 


Sup.  Feet. 

87 

44 


58 
46 


85 
85 


42 
86 
40 
44 


Cubical  Space 

allowed  to 
each  Parson. 


Cub^FeeU 

849 
498 


688 
602 


346 
846 


492 
489 
521 
573 


50 

596 

56 

668 

48 

573 

44 

522 

48 

573 

51 

608 

52 

621 

46 

688 

44 

610 

49 

682 

48 

664 

65 

891 

Hence  the  floor  space  and  cubical  space  vary  from  35  superficial  feet  and  346  cubic 
feet,  to  56  superficial  feet  and  891  cubic  feet  in  the  several  parts  of  the  workhouse. 
Three  of  the  wards  offer  less  than  350  cubic  feet^  and  four,  occupied  bj  adults,  less  than 
500  cubic  feet. 

The  size  and  appearance  of  the  ro<»ns  differ  extremdy  in  the  seyeral  buildings  before  General  chaiaeter 
mentioned.  of  wards. 

In  the  old  bmilding  the  -rooms  are  low,  with  windows  on  one  side  only,  and  are  dark 
and  not  cheerfuL  £1  the  newer  bH^diiig  they  are  very  large,  airy,  light  and  cheetful, 
and  ha^e  windowB  on  linree  sides,  and  are  aU  that  could  be  desired. 

The  female  venereal  wards  are  on  the  ground  floor,  in  a  lean-to,  made  of  wood,  whidi 
CoQcmerly  was  an  oakum  shed.     They  are  very  small,  cheerless,  and  unfit  for  use. 

The  nursery  for  sick  children  is  much  too  small,  and  has  windows  on  one  side  only. 
The  imbeciles  are  to  be  removed  firom  a  port  of  this  range  of  buildmg,  and  the  ward  will 
then  be  given  up  to  the  children,  and  women  with  children ;  but  they  are  not  now  so 
light,  airy,  and  cheerful  as  they  should  ba 

The  wards  in  the  **^  stone  building  **  are  placed  side  byside,  and  bence  have  windows  on 
one  side,  and  a  partition  wall  on  the  other.  There  are  small  round  windows  in  the  par- 
tition walls, 'but  the  amount  of  ligbt  admitted  by  ihem  is  small,  and  the  wards  are  not  so 
%ht  and  cheerful  taa  ihcy  might  be^  ISiey  are,  however,  large,  and  otherwise  excellent 
wardflu 

The  staircases  in  all.the  buildings  axe  wide,  and  thoaain  the  pn^er  siok  words  are  ex- 
ceedingly good. 

"With  the  exception  of  the  venereal  wards,  none  are  too  small  to  be  really  useful ;  and 
the  very  large  wards  iniihe  new  building  are  rendered  perfecfly  useful  by  a  dwarf  par- 
tition, which  allows  two  tows  of  beds  to  be  placed  in  the  middle  of  the  sooms^  eadi  with 
tiie  bed  heads  to  the  partition.  The  words  m  the  stone  building  are  in  eize  exceedingly 
gopd. 

Hie  beds  are,  jof  flocks  .plftTiftd  upon  iron  bedsteads,  with  sacking,  and  the  ^9oek  is  not  00  Bedding  and  {dmi- 
wellteazedasit  should  be.    ThereiareAfewhairJwds,  and  iron  bedsteads  witili  laths.    The  ^^''^ 
372.  Z4  linen 
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thb-East. 


CleanlinesB. 


Ventilation. 


Nuting. 


Medical  officer. 


Bee<nnmendations. 


linen  and  bed  coyerings  are  sufficient;  but  in  character  and  appearance  they  differ  much 
in  the  different  parts  of  the  worldiousei  and  are  the  least  agreeable  in  the  olaest  buildings^ 
where  tlie  less  cleanly  cases  are  kej^t. 

There  are  seyeral  wash-hand  basins  and  towels  in  each  ward^  but  the  towels  in  the 
oldest  and  some  dhev  parts  are  exceedingly  small  and  poor,  and  quite  insufficient  in 
number.  Two  or  more  combs,  but  no  brusnes,  are  supplied  to  a  ward.  Soap  is  not  giyen 
se^urately  to  each  person. 

In  the  oldest  part  there  is  a  marked  deficiency  of  furniture  and  comforts ;  but  in  the 
newer  parts  there  are  dressers,  small  lockers,  shelyes,  arm-chairs,  and  benches  with  backs 
andcusbions.  In  tbe  oldest  part  the  night-chairs  are  deficient  in  number ;  and,  as  there 
are  no  water-closets,  this  must  be  an  inconyenience.  Moreoyer,  the  night-chairs  are  not 
emptied  until  the  morning.  In  the  newer  parts  the  number  of  seats  in  the  water-closets 
are  too  few  for  the  large  number  of  inmates. 

There  are  also  window  curtains,  nightgowns,  capes,  j^ulleys,  and  reading-desks,  and 
warmers,  but  there  are  not  any  loolan^-glasses.  Some  prmts  exist,  and  illustrated  periodi- 
ceds  were  said  to  be  in  the  workhouse,  but  we  did  not  see  them.  A  library  also  exists ;  but 
the  circulation  of  books  is  imperfectly  effected.     Two  clocks  were  placed  in  the  rooms. 

The  workhouse  and  linen  were,  in  general,  yery  clean.  The  linen  in  the  oldest  build- 
ing was  of  yery  bad  colour,  and  looked  dirty ;  and  some  of  the  water-closets  and  sinks 
were  offensiye. 

The  yentilation  in  the  newer  building,  with  the  yery  large  wards,  was  all  that  could 
be  desired.  That  of  the  female  yeneresJ  ward,  the  sick  nursery,  and  the  oldest  wards, 
was  yery  deficient;  and  the  yentilation  of  all  the  other  wards  needs  improyement 

The  windows  oyer  the  doors,  which  were  intended  to  act  as  yentilators,  were  usually 
shut.  The  louyre  lights  in  some  of  the  upper  rooms  are  yery  good ;  but  the  opening  is 
too  often  closed.  The  openings  in  the  partition  walls  are  insufficient  for  light  and  yenti^ 
lation.  Many  of  the  yentilators  leading  directly  to  the  outer  air  are  coyered  by  shutters, 
and  are  thereby  usually  closed. 

The  yentilation  of  tne  corridors  is  capable  of  improyement ;  and  that  of  the  sinks  and 
water-closets  is  yery  deficient. 

The  nursing  arrangements  are  not  satisfactory,  since  there  is  not  a  paid  nurse  for  the 
sick  or  lying-m  wards,  either  by  day  or  night.  There  is  only  one  paid  nurse  in  the  work- 
house, and  she  takes  charge  of  the  female  imbeciles.  Hence  the  nursii^  is  altogether  by 
paupers,  of  whom  there  is  one  and  a  helper  to  eacb  ward ;  and  a  night  nurse  to  eacn 
lanaing  with  four  wards,  but  only  the  day  nurse  receiyes  1  s.  per  week.  The  nurses  in 
the  oldest  building  are  men. 

The  master  and  medical  officer  concur  in  their  want  of  confidence  in  pauper  nurses,  and 
the  desirability  of  appointing  paid  nurses ;  and  from  the  arrangement  of  the  buildings 
the  following  staff  is  considered  necessary :  yiz.,  two  nurses  for  the  females,  one  for  the 
rick  children  and  lying-in  ward,  one  for  the  male  imbeciles,  and  two  paid  night  nurse& 

The  medical  officer  has  charge  both  of  the  workhouse  and  a  district  He  deyotes  fiye 
hours  daily  to  the  former ;  and  yisits  the  sick  in  the  night,  perhaps  once  in  the  fortnight, 
on  the  ayerage.  The  duties  of  his  district  require  about  three  hours'  work  daily.  He  nas 
255  persons  upon  his  list  in  the  workhouse.  Thrice  a  week  he  sees  each  of  them ;  and  on 
the  other  days  yisits  two  sick  wards,  yiz.,  47  and  4,  and  attends  to  special  cases.  He  sees 
about  20  patients  daily  at  their  homes,  and  about  15  persons  at  the  aispensary« 

The  guardians  proyide  drugs  for  the  workhouse ;  but  only  cod-liyer  oil  and  quinine  for 
the  district ;  and  the  latter  has  only  just  come  into  operation. 

His  salary  for  the  workhouse  is  only  45  L  ;  and  for  his  district  352. ;  whilst  the  extras 
for  midwifery,  yacdnation,  and  lunacy  certificates  amount  to  about  1202.,  diyided  as  pro- 
portions between  the  workhouse  and  the  district.  He  attends  personally  to  all  cases  of 
midwifery. 

He  is  now  seeking  to  haye  the  salary  for  the  workhouse  increased  to  100  L  ;*  and  be 
is  of  opinion  that  it  ought  to  be  250  2. 

Whateyer  diet  and  stimulants  he  orders  are  supplied ;  and  there  is  a  sufficient  qiuintity 
of  medical  appliances. 

The  following  are  the  recommendations  which  I  make  in  reference  to  this  work- 
house : — 

1.  The  use  of  the  female  yenereal  ward  should  be  immediately  discontinued. 

2.  The  oldest  part  of  the  workhouse  should  be  taken  down  and  rebuilt.  If  this  should 
be  delayed,  some  steps  should  be  taken  to  proyide  layatories,  water-closets,  and  baths. 

3.  The  imbecile  wards  haye  been  already  condemned,  and  a  new  building  is  about  to 
be  erected 

4.  Attention  should  be  giyen  to  the  water-closets,  so  as  to  increase  the  number  of  seats 
if  possible ;  and  to  greatly  increase  the  cleanliness  and  yentilation  by  admitting  air  from 
witnout  through  the  aoor  and  the  enclosing  boards  and  windows. 

5.  Baths,  with  hot  and  cold  water,  should  be  fixed  in  yarious  parts  of  the  buildings. 

6.  A  jfToper 

*  This  has  been  effKttd  nnot  our  fiilt. 
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6.  A  proper  towel,  comb  and  brush,  and  piece  of  soap,  should  be»  allowed  to  each  sick 
inmate. 

7.  lUustmted  periodicals  should  be  properly  circulated  through  the  ward  daily ;  and 
games  should  be  provided.     More  prints  are  desirable. 

8.  Paid  nurses  should  be  appointed,  as  suggested  by  the  medical  officer. 

9.  The  salary  of  the  medical  officer  should  be  increased ;  and  if  the  guardians  were  to 
find  the  drugs  for  the  districts,  and  a  dispenser  for  them  and  the  workhouse,  it  would  be 
much  better  than  the  present  arrangement 

10.  The  ventilation  should  be  improved  in  the  various  wards,  in  the  way  which  I 
pointed  out  to  the  guardians. 

A.  Windows  with  central  pins,  and  plugged  open ;  or  large  openings,  without 
sashes,  should  be  placed  in  all  me  partition  w^s  throughout  the  *^  stone  building." 

B.  Windows  should  be  placed  in  all  outer  blank  walls,  as  in  the  range  of  building 
for  the  nursery,  &c. 

C.  Louvre  lights  should  be  placed  in  all  the  rooms  in  the  roof,  where  they  do 
not  exist;  and  where  they  are  found,  the  perforated  zinc  shutter  should  never  be 
shuL 

D.  The  ventilators,  of  whatever  kind,  and  including  those  over  the  doors,  should 
be  kept  open,  and  plugged,  or  fixed  open. 

E.  Perforated  glass  should  be  inserted  in  many  of  the  windows ;  and  in  the  low 
rooms  air  bricks  should  be  placed  round  them  at  the  highest  part  of  the  wall. 
Certain  panes  should  be  taken  out  of  the  enclosure  of  the  sinks  and  water-closets. 

F.  The  boarding  from  the  enclosed  lobbies  in  the  sick  nursery  and  elsewhere 
should  be  removed. 

11.  Bells  should  be  placed  in  all  the  wards;  and  the  fumitiire  in  some  of  the  wards 
increased.  Bedsteads  with  racks  should  be  provided,  as  far  as  possible ;  and  bed-rests  should 
now  be  purchased. 

12.  Many  of  the  rooms  are  much  too  full  at  certain  periods,  as  for  example  the  sick 
nursery,  and  the  room  with  mothers  and  children. 

13.  The  following  is  the  number  of  beds  which  should  be  placed  in  each  ward : — 


Appendix. 
St.  George -in- 

THE-£a8T. 


No. 

Class  of  Iiunat6B» 

No. 

No. 

CkasoffoBiatet, 

No. 

of 

or 

of 

of 

or 

of 

Ward. 

Purpose  to  which  Appropriated. 

Beds. 

Ward. 

Pnrpoae  to  which  Appropriated. 

Beds. 

Old  Building: 

20 

Women's  sick  ward 

9otS 

21 

Ditto      and  children    - 

— 

40 
46 

Men's  sick  ward    -        -        - 
Ditto    -    ditto    - 

Principal  Building : 

14orl6 
14orl6 

(containbe  10  adults  and  10 
children.) 

Front,  or  Stone  fiuilding : 

■ 

47 

Men's  sick  ward     -        .        - 

28 

48 

Ditto    -    ditto    -        -        - 

28 

1 

Women's  sick  ward 

12 

4 

Ditto    -    ditto    -        -        - 

14 

Detached  Shed : 

8 

8 

Ditto    -    ditto    -        -        . 
Ditto    -    ditto    - 

16 
12 

1 
2 

Women's  venereal  ward  - 
Ditto    •    ditto    ... 

8 
3 

7 
5 
0 

Ditto    .    ditto    - 
Ditto    -    ditto    - 
Ditto     -    ditto     -        -  .      - 

16 
16 
14 

12 

Ditto    -    ditto    - 

12 

Imbecile  Infirmary : 

U 

Ditto    -    ditto    - 

14 

10 

Ditto    -    ditto    - 

14 

17 

Children's  ward     -        -        - 

— 

9 

Women's  convalescent  wards  - 

8  or  10 

10 

Ditto    -    ditto    .        -        - 

■"^ 

Ditto      lying-in  ward  - 

6or  6 
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Size  of  rooms,  and 
uomberofbeds. 


No.  31. 
ROTHERHITHE. 


We  visited  the  Rotherhithe  workhouse  on  the  18th  May  and  let  June  1866,  and  were 
accompanied  by  the  medical  officer,  chaplain,  and  nurses.  The  master  was  too  unwell 
to  attend  us. 

This  is  an  old  workhouse,  with  a  new  infirmary,  built  on  a  large  plot  of  open  land, 
nearly  upon  the  level  of  the  Thames. 

The  buildings  consist  practically  of  four  parts  :^~lst  The  old  and  main  part,  which 
occupies  the  front,  and  should  give  place  to  a  new  building.  2nd.  A  detached  Board- 
room, also  placed  in  front,  which  the  guardians  have  recently  built  for  their  own  use,  and 
which  appears  a  very  proper  and  comfortable  room.  3rd.  A  range  of  narrow  and  ill- 
oonstructed  building,  which  lie  behind,  and  at  right  angles  to  the  front,  and  are  com- 
paratively modem,  and  are  called  the  Old  Infirmary.  And,  4th,  a  very  recently  erected 
detached  infirmary. 

The  3rd  set  are  devoted  to  the  aged  and  infirm,  amongst  whom  are  many  bed-ridden 
and  sick ;  and  the  4th  to  sick  cases  alone. 

Hence,  the  sick  are  found  in  the  two  latter  buildings.  Cases  of  fever  and  small-pox 
are  sent  to  the  hospitals ;  but  very  few  imbeciles  and  venereal  cases  are  retained ;  and  the 
children  are  placed  in  a  separate  ward. 

There  are  not  any  day-rooms  for  the  use  of  the  sick  in  the  infirmary ;  but  there  are 
day-rooms  in  the  buildings  devoted  to  the  aged  and  infirm.  Baths,  lavatories,  and  water- 
closets,  are  sufficiently  provided  in  the  infirmary,  but  the  latter  are  placed  in  an  enclosure 
in  the  wards  themselves. 

There  are  not  any  lavatories  or  baths  in  the  old  infirmary  buildings  for  the  aged  and 
infirm,  but  there  is  a  portable  bath  for  die  use  of  the  females  onlv. 

The  water  supply  is  good,  and  there  is  hot  water  throughout  the  infirmary. 

The  yards  in  connection  with  the  infirmary  are  of  gravel,  and  adjoin  a  large  open  plot 
of  garaen  land.  They  are,  however,  surrounded  by  walls  and  doors  so  high  that  person 
warning  in  them  cannot  look  out     There  is  a  bed  of  soil  running  round  them,  but  no 

f)lants  were  there.     Hence,  the  yards  were  too  much  like  prison  yards,  without  lie  excel- 
ent  flagging  which  is  usually  found  in  the  latter. 

The  following  are  the  dimensions  of  the  wards,  with  the  number  of  beds,  in  the  two 
buildings  occupied  by  the  sick : — 


Number 

of 
Ward. 

Glass  of  Inmates, 
or 

. 

Length. 

jDreMCn. 

Heiglit. 

Number  of 
Beds. 

New  Infirmary : 

Ft. 

in. 

Ft. 

in. 

Ft. 

in. 

1 

Women's  sick  ward    - 

- 

81 

8 

22 

9 

13 

0 

12 

2 

Ditto    -    ditto 

'• 

81 
+  81 

3 
3 

22 
17 

9 
9 

11 
2 

6 

} 

14 

1 

Men's  sick  ward 

-{ 

80 
+  30 

10 
10 

22 

17 

9 
9 

11 
2 

6 
6 

} 

14 

d 

Ditto  .  ditto  - 
Old  Infirmary: 

80 

10 

22 

9 

18 

0 

12 

17 

Men's  sick  ward 

30 
—  8 

1 
10 

17 
3 

0 
9 

10 
10 

11 
U 

} 

6 

lA 

Ditto  -  ditto  - 

80 
-12 

1 
0 

17 
3 

0 
2 

10 
10 

6 

e 

} 

18 

56 

Women's  sick  ward    - 

2-2 
-10 

6 
0 

17 
8 

0 
8 

10 
10 

6 
6 

} 

8 

68 

Ditto    -    ditto 

80 
^10 

0 
0 

17 
8 

2 
8 

10 
10 

6 
6 

} 

10 

54 

Ditto    .    ditto 

30 

0 

17 

2 

10 

9 

1 

-   7 

0 

8 

0 

10 

9 

^ 

11 

-   8 

6 

8 

0 

6 

9 

J 

53 

Ditto    -    ditto 

80 
-  9 

0 
0 

17 
8 

2 

2 

10 
10 

7 
7 

} 

11 

Hence 
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Hence  the  usual  width  and  height  of  the  rooms  are,  in  the  infirmary^  23  feet  and  13 
feet;  and  in  the  buildings  for  the  aged  and  infirm,  17  feet  and  104  feet. 
The  floor  space  and  cubical  space  allotted  to  each  bed  are  as  follows : — 


Appendix. 
BamtRttnuiL 


Nvmbtr 

of 
Ward. 


1 
3 

1 


17 
18 

66 
68 
64 
68 


CUm  of  Inmates,  or  Purpose  to  which  Appropriatod. 


New  Infirmary : 

Woman's  sick  ward  - 
Ditto    -    ditto     - 

Men's  sick  ward 
Ditto  -  ditto 

Old  Infiniiary : 

Men's  sick  ward 
Ditto  -  ditto 

Women's  sick  ward  - 
Ditto  -  ditto  - 
Ditto  •  ditto  - 
Ditto    •     ditto      . 


Floor  Space 

AUowed 

to  each  Person. 


Sup.  ft. 

60 
61 

50 
68 


88 
86 

44 
48 
44 
44 


CaUcal  Space 

AUowed 
to  each  Person. 


Cub.  ft. 

770 
688 


674 
760 


004 
882 

459 
606 

476 
468 


General  chsractet 
of  wards. 


Bedding  and  fur^ 
niture. 


Hence  the  usual  floor  space  and  cubical  space  per  bed  in  the  infirmary  is  50  to  60  si;q)erficial 
feet,  and  670  to  770  cubic  feet ;  and  in  the  buildings  for  the  aged  and  infirm^  44  superficial 
and  400  to  500  cubic  feet.  None  in  the  new  infirmary  offer  kss  than  500  cubic  feet ;  but 
in  the  old  infirmary  four  are  deficient 

The  wards  in  the  infirmary  are  very  good ;  sufiSciently  lai^e»  lofty,  and  wide,  and^ 
as  there  are  windows  on  both  sides,  they  are  light,  cheerfi^  and  airy.  The  defect 
consists  in  having  a  portion  at  the  central  end  of  the  ro<»ns  partitioned  off*  for  a  nurse's 
room  on  one  side,  and  a  lavatory  and  water-closet  on  the  other  side  of  the  gangway.  At 
present  there  is  no  communication  between  these  places  and  the  ward,  except  by  the  door ; 
and  hence  they  are  ill  ventilated  and  disagreeable,  and  deteriorate  the  air  m  the  ward. 

There  are  two  small  and  convenient  kitchens,  in  which  the  meat  is  cut  up  from  the 
joint,  the  lesser  kinds  of  food  prepared,  and  the  nurse's  food  cooked.  The  meat  for  the 
sick  is  cooked  at  a  great  distance  from  the  infirmary. 

The  wards  for  the  aged  and  infirm  are  very  poor  and  cheerless.  They  are  very  narrow, 
and  have  windows  on  one  side  onlv ;  whilst  on  the  other  is  a  blank  wall,  except  one  or  two 
very  small  round  windows  placed  m  it.  A  nurse's  room  has  recently  been  cut  off^  from  one  of 
the  wards,  and  is  a  poor  and  uncomfortable  apartment.  The  occasional  ward  is  unfit  for 
the  sick. 

The  bedding  consists  of  flock  upon  iron  bedsteads,  and,  with  the  bed  covering,  is  fairly 
good.    There  are,  also,  straw  paillasses  in  the  infirmaiy,  which  add  to  the  comfort  of  the  sick. 

The  furniture  of  the  wards,  and  particiilarly  of  the  aged  and  infirm  wards,  is  deficient. 
There  are  no  prints  upon  the  walls,  no  looking-glasses,  no  games,  no  brushes^  and  only  one 
comb  for  a  ward.  There  are  in  the  infirmarv  small  lockers  and  arm-chairs ;  also,  eijght 
towels,  and  a  piece  of  soap  for  each  ward.  There  are  no  dressers  in  the  aged  and,  infirm 
wards. 

Every  part,  and  particularly  the  infirmary,  was  clean. 

The  ventilation  is  exceedingly  defective  in  the  buildings  for  the  aged  and  infirm,  and 
in  the  occasional  ward  ;  and  is  not  quite  sufficiently  good  in  the  infirmary. 

In  the  ward  for  the  aged  and  infirm  there  are  panes  of  perforated  glass  in  the  windows, 
ventilators  at  the  top  of  the  room,  and  Amott's  ventilators,  which  do  not  move. 

There  are  also  windows,  which  open,  and  fire-places.  The  defect  lies  in  the  insufficiency 
of  the  ventilators ;  and  especially  in  the  fact  that  the  stairs  are  inclosed  by  wooden  lobbies, 
which  effectually  prevent  the  staircase  from  being  a  ventilator. 

In  the  infirmary  there  are  ventilators  at  the  top  and  bottom  of  each  side  of  the  ward, 
and  nearly  all  were  shut.  There  are  also  ventilators  in  the  ceiling.  There  is  no  venti- 
lator in  the  wooden  partitions  of  the  nurse's  room,  the  lavatory,  and  the  water-closet,  by 
which  a  free  circulation  of  air  might  be  kept  up  in  these  places,  and  thus  prevent  the 
accumulation  of  foid  air,  and  the  annoyance  01  disagreeable  smells. 

The  ventilating  windows  over  the  doors  were  also  kept  shut. 

The  rooms  for  the  aged  and  infirm  were  very  dose  in  the  day  time,  and  must  be  exceed- 
ingly so  at  night. 

Two  paid  ^male  nurses  have  been  appointed,  at  20  /.  and  151  yearly.     One  has  charge  Nursing, 
of  the  mfirmary,  and  the  other  of  the  female  aged  and  infirm  ;  but  the  latter  also  takes 
charge  of  such  of  the  aged  and  infirm  men  as  may  be  sick. 

There  is  a  pauper  nurse  and  a  helper  to  each  ward.  There  are  no  specially  appointed 
night  nurses. 

The  medical  officer  is  required  to  visit  the  workhouse  thrice  a  week,  but  he  thinks  it  Medical  ofl&cer* 
right  to  attend  on  four  days  weekly,  and  he  also  pays  a  night  visit  about  once  a  month.    His 

Eractice  is  to  visit  every  sick  and  mfirm  ward,  and  the  sick  nursery,  on  each  occasion ;  and 
e  speaks  professionally  to  from  30  to  40  inmates.    There  are  from  50  to  60  inmates  upon 
372.  A  A  2  his 
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ROTHERHITHE. 


Chaplain. 


Recommendations. 


his  books^  but  about  one-third  of  them  are  placed  there  simply  for  dietary.  He  provides 
all  drugs,  except  cod-liver  oil,  and  bottles,  at  a  cost  of  fully  12  L  yearly,  and  supplied  last 
year  1,400  bottles  of  medicine.  His  salary  is  so  miserably  low  as  35/.,  with,  perhaps, 
one  guinea  yearly  for  lunacy  certificates.  No  extras  are  allowed  for  midwifery  cases, 
amounting  to  14  or  16  yearly.  He  thinks  that  all  drugs  should  be  found  by  the  guar- 
dians, and  the  salary  should  be  70/.  per  year. 

He,  also,  has  a  district  of  about  20,000  population,  for  which  he  supplies  the  drugs,  and 
receives  a  salary  of  75  /.,  and  30/.  to  35/.  for  extras.  He  keeps  an  assistant,  but  attends 
himself  to  the  workhouse. 

There  should  be  two  paid  night  nurses,  one  for  the  infirmary  and  the  other  for  the 
infirm  wards. 

The  ventilation  of  the  infirmary  is  good,  but  that  of  the  infirm  wards  and  the  venereal 
or  occasional  wards  bad. 

The  chaplain  is  required  to  perform  Divine  service  once  on  Sunday  and  once  on  a  week 
day  ;  but,  in  addition,  he  visits  the  infirmary  once  a  week,  and  oftener  when  required,  and 
is  sent  for  to  all  persons  who  are  seriously  ill  or  dying.  He  also  visits  the  infirm  wards 
once  or  twice  a  month.  He  has  recently  obtained  the  authority  of  the  guardians  to  pur- 
chase illustrated  periodicals. 

His  salary  is  40/.  per  year. 

The  following  are  the  recouMnendations  which  I  make  in  reference  to  this  workhouse : — 

1.  I  cannot  doubt  that  the  proper  course  is  to  take  down  the  old  buildings,  and  the 
building  for  the  aged  and  infirm,  and  construct  a  new  workhouse. 

2.  It  would  be  much  better  if  in  the  infirmary  the  nurses'  rooms,  the  lavatories,  and  the 
water-closets  were  placed  apart  from  the  wards ;  and  the  latter  might  be  placed  in  a  projecting 
range  not  distant  from  their  present  site.  In  the  meantime  the  wooden  enclosures  should  be 
pierced  for  windows  or  ventilators,  so  as  to  allow  a  free  current  of  air  to  pass  through  the 
rooms  into  the  corridors ;  and  the  door  of  the  ward  should  be  removed  from  the  corridor  to 
the  inner  boundary  of  the  rooms.  The  ventilators  in  the  ward  should  be  kept  open,  and 
the  cords  removed,  and  the  windows  over  the  doors  should  be  plugged  open  to  the  extent 
of  one  inch  or  more.  Air-bricks  should  be  inserted  at  the  top  of  the  walls  in  the  upper 
rooms,  and  be  covered  with  perforated  zinc. 

3.  A  proper  cooking  kitchen  should  be  provided  in  the  infirmary,  and  the  meat  should 
be  cooked  there. 

4.  Windows  should  be  placed  in  the  blank  walls  in  the  building  for  the  aged  and  infirm^ 
and  in  the  occasional  wara.  More  ventilators  should  be  added  to  the  rooms.  The  Amott 
ventilators  should  be  made  to  act,  and  all  other  ventilators  should  be  kept  open  and 
covered  with  perforated  zinc. 

The  lobbies  should  be  opened  by  removing  the  whole  or  some  of  the  panels  of  the 
enclosure,  and  thus  allow  tiie  staircase  to  be  a  ventilator.  A  door  could  be  placed  at  the 
foot  of  the  staircase,  if  necessarv,  provided  sufiicient  means  were  allowed  for  ventilation. 
Without  this  improvement  of  the  lobbies  the  ventilation  cannot  be  made  satisfactory. 

5.  Proper  lavatories  are  required  in  the  aged  and  infirm  wards  and  the  water-closets 
should  be  better  ventilated  by  cross  draughts. 

Hot  water  should  be  distributed  universally. 

6.  More  furniture  should  be  provided ; — such  as  dressers,  cupboards,  lockers,  arm-chairs 
with  cushions,  looking-glasses,  prints,  games,  &c.  A  comb  and  brush  and  towel  should  be 
provided  for  each  sick  inmate. 

7.  The  nurses'  rooms  and  emoluments  are  inadequate. 

8.  The  master  is  not  now  so  able  to  discharge  his  duties  as  formerly,  and  more  active 
supervision  is  required.     It  would  be  better  to  make  him  a  superannuation  allowance. 

9.  Two  paid  night  nurses  should  be  appointed. 

10.  The  walls  of  the  infirmary  yards  should  be  reduced  in  height,  and  an  iron  palisading 
placed  upon  dwarf  walls.     The  yards  should  be  made  cheerful  by  flowers,  &c. 

11.  The  guardians  should  provide  all  drugs  and  increase  the  salary  of  the  medical  officer^ 
and  allow  extras  as  directed  oy  the  Poor  Law  Board. 

12.  The  number  of  beds  which  should  be  placed  in  each  ward  is  as  follows : — 


No. 

of 

Ward. 

Class  of  Inmatee, 
or 

No. 

of 

Beds. 

No. 

of 

Ward. 

Class  of  Inmates, 

or 

Purpose  to  which  Appropriated. 

No. 

of 

Beds. 

1 
2 

1 
2 

New  Infirmary : 

Women's  sick  ward 
Ditto    -    ditto    - 

Men's  sick  ward      -        -        . 
Ditto  -  ditto        -        -        • 

10 
10 

10 
10 

17 
18 

66 
58 
54 
53 

Old  Infirmary : 

Men's  sick  ward     -        .        - 
Ditto  -  ditto       .        .        - 

Women's  sick  ward 
Ditto    -    ditto 
Ditto    -    ditto 
Ditto    -    ditto 

6 

8 

e 

8 
8 
8 
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No.  32. 
PADDINGTON. 


Paddington. 


We  visited  this  workhouse  on  the  2l8t  May  1866^  and  were  accompanied  by  the  master 
and  the  medical  officer. 

The  workhouse  is  built  upon  a  large  plot  of  land,  and  in  a  salubrious  situation,  and  is,  I  

believe,  well  drained.     There  is  a  canal  on  the  side  of  the  ground;  but  the  water  is  not 
allowed  to  become  stagnant;  and,  as  we  were  informed,  is  never  offensive. 

The  workhouse  consists  of  a  central  portion  with  extended  wings,  in  which  the  aged  and 
infirm,  able-bodied,  and  children  are  placed,  and  of  a  detached  infirmary,  which  is  placed  in 
the  rear,  and  parallel  to  it,  in  which  the  sick  are  placed. 

There  are  from  140  to  150  sick  persons  in  the  mfirmary ;  and  about  100  of  the  inmates 
in  the  body  of  the  workhouse,  are  so  far  sick  that  they  attend  at  the  infirmary  from  time 
to  time.  ITie  children  are  also  visited  in  the  workhouse,  but  of  the  other  inmates  all  are 
removed  to  the  infirmary  when  seriously  or  continually  ill.  Itch  cases  are  placed  in  a 
part  of  the  receiving  ward. 

Small-pox  cases  are  always  sent  to  the  hospital,  but  fever  cases  of  whatever  kind  are 
retained,  and  mixed  with  the  other  sick !  The  cases  of  typhus  fever  are  extremely  few, 
and  no  evil  has  been  known  to  follow  the  existing  arrangement.  Veneral  cases  are,  almost 
without  exception,  sent  to  the  Lock  Hospital.  AH  noisy  or  dangerous  cases  of  lunacy 
are  sent  to  the  asylum  ;  but  it  often  occurs  that  such  cases  are  retained  in  the  workhouse 
for  a  fortnight,  whilst  awaiting  the  completion  of  the  legal  formalities  required  for  their 
removal.  One  case  was  in  a  small  ward,  and  submitted  to  some  restraint,  who  had  been 
sent  twice  to  the  county  asylum,  and  returned  on  both  occasions,  because  she  had  an 
eruption  upon  her  skin.  This  seems  to  me  to  be  an  arbitrary  proceeding,  attended  by 
waste  of  funds,  and  by  serious  risk  to  the  patient  from  the  journeys,  and  the  inadequacy 
of  the  means  of  treatment  of  such  cases  in  a  workhouse  ;  and  there  seems  no  reason  why 
the  authorities  at  the  asylum  should  not  provide  some  wards  in  which  cases  of  this  class 
could  be  temporarily  placed. 

There  are  no  day-rooms  for  the  use  of  the  sick.  The  bathing  and  water-closet  accom- 
modation is  good  in  the  infirmary,  and  there  is  hot  and  cold  water  above  the  groimd-floor. 
The  arrangements  are  less  satisfactory  in  the  body  of  the  workhouse.  Tnere  are  not 
any  lavatories  properly  so  called  in  the  infirmary,  but  there  are  sinks  in  which  all  the 
washing-up  is  done,  and  where  the  inmates  may  wash  themselves.     This  is  not  satifactory. 

The  following  are  the  dimensions  of  the  various  wards,  with  the  number  of  beds  which  Siw  of  rooms^^and 
the  wards  contain : — 


number  of  beds. 


Namber 

Class  of  Inmates, 

Namber 

of 

or 

Length.        | 

Breadth. 

Height. 

of 

Ward. 

Parpose  to  which  Appropriated. 

Beds. 

Infirmary : 

Ft. 

in. 

Ft. 

in. 

Ft. 

tit. 

51 

Women's  sick  ward   - 

40 

0 

20 

0 

10 

0 

15 

78 

Ditto    -    ditto         -        -f 

82 

7 

20 

0 

10 

0 

}   " 

+  10 

6 

6 

6 

10 

0 

78(a) 

Ditto    -    ditto 

13 

.    6 

10 

0 

10 

0 

2 

7S(b) 

Ditto    •    ditto 

11 

8 

7 

8 

11 

1 

2 

54 

Ditto    -     ditto         -        -f 

40 

5 

20 

0 

11 

0 

i  " 

+  40 

5 

15 

0 

2 

6 

77 

Ditto    -    ditto         -        -f 

48 

6 

20 

0 

11 

0 

1  " 

+  48 

6 

15 

0 

2 

6 

53 

Women's  lyin^-in  ward 
Women's      lymg-in    ward 

80 

0 

16 

5 

9 

7 

6 

74 

17 

6 

14 

B 

9 

9 

4 

(spare  room). 

49 

Men's  sick  ward        -        -  f 

40 

5 

20 

0 

11 

0 

J  " 

1 

+  40 

5 

]5 

0 

2 

6 

75 

Ditto    -    ditto-        -        -f 

48 

6 

20 

0 

11 

0 

* 

+  48 

6 

15 

0 

2 

6 

76 

Ditto    -    ditto .        -        -  ? 

32 

7 

20 

0 

10 

0 

< 

1           14 

+  10 

6 

6 

6 

10 

0 

50 

Ditto    •    ditto- 

40 

0 

20 

0 

10 

0 

18 

Children's  sick  ward  (con- 

16 

5 

17 

0 

10 

0 

6 

taining  6  women   and  6 

children). 

Children's  sick  ward  (con- 

16 

5 

17 

0 

10 

0 

6 

taining  6  women  and  4 

cbildren). 

. 

Main  Building: 

18 

Boys'  sick  ward         -        -  f 

39 

4 

16 

9 

10 

0 

}  " 

—  7 

0 

6 

7 

10 

0 

17 

Ditto    -    ditto 

36 

0 

15 

10 

10 

0 

6 
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Hence  the  usual  height  and  width  of  the  wards  in  the  infirmary  are  10  to  12 1  feet* 
and  20  feet 

The  floor  space  and  cubical  space  allotted  to  each  bed^  are  as  follows : — 


General  character 
of  wards. 


Bedding  and  far- 
nitore. 


NmOmt 

of 
Ward. 


51 

78 
78(a) 
78(6) 

64 

77 

68 

74 

49 

76 

76 

60 


18 
17 


CIiM  of  Tnmatet,  or  Purpose  to  which  Appropriated. 


Infirmary : 
Women's  sick  ward  ---..-- 

Ditto    -    ditto 

Ditto    -    ditto 

Ditto    -    ditto 

Ditto    -     ditto 

Ditto    -    ditto 

Women's  lying-in  ward 

Women's  lying-in  ward  (spare  room)        -        •        - 
Men's  sick  ward 

DiUo    -    ditto 

Ditto    -    ditto        -        -        -     ,    - 

Ditto   -    ditto 

Children's   sick  ward  (containing  6  women  and  6 

children. 
Children's  sick  ward  (containing    6    women  and  4 
children). 

Main  Building: 

Boys'  sick  ward 

Ditto    -    ditto 


floor  Spaee 

allowed 

to  each  Person. 


Stq).   feet. 


46 


41 
114 


Cabioal  Space 

allowed 
to  each  Penoa. 


Cub.  feet 


63 

633 

60 

600 

67 

676 

44 

496 

60 

660 

69 

892 

82 

787 

64 

626 

64 

694 

67 

755 

61 

613 

62 

615 

46 

466 

466 


408 
lyUO 


Hence  it  appears  that  the  usual  floor  space  and  cubical  space,  in  the  infirmary,  are  50 
to  64  superficial  feet,  and  495  to  892  cubic  feet,  and  only  one  ward  has  somewhat  less 
cubical  space  than  b  required  by  the  Poor  Law  Board. 

The  size  and  general  appearance  of  the  wards  are  good,  since  they  are  lofty  and  wide,  and 
not  too  large.  There  are,  in  general,  windows  on  both  sides,  and  they  are  light,  airy,  and 
cheerful.  The  lying-in  ward  has  windows  on  one  side  only,  and  is  a  less  agreeable  room. 
There  are  also  some  small  wards,  which  are  useful,  and  there  are  no  less  than  four  padded 
rooms — a  number  in  excess  of  the  requirement,  whilst  at  the  same  time  other  acconmiodation 
for  violent  cases  is  deficient 

The  staircases  are  wide. 

The  beds  are  hair-mattresses,  placed  upon  iron  lath  bedsteads,  and  were  generally  very 
thin  in  the  centre,  and  permit  the  iron  laths  to  be  felt  through  tiiem.  They  were  also,  in 
many  cases,  discolourea  by  the  iron,  from  the  absence  of  cocoa  fibre  matting,  or  some  other 
substance  between  them  and  the  bedstead.  The  condition  of  the  mattress  was  unsatisfac- 
tory ;  and  it  appears  that  no  well-arranged  system  of  picking  the  hair,  and  re-making  them, 
exists  in  the  workhouse.  This  is  a  defect  which  might  be  advantageously  remedied  by 
the  daily  employment  of  a  few  of  the  old  men. 

There  are  bells  in  all  the  wards. 

The  rugs,  in  the  women's  wards,  are  white,  and  look  a^eeable,  whilst  those  in  the  men's 
wards  are  yellow ;  and  as  they  are  of  cotton,  and  old,  and  not  cleanly  looking,  woollen  mgs 
of  good  quality,  and  with  some  stripes  of  bright  colour,  would  have  looked  far  better. 

The  furniture  and  appliances  are  very  defective.  There  are  no  lockers,  or  dressers ;  but 
there  are  shelves  round  the  room.  Only  one  roller-towel  is  provided  for  a  ward  weekly, 
but  many  of  the  inmates  have  their  own  towel.  Only  one  or  two  combs,  and  in  some 
instances  none,  and  no  brushes,  are  provided  by  the  guardians.  Some  of  the  inmates  have 
their  own  comb,  and  a  very  few  their  own  brush ;  and  we  were  informed  that  the  guar- 
dians had  supplied  combs,  from  time  to  time,  but  they  had  been  broken,  or  lost,  and  not 
replaced. 

l^ottery  washhand  basins  are  provided,  but  only  one  or  two  could  be  found  in  a  ward, 
and  they  were  usually  broken.  In  one  of  the  women's  wards  some  of  the  inmates  wash 
in  their  pots,  and,  as  we  ascertained,  did  this  against  their  will,  and  their  former  habits  at 
home.  The  pots  were  also  used  as  chamber  utensils.  This  seemed  to  be  quite  unexpected, 
both  by  the  master  and  the  nurse,  and  the  pauper  nurse  was  blamed  for  not  having  applied 
for  other  washhand  basins ;  but  it  is  difficult  to  believe  that  such  a  course  could  be  pursued 
if  the  matron  and  paid  nurse  had  discharged  their  duties  properly,  and  had  visited  the  wards 
at  proper  times  and  examined  into  their  arrangements.  Neither  is  it  a  sufficient  excuse  that 
the  pauper  nurse  had  not  informed  the  officers  of  tHfese  defects,  since  the  matron  and 
paid  nurse  ought  to  know,  from  their  own  daily  observation  what  exists  and  what  is  required. 

We  did  not  find  this  habit  general,  on  the  women's  side,  and  it  did  not  exist  on  the 
men's  side.  The  paid  female  nurse  had  only  entered  upon  her  duties  a  few  days  before, 
and  did  not  appear  to  have  made  herself  acquaintea  with .  the  arrangements  of  the 
infirmary. 

There 
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There  are  prints,  iUnstented  periodicdB,  «nd  books.    In  sooie  of  die  unurds  there  was  a         Ajnpandix. 
•deficiency  of  chairs,  and  in  none  were  there  cushions  for  the  boidiee.  -^    

There  are  no  metal  warmers,  but  bottles  are  used.  rAsmuQ'sow. 

Many  of  the  sinks  were  without  ^lugs,  and  must  have  allowed  soUd  matters  to  pass 
down.  We  did  not,  however,  perceive  any  drain  smells,  and  in  explanation  it  was  stated 
that  the  drains  in  the  yard  were  properly  trapped. 

There  was  a  deficiency  of  waterproof  sheeting  for  the  lying4n  waid,  but  we  were 
informed  that  these  and  otiier  appliances  had  been  ordered. 

With  the  exception  of  the  filthv  habit  beforementioned,  nothing  was  foimd  uncleanly.  GeanlinesB. 
The  linen,  in  general,  was  clean ;  but,  in  some  instances,  that  in  the  men's  wards  was  less 
80  than  in  the  women's  wards.     The  floors  and  furniture  were  clean. 

The  arrangements  for  ventilation  are,  upon  the  whole,  good.  There  are  onenings  i^  Ventilatkm. 
the  ceiling,  which  c(Hnmunicate  with  air  bricks  in  the  outer  wall,  and  under  wnich,  in  a 
few  instances,  a  ^  burner  is  placed.  It  is  proposed  to  place  an  argand  burner  under 
others ;  but  if  this  be  done,  care  must  be  taken  lest  the  great  heat,  generated  by  the  com- 
bustion of  the  gas,  should  ignite  the  wood  in  the  ventilators  and  floors.  I  think  it  will  be 
dangerous. 

In  many  instances  these  openings  are  without,  and  in  others  with,  perforated  zinc. 
When  without,  there  is  a  wooden  shutter,  which  may  be  removed. 

There  are  also  a  few  air  bricks  in  the  chimneys ;  and  in  many  of  the  wards  there  are  air 
bricks  in  the  walls,  near  to  the  floor,  which  are  covered  with  perforated  zinc  and  a  shutter. 

There  are  also  ventilating  windows  over  all  the  doors. 

Here,  however,  as  elsewere,  nearly  aU  the  ventilators  were  shut  All  those  near  the 
floor,  and  the  ventilating  windows,  were  shut,  and  a  majority  of  those  in  the  ceiling. 

The  ordinary  windows  are  also  made  to  open,  and  to  be  fixed  with  a  rack  ;  and  it  is 
manifest  that  the  ventilation  has  been  hitherto  regulated  by  these  windows.  The  master 
and  nurse  stated  that  the  air  at  ni^ht  was  not  more  disagreeable  than  in  their  own  bed- 
rooms ;  but  it  must  be  clear  that  with  the  windows  and  ventilators  shut,  even  with  lar^e 
and  wide  wards,  the  ventilation  must  be  defective  in  the  night.  The  ventilation  of  the 
lying-in  ward  was  not  good ;  and  that  of  the  upper  rooms  was  not  so  good  as  that  of  those 
below,  because,  although  the  rooms  are  more  lofty,  the  windows  are  placed  far  below  the 
top  of  the  room,  and  the  ventilators  are  inadequate. 

The  sinks  and  water-closets  are  not  well  ventilated. 

There  are  now  two  paid  nurses,  a  male  and  a  female ;  the  latter  of  whom  also  attends  Nuniiig. 
many  of  the  midwifery  cases.     They  have  recentiy  entered  upon  their  duties,  and  will 
xeceive  30/.  and  251.  per  year,  with  rations. 

They  are  understood  to  eive  both  the  medicines  and  the  stimulants ;  but  in  practice  the 
latter  is  not  always  effectea. 

There  are  an  unpaid  nurse,  and  one  or  two  helpers  in  each  ward. 

There  is  no  specially  appointed  night  nurse. 

The  medical  oflicer  devotes  about  two  and  a  half  hours  daily  to  his  duties,  and,  on  the  Medica^  officer.  > 
average  is  called  in  the  night  about  twice  in  a  month.     He  is  expected  to  attend  the 
midwifery ;  but,  in  fact,  the  nurse  attends  all  the  simple  cases. 

The  guardians  engage  a  chemist  to  provide  and  oispeuse  the  medicines,  at  a  cost  of 
about  60  Z.  per  year ;  but  as  quinine,  cod-liver  oil,  ointments,  &c.  are  regarded  as  extras, 
the  cost  is  about  double  that  sum.  This  appears  to  me  to  be  a  wasteful  procedure ; 
and  it  would  be  much  better  to  purchase  the  orugs,  and  have  a  dispenser,  who  could  act 
also  as  clerk  or  as  nurse. 

He  thinks  that  more  room  is  required  in  the  infirmary,  and  that  the  sick  children,  fever 
cases,  and  itch  cases  should  be  warded  in  rooms  by  themselves. 

If  the  children  were  brought  into  the  infirmary  a  paid  nurse  for  them  and  for  the 
lymg-in  ward  would  be  useful. 

BKs  salary  is  60/.  per  year;  and  extras  for  midwifery  and  lunacy  certificates  amounting 
to  from  40/.  to  60/.  per  year.  He  does  not  keep  an  assistant  for  these  duties,  and  he  has 
not  a  district.     He  tninks  tihat  his  salary  should  be  200  £  a  year. 

The  following  are  the  recommendations  which  I  make  respecting  this  workhouse : — 

1.  The  infirmary  should  be  raised  a  storey. 

2.  There  should  be  separate  itch,  fever,  and  sick  children's  wards,  and  no  case  whatever 
of  these  classes  should  be  mixed  with  others. 


Reoommendatiocs. 


3.  Proper  lavatories  should  be  provided. 

4.  A  towel,  comb  and  brush,  and  soap,  should  be  provided  for  each  sick  person. 


Wash- 


hand  basins  in  proper  quantity  should  be  suppliea ;  and  any  officer  or  nurse  punished 
who  allows  the  inmates  to  wash  in  the  pots. 

6.  Dressers,  lockers,  games,  waterproof  sheeting,  chairs,  cushions,  and  other  furniture 
and  comforts;  should  be  supplied. 

6.  Roddng*ohair8  should  be  placed  in  tiie  lying-in  ward. 

7,  The  salary  of  the  medical  officer  should  be  increased ;  and  he  should  himself  attend 
all  cases  of  midwifery. 
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8.  It  would  be  better  for  the  guardians  to  provide  drugs,  and  a  dispenser  at  the  work- 
house,  and  employ  the  latter  also  as  a  clerk  or  nurse. 

9.  I  doubt  if  a  male  nurse  should  supplant  the  employment  of  a  paid  female  nurse  for 
the  men. 

10.  The  mattresses  should  immediately  be  picked  and  re-made,  and  a  system  adopted 
whereby  this  shall  be  regularly  effected. 

11.  The  traps  should  be  fixed  in  the  sinks. 

12.  The  ventilators  throughout  should  be  kept  open,  and  the  shutters  removed.  Shpuld 
there  be  too  great  a  current,  the  openings  should  be  covered  with  perforated  zinc. 

The  ventilating  windows  over  ail  the  doors  should  be  plugged  open  to  the  extent  of 
one  inch  or  more.  Air  bricks  should  be  inserted  around  the  upper  rooms.  Perforated 
glass  should  be  placed  in  the  windows  of  the  sinks  and  waterclosets  and  in  the  open  panes 
of  the  small  lower  rooms. 

13.  Woollen  capes,  and  more  woollen  gowns,  and  metal  warmers,  should  be  provided. 

14.  The  baths  should  be  kept  free ;  and  shelves  placed  round  the  scullery,  upon  which 
various  articles  should  be  placed. 

15.  The  deficiency  of  supply  of  water  on  Monday  is  a  serious  evil,  which  the  water 
companies  should  be  called  upon  to  remedy.     The  supply  should  be  continuous. 

16.  More  fitting  accommodation  should  be  provided  for  noisy  and  dangerous  lunatics 
whilst  waiting  to  be  forwarded  to  the  asylum,  and  such  cases  shomd  not  be  detained  beyond 
48  hours. 

17.  The  following  is  the  number  of  beds  which  should  be  placed  in  each  ward: — 


No. 

Claat  of  Inmates, 

No. 

No. 

Class  of  Inmates. 

No. 

of 

or 

of 

of 

or 

of 

Ward. 

Purpose  to  which  Appropriated. 

Beds. 

Ward. 

Beds. 

Infirmarv : 

49 

Men's  sick  ward     -        -        . 

12orl4 

76 

Ditto  -  ditto        ... 

16 

61 

Women's  sick  ward 

12orl3 

76 

Ditto  -  ditto 

11 

50 

Ditto  -  ditto        ... 

12oria 

78 

Ditto    .    ditto   - 

lOorll 

Children's  sick  ward 

78(a) 

Ditto    -    ditto   - 

2 

(containing    6  women  and 

7B{h) 

Ditto    -    ditto    . 

1 

6  children) 
Children's  sick  ward 

64 

Ditto    -    ditto   • 

12orl3 

(containing  6  women  and 
4  children). 

77 

Ditto    .    ditto   - 

16 

58 

Ditto     lying-in  ward  - 

6 

18 

Main  Building: 
Boys'  sick  ward    .        -        - 

74 

Ditto    -    ditto  (spare  room) 

8 

17 

Ditto    -    ditto        ... 

— 

.    No.  33. 

ST.     PANCRAS. 

St.  Pancras.  W^  visited  the  St  Pancras  Workhouse  on  the  22d  May  1866,  and  were  accompanied  hy 
'       the  master  an<l  medical  officer. 

The  workhouse  occupies  about  5^  acres  of  land  in  a  salubrious  position,  but  is  surrounded 
by  other  buildings.  It  consists  of  numerous  blocks  of  detached  buildings  of  all  sizes  and 
modes  of  construction,  which  have  been  erected  at  various  periods,  and  without  the  least 
regard  to  unity  of  design. 

The  main  building  mtes  the  street,  and  is  occupied  by  the  aged  and  infirm  and  imbeciles, 
of  whom  there  are  more  than  600.     There  are  detached  Wfirds  for  lunacy  cases,  containing 
upwards  of  280  inmates:  for  the  general  sick,  containing  280  to  240  patients;  for  the 
lying-in  wards,  and  for  the  nurseries,  besides  other  classes,  which  did  not  come  under  our. 
observation. 

There  were  1,960  inmates  in  the  workhouse  on  the  day  of  our  inspection. 

Fever  and  small-pox  cases  are  sent  to  the  hospitals ;  but  ihere  are  fever  wards  in  which 
to  place  any  case  which  must  be  retained.  Noisy  and  dangerous  lunatics  are  sent  to  the 
asylums.  Venereal  cases  are  retained.  Itch  cases  are  placed  in  separate  wards;  but  those 
occurine  amonst  the  casuals  are  placed  in  the  receiving  ward.  The  children,  except  such 
as  are  sick,  are  sent  to  a  district  school ;  and  the  latter  are,  for  the  most  part,  placed  in  the 
sick  nursery. 

The  separation  of  the  different  classes  in  separate  buildings  does  not  provide  a  [>erfect 
dassificaiion,  whilst  it  gives  the  workhouse  the  appearance  of  a  small  village,  and  is  not 
convenient  to  tjiose  officials  who  must  visit  the  several  buildings  daily. 

The 
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The  yards  allotted  to  each  class  of  inmates  are  small ;  but  there  is  much  space  between 
the  buildings^  which  is  covered  with  grass^  and  planted  with  trees,  and  has  a  very  agreeable 
appearance. 

There  are  not  any  day  rooms  for  the  sick.  There  are  not  proper  lavatories,  or  fixed  bath 
rooms;  but  there  are  small  sinks,  and  water-closets  in  suiBcieni  number. 

There  are  small  kitchens,  where  the  food  is  warmed,  and  certain  kinds  of  food  cooked. 

There  is  a  supply  of  hot  water  all  over  the  infirmary.  The  cold  water  is  derived  from 
a  very  large  well  upon  the  premises,  and  is  of  excellent  quality;  but  the  cisterns  are  not 
large  enough,  and  the  supply  is  therefore  somewhat  defective. 

We  inspected  the  whole  of  the  infirmary,  and  lying-in  wards^  andtlie  nurseries;  and  some 
of  the  wards  for  the  aged  and  infirm,  and  imbeciles,  in  the  body  of  the  workhouse ;  and 
generally  observed  the  day  rooms  and  dormitories  of  the  lunatics. 

The  number  of  sick  persons  amongst  the  aged  and  infirm,  and  imbeciles,  in  any  ward  is 
but  as  small ;  but  there  are  23  wards  of  tliis  class  ibr  women,  and  five  for  men ; 
,tlie  total  number  of  sick  amongst  them  is  not  inconsiderable. 


Appendix. 
St.  Pancrju. 


The 
number 


following  are  the  dimensions  of  the  several  wards  which  we  inspected,  with  the    Sizeof  Roomit«B 
r  of  beds  which  we  found  in  each  room :  Number  of  B^ds. 


mi 


No.«f 

Class  of  Inmates, 

Number 

OP 

Length. 

Breadth.       | 

Height. 

of 

Ward. 

Purpose  to  which  Appropriated. 

Beds. 

Infirmary : 

Ft. 

in. 

Ft. 

in. 

Ft. 

in. 

2 

Women's  sick    ward  (special 
cases). 

16 

7 

10 

5 

11 

5 

5 

8 

Ditto    .    dilto    -        .        -f 

26 

8 

21 

6 

11 

4 

IS 

+  19 

6 

5 

0 

8 

6 

11 

Men's  sick  ward    -        .        - 

74 

4 

21 

11 

12 

5 

81 

7 

Ditto    -    ditto    .        -        -f 

26 

10 

21 

11 

11 

1 

12 

+  20 

0 

5 

0 

8 

6 

6 

Ditto    -    ditto    - 

64 

9 

21 

11 

11 

5 

29 

5 

Men's  itch  ward    -        -        - 

18 

8 

21 

11 

12 

0 

9 

16 

Women's  sick  ward 

74 

2 

22 

10 

12 

5 

82 

15 

Ditto    -    ditto    -        -        - 

24 

5 

22 

0 

12 

5 

10 

27 

Women    and    children's  Bick| 
ward  (18   children    and   9^ 
adults).                                   [ 

29 

8 

22 

10 

14 

8 

+  18 

4 

11 

9 

14 

8 

14 

—  4 

0 

8 

6 

10 

0 

24 

Women's  sick  ward 

74 

4 

22 

10 

14 

8 

81 

25 

Women   and    children's    sickf 
ward   (11    children   and  2\ 
adults). 

85 

+   8 

0 
0 

11 
7 

4 
7 

11 

11 

2 
2 

7  double* 

29 

Women's  sick  ward        -        -  f 

1 

29 

9 

22 

10 

14 

8 

12 

10 

11 

8 

14 

8 

16 

—  4 

0 

8 

6 

9 

6 

~ 

Temporary  infirmary      - 
Principal  Building: 

58 

4 

80 

0 

12 

0 

31 

185 

Lying-in  ward        ,        .        - 

42 

4 

17 

2 

12 

8 

12 

137 

Convalescent  ward 

84 

10 

17 

0 

12 

5 

9 

141 

Ditto    -    ditto    -        -        . 

25 

6 

17 

0 

12 

5 

•  8  double. 

187 

Women's  infirm  ward     - 

82 

4 

21 

9 

12 

8 

14 

182 

Women's  imbecile  ward 

60 

0 

17 

0 

12 

3 

22 

153 

Ditto    -    ditto  (11  patients) 

26 

8 

21 

8 

12 

6 

{ 

5  double. 

5  single. 

282 

Ditto    -    ditto    - 

66 

8 

20 

0 

11 

10 

25 

282a 

Ditto    -    ditto    -        .        . 

20 

9 

11 

2 

11 

9 

6 

283 

Women's  epileptic  ward         -  f 

29 

+  17 

8 

6 

28 
9 

8 
8 

11 
11 

9 
9 

' 

20 

*  Sometimes  used  as  double  beds. 


Hence  the  usual  height  and  widtli  of  the  infirmary  wards  are  11  to  14 feet,  and  22  feet; 
of  the  lying-in  wards,  12  to  14  feet,  and  17  feet;  and  of  tlie  aged  and  infirm  wards  12 
feet,  and  21  feet.  The  width  of  the  older  imbecile  wards  is  17  to  21,  and  14  feet,  but  those 
in  the  new  buildingrs  are  28  feet.  • 
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The  floor  space  and  cubical  space  allotted  to  each  bed  are  as  follow : 


No.  of 
Ward. 


2 

8 

11 

7 

6 

5 

16 

16 

•27 

24 

26 

59 


186 
187 
141 
187 

182 

163 

282 

^82a 

288 


ClaM  of  lomates,  or  Purpose  to  which  Appropriated. 


Infirmary : 

Women's  sick  ward  (special  cbses)     - 

Ditto    -    ditto 

Men's  sick  ward      ..... 

Ditto  -  ditto 

Ditto  -  ditto 

Men's  itch  ward       ..... 
Women's  sick  ward  .... 

Ditto    -    ditto 

Women  and  children  (18  children  and  9  adnlts) 
W^omen's  sick  ward  .        -        -        .        . 

Women  and  children  (11  children  and  2  adults) 
Women's  siok  ward  .... 

Temporary  infirmary         .... 

Principal  Building : 

Lying-in  ward  ..... 

Convalescent  ward    ...... 

Ditto    -    ditto 

Women's  infirm  ward        .         .         .        .        . 
Women's  imbecile  ward    -         -         -         -        . 

Ditto    -    ditto  (11  patients) 

Ditto    -    ditto 

Ditto    -    ditto 

Women's  epileptic  ward    -        -         -        -        • 


Floor  Space 

allowed 

to  each  Person. 


Cabical  Spaoa 

allowed 
to  each  Person. 


Sup.  fetU 


84 

47 
62 
47 
49 
44 
63 
64 
68 
66 
82 
61 
66 


60 

27 
60 
46 
88 
63 
88 
49 


Cuh,feei. 


894 
661 
652 
6>2 
669 
683 
667 
687 
829 
780 
865 
730 
677 


742 

817 

836* 

616 

668 

474 

627 

464 

680 


General  ohaiacter  of 
Wards. 


*  There  are  not  usually  two  adults  in  one  b«d. 

Hen^ie  the  ttsuiil  floor  space  and  cabical  space  in  the  infirmary  are  47  to  66  superficial 
feet,  and  633  to  780  cubic  feet  (one  ward  c)ffer8  less  than  400  cubic  feet) ;  and  in  the  aired 
and  infirm  wards  38  to  63  superficial  feet,  and  452  to  616  cubic  feet.  When  two  adults 
occupy  one  ber)  in  ihe  lying-in  convalescent  ward  the  cubic  space  is  reduced  to  less  than  350 
cubic  leet. 

The  size  and  ueneral  appearance  uf  the  wards  are  good. 

The  main  building  consists  of  a  range  of  wards  on  each  side  of  a  iairly  wide  corridor;  and 
the  wards  have  ouler  windows  on  one  side  only.  There  are,  however,  other  winrlows  which 
look  into  the  corridor ;  and  as  the  rooms  are  sufficiently  high,  and  the  outer  windows  high 
and  numerous,  the  wards  are  li^ht,  airy,  and  cheerful. 

The  infirmary  wards  have^  for  the  most  part,  win  «ows  on  both  sides,  and  are  large,  airy, 
and  cheerful. 

The  building  in  which  the  lying-in  wards  are  placed  has  a  range  of  wards  on  each  side  of  a 
somewhat  narrow,  and  somewhdt  dark  corridor.  The  ward  has  therefore  outer  windows  on  one 
side  only ;  but  there  are  windows  looking  upon  the  corridor  on  the  other.  As  the  wards  are 
narrow,  and  the  number  of  windows  insufficient,  these  wards  are  less  light,  airy,  and 
cheerfiil  than  others,  and  less  than  is  desirable. 

The  wards  for  the  female  insane  are  very  excellent,  and  are  light  and  cheerful.  Those 
in  the  new  building  are  too  wide  to  be  perfectly  useful  without  a  third  row  of  beds ;  but 
otherwise  they  are  admirable  wards. 

The  exceptions  to  the  general  rule  are  as  follow  : — 

1.  Those  in  the  basement  of  the  infirmary,  and  particularly  the  men's  itch  ward,  the 
female  venereal  ward,  the  special  ward  for  children,  and  No.  7  ward.  These  are  too 
dark,  and  are  not  li^ht,  aiiy,  and  cheerful. 

The  male  surgical  ward  has  windows  on  one  side  only ;  and  alihough  much  lees 
objectionable  than  those  just  mentioned,  requires  improvement. 

2.  The  lying-in  wanis  are  very  narrow,  and,  as  a  whole,  are  not  so  qood  as  some 
others  ;  and  the  convalescent  ward,  No.  137,  is  less  light  than  either  of  the  other  two. 

The  midwife's  room,  which  is  placed  between  these  wards,  and  must  be  traversed  by 
the  doctor  and  others,  is  not  so  large  and  comfortable  as  it  should  be. 

3.  No,  153  has  windows  on  one  fide  only ;  and  is  not  so  light  and  cheerful  as  others. 
There  are,  hovvevei,  two  yards  leading  directly  from  this  ward,  and  when  thj  doors  are 
open  the  ward  is  more  cheerful. 

4.  The  ward  for  epileptics  in  the  new  building  is  less  light  and  cheerful  than  it 
should  be,  nn  account  of  the  necessity  of  whitening  the  panes,  and  the  comparative 
smallness  of  the  windows. 

6.  No.  25  ward  for  the  use  of  children,  is  too  long  and  narrow  to  be  light  and 
cheerful. 

The 
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Appendix. 


St.  Pa  NCR  as, 

Beddiiii*  and  Furni- 
ture. 


Tlie  beds  are  of  flock  upon  iron  bedsteads.  The  fl»>ck  is  not  sufficiently  teazed,  and 
gnme  oKthe  beds  are  not  sufficiently  full.  There  i«  usually  sacking  to  the  bedsteads,  which 
tends  to  obviate  the  inconvenience  of  the  thin  anH  somewhat  lumpy  beds ;  but  in  the 
epileptic  uard  the  bedsteads  are  crib&  with  wooden  bottomB,  and  the  beds  mu«t  be  hard. 

1  here  are  woollen  rugs  covered  by  a  clieck  counterpane,  and  the  bed  coverings  are 
good  and  sufficient.  There  ai-e  window  curtains.  There  are  not  anv  dressers,  bookshelves, 
cush.ions,  or  looking  glasses.  A  set  of  shelves  is  placed  between  each  two  beds,  which  sup- 
plies the  place  of  lockers.  Chairs  aie  deficient  in  many  of  the  rooms.  In  some  rooms  there 
are  not  benches  with  backs,  but  only  forms.  There  are  night  stools,  screens,  and  pulleys  in 
each  ward.  Only  two  foot  warmers  and  one  chest  warmer  were  found  in  a  wa»d  with  30 
peisons— a  number  which  appeared  to  me  to  l)e  insufficient  in  the  winter  season,  but  which 
the  medical  officer  thought  to  be  sufficient.  There  are  exceedingly  few  print*  upon  the 
walls,  and  no  illustrated  periodicals  are  purchased  by  the  guardians.  There  is  a  hbrary,  at 
uhich  the  books  are  changeti  weekly,  and  many  of  the  inmates  purchase  newspapers. 

Eighteen  small  enamelled  iron  basins,  24  round  towels,  two  combs,  and  a  piece  (»f  soap^ 
are  provided  for  a  ward  of  31  persons.  Many  of  the  inmates  have  their  own  co  ubs;  but 
no  brushes  are  provided  by  the  guirdians,  and  very  few  indeed  are  used  by  the  inmites. 

Foot,  hip,  and  moveable  slipper  baths  are  found  in  all  the  large  wards. 

Cleanliness  of  linen,  wards,  and  furniture,  was  universal ;  but  the  state  of  tie  small  soul-   deanliness* 
leries  or  sinks  was  not  always  satisfactory. 

Ther«-  is  not*one  special  labour-bed,  but  each  person  is  confined  in  the  bed  which  she  is 
to  occupy ;  and  mackintosh  sheets  are  abundant. 

The  arrangen»ent3  for  ventilation  are  various.  In  some  wards  there  are  ventilators  in  the  VentiUtioB. 
floors,  which  communicate  directly  with  air  bricks  in  the  outer  *>all ;  in  others,  there  are 
ventilat  >rs  in  a  shaft  in  (he  vvall,  which,  after  descending,  communicate  with  a  grating  in  the 
outer  wall.  There  are  also  Arnotfs  ventilators,  or  single  air  bricks,  in  many  of  the  wards. 
Id  the  lyino^-in  wards,  and  in  the  body  of  the  workhouse,  there  are  ventilating  windows, 
which  have  a  jet  burning  on  the  corridor  side.  They  project  at  their  base  into  the  rooms, 
and  have  the  opening  caused  by  the  projection  closed  by  perforated  zinc  and  a  shutter. 
When  the  gas  is  lit  the  current  wdl  set  outwardly. 

As  in  other  workhouses,  nearly  all  these  ventdators  of  whatever  kind  are  closed  ;  and  the 
ventilation  is  made  dependent  upon  the  windows. 

The  windows  throughout  the  workhouse  open  either  by  hinges  at  the  bottom  of  each 
8«sh,  and  bv  the  aid  of  a  rack,  or  each  larsic  pane  is  so  >et  that  it  may  be  opened.  So  far  as 
windows  can  be  used  as  ventilatois^  there  are  many  which  are  serviceable,  and  the  venti- 
lation is  in  general  good  in  the  day  time;  but  at  night  they  are  very  generally  shut,  and  the 
ventilation  of  many  of  the  rooms  must  be  very  defective. 

In  some  of  the  rooms  there  are  no  ventilators.  The  greatest  defect  in  reference  to  ven- 
tilation is  prohahly  connected  with  the  sculleries  and  water-closets.  These  rooins  are  very 
small,  and  placed  in  direct  connection  with  the  wards :  and,  in  order  to  be  propc^rly  ven- 
tilated, must  not  only  be  in  direct  communication  with  the  outer  air,  but  v\ith  the  ward  also* 
At  present  the  ventilation  is  very  defective,  and  there  is  no  communication  with  the  ward 
except  by  the  door ;  and  instead  of  the  communications  with  the  outer  air  being  of  use 
to  ventilate  tl»e  ward,  these  rooms  need  tiie  ward  to  enable  any  one  to  ventilate  them.  They 
should  have  been  much  larger,  and  further  removed  from  the  wards. 

There  is  a  considerable  stafi*  of  paid  nurses  in   this  workhouse,  as  the  following  list  will  Nuning. 
show : — 

In  the  Infirmary. — One  superintendent  nurse,  four  day  nurses,  and  one  night  nurse.  The 
first  re-eives  10«.  per  week,  and  the  others  7 s.  per  week. 

In  the  Imbecile  fVard. — One  superintendent  receiving  10  «.  per  week,  and  two  nurses 
receiving  7  s.  each  per  week. 

In  the  Aged  and  Infirm  Ward. — One  superintendent  for  the  males,  and  one  superin- 
tendent for  the  female^,  receiving  3d/.  per  year;  also  one  day  and  one  night  nurse,  receiving 
each  7  s.  per  week. 

For  the  Lunatics. — One  male  superintendent  receiving  86  /.  per  year,  and  one  female 
nurse  receiving  7  s.  per  week.     These  are  man  and  wife. 

Midwife^  receiving  30  /.  per  year. 

Nurse  in  the  Receiving  Ward,  receiving  7  s.  per  week. 

Thete  are  also  one  or  more  helpers  in  every  ward  who  are  unpaid,  but  receive  extra 
rations. 

The  paid  nur^es  give  the  stimulants  and  medicine. 

There  still  exists  a  necessity  for  another  night  nurse  in  the  infirmary. 

There  are  two  medical  gentlemen  residing  within  the  workhouse,  one  of  whom  is  the  Medical  Officers, 
responsible  medical  officer,  and  the  other  is  his  assistant.  The  medical  officer  has  his 
apartments  in  the  infirmary,  and  takes  special  charge  of  the  cases  in  the  infirmary,  the 
lying-in  wards,  the  nurseries,  and  the  lunacy  wards.  He  commences  wcrk  at  8.30  a.m., 
when  he  sees  patients  at  the  dispensary,  who  attend  from  various  pans  of  the  workhouse, 
Fjom  10  a.m.  tdl  3.30  p.m.  le  is  engaged  in  the  continued  discharge  of  his  duties,  and  after- 
wards sees  huch  cases  as  he  may  be  specially  called  to  attend.  He  thus  stes  dady  from 
230  to  240  cases  in  the  infirmary,  about  four  important  cases  in  the  lying-in  wards,  and 
about  30  of  the  worst  castss  in  the  insane  wards  ;  a  total  number  of  260  person^.     He  also 
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sees  thrice  a  week  the  cases  in  the  lying-in  ward,  the  coiiTalescent  lying-in  ward,  the  infant 
nurseries^  the  infirm  men  and  women,  and  the  insane  and  imbeciles.  He,  moreover,  attends 
the  ditiicult  cases  of  midwifery. 

His  assistant  has  apartments  in  the  body  of  the  workhouse,  and  assists  the  medical  officer 
in  the  cases  for  admission  and  the  children  in  the  nurseries,  and  attends  to  the  male  and 
female  aged  and  infirm.  He  is  regularly  engaged  from  9  a.m.  till  1  p.m.,  and  at  other 
periods  as  occasion  may  require. 

The  salary  of  the  medical  officer  is  160/.,  and  he  receives  about  40  /•  for  extras  for  vac- 
cinations and  post-mortem  examiiiations.  His  assistant  receives  85  /.  per  year.  Bach  has 
apartments  and  rations,  and  a  pauper  servant 

The  guardians  provide  all  the  drugs  and  a  dispenser. 

The  foUowhig  are  the  recommendations  which  I  offer  respecting  this  workhouse : — 

1.  I  doubt  very  much  whether  any  sick  cases  should  be  treated  in  the  basement 
wards;  and  certainly  the  four  wards  to  which  I  have  referred  already  are  not  suitable,  and 
iheir  use  should  be  discontinued. 

Two  women  and  two  children  should  never  be  placed  in  one  bed. 
New  lyitig-in  wards  are  desirable. 

2.  in  reference  to  ventilation: 

(A.)  Especial  attention  should  be  given  to  the  state  of  the  sculleries  and  water- 
closets'  through«tit  the  infirmary,  ff  it  be  not  possible  to  enlarge  them  by  carrying 
out  projections,  every  available  opportunity  shoold  be  used  t<i  thoroughly  ventilate 
them.  Panes  of  perforated  glass  should  be  in  all  the  windows;  the  water-closeV 
window  should  be  fastened  open  ;  air  bricks  should  be  inserted  in  the  upper  and  lower 
part  of  both.  Improved  pans  for  the  water-closet  should  be  provided;  and  openings 
should  be  made  throuirh  the  door  to  the  water-closet,  and  to  the  wards. 

There  ate  shutters  without  windows  in  some  of  the  sculleries,  which  should  be 
lemoved,  and  proper  windows,  with  ventilators,  inserted. 

(6.)  Wherever  there  are  blank  walls  windows  should  be  inserted,  if  practicable. 
This  is  required  in  Nos.  3  (twt>  windows),  1,  6,  32, 16, 25  and  137. 

(C.)  All  v(  ntilators  should  be  kept  open  at  all  times,  and  the  openings  covered  witii 
perforated  zinc.  This  applies  to  those  in  the  floor,  the  walls,  and  the  windows  in 
which  there  is  a  ventilator  at  the  bottom.     All  shutters  should  be  removed. 

When  there  are  shafts  they  should  be  cleaned  out  from  time  to  time,  to  take  away 
the  smoke  and  dirt;  and,  if  necessary,  airbricks  should  be  inserted  on  the  outside, 
nearly  opposite  to  the  openings  on  the  inside. 

(D.)  The  following  wards  need  new  ventilators : 

No.  2.  Perforated  glass ;  ventilator  over  the  door. 

No.  3.  Perforated  zinc  in  skylight;  improved  lamp  ventilator ;  perforated  glass. 

No.  11.  Perforated  glass. 

No.  7»  Perforated  zinc  in  skylight ;  windows ;  air  bricks. 

No.  6.  Windows,  perforated  glass ;  openings  over  the  doors. 
The  urinal  on  the  outside  should  be  removed. 

No.  32.  Two  windows,  perforated  glass;  additional  ventilators. 
The  nurse's  room  needs  perforated  glass. 

No.  16.  Perforated  glass  in  windows;  ventilating  windows  into  the  corridor. 

No.  14.  I  doubt  much  whether  it  would  not  be  better  to  cover  the  large  round  openings 
at  the  top  with  perforated  glass,  or  zinc,  instead  of  by  a  wooden  shutter.  One  shutter 
s  said  to  be  always  open ;  but  this  is  dependent  on  the  judgment  and  care  of  the  nurses. 

The  adjoining  scullery  needs  windows. 

No.  24.  Louvre  ventilators  in  the  roof. 

No.  26.  Windows;  perforated  zinc. 

The  nurse's  room  needs  perforated  glass  in  the  doors. 

No.  29.  Scullery,  windows;  lying-in  ward,  perforated  glass. 
Scullary  of  lying-in  ward ;  perforated  glass* 

No.  137.  Convalescent,  windows;  ventilators  in  the  floor  to  air  bricks. 

No.  141,  Convalescent  and  scullery,  perforated  glass;  and  openings  in  the  door. 
Midwife's  room  should  be  enlarged ;  perforated  glass  in  the  window,  and  over  the 
door. 

No.  182.  Ventilating  glass. 

No.  153.  Air  bricks  on  two  sides. 

a.  A  proper  cooking  kitchen  for  the  infirmary,  and  a  better  mode  of  serving  the  food  are 
dcauable. 

4.  Dressers, 
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4.  Dressers,  chairs,  looking-glasses,  rockin<^-chairs,  for  tlie  nursery  and  lying-in  wards, 
prints,  books,  illustrated  periodicals,  games,  bed-trays,  and  benches,  with  backs  and 
cushions,  are  required. 

The  rooms  would  be  nmch  more  cheerful  if  properly  coloured. 

5.  Fixed  bathis,  with  hot  and  cold  water  supply,  are  required ;  and  perhaps  this  might 
be  effected  when  the  sculleries  and  water-closets  are  tnlarged. 

6.  An  abundant  supply  of  water  should  be  constant. 

7.  The  position  of  the  dead  house  is  unsuitable  and  should  be  changed. 

8.  An  additional  night  nurse  should  be  engaged. 

9.  Tlie  salary  of  the  medical  o£cer  and  his  assistant  should  be  increased.  It  may, 
however,  be  worthy  of  consideration,  whether  two  of  equal  rank  and  emoluments  should 
not  be  uppoinied,  and  their  several  duties  be  well  defined.  The  labours  and  responsibility  of 
the  medical  officer  are,  I  think,  mufch  greater  than  they  should  be,  and  should  be  curtailed. 
The  duiies  and  responsibilities  of  the  infirmary  alone  are  quite  enough  for  one,  even  for  the 
best  mtdical  offic6fr;  and  well  merit  a  large  increase  on  the  present  i^alary. 

10.  The  foHowips  is  the  number  of  beds  which  should  be  placed  in  each  ward. 


No.  of 

Class  of  Inmates, 

Number 

No.  of 

Class  of  Inmaies, 

Number 

or 

of 

or 

of 

Ward. 

ParpOK  to  which  Appropriated. 

Beds. 

Ward. 

Purpose  to  whicli  Appropriated. 

Beds. 

Infirmary : 

29 

Womeu'-fi  sick  ward 

11  or  12 

2 

Women's  sick  ward  (special  cases) 

2  or  3 

- 

Temporary  infirmary 

20  or  26 

8 
11 

Ditto    -    ditto     ... 
Men's  sick  ward    -        -        - 

8  or  9 
24  or  25 

Prmcipal  Building: 

7 

Ditto  -  ditto 

8 

185 

Lying  in  ward        -        •        . 

10  or  12 

6 

Ditto  -  ditto 

20  or  22 

137 

Convalescent  ward  -        -        - 

8  or  9 

5 

Men's  itch  ward     .        .        - 

6 

141 

Ditto    .    ditto     . 

6  or  7 

16 

Women's  sick  ward 

24  or  25 

187 

Women's  infirm  ward     • 

10  or  11 

15 

Ditto    -    ditto     -         .        - 

8 

182 

Women's  imbecile  ward  • 

18 

27 

Women  and  children's  sick  ward 

153 

Ditio    •    ditto    (11  patients) 

8  or  9 

(18  children  and  9  adults). 

282 

Ditto    -    ditto 

22 

24 

Women's  sick  ward 

24  or  25 

282a 

Ditto    -     ditto 

3  or  4 

25 

Women  and  children's  sick  ward 
(11  children  and  2  adults). 

283 

Women's  epileptic  ward  - 

13  or  16 

Appendix. 
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We  visited  this  workhouse  on  the  23d  May  1866,  and  were  accompanied  by  the  master 
-and  medical  oflTicer. 

It  is  built  upon  only  a  moderately  sized  plot  of  land  ;  but  is  surrounded  by  land  which 
might  doubtless  be  obtained  at  a  comparatively  small  cost.  The  situation  is  salubrious  ; 
and  as  Victoria  Park  closely  adjoins  the  property,  it  is  not  surrounded  by  a  dense 
population. 

The  main  building  is  of  ^reat  length,  and  occupies  one  plane ;  and  adjoining  it,  at  a 
right  angle,  are  the  proper  infirmaiy  buildings. 

llie  sick  are  placed  in  the  separate  infirmary ;  and  there  are  also  sick  cases  in  all  the 
war  Is  for  the  aged  and  infirm,  m  the  body  oi'  the  workhouse. 

Fever  and  small-pox  cases  are  sent  to  the  hospitals ;  and  when  a  case  of  fever  must  be 
temporarily  retained,  a  circumstance  which  very  rarely  occurs,  or  when  a  case  of  scarlet 
fever  exists,  they  are  placed  with  other  patients  in  a  general  ward,  and  kept  separate,  as  far  as 
possible.  Itch  cases  are  not  numerous,  and  they,  in  like  manner,  are  placed  in  a  general 
ward  with  other  cases.  Noisy  and  dangerous  lunatics,  and  imbeciles,  are  sent  to  an 
asylum ;  but  there  are  some  cases  of  this  class  vvho  are  kept  apart  on  account  of  being 
troublesome.  The  harmless  ones  are  placed  with  the  general  inmates.  There  are  two 
padded  rooms,  in  which  cases  are  sometimes  placed,  waiting  their  removal  to  an  asylum. 
None,  in  the  opinion  of  the  medical  oflScer,  are  required  for  women. 

Venereal  cases  are  sent  to  the  Lock  Hospital;  and  scarcely  any  are  retained  in  the  work- 
house. 

The  children  occupy  a  large  part  of  the  workhouse,  which  might,  with  greater  propriety, 
be  devoted  to  adults  ;  and  the  sick  children  occupy  several  wards  in  the  infirmary. 

The  bath  room,  water-closet,  and  lavatory  accommodation,  in  the  upper  part  of  the 
372.  B  B  3  infirmary- 
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infirmary  is  probably  suflScient;  but  as  there  are  none  on  the  ground  floor,  the  inmates  use 

the  ni^lit  stools,  or  go  into  the  yard.     Great  deficiency  of  the  same  kind  exis's  in  the  lying- 

Bethnal Obebn.  in  waids,  and  in  the  whole  body  of  the  workhouse;    but    the    guardians    have    already 

arranged  two  good  lavatories  and  series  of  water-closets;  and  a  sufficient  supply  of  proper 

baths,  water-closets,  and  lavatories,  will  be  then  provided.    There  is  hot  and  cold  water  on 
each  floor. 

The  f  »llowing  are  the  dimensions  of  the  several  wards,  with  the  number  of  beds  now 
placed  in  each  ward  : — 


Size  of  Rooms  and 
Number  of  Beds. 


No.  of  i 

CUm  of  Inmates, 

Number 

or 

Leofftb. 

Breadth. 

Heijjbt, 

of 

Ward. 

Purpose  to  which  Appropriated. 

Beds. 

Infirmary : 

Ft. 

in. 

JV. 

m. 

Ft. 

in. 

1 

Children's  sick  ward  (6  chil- 
dren  and  2  adults). 

85 

9 

18 

0 

10 

10 

16 

2 

Children's  sick  ward  (8  cliil- 1 
dren  and  2  adults).                \ 

35 

9 

18 

0 

12 

S} 

16 

+  85 

9 

14 

0 

2 

3 

Boy's  sick  ward  (6  boys  and  2 
women). 

85 

9 

18 

0 

10 

10     . 

16 

6 

Women's  sick  ward 

86 

6 

18 

6 

10 

10 

16 

7 

Children's  sick  ward  (9  chil- 
dren and  8  adults). 

84 

4 

18 

3 

10 

10 

16 

8 

Women's  sick  ward        -        -  f 

84 

8 

18 

6 

I? 

S) 

14 

-h  84 

3 

14 

A 

2 

6 

Ditto    -    ditto    •        •        -J 

36 

6 

18 

7 

12 

t] 

16 

\ 

+  86 

6 

14 

7 

2 

4 

Ditto    -    ditto    '        -        -f 

85 

10 

18 

0 

12 

1} 

16 

i 

+  85 

10 

14 

0 

2 

Body  of  the  House: 

10 

Lying-in  ward  (labour  ward) 

11 

2 

11 

9 

10 

10 

2 

lOa 

Ditto    -    ditto    - 

10 

0 

10 

10 

10 

10 

2 

IQb 

Lying-iu   ward    (convalescent 
ward). 

17 

4 

13 

0 

10 

10 

4 

10c 

Ditto    -    ditto    .        .        - 

18 

7 

17 

4 

10 

10 

a 

11 

Women's  sick  ward        -        -  ( 

49 

0 

17 

4 

10 

10   j 

18 

—    6 

0 

8 

0 

10 

10    / 

12 

Ditto    -    ditto    -        -        -/ 

45 

8 

17 

3 

10 

''  \ 

16 

+    6 

0 

1 

6 

10 

11  J 

9 

Women's  insane  ward    - 

28 

8 

12 

0 

10 

10 

5 

Oa 

Ditto    -    ditto    ... 

18 

2 

18 

2 

10 

10 

6 

18 

Women's  sick  ward 

80 

2 

18 

0 

10 

9 

14       • 

14 

Ditto     .    ditto    ... 

18 

8 

11 

7 

10 

9 

4 

14a 

Ditto    -    ditto    -        -        -[ 

1 

80 

4 

18 

2 

10 

10    ' 

—    6 

0 

1 

6 

10 

10     > 

14 

—    6 

0 

1 

6 

8 

6 

15 

Ditto    -    ditto   .        -        '( 

15 

0 

12 

0 

12 

n 

4 

—    5 

8 

1 

3 

12 

15a 

Ditto    -    ditto    - 

15 

0 

11 

9 

12 

0   "1 

4 

—    5 

8 

1 

8 

12 

0 

Ibb 

Ditto    .    ditto    - 

i 

15 
—    5 

0 
8 

12 

1 

0 
8 

12 
12 

0 
0 

4 

80 

Ditto    .    ditto    -        -        .. 
Ditto    •    ditto    .        -        .r 

21 

2 

18 

8 

10 

0    \ 

12 

+  21 

2 

18 

8 

8 

e  1 

48 

41 

6 

18 

2     , 

10 

0  -i 

17 

1 

+  41 

6 

18 

2     ' 

3 

«  f 

42 

Ditto    -    ditto   .        .        -  r 

58 

8 

18 

1 

10 

**  \ 

29 

+  58 

8 

18 

1 

'    8 

®  i 

81 

Ditto    -    ditto    .        -        -f 

42 

6 

18 

2 

10 

0  1 

20 

+  42 

6 

18 

2 

3 

° 

88 

Ditto    -    ditto   .        -        .r 

80 

0 

18 

2 

10 

13 

+  80 

0 

18 

2 

8 

^  i 

A  V 

84 

Ditto    -    ditto    -        -        -f 

81 

5 

18 

2 

10 

0    \ 

18 

+  31 

5 

18 

2 

8 

« i 

84a 

Ditto    -    ditto    ... 

23 

0 

10 

9 

10 

9 

8 

23 

Men's  sick  ward     -        -         . 

82 

0 

17 

8 

10 

8 

16 

2da 

Ditto    -    ditto    - 

12 

0 

11 

0 

10 

8 

8 

24 

Ditto    -    ditto    -        -        -( 

20 

2 

17 

9 

10 

S    I 

10 

\ 

—    6 

0 

1 

6 

10 

8    J 

25 

Ditto    -    ditto    .        .        -f 

43 

0 

17 

8 

10 

8  i 

1& 

\ 

—    6 

0 

8 

0 

10 

8 

*v 

22 

Ditto    -    ditto    .        .        -f 

49 
—    6 

8 
0 

17 
8 

8 
0 

10 
10 

8  \ 
8 

18 

21 

Ditto    -    ditto    .        -        -/ 

45 
^    6 

1 

9 
0 

17 

8 

8 
0 

10 
10 

8   ' 

17 
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No.  of 

Class  of  Inmates, 

Kamber 

or 

Ungth. 

Bnadth. 

Helgbt 

of 

WiH. 

Parpose  to  iHiich  Appropriatod. 

Beds. 

Body  of  the  Hoase — cont^. 

Ft. 

in. 

Ft. 

in. 

Ft. 

in. 

26 

Men's  sick  ward  • 

- 

89 

10 

17 

8 

10 

8 

15 

20 

Ditto    •    ditto   - 

-{ 

82 
—    6 

9 
0 

18 
8 

8 
0 

10 
10 

9 
9 

• 

15 

20a 

Ditto    -    ditto    - 

28 

8 

10 

8 

10 

9 

8 

19 

Ditto    -    ditto    - 

• 

80 

8 

18 

2 

10 

9 

11 

17 

Ditto    -     ditto    - 

• 

42 

6 

18 

2 

10 

9 

15 

29 

Ditto    -    ditto    - 

-/ 
1 

48 
—    6 

9 
0 

18 
8 

0 
0 

10 
10 

9 
9 

} 

16 

5 

Ditto    -    ditto    - 

40 

0 

17 

2 

10 

[0 

14 

8 

Ditto    .    ditto    - 

-| 

48 
—    6 

0 
0^ 

17 
8 

8 
0 

10      J 
10      ] 

I 

15 

7 

Ditto    •    ditto    - 

•J 

29 
—    6 

0 
0 

17 

1 

8 
6 

10      ] 
10      1 

I 

10 

6 

MeQ'B  insane  ward 

. 

10 

10 

10 

0 

10      ] 

1 

8a 

Ditto     -    ditto    - 

• 

12 

0 

11 

0 

10      1 

2 

Appendix. 
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Hence  the  usual  height  and  width  of  the  wards  are  11  to  14  feet,  and  17  to  18  feet 
'the  floor  space  and  cubical  space  allotted  to  each  bed  are  as  follow : — 


No.  of 
Ward. 


1 
2 
8 
6 

7 
8 
8 

4 


10 

10a 

lOb 

10c 

11 

12 

9 

9a 
18 
14 
14a 
16 
16a 
166 

ao 

48 

42 

81 

88 

84 

84a 

28 

28a 

24 

25 

22 

21 

26 

20 

2O0 

19 

17 

29 

6 

6 

7 

8 

8a 


Class  of  Inmatos,  or  Purpose  to  which  Appropriated. 


Floor  Space 

allowed 

to  each  Person. 


372. 


Infirmary : 

Children's  sick  ward  ^6  children  and  2  adnlts) 
Ditto    -    ditto        (8  children  and  2  adults) 
Boys'  sick  ward  (6  bojs  and  two  women)  - 
Women's  sick  ward  -        -        -        -        - 
Children's  sick  ward  (9  children  and  8  adults) 
Women's  sick  ward  -        -        •        -        . 

Ditto    -    ditto 

Ditto    -    ditto 

Body  of  (he  House : 

Lyin^-in  ward  (labour  ward)      ... 
Ditto      -      -    ditto  .        .        • 

Lyin^*in  ward  (convalescent  ward)   • 

Ditto      .      -      .     ditto 
Women's  sick  ward  -        .        -        . 

Ditto    -    ditto       -        .        -        . 
Women's  insane  ward        -        -        .        . 

Ditto     -     ditto                .... 
Women's  sick  ward 

Ditto    -    ditto  .... 

Ditto    -    ditto  .... 

Ditto    -    ditto  .... 

Ditto    .    ditto  .... 

Ditto    -    ditto  .... 

Ditto    -    ditto  .... 

Ditto    -    ditto  .... 

Ditto    -    ditto  .... 

Diito    •    ditto  .... 

Ditto    -     ditto  .... 

Ditto    '     ditto  .         .        .        - 

Ditto     -     ditto  .... 

Men's    sick  ward    ..... 

Ditto    -    ditto 

Ditto    -    ditto       ..... 

Ditto    -    ditto       ..... 

Ditto     -     ditto 

Ditto    -    ditto 

Ditto    -     ditto 

Ditto     .     ditto 

Ditto    -     ditto 

Ditto    -    ditto 

Ditto     -     ditto       -        -        .        .         . 

Ditto     •     ditto 

Ditto     •     ditto 

Ditto    -     ditto 

Ditto     -    ditto 

Men's  insane  ward    -        •        .        .        . 

Ditto    -    ditto 

B  B  4 


Sup.feet. 


40 
40 
40 
42 
89 
46 
42 
40 


66 
64 
66 

107 
46 
50 
66 
48 
89 
68 
88 
48 
412 
48 
82 
44 
88 
88 
42 
44 
82 
86 
44 
61 
49 
47 
47 
47 
89 
88 
60 
61 
61 
49 
48 
49 

108 
66 


Cubical  Spaoe 

allovred 
to  tach  Person. 


Cub.feet. 


486 
675 
486 
4^7 
424 
648 
607 
577 


710 
587 
610 

1,163 
500 
544 
604 
518 
417 
668 
414 
522 
508 
622 
404 
556 
416 
484 
525 
560 
886 
877 
469 
642 
627 
605 
498 
500 
415 
889 
537 
558 
551 
631 
527 
586 

1,1^8 
720 
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General  character  of 
Wards. 


Bedding  and  Fomlr 
tore. 


Cleanliness. 
Ventilation. 


Heuceit  appears  that  the  usual  floor  space  and  cubical  space  in  ibe  wards  for  adults  in 
the  infirmary  are  40  to  46  superficial  feet,  and  457  to  648  cubic  feet,  and  in  the  body  of 
the  workhouse,  33  to  83  superficial  feet,  and  377  to  889  cubic  feet,  in  the  rooms  which  are 
built  into  the  roof.    Two  rooms  offer  greater  cubical  space,  and  one  less  than  400  cubic  feet. 

No  less  than  10  of  42  wards  afford  less  cubical  space  to  each  bed  than  is  required  by  the 
pOor  Law  Board. 

The  size  and  general  appearance  of  the  wards  are,  upon  the  whole^  not  unsatisfactory, 
except  in  being  much  too  narrow. 

The  main  body  of  the  workhouse  has  a  wide  corridor,  on  each  side  of  which  the  wards 
are  placed.  Hence  the  outer  windows  can  be  only  on  one  side;  but  there  are  ventilating 
windows  on  the  other  side  which  open  to  the  corridor. 

The  corridor  is  wide ;  and  the  two  upper  ones  are  light  and  fairly  airy ;  so  that  they 
are  most  valuable  as  ventilators,  and  might,  when  properly  fitted  up,  be  of  the  greatest 
service  as  exercise  grounds.  The  lower  coiriclor  is  mucn  darker ;  and,  in  my  opinion,  it  is 
essential  that  more  light  and  air  should  be  admitted  by  a  large  window  at  the  end,  and  by 
cross  corridors,  with  large  windows  at  each  end,  in  the  places  which  I  have  pointed  out 

The  infirmary  buildings  are  of  two  or  three  dates ;  and  exhibit  certain  differences  in 
construction.  Those  proceeding  from  the  main  building  at  right  angles,  and  by  another 
right  angle  forming  two  sides  of  a  square,  are  of  one  room  deep ;  and  have  therefore  not  only 
outer  windows  of  the  usual  size  on  one  side ;  but  some  windows,  however  small,  on  the 
opposite  side.  Additional  windows  are,  however,  required  in  many  of  these  r(H>ms.  The 
infirmary  has  only  two  stories;  and  the  upper  one,  like  the  third  story  in  the  main  buikl- 
ing,  being  built  into  the  roof,  has  lofty  rooms. 

The  rooms  which  are  occupied  by  the  imbeciles, and  the  lying-in  wards  on  the  ground  floor 
in  the  main  building,  are  much  less  satisfactory.  They  are  very  small ;  and  although  on 
the  inner  side  there  are  new  ventilating  windows,  which  look  into  the  corridor,  the  corridor 
itself  is  dark,  and  adds  little  or  nothing  to  the  lightness  of  the  rooms. 

The  rooms  which  have  been  recenUy  appropriated  to  the  sick  in  the  lodge  are  much  too 
small  to  be  permanently  used  for  that  purpose ;  and  if  fit  at  all,  are  only  fitted  for  (he  use 
of  a  much  smaller  number  than  are  now  placed  there.  It  is,  however,  understood  that  this 
is  only  a  temporary  arrangement,  and  those  wards  should  be  closed. 

The  workhouse  is  known  to  be  overcrowded  ;  and  the  Guardians  have  already  seriously 
considered  plans  for  enlarging  the  infirmary. 

The  bedding  is  almost  universally  a  flock  bed  on  iron  bedsteads,  with  either  iron  laths 
or  rigid  iron  plates.  In  numerous  instances  the  beds  are  insufficiently  filled  ;  and  in  none  is 
the  flock  teazed,  and  kept  in  as  soft  a  state  as  is  desirable.  As  the  Crimean  bedsteads 
with  their  rigid  bottoms  have  been  largely  introduced  into  this  workhouse,  it  is  very  im 
portant  that  the  beds  should  be  full  and  soft ;  and  improvement  should  be  effected  syste- 
matically in  this  matter.  It  would  be  much  better  to  place  mattresses,  or  at  least  a  layer  of 
cocoa-fibre  matting  under  each  flock  bed.  The  bed  coverings  appear  to  be  good  and  suffi- 
cient.    A  few  hair  mattresses  are  supplied  to  the  inmates,  but  more  are  needed. 

There  is  a  great  deficiency  of  furniture  and  of  comforts  under  that  head.  There  are  no 
dressers,  lockers,  looking-glasses,  or  book-shelves.  The  chairs,  and  particularly  arm 
chairs,  are  too  few  in  number.  There  are  not  any  rocking-chairs  in  the  nurseries  or  lying- 
in  wards.  One  to  three  roller  towels  are  supphed  twice  a  week.  We  were  informed  that  they 
could  be  changed  daily,  if  necessary ;  but  even  now  they  are  often  returned  almost  clean. 
Some  of  the  patients  have  small  towels ;  but  none  have  been  supplied  by  the  Guardians.. 
One  or  two  combs  were  found  in  most  of  the  wards  ;  but  in  some  the  Guardians  had  not 

Erovided  any.  Most  of  the  inmaies  had  their  own  combs.  No  brushes  are  supplied  ;  and 
ut  very  few  are  possessed  by  the  inmates.  Soap  is  allowed  to  the  ward,  and  not  to  eadi 
inmate.  There  were  said  to  be  some  illustrated  papers,  but  we  did  not  find  any.  There 
were  a  few  books  in  the  war<ls.  No  prints  are  upon  the  walls ;  and  the  walls  are  universally 
white.  A  few  capes  are  provided ;  and  more  capes  and  woollen  nightgowns  are  being 
prepared. 

The  deficiency  of  water-closets,  baths,  and  lavatories,  has  already  been  mentioned. 
Many  of  these  deficiencies  have  already  been  considered  by  the  guardians,  and  are  in 
course  of  removal. 

Cleanliness  was  universal.     The  labour  bed  was  quite  clean. 

The  system  of  ventilation  varies  with  each  part  of  the  building  ;  and,  as  in  other  work- 
houses, the  chief  part  of  it  is  ventilation  by  the  windows. 

In  ihe  body  of  the  workhouse  there  is  a  ventilator  in  the  roof,  in  the  wards  in  the  upper 
story  ;  and  in  most  of  the  wards  there  is  a  ventilator  in  the  floor.  There  are  also  air  bricks 
placed  in  the  outside  walls,  which  supply  air  to  the  floors ;  but  as  there  is  no  special 
channel  between  the  ventilator  and  the  air-bricks,  the  current  is  often  feeble,  and  the  space 
between  filled  with  dust  and  dirt.  In  a  majority  of  instances  the  floor  ventilators  were 
closed. 

Tliere  are  also  panes  of  perforated  zinc  in  each  window  ;  but  in  many  instances  they  were 
covered  over;  and  in  all  the  perforations  were  partially  filled  with  dust  and  dirt.  Also  ven- 
tilating windows  on  the  side  of  the  corridor ;  some  of  which  are  filled  with  glass,  and 
move  on  a  central  pin.  Others  have  sheets  of  perforated  zinc  ;  and  others  a  sohd  shutter, 
which  chn  be  opened  at  pleasure.  In  the  lower  part  of  the  workhouse  another  kind  has  been 
newly  introduced,  viz.,  a  window  hung  by  hinges  at  the  bottom,  and  falling  down  into  a 
rack,  which  allows  an  open  space  at  the  top.    The  woodwork  of  the  latter  is  too  thick,  and 

unnecessarily 
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uanecessarily  dimioishes  the  light ;  whilst  the  opening  at  the  top  admits  too  large  a' body        Appendix, 
of  air  at  once^  and  leads  the  inmates  to  close  them. 


BetHNAL  GBBEft. 


In  the  inGrmary  there  is  the  same  arrangement  of  ventilation  in  the  floor,  ceiling,  and 
onter  windows  on  one  side.  The  windows  on  the  opposite,  side  are  made  to  open ;  •  out  as 
they  are  closed  at  night,  they  do  not  sufficiently  aid  the  ventilation. 

Some  of  the  rooms,  and  particularly  those  on  the  ground  floor,  were  close.  The  medical 
officer  had  also  found  others  somewhat  close  on  his  night  visits ;  and  it  cannot  be  doubted 
that  with  insufficient  means  of  ventilation,  with  ventilators  too  frequently  closed,  and  with 
over-crowding  in  many  wards,  the  ventilation  must  be    efective. 

There  are  two  paid  female  nurses  for  the  infirmary,  another  for  bed-ridden  men,  and  a  Noising, 
fourtii  for  bed-ridden  women.    There  are  also  one  pauper  nurse,  and  one  helper,  in  each 
ward.    The  paid  nurses  are  understood  to  administer  all  the  stimulants  and  medicine.     More 
paid  nurses  are  certainly  needed. 

The  medical  officer  is  assisted  by  his  partner;  and  about  four  hours  daily  are  devoted  to  Medical  Officer, 
the  duties  of  ihe  office.     Visits  are  always  paid  twice  a  day,  and  at  other  times,  as  occasion 
requires.     Night  visits  are  not«moj:e  frequent  on  the  average  than  once  in  a  month. 

All  the  important  cases  are'  seen  daily,  and  such  others  as  express  to  the  nurse  or  medical 
officer,  a  desire  to  be  seen.  The  medical  officer  enters  every  sick  ward ;  and  sees  about 
100  persons  daily,  on  the  average.  He  also  dispenses  the  medicine;  and  attends  about 
80  cases  of  midwifery  in  the  year. 

The  sick  cases  upon  the  books  of  the  medical  officer  are  about  450,  and  if  a  diet  for  aged 
and  infirm  were  provided  that  number  might  be  reduced  about  one-ninth. 

The  guardians  provide  all  drugs  and  supply  extra  diets,  stimulants,  and  medical  ap- 
pliances whenever  these  extras  are  ordered  by  the  medical  officer.  There  are  air  beds,  air 
cushions,  and  waterproof  sheeting  in  sufficient  quantity.  We  found  two  cases  with  bed 
sores,  but  they  had  teen  imported.     Air  cushions  with  central  depressions  are  required. 

The  salary  of  the  medical  officer  is  160  /.  per  year,  including  all  extras. 

iTie  medical  officer  thinks  that  there  should  be  a  resident  assistant,  to  be  paid,  boarded, 
and  lodged  by  the  guardians  ;  and,  in  addition  to  this  help,  his  own  salary  should  be  in- 
creased to  200  /.,  inclusive  of  extras. 

There  should  be  two  additional  paid  day,  and  two  paid  night,  nurses.  Their  pauper 
nurses  are  not  reliable,  and  are  fond  of  strong  drinks. 

Much  more  room  is  required  in  the  infirmary  for  the  sick,  and  in  the  body  of  the  work- 
house for  the  aged  and  infirm. 

The  following  are  the  recommendations  which  I  make  in  reference  to  this  workhouse  :        BeoommendatiooB. 

1.  As  the  necessity  for  enlargement  of  the  infirmary  is  fully  admitted,  and  the  guardians 
are  ready  to  effect  it,  I  think  the  best  course  is, — 

(A.)  Raise  the  whole  infirmary  wards  a  storey,  to  the  height  at  least  of  th6  body 
of  the  main  building. 

(B.)  Extend  the  infirmary  buildings  in  the  direction  of  the  entrance  gate,  and  not  at 
ri<yht  angles  to  it,  and  at  the  same  time  make  the  vvards  wider, 

(C.)  Make  proper  provision  for  baths,  water-closets,  and  lavatories. 

(D.)  Clear  away  the  low  buildings  and  walls  between  the  infirmary  and  the  main 
building,  and  erect  others  in  a  less  prominent  position,  so  as  to  leave  a  large  open 
space  before  the  infirmary. 

2.  It  is  desirable  that  the  children  should  be  removed  to  a  district  school,  and  the  rooms 
now  occupied  by  them  be  devoted  to  adults, 

3.  The  present  use  of  the  lodge  and  lying-in  wards,  and  other  adjoining  wards  on  the  ground 
floor,  must  be  regarded  as  temporary.  If  delay  is  likely  to  occur,  the  partition  wall  in  the 
lying-in  ward  should  be  removed,  and  the  inner  part  of  ward  No.  9  be  no  longer  used  as  a 
ward.  The  boundary  walls  of  the  yard  to  the  lying-in  ward  should  be  replaced  by  open 
railings. 

4.  New  windows  are  required  in  the  following  wards : 

Nos,  6  and  2  in  north  wall.  No.  3  in  east  wall.  No.  9  b,  No.  3  A.  One  of  the  imbecile 
wards  requires  glass  in  the  door. 

5.  The  ventilation  should  be  universally  improved  in  the  following  manner : 

(a.)  All  the  ventilators  should  be  cleaned,  and  kept  open. 

(6.)  Not  less  than  two,  and  in  the  large  ward  three,  ventilators  should  be  placed  in 
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the  floor^  and  they  shoald  communicate  with  air  bricks  in  the  walls  by  properly  made 
channels. 

(c.)  The  number  of  veirtalatore  in  the  ceiling  should  be  increased  to  two  or  three, 
according  to  the  size  of  the  ward. 

They  should  be  placed,  not  only  in  the  uppermost,  but  in  all  the  ceilings,  and  their 
size  should  not  be  too  great. 

(rf.)  In  the  body  of  the  workhouse  the  shutters  in  the  corridor  windows  should  be 
replaced  by  ventilating  windows,  which  fall  iuto  racks. 

Those  which  move  on  a  centre  pin  should  be  plugged  open  to  the  extent  of  one  inch. 

{e.)  In  the  infirmary,  ventilating  glass  should  be  placed  in  all  the  small  window* 
which  are  opposite  to  the  large  windows. 

(/.)  Universally,  there  should  be  an  opening  over  each  door,  18  inches  by  12  inches, 
covered  in  with  perforated  zinc. 

{ff.)  The  ventilating  windows  which  fell  into  racks  should  have  the  open  space 
covered  in-  with  finely  perforated  zinc,  and  the  frames  fixed  open. 

(A.)  The  rooms  in  which  special  means  are  required  are  th«  following: 
No.  6.  Perforated  ^lass  in  semi-circular  window. 
Ko  13.  Slip  of  perforated  zinc  across  the  top  of  tbe  windows,  and  the  windows 

to  be  plugiied  open  IJ  inch. 

The  new  waier-closet  attached  to  No.  13  requires  air  bricks,  and  the  removal  of 
some  of  the  panes. 

The  lodge  requires  perforated  gldss  in  the  windows,  and  openings  in  the  scullery  and 
w^ter-closet  deors.  The  smks  should  be  trapped,  and  peiforated  paiies,  8cc.,  as  pointed 
out  by  me;  should  be  inserted.  The  fan-light  over  the  entrance  should  be  made  to 
open,  and  perforated  ulass  should  be  placed  in  it.  The  lavatories  near  No.  S4  require 
perforated  gla^.     No.  7  a  requires  perforated  gla«s. 

Fire-places  are  pcqwred  in  Nos.  17,  42,  and  other  wards.  »4  a  requires  a  door  from 
the  corridor,,  and  air  bricks.     23  a  is  to  be  conveited  into  water-closets. 

6}.  The  traps  in  the  sinks  should  be  made  fast.  The  sculleries  and  water-closeis  in  the 
infirmary  and  elsewheie  require  ventilation  by  removing  some  of  the  panes,  and  by  making 
openings  in  the  nooden  enclosares. 

6.  In  the  present  transition  state  of  the  workhouse  it  is  impossible  to  apportion  each 
paid  nurse  to  specific  duties,  and  therefore  to  state  how  many  are  strictly  required ;  but  the 
number  recommended  by  the  medical  officer  should  be  immediately  appointed. 

7.  The  salary  and  assistance  asked  for  by  the  medical  officer  should  be  conceded. 

8.  The  proposed  increase  in  the  water-closet,  lavatory,  and  bathing  accommodation  in 
the  lying-in  w^rd,  and  all  the  body  of  the   workhouse,  should  be  efiected  as  speedily  as 

■  le. 


9.  The  defects  pointed  out  in  furniture  and  comforts  in  the  wards  should  be  supplied, 
viz.,  dressers,  cupboards,  lockers,  bookshelves,  chairs,  arm-chairs,  rocking-chairs  with 
cushions,  looking-glasses,  capes,  nightgowns,  pullies,  beds  with  racks,  bed-rests;  a  towel, 
comb  and  brush,  and  piece  of  soap,  to  each  person ;  prints,  illustrated  periodicals,  books,  &c. 
The  walls  should  be  tinted.  Rollers  are  required  for  the  to>»rels.  A  proper  machine  for, 
and  system  of,  teazing  the  fl  >ck  beds,  and  keeping  them  soft,  should  be  adopted. 

Many  of  the  beds  are  very  narrow,  and  especially  io  the  mothers'  room,  and  should  be 
immediatelv  exchanged.  None  less  than  three  feet  in  width  should  be  used  for  mother  and 
dnld« 

Water  beds  and  mackintosh  sheeting,  and  air  cushions  with  central  depression,  are 
needed. 

10.  The  lower  corridor  in  the  main  building  should  be  rendered  lighter  by  large  windows 
and  cross  corridors. 

The  upper  corridors  should  have  benches,  prints,  and  amusements ;  and  the  inmates 
enticed  to  use  them  as  exercising  grounds  in  warm  weather.  More  ventilating  panes  are 
needed  in  the  corridors. 

11.  There  are  some  idiots  who  are  troublesome,  and  should  be  removed  to  an  asylnm. 
The  accommodation  foi"  thia  class  of  inmates  is  not  satisfactory. 


12«  Separate  wards  for  fever  and  itch  cases  should  be  provided. 
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Number 

Class  of  Inmates, 

Number 

Number 

Class  of  Inmates, 

Number 

of 

or 

of 

of 

or 

of 

Ward. 

Purpose  to  which  Appropriated, 

Beds. 

Ward. 

Purpose  to  which  Appropriated. 

Beds. 

Infirmary : 

14a 

Women's  sick  ward 

9  or  10 

I 

Children's  sick  ward  (six  chil- 
dren and  two  adults). 

16 

16a 

I6b 

80 

48 

42 

81 

83 

34 

34a 

28 

23a 

24 

Ditto     -    ditto     - 
Ditto    -     ditto     - 
Ditto     •     ditto      ... 

8 

8 

8 
6  or  7 
14 
18 
14 
10 
10 
8  or  4 
10 

2 

9 

2 
8 

5 

7 

6 
6 

4 

Children's    siok     ward    (eigjht 
children  and  two  adults). 

Boy*8  sick  ward  (six  boys  and 
two  women). 

Women's  sick  ward 

Children's    sick     wai'd    (nine 
children  and  three  adults). 

Women's  sick  ward 
Ditto    -     ditto     - 
Ditto     •    ditto     . 

lUarl2 

10  or  12 
10  or  12 
10  or  12 

Ditto    .    ditto     - 
DiUo    .    ditto     - 
Ditto    -    ditto     - 
Ditto    -    ditto     - 
Ditto    -    ditto     -        -        - 
Ditto    .    ditto     ... 
Ditto    -    ditto     - 
Men's  sick  ward     -        -        - 
Ditto    -    ditto     . 
Ditto    -    ditto     . 

25 

Ditto    -    ditto     - 

12 

Body  of  the  House : 

22 
21 

Ditto     .    ditto     . 

Ditto     -     ditto     ... 

14  or  15 
18 

10 

Lying-in-ward  (labour  ward)  - 
Ditto        -        ditto      - 

lor  2 

26 

Ditto    -     ditto     - 

12  or  18 

10a 

1 

20 

Ditto     -    ditto     ... 

9 

106 

Ly  iii^  -  in  -  ward   (convalescent 

8 

20a 

Ditto    -     ditto     - 

8 

ward. 

19 

Ditto     -     ditto     ... 

10 

10c 

Ditto        -        ditto      - 

4  or  6 

17 

Ditto     -     ditto     - 

14 

11 

Women's  sick  ward 

14 

29 

Ditto     -     ditto     - 

18 

12 

Ditto    -    ditto     - 

rJorl3 

5 

Ditto     -     ditto     ... 

12 

9 

Women's  insane  ward     - 

4 

6 

Ditto    -     ditto     - 

18 

9a 

Ditto        -        ditto 

8  or  4 

7 

Ditto    -     ditto     .        .         - 

8 

18 

Women's  sick  ward 

D  or  10 

8 

Men's  insane  ward  .        -         - 

1 

14 

Ditto    -    ditto  ^  - 

1 

8 

8a 

Ditto    -    ditto     ... 

2 

No.  »6. 

CAM 

BERWE 

LL. 

We  visited  this  workhouse  on  the  24th  May  1866 ;  and  were  accompanied  by  the 
master.     Subsequently,  we  had  an  interview  with  the  medical  officer.    . 

It  is  in  great  part  an  old  building,  which  has  been  improved  from  time  to  time,  to  meet 
the  requirements  of  the  day;  and  by  the  improvements^  and  the  excellence  of  its  manage- 
mentf  has  acquired  a  very  homely  appearance. 

It  occupies  a  long  and  narrow  strip  of  land;  is  situate  in  a  very  salubrious  position; 
and  is  sufficiently  open  for  all  purposes  of  health. 

The  sick  are  placed  in  two  wards  in  the  main  building,  called  the  sick  wards;  but  they 
are  also  found  in  the  diffisrent  wards  occupied  by  the  aged  and  infirm.  The  lunatics,  to  the 
numl)er  of  60  or  70,  occupy  a  detached  and  more  newly  constructed  building;  but  all  the 
noisy  and  dangerous  cases  are  sent  to  the  asylums • 

Cases  Of  fever  and  small-pox  are  sent  av^ay;  but  there  are  infectious  wards  in  which 
such  cases  might  be  placed,  should  necessity  require  it. 

The  children  are  sent  to  a  school., 

A  musical  entertainment  is  provided  weekly  in  the  dining  hall,  and  in  some  of  the  sick 
rooms  ;  and,  occasionally,  the  master  extends  this  advantage  to  the  lunatics. 

There  are  water-closets  in  various  parts  of  the  main  building;  but  only  one  is  provided 
for  four  wards,  containing  46  sick  inmates,  a  large  proportion  of  whom  are  able  to  sit  up, 
and  walk  to  the  closet  The  pan  is  not  of  a  construction  which  permits  it  to  be  completely 
emptied,  although  it  is  a  novel  one.  There  are  not  any  proper  lavatoriep,  but  those  who  are 
able  wash  at  tbe  sink. 

There  is  one  bath  room  for  the  use  of  the  sick.  The  number  of  sick,  properly  so  called, 
is  stated  to  be  from  30  to  40;  but  owing  to  the  absencfe  of  a  good  and  special  diet  for  the 
aged  and  infirm,  there  are,  with  the  imbeciles  and  lunatics,  about  200  inmates  upon  the 
doctor  books. 
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The  following  are  the  dimensions  of  the  various  wards,  with  the  namber  of  beds  found  ia 
each  room  : 


Siie  of  Rooms  and 
Bnnbcr  of  Beds. 


No.  of 

C!aM  of  Inmates, 

Number 

or 

Length. 

Breadth. 

Height. 

of 

Ward. 

Purpose  to  which  Appropriated. 

Beds. 

Main  Building : 

Ft. 

in. 

Ft. 

in. 

FL 

fM. 

Id 

Women's  sick  ward 

. 

29 

6 

30 

7 

10 

11 

17 

'2S 

Mens  sick  ward    - 

-r 

30 

0 

18 

9 

n 

12 

\ 

—   6 

0 

1 

2 

24 

Men's  (sick  and  infirm)  - 

■ 

30 

2 

18 

9 

^    ] 

12 

\ 

—    6 

0 

1 

2 

0    1 

21 

Ditto    -    ditto   - 

-( 

29 

8 

18 

9 

^    1 

{ 

—   2 

0 

2 

3 

0  ^ 

— 

—   6 

0 

0 

9 

0    1 

20 

Ditto    -    ditto    - 

25 

5 

18 

9 

2 

10 

16 

Women's  sick  and  infirm  ward  | 

25 

10 

19 

3 

0 

10 

17 

Ditto    -    ditto    - 

-f 

29 

7 

19 

5 

0  "l 

11 

—   7 

6 

1 

6 

^  I 

Id 

Ditto    -    ditto    - 

-(* 

29 

6 

18 

9 

0  t 

10 

—   8 

3 

1 

« 

0    } 

U 

Women's  lying-in  ward  - 

-J 

29 

7 

18 

9 

0    \ 

9 

—   8 

U 

1 

2 

0    / 

14a 

Women's  labour  ward    - 

-J 

9 

9 

18 

9 

0  1 
0    / 

2 

—   4 

9 

0 

9 

7 

Women's  sick  ward 
Imbecile  Wards : 

■{ 

29 
—   8 

7 
3 

18 

1 

5 
2 

0  1 
0    J 

12 

do 

Male  imbecile  ward 

_ 

48 

0 

16 

6 

10 

n 

14 

81 

Female  imbecile  ward    - 

. 

49 

10 

20 

0 

13 

6 

20 

aia 

Ditto    -    ditto    - 

- 

18 

6 

20 

0 

13 

6 

8 

Hence  the  usual  height  and  width  of  the  rooms  in  the  body  of  the  workhouse  are  11  feet 
and  19  feet;  and  in  the  imbecile  wards  12}  feet  and  16}  to  20  feet 

The  floor  space  and  cubical  space  allotted  to  each  bed,  in  the  different  wards,  are  as 
follow : 


Number 

of 
Ward. 


19 
23 
24 
21 
20 
16 
17 
13 
14 
14a 
7 


30 
31 
31a 


Clas»  of  lomateSy 

or 

Purpose  to  which  Appropriated. 


Main  Building : 

Women's  sick  ward 

Men's  sick  ward  -        .        - 

Men's  (sick  and  infirm) 
Ditto        -        ditto   - 
Ditto        -        ditto    • 

Women's  sick  and  infirm  ward 
Ditto        -        ditto    - 
Ditto        -        ditto    - 

Women's  lying-in  ward 

Women's  labour  ward  - 

Women's  sick  ward 


Imbecile  Wards  : 

Male  and  imbecile  wards 
Female  imbecile  wards 
Ditto        -        ditto 


Floor  Spaee 

allowed 

to  each  Person. 


Sup.JkeL 


53 
46 

47 

48 
50 
51 
54 
60 
89 
44 


56 
50 
46 


Cabical  Spaee 

allowed 
to  each  Person. 


Cub.feet. 


579 
510 
513 

532 
547 
563 
'598 
666 
986 
490 


<J72 
673 
624 


^tnieTfd  character  of 
Wards. 


Hence  the  usual  floor  space  and  cubical  space  are  40  to  60  superficial,  9nd  490  to  666 
cubic  feet;  and  the  latter  is  somewhat  less  than  the  amount  recommended  by  the  Poor 
Law  Board  in  one  ward. 

The  size  and  general  appearance  of  the  wards  are  good.  In  the  body  of  the  workhouse 
therp  is  a  fairly  wide  corridor,  on  each  side  of  which  the  wards  are  placed.  Hence,  in  some 
wards  there^re  windows  on  one  side  only ;  but  in  10  wards,  viz.,  those  which  are  at  the  ends 
of  the  building,  there  are  windows  on  two  sides. 

6u(.  the  wards  with  windows  on  one  side  only  are  light  and  cheerful,  a  fact  due  to  their 

moderate 
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Bedding  and  Farni  - 


moderate  size,  the  height  of  the  windows,  and  the  open  locaUty.    It  is  to  be  regretted  that  there  Appendix, 

are  not  usually  windows  leading  into  the  corridors,  since  thus  both  the  wards  and  the  corridors 
might  be  rendered  more  light,  airy,  and  cheerful ;  but  this  defect  might  be  readily  remedied. 

The  corridors  are  fairly  wide,  and  might  be  used  for  exercise  grounds  when  properly 
fitted  up. 

The  imbecile  wards  are  generally  larjre,  light,  and  airy,  and  some  of  them  have  windows  on 
two  sides,  but  others,  as  the  day-rooms,  have  a  blank  wall  separating  them  from  the  corridor. 

There  are  usually  windows  over  the  doors. 

There  are  feather,  cocoa  fibre,  and  hair  beds ;  but  the  cocoa  fibre  are  the  most  numerous.   

They  are  not  so  well  filled,  or  so  well  picked,  as  is  desirable;  and  hence  they  are  thin  and  ture^ 
lumpy.  The  bedsteads  aie  of  almost  ail  widths,  and  of  iron,  either  with  sacking^  or  iron 
bottoms;  and  many  are  the  Crimean  bedsteads,  with  broad  rigid  bands  of  iron.  The  beds 
with  sacking  are  fairly  comfortable ;  but  those  on  the  Crimean  bedsteads  are  hard,  and 
need  a  fuller  and  better  bed,  and  a  mattress. 

The  rugs  are  of  white  cotton,  or  of  wool  of  various  kinds,  and  for  the  most  part  are 
cheerful.  A  reddish  kind,  in  use  in  some  of  the  wards,  is  to  be  preferred.  The  bed 
covering  is  good  and  sufficieni. 

There  is  a  white  dimity  curtain  between  adjoining  beds,  which  adds  to  the  air  of  comfort 
and  privacy,  and  can  be  drawn  or  not,  at  pleasure.  A  testament,  with  large  print,  is  also 
placed  in  a  rack  at « ach  bed-head, — a  course  which  is  unusual  and  much  to  be  commended. 
There  are  dressers,  arm-chairs,  benches  with  backs,  bed-trays,  curtains  to  the  windows,  carpet- 
ing, bed  cards,  warmers,  small  shawls,  nightgowns,  and  ornaments  in  the  wards ;  but  there 
are  none,  or  very  few,  lockers,  bookshelves,  looking-glasses,  rocking-chairs,  or  cushions. 
Clocks,  birds,  and  games,  are  found  in  some  wards.  Illustrated  periodicals  and  some  books 
are  supplied. 

Three  white  pottery  wash-hand  basins,  two  round  towels  (changed  twice  weekly),  soap  to 
each  person,  six  combs,  and  three  brushes,  are  provided  by  the  guardians  for  a  ward  of  17 
inmates ;  and  the  provision  is  somewhat  similar  in  other  wards. 

Cleanliness  is  universal.  Cleanliness, 

Much  pains  have  been  taken  to  render  the  ventilation  good,  and  with  no  inconsiderable  Ventilation* 
success. 

In  sick  ward  No.  17,  which  is  the  best  ventilated  ward  in  the  workhouse,  there  are  nine 
ventilators  in  the  ceiling,  nine  brick-holes  in  the  walls,  four  window-panes  with  a  portion 
of  glass  cut  out  at  the  top,  one  ventilator  into  the  flue,  and  two  fire-places. 

The  plan  of  cutting  out  a  portion  of  the  pane,  about  i  to  j  inch  in  depth  is  carried 
out  by  the  master,  more  or  less  generally,  throughout  the  workhouse,  and,  so  far  as  it  goes, 
it  is  good,  since  it  allows  direct  access  of  fresh  air  in  a  small  quantity,  and  without  the  inter- 
meddling of  any  one.  At  the  sime  time  the  air  thus  admitted  is  very  much  less  than  the 
quantity  which  would  pass  through  a  pane  of  perforated  glass  or  an  air-brick,  and  is  by 
itself  quite  insufficient  for  good  ventilation.  There  are,  however,  other  means  of  ventila- 
tion ;  an4  although  this  one  is  the  special  favourite  of  the  master,  he  has,  I  have  no 
doubt,  too  much  sense  to  ride  his  hobby  hard,  or  to  prevent  a  due  use  of  other  and  more 
efficient  means  of  ventilation. 

The  application  of  any  of  these  methods  varies  much  in  different  parts  of  the  building;  so 
that  in  some  the  ceiling  and  other  ventilators  are  closed,  or  very  nearly  so,  and  the  number 
of  every  kind  is  much  less  than  in  ward  No.  17. 

There  is  a  ventilating  windo^v  over  the  door  in  many  of  the  wards,  which  falls  very 
widely  open  into  a  rack.  It  is  impossible  that  this  could  be  allowed  in  the  winter  or 
cold  weather ;  and  it  defeats  itself  by  attempting  too  much. 

Some  of  the  wooden  partitions  in  the  water-closets,  and  in  the  rooms  in  the  imbecile 
wards,  need  perforation  or  windows. 

The  imbecile  wards  have  air-brick  ventilators  opening  at  the  bottom  of  the  room,  and 
defended  on  the  outside  by  a  partial  covering.  In  the  upper  rooms  there  is  also  a  louvre 
light.  The  windows  are  hung  badly  for  ventilation,  since  they  hang  from  hmges  at  the 
upper  end,  and  thus,  when  open  in  any  degree,  allow  a  volume  of  cold  air  to  fall  upon 
the  bed  underneath.  There  is  a  covering  of  perforated  zinc  over  this  ;  but  the  meshes  are 
too  large  to  allow  of  the  opening  of  the  window  in  cold  weather  or  at  night.  Had  the 
windows  been  higher,  and  the  upper  sash  hung  from  hinges  at  the  bottom,  it  might  have 
been  possible  to  have  used  them  as  ventilators  in  the  night,  by  plugging  them  open  to  a 
small  extent;  but  now  that  course  would  be  attended  with  danger. 

Some  of  the  corridors  are  dark. 

The  corridors  in  the  body  of  the  workhouse  are  ventilated  by  ventilators  in  the  ceiling, 
and  many  ot  the  staircases  throughout  the  workhouse  have  open  railings,  which  allow  free 
ventilation.  There  is  also,  at  least,  one  outer  door  with  louvre  shutters,  which  aids  most 
materially  in  maintaining  good  ventilatioiL 

There  is  one  superintendent  female  nurse  for  the  sick  in  the  body  of  the  workhouse,  who  Nursing, 
has  from  30  to  40  patients  uniler  her  charge. 

There  are  also  two  paid  male  and  two  paid  female  nurses  in  cimrge  of  the  lunatics. 

One  pauper  nurse  and  a  helper  are  employed  in  each  ward,  and  receive  a  small  sum  (about 
1 «.  a  week),  with  dressj  and  extra  food. 

The  paid  nurse  gives  the  stimulants  and  medicines  to  the  inmates. 

A  man  is  engc^ed  as  cook,  who  receives  clothes,  officer's  rations,  and  5  /.  per  year.  He 
was  formerly  an  inmate. 

The  medical  officer  has  held  the  office  for  nearly  30  years*     He  receives  130  /.  yearly.  Medical  Officer* 
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Appendix. 

CaMBERWELIn 


Becommendations. 


with  from  25/.  to  30/.  as  extras  for  nndwiferVy  removals,  and  lunacy  certificates,  and  he 
provides  all  drug^,  except  cod-liver  oil  and  quinine.  His  son  is  his  deputy,  and  his  assist- 
ant dispensi  s  the  medicines. 

There  are  about  260  cases  upon  his  b'>ok?,  of  wlioai  more  than  100  are  imbeciles,  and 
aged  who  are  placed  there  simply  for  diet.  He  att(  nds  daily  at  11  o'clock;  and,  after 
seeing  v^rhaps  20  patients  at  the  surgery,  visits  each  patient  in  the  sick  wards,  and  such 
of  those  amongst  the  aged  and  infirm  as  desire  his  attention,  amounting  to  perhaps  40  or  50 
more.     The  duty,  in  addition  10  extra  visits,  occupies  about  2}  hours  uaily. 

He  is  of  opinion  ihat  the  guardians  should  find  all  diugs,  and  a  dispenser;  and  that  his 
salary  shoulu  be  160/.  per  year,  and  extras. 

He  thi'.ks  that  there  should  be  a  superintendent  nurse  to  have  charge  of  the  lying-in 
ward,  and  tie  general  superintendence  of  the  sick  throughout  the  workhouse;  also  a  paid 
day  and  a  paid  night  nurse  for  the  two  sick  wards.  His  opinicm  of  pauper  nurses  is  un- 
favourable. There  should  be  more  bathing,  lavati^ry,  and  water-closet  accommodation. 
Hot  water  should  be  supplied  throughout  th^  workhouse,  and  a  special  dietary  should  be 
framed  for  the  aged  and  mfirm. 

He  is  of  opinion  that  more  accommodation  is  required  for  the  sick,  and  he  would  prefer 
a  detached  ii.firmury.  S  me  of  the  wards,  as  No.  40,  occupied  by  dissolute  women,  and 
the  itch  wjird,  are  ill  ventilated.     A  separate  foul  ward  is  required. 

The  following  are  the  recommendations  which  I  offer  respecting  this  workhouse : 

1.  All  ventilators  should  be  kept  open ;  and  if  ihe  current  should  be  usually  too  strong,  the 
openings  should  be  covered  with  periorated  zinc.  The  ventilators  should  be  without  boards, 
and  covered  with  perforated  zinc.  The  old  ventilators  which  have  been  closed  should  be 
re-opened. 

More  cut  panes  should  be  introduced,  and  air-bricks  inserted  where  I  have  indicated. 
Windows  should  be  opened  on  all  the  corridors,  to  swing  on  a  central  pin,  and  be  plugged 
open  to  the  extent  of  an  inch. 

The  ventilating  windows  over  the  doors  should  be  fixed  to  open  six  inches,  and  the  open- 
ing should  be  covered  with  perfoiBted  zinc. 

No.  HI  ruom,  in  the  lunacy  ward,  needs  one  <  r  more  louvre  ventilators  in  Ihe  roof,  and 
the  <  I  enings  should  be  coven  d  with  perforated  zinc. 

Many  of  the  small  ventilators  covered  by  periorated  zinc  are  out  of  repair. 

Ventilators  are  required  in  the  water-closet  enclosures,  and  another  one  at  least  is  needed 
in  the  half-padded  room  on  the  men's  side,  where  we  found  a  uirty  case. 

2.  More  water-clo^^et  accommodation  is  needed  for  the  men's  wards  in  the  body  of  the 
workhouse.  Proper  lavatories,  with  white  enamelled  turn-over  basins,  and  roUers  for 
towels  should  be  provided  if  possible.  More  bathing  accommodation  is  needed,  with  hot 
and  cold  water. 

3.  The  beds  should  be  more  Blled,  and  kept  in  proper  condition.  A  mattress  of  some 
kind  should  be  provided  for  the  Crimean  bedsteads. 

4.  More  unitormity  in  the  size  of  tiie  bedsteads  is  desirable;  and  those  for  the  sick 
should  be  fumifthed  with  a  rack. 

5.  Lockers,  looking-glasses,  rocking-chairs,  and  cushions,  should  be  provided. 
A  small  towel,  comb,  and  brush,  foi:  each  sick  person  are  desirable. 

6.  Sk)/ lights  are  needed  in  the  corridors  of  the  imbecile  wards. 

7.  The  games  and  periodicals  should  be  uniformly  supplied  to  each  room,  and  some  one 
should  be  charged  ^^ith  this  duty. 

8.  Nurses  should  be  appointed,  us  recommended  by  the  medical  ofiicer. 

9.  The  medical  officer's  emoluments  should  be  increased ;  and  the  guardians  should  find 
drugs  and  a  dispenser  both  for  the  workhouse  and  the  parish. 

10.  A  special  dietary  should  be  provided  for  the  aged  and  infirm. 


11. 

ward 


The  following  is  the  number  of  beds,  approximately,  which  should  be  placed  in  each 


Nomber 

Class  of  Inmates, 

Number 

Number 

Cla«  of  Inmales, 

NuBber 

of 

or 

ot 

of 

or 

of 

Ward. 

Purpose  to  which  Appropriated. 

Beds. 

Ward. 

Porpose  to  which  Appropriated. 

Beds. 

Main  Building : 

14 

Women's  lying-in-ward  - 

8  or^ 

14a 

Women's  labour  ward 

2 

19 

Women's  sick  ward 

10  or  14 

7 

Women's  sick  urard 

9  or  10 

28 

Men's  sick  ward      .        .        - 

10 

24 

Men's  (sick  and  infirm)  • 

10 

21 
20 

Ditto        -        ditto 
Ditto        -        ditto 

9  or  10 

8 

Imbecile  Wards : 

16 

V^' omen's  sick  and  infirm  ward 

8 

80 

Male  imbecile  wards 

14 

17 

Ditto        -        ditto 

9  or  10 

81 

Female  imbecile  wards    - 

16  or  17 

18 

Ditto         -        ditto      - 

9  or  10 

81a 

Ditto        .        ditto       - 
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No.36. 
ST.  LUKE'S,  CITY  ROAD. 


Appendix* 


We  visited  St.  Luke's  workhouse  on  the  26th  May  1860,  and  were  accompanied  by     St.  Luke'b,  Citt 
the  master  and  medical  officer.  Road. 

This  workouse  is  place  1  upon  a  small  plot  of  land,  in  a  not  insalubrious  position;  but 
it  is  closely  surrounded  by  buildings.  An  open  plot  of  land,  belonging  to  the  parish, 
lying  between  the  workhouse  and  the  road,  which  should  have  been  left  uncovered,  in 
order  to  supply  air  to  the  premises,  or  have  been  u>ed  for  the  extension  of  the  workouse,  has 
just  been  occupied  by  parish  buildings.  At  present,  most  of  the  yards  are  very  small,  and 
more  open  space  is  required. 

The  workhouse  consists  practically  of  two  parts,  viz.,  a  very  old  part,  in  which  the  offices, 
able-bodied,  and  most  of  the  aged  and  infirm,  aie  placed ;  and  a  new  part,  containing  the 
sick  wards  and  the  wards  for  lunatics.  ^ 

The  sick,  properly  so  termed,  occupy  two  or  three  wards  in  the  new  buildings ;  but  in 
each  of  the  large  wards,  containing  between  30  and  40  of  the  aged  and*  infirm,  perhaps 
three  or  four  are  upon  the  books  of  the  medical  officer.  The  lunatics  are  placed  in  separate 
apartments,  and  are  not,  as  a  class,  placed  upon  the  books  of  the  medical  officer. 

Cases  of  fever  and  small-pox  are  sent  to  the  hospitals ;  and  there  is  no  separate  pro- 
vision made  for  such  cases.  But  few  venereal  cases  are  admitted  into  the  workhouse ;  and 
the  more  severe  cases  of  that  class  are  sent  to  the  Lock  Hospital.  Noisy  and  dangerous 
lunatics  are  sent  10  the  asylum.  The  children  in  general  are  not  kept  in  the  workhouse ; 
but  the  very  young  ones  are  retained  in  the  nursery.     There  is  not  a  separate  sick  nursery. 

Itch  cases  amongst  females  are  placed  in  a  separate  ward ;  but  the  male  patients,  of 
whom  there  are  but  few,  are  treated  in  the  receiving  ward. 

The  water-closet,  lavatory,  and  bathing  accommodation  is  throughout  defective.  Only 
one  water-closet  is  provided  for  a  \*ard  with  33  inmates ;  a  large  proportion  of  whom  are 
able  to  leave  their  beds.  It  is  placed  at  the  end  of  the  room,  and  is  virtually  within  the 
room.  That  in  the  lying-in-ward  gave  also  a  foul-drain  smell ;  and  we  were  informed 
that  a  very  bad  drain  smell  is  very  frequently  perceived  there.  This  requires  immediate 
attention. 

Tnere  are  not  any  proper  lavatories,  but  only  small  sinks,  many  of  them  old  and  in  bad 
repair.  There  are  not  any  fixed  baths  for  the  sick  wards ;  but  moveable  baths  are  provided, 
and  preferred. 

There  are  about  540  inmates  in  the  workhouse:  of  whom  71  are  lunatics,  about  100  are 
sick,  and  about  88  are  placed  upon  the  medical  officer's  boeks  simply  for  extra  diet. 
There  is  at  present  a  special  diet  for  the  aged  and  infirm ;  but  it  does  not  provide  meat 
daily. 

The  dimensions  of  the  sick  wards,  with  the  number  of  beds  now  found  in  them,  are  as   Size  of  Booms  and 
follow :  Naml)er  of  Bods. 


No.  of 

Class  of  Inmatety 

• 

Nomber 

or 

Length.         1 

Breadth.       | 

Heigt 

in 

of 

Ward. 

Purpose  to  which  Appropriated. 

Beds. 

Ft. 

in. 

Ft. 

in. 

Ft. 

in. 

16 

Women's  sick  ward       -        - 1 

74 

9 

24 

0 

11 

0    ^ 
0     I 

+  13 

6 

1 

6 

11 

33 

—  6 

9 

1 

4 

11 

0    f 
6   J 

—   5 

0 

4 

9 

16a 

Ditto    -    ditto    .        .        -? 

28 

5 

16 

7 

11 

3    1 
»    J 

11 

+  22 

10 

fl 

4 

16 

Men's  sick  ward    -        -        -  r 

74 

9 

24 

0 

11 

0    \ 
0    I 

+  13 

6 

1 

6 

11 

33 

—   6 

9 

1 

4 

11 

0 
6    J 

—   6 

0 

4 

9 

17 

Women's  lying-in  ward-        -( 

28 

.  9 

18 

0 

10 

0    1 

9 

+    7 

3 

0 

9 

10 

0    J 

17a 

Women's  labour  ward    - 

13 

3 

8 

3 

8 

6 

1 

18 

Children's  nursery  (containing  ( 

28 

9 

18 

0 

10 

0    ) 

11 

8  children  and  3  adults^.       { 
Childien's  nuisery  (containing^ 

9  children  and  2  adults).       \ 

+    7 

3 

0 

9 

10 

2{ 

91 

28 

9 

18 

0 

10 

10 

+    7 

3 

0 

9 

10 

0   J 

22 

Women's  itch  ward 

23 

2 

11 

0 

11 

'{ 

2  double. 

6  single. 

22a 

Ditto     -    ditto    . 

10 

6 

6 

2 

11 

3 

1  single. 
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Appendix.  Hence  it  appears  that  the  usual  width  and  height  of  these  wards  are  10  to  11  feet,  an 

c     T       i    o         18  to  24  feet 

Road  '^^^  ^^^^  space  and  cubical  space  allotted  to  each  bed  are  as  follow : 


No.  of 

Ward. 


16 

16a 

15 

17 

17a 

18 

19 

22 

22a 


Class  of  Iiimttes,  or  Purpose  to  which  Appropriated. 


Women's  sick  ward  ------- 

Ditto    -    ditto 

Men's  sick  ward      *------ 

Women's  lying-in  ward     ------ 

Women's  labour  ward       ----.- 

Children's  nursery  ^containing  8  children  and  8  adults^ 

Ditto    -    ditto     (containing  9  children  and  2  adults) 

Women's  itch  ward   ------- 

Ditto    -    ditto 


Floor  Spwre 

jdlowed 

10  each  Peraon. 


Sup.feet. 


64 
4d 
54 
58 
109 
47 
52 
28 
32 


Cubical  Space 

allowed 
to  each  Penoo. 


Cub.feU. 

596 
555 
596 
581 
929 
475 
523 
318 
364 


General  character  of 
Wards. 


Bedding  and  Furni- 
ture. 


Cleanliness. 


Ventilation. 


Hence  it  appears  that  the  usual  floor  space  and  cubical  space  for  adults  are  43  to  58 
superficial  feet,  and  555  to  596  cubic  feet.  One  of  the  itch  wards  has  only  28  superficial  feet, 
and  318  cubic  feet^  and  both  have  a  much  less  quantity  than  that  recommended  by  the 
Poor  Law  Board. 

The  size  and  general  appearance  of  the  sick  wards  are  very  good.  There  are  windows  on 
both  sides  in  Mos.  16  and  15.  The  wards  in  the  new  buildinc^  for  the  aged  and  infirm,  and 
lunatics,  have  also  windows  on  both  sides ;  but  in  the  latter  they  are  small  and  insufficient 
All  these  wards  are  of  great  width ;  and  when  they  are  used  as  dormitories  only  (and  some- 
times when  used  by  day  and  night),  the  beds  are  arranged  in  central  reus. 

The  ward  leading  out  of  No.  16,  and  called  by  us  16a,  has  windows  only  on  one  side  and 
at  the  end.  It  would  be  much  better  if  \windows  were  placed  on  the  opposite  side  also. 
The  women's  imbecile  ward  requires  additional  windows  in  one  of  the  wards;  and  the 
wooden  panes  in  the  present  windows  should  be  replaced  by  glass. 

The  lying-in  ward  and  nurseries  are  not  at  all  equal  to  the  sick  wards.  On  one  side  is 
a  very  narrow  yard,  containing  the  swill-tubs,  and  the  tramp  wards  have  been  built  within 
about  three  feet  of  the  other.  Windows  are  required  in  ihe  north  wall,  and  in  the  parti- 
tion wall  between  the  labour  room  and  the  dormitory.  A  dwarf  window  in  the  south  wall 
should  also  be  raised  to  the  height  of  the  other  windows.  These  wards  are  on^the  ground  floor, 
and  are  not  cheerful.     They  appear  to  be  also  cold. 

An  additional  window  is  also  required  in  nursery  No.  18,  over  the  lying-in  ward. 

The  itch  ward  for  women  is  dark,  and  certainly  quite  unfit  for  children.  There  are 
windows  on  one  side  only.  Windows  are  needed  in  the  north  wall,  and  on  the  east  and 
south  sides  of  the  little  adjoining  room,  marked  by  us  as  22a.  The  yard  is  extremely 
small,  and  these  buildinus  should  not  be  used. 

The  beds  are  of  flock  almost  exclusively.  There  is  no  machine  for  teazing  the  flock, 
neither  are  there  other  means  used  systematically  to  keep  it  in  good  order ;  hence  it  is  too 
generally  lumpy.  The  beds  are  of  iron,  and,  usually  with  sacking ;  but  in  some  instances 
there  are  iron  laths,  with  wide  intervals. 

The  rugs  in  the  lying-in  ward  were  anything  but  cheerful  looking.  The  bed  covering  was 
sufficient  and  good.  Two  round  towels  are  usually  used  twice  a  week  for  a  ward  of  31  beds, 
and  a  small  napkin  is  given  to  each  inmate  as  a  bed-tray  cover,  and  to  lie  upon  the  lockers. 
Some  of  the  inmates  have  their  own  small  towels. 

Only  two  old  and  broken  combs,  belonging  to  the  guardians,  were  found  in  a  large 
ward  ;  but  some  of  the  inmatts  had  their  own  comb,  and  a  few  had  their  own  brush.  No 
brushes  were  provided  by  the  guardians. 

Six  or  eight  v\hite  wash-hand  basins  were  in  use  in  this  large  ward. 

Small  lockers,  which  also  constitute  seats,  are  placed  between  each  bed,  but  they  hold 
little ;  and  in  the  case  of  a  poor  uirl  who  could  not  drink  her  milk,  we  found  that  food  in  a 
vessel  underneath  the  lockt  r,  and  with  dust  on  the  surface.  The  walls  are  white ;  and 
although  there  are  Scripture  phrases,  we  did  not  see  any  prints  in  the  sick  rooms.  There 
were  pottery  foot  warmers,  screens,  bed-trays,  and  looking-glasses ;  but  in  general  there 
was  a  bareness  about  the  rooms ;  and  the  lying-in  rooms,  and  nursery,  were  manifestly 
wanting  in  furniture  and  comforts.  Illustrated  periodicals  are  purchased  and  distributed ; 
and  there  is  a  library,  but  it  is  old,  and  has  long  been  disused. 

The  linen,  bed  coverings,  wards,  &c.  were  clean.  The  rugs  in  the  lying-in  wards  looked 
dirty ;  and  the  sinks  could  not,  from  their  nature,  be  kept  so  clean  as  is  desirable ;  yet 
there  was  great  cleanliness  throughout  the  sick  wards  generally. 

There  were  three  or  four  large  air-brick  ventilators  in  the  wards,  with  shatters  on  the 
inside,  some  of  which  were  shut.  Also  one  or  more  of  Arnott's  ventilators ;  but  several  of 
these  were  useless.  The  means  of  ventilation  in  the  large  wards  are  not,  therefore,  as 
good  as  is  desirable ;  but  the  great  size  of  the  rooms,  and  the  high  windows,  very  greatly 
mitigate  the  evil. 

The 
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The  smaller  ward,  16«,  is  without  a  ventilator;  and  although  it  is  built  into  the  roof,  and          Appendix, 
is  lofty,  it  must  be  ill  ventilated. 

The  ventilation  of  the  lying-in  wards  and  nurseries,  is  defective ;  and  that  of  the  itch    *•  ^^*^s»  ^^'^ 
ward  is  exceedingly  bad.  ^^* 

There  is  only  one  paid  nurse  for  the  two  or  three  sick  wards.    There  is  a  male  paid  nurse  Nursing, 
for  the  male,  and  a  female  for  the  female  lunatics. 

A  pauper  nurse,  receiving  on  good  behaviour,  about  5  «.  per  quarter,  with  dress  and  extra 
food,  and  two  helpers,  are  employed  in  each  ward ;  and  of  these  there  are  about  30  in  the 
workhous'/. 

The  medical  oflScer  has  held  his  present  office  for  many  years;  and  is  satisfied  with  the  Medical  Officer, 
conditions  and  emoluments  of  it. 

He  attends  always  twice  in  the  day;  and  perhaps  about  once  a  month  he  is  called  to 
attend  in  the  nio:l)t.  There  are  188  pei-sons  upon  his  list;  but  as  about  88  of  these  are 
placed  there  for  dietary,  there  are  about  100  sick  whom  he  sees  daily.  He  devotes  about 
four  l>our8  daily  to  the  workhouse;  and  about  two  hours  weekly  are  occupied  in  preparing 
his  book.  He  has  also  charge  of  the  lying-in  cases,  of  which  there  are  from  250  to  300 
yearly.    There  is  not  a  midwife  appointed  by  the  guardians. 

His  salary  is  1502.  per  year,  including  all  extras.  The  guardians  find  all  drugs,  and  a  dis- 
penser, both  for  the  workhouse  and  the  parish. 

A  sick  ward  for  children,  two  proper  sick  wards,  and  more  accommodation  for  the  sick  are 
needed.  The  water-closet  and  lavatory  accommodation  is  insufficient.  Hot  water  is  re- 
quited, but  fixed  baths  are  not  necessary.  There  should  be  a  general  superintendent  of 
the  si<:k  in  ihe  whole  workhouse;  and  under  her,  one  paid  nurse  for  males,  and  another  for 
females  in  the  sick  wards  by  day,  and  one  night  nurse  for  both.  A  midwife  is  not  needed ; 
and  the  present  pauper  nurse  in  the  lying-in  ward  is  a  reliable  person.  It  would  be  better 
to  pay  extras  ?o  medical  officers  for  midwifery. 

A  paid  assistant  is  needed  by  day,  and  another  by  night,  for  the  female  imbeciles. 

The  following  are  the  recommendations  which  I  make  respecting  this  workhouse  : —  Recommendations. 

1.  I  do  not  doubt  that  it  would  be  better  to  pull  down  the  old  buildings  and  erect  a  new 
workhouse,  on  an  uniform  and  improved  plan. 

2.  The  present  infirmary  building  might  be  extended  on  the  east  side,  and  furnish  several 
good  rooms. 

3.  The  present  casual  wards  interfere  with  the  access  of  light  and  air  to  the  lyin^-in 
wards.  It  would  be  much  better  to  provide  lying-in  and  nursery  wards  in  a  new  building, 
and  use  the  present  wards  for  other  purposes. 

The  drains  should  receive  immediate  attention. 

4.  Proper  itch  wards  and  sick  nurseries  should  be  provided ;  and  the  use  of  the  present 
itch  ward  discontinued. 

5.  Windows  should  be  placed  in  the  wards  already  indicated. 

The  shutters  of  the  present  ventilators  should  be  removed,  and  the  inner  openings  covered 
with  perforated  zinc.     The  Arnott  ventilators  should  be  repaired. 

New  air-brick  ventilators,  with  perforated  zinc  on  the  inner  side,  are  needed  in  all  the 
v^rds ;  but  particularly  in  the  lying-in  and  nursery  wards,  the  sick  wards,  the  female 
imbecile  ward,  and  No.  16  a.  Openings  over  the  doors  to  be  covered  with  perforated  zinc, 
are  required  in  No.  16  a.,  and  the  lying-in  wards. 

All  the  sinks  and  water-closets  require  increased  ventilation,  by  6xing  the  windows  open, 
or  by  inserting  perforated  glass. 

6.  Improved  water-closet,  lavatory,  and  bathing  accommodation  is  needed  universally. 
The  itch  cases  should  no  longer  use  the  bath  common  to  them  and  to  other  inmates. 
Fixed  baths  as  well  as  moveable  baths  should  be  provided ;  and  hot  and  cold  water 
supplied  to  all  pans  of  the  building.  More  than  one  water-closet  is  needed  for  a  ward  of 
33,  much  more  of  37  persons.  Proper  lavatories,  apart  from  sinks,  should  be  erected. 
The  old  stone  sinks  should  be  removed,  and  new  ones  supplied.  All  these  should  be  placed 
further  from  the  wards  than  at  present,  and  be  well  ventilated^  apart  from  the  wards. 

7.  The  furniture  and  comforts  should  be  increased.  Rocking-chairs  are  needed  in  the 
lying-in  wards  ;  and  arm-chairs,  cushions,  capes,  nightgowns,  prints,  books,  baths,  should 
be  provided.  Each  sick  person  should  have  a  separate  towel,  comb,  and  brush.  The  walls 
should  be  tinted;  and  some,  as  those  of  the  lying-in  wards,  should  be  kept  cleaner. 
Lockers,  dressers,  and  cupboards  are  needed  in  some  of  the  wards. 

8.  The  food,  when  carried  from  the  kitchen  to  the  sick  wards,  should  not  as  now  be 
carried  uncovered,  but  each  mess  should  be  covered,  and  the  whole  carried  in  covered  trays. 
Tbo  present  plan  is  not  at  all  creditable  to  the  management  of  the  workhouse. 

Jomts  of  meat  should  be  cut  up  in  the  sick  wards  ;  and  a  proper  kitchen  is  required. 

{).  The  nurses  should  be  increased,  as  suggested  by  the  medical  officer;  at)d  in  addition 
there  should  be  a  paid  nurse  for  the  lying-in  and  the  children's  sick  wards. 
Whether  two  assistant  nurses  for  the  imbeciles  are  required,  I  do  not  know. 
Some  of  the  present  nurses  cannot  read. 

10.  The  present  plan  of  sometimes  allowing  a  woman  who  had  been  confined  only  two  to 
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Appendix.         four  faourg  to  walk  into  the  next  room,  should  be  absolutely  foi^bidd^n,  and  a  proper  chair 

with  large  wheels  should  be  supplied. 

St.  Luke  s,  GitY 

Road.  11.  The  medical  officer,  in  addition  to  his  present  salary,  should  be  paid    the  extras 
allowed  by  the  Poor  Law  Board. 

12.  A  dietary  should  be  provided  for  tb«  aged  and  infirm,  containing  meat  and  beer 
daily. 

13.  The  use  of  tin  basins  should  not  be  allowed  for  the  sick. 

14.  Tlie  following  beds  should  be  allowed  in  the  several  sick  wards : — 


St.  Mart, 
Newington. 


No.  6f 

Ctafts  of  Iiimatdi, 

Number 

No.  of 

CIms  of  (nra&tes. 

NntBber 

or 

of 

or 

of 

Ward. 

Purpose  to  which  Appi«>pmted. 



Beds. 

Wwd. 

Purpose  to  which  Appropriated. 

Beds. 

16 

Women's  sick  ward 

26 

18 

Children's  nursery  (containing 

lea 

Ditto    -    ditto 

9  or  10 

8  children  and  d  adults). 

15 

Men's  sick  ward 

26 

It 

Children's  nnrsery  (containing 

..^ 

17 

Women's  lying-in  ward  - 

8 

9  children  and  2  adnlts). 

17A 

Woniew*s  laboar  waitl     - 

1 

2-2 

Women  s  itch  ward 

4 

22a 

Ditto    -    ditto 

1 

No.   37. 
ST.    MARV,     NEWINGTON. 


We  visited  this  workhoovie  on  the  2»th  May  1866, and  "were  accompanied  by  the  medical 
officer  and  the  paid  sick  nurse. 

The  woikhouse  is  a  comparatively  new  one,  and  is  situated  in  a  salubrious  position,  and 
on  a  large  ptot  of  Utid,  some  of  which  is  in  the  pof^session  and  some  soon  to  be  in  the 
possession  of  the  guardians.  At  present,  however,  there  are  several  rows  of  small  houses  in 
close  contiguity  with  it ;  and  the  plot  of  land,  although  open  on  one  side,  is  surrounded  by 
streets  of  small  houses. 

It  consists  of  two  parts,  in  addition  to  various  small  more  or  less  detached  buildinog,  viz., 
the  main  buildhug,  in  which  the  offices,  officers,  able-bodied,  aged  and  infirm,  wiUi  some 
imbeciles  and  sick  are  placed ;  and  the  detached  sick  wards,  occupied  by  the  sick,  and  tb^ 
iunatios.  Oaaes  of  itch  and  small -pox  are  treated  in  low  and  small  buildings,  separate 
from  the  principal  parts  of  the  workhouse. 

Hence  the  sick,  properly  so  called,  are  found  in  the  infirmary,  and  the  itch  and  infectious 
wjirds  just  referred  to. 

There  are  also  from  time  to  time  sick  cases  in  the  ordinary  wards  of  the  aged  and  infirm; 
but  they  are  almost  exclusively  such  as  are  placed  iipon  the  books  of  the  medical  officer  for 
dietary  only.  The  female  imbeciles  .-ire  placed  with  the  sick  in  the  infirmary,  and  in  a  ward 
in  the  body  of  the  workhouse.  The  male  imbf  cites  have  separate  wards  and  yard  in  the 
infirmary. 

Cases  of  fever  and  small^pox  are  sent  to  the  hospitals ;  bat  wh^  as  at  present,  the 
small-pox  hospital  is  full,  those  cases  roust  be  kept  in  the  workhouse.  There  are  now  five 
cases  of  small-pox  in  temporary  wards.  Noisy  and  dangerous  lunatics  are  sent  to  the 
asylum;  but  they  are  sometimes  retained  in  the  workhouse  for  a  few  days  until  the 
formalities  have  been  completed. 

The  children  are  not  retained  in  ihe  workhouse,  neither  is  there  a  separate  sick  nursery 

There  is  a  very  sitiill  ward  for  the  use  of  female  venereal  cases,  but  some  cases  of  tlat 
class  are  placed  with  other  foul  cases. 

There  are  no  day^rooms  for  the  sick. 

The  water-closet,  lavatory,  and  baihiag  accommodation  is  generally  deficient.  Ii  the 
infirmary  there  is  only  one  water-closet  to  three  ward*,  containing  27  inmates.  The  ^an  is 
a  very  long  one,  and  unless  a  very  large  quantity  of  water  is  used  is  apt  to  give  nse  to 
unpleasant  smells.  There  are  no  lavatories,  but  only  very  small  thinks.  There  is  ony  one 
fixed  batli  {'or  the  sick,  and  0!ie  for  the  male  imbeciles:  and  as  there  is  not  a  supplyof  hot 
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water  the  former  is  never  used.  Moreover  the  former  is  plaoed  close  to  the  outer  door  in 
an  unfit  position.  The  bath  in  the  receiving  ward  is  used  for  all  cases  on  admission, 
afflicted  with  itch  or  any  other  disease. 

Hot  water  is  not  distributed  throughout  the  building;  and  as  coal  is  not  allowed  during 
the  summer  months,  hot  water  cannot  be  obtained  from  the  boilf  rs  in  the  sick  rooms.  There 
is  a  supply  of  cold  water,  but  it  is  not  self-acting  in  the  boilers  in  the  sick  wards,  and  must 
be  introduced  by  hand  several  tiqies  a  day. 


Appendix* 

St,  Mart, 
Newinqton. 


The  yard  for  male  imbeciles  i9  large  and  paved,  but  is  bare, 
small. 


Most  of  the  yardi  are 


The  following  sire  the  dimenslqng  of  the  several  sick  wards,  with  the  number  of  beds    Size  of  Rooms  and 
contained  in  each  room: —  Number  of  Beds. 


No.  of 
Ward. 

Chss  of  Inmates, 
Purpose  to  which  Appropriated. 

Length. 

Breadth. 

Height. 

Number 

of 
Sedt. 

Infirmary : 

Ft. 

in* 

Ft: 

in. 

J^. 

in. 

8 
15 

Women's  lying-in  ward          -  f 

Women's  lying  in  ward  (con- 
valescent ward). 
Women's  sick  ward       -        .f 

I 

20 

—  6 
20 

13 

—  6 

2 
6 
0 

0 
6 

16 

1 
16 

13 

1 

2 
2 
0 

0 
2 

7 

'   1 
7   J 

5 

8 

1  double. 
3  single. 

4 
6 

Ditto    -    ditto    - 
Ditto          ditto    - 

;{ 

20 

—    6 

22 

2 

6 
6 

16 

1 
10 

1 
2 
0 

5} 

6 

7 

8 

6 

Ditto    -    ditto    - 

- 

20 

0 

]6 

1 

6 

a 

9 

Ditto     -    ditto    - 

•{ 

13 
—    6 

0 
6 

13 

1 

0 
2 

I] 

4 

7 

Ditio     -    ditto   - 

1 

37 
+  16 
—    5 

2 
0 

]6 
0 
2 

0 
9 
2 

4    1 
4     I 
4    1 

19 

8 

- 

20 

0 

16 

1 

4 

7 

10 

Men's  sick  ward    - 

-. 

37 
+  16 
—    6 

2 
0 
6 

16 
0 
2 

0 
9 
2 

*■*■ 

11 

12 

U 

Ditto    .    ditto    - 

. 

20 

2 

16 

0 

1^ 

6 

7 

l« 

Ditto    -    ditto    . 

«. 

do 

0 

16 

0 

6 

7 

13 

Ditto    .    ditto    - 

- 

22 

6 

16 

0 

6 

8 

U 

Ditto    -    ditto    - 
EbdofMaiiiB»Udii>g; 

20 

0 

J16 

0 

11 

0 

7 

1 
2 

Female  fbul  ward  - 
Ditto    -    ditto   - 

Detached  Building; 

13 

—  i 

21 

—  6 

0 
3 
0 
3 

8 

1 

12 

1 

1 
3 
3 

1 

10 
10 
10 
10 

2  \ 

2   J 

«    I 
2  / 

a 

2  double. 

3  sin^e. 

W 

Male  foul  ward 

JO 

a 

19 

0 

10 

6 

4 

" 

FeMle  fover  yrard 

■: 

28 
+  17 
^    9 

4 

10 

0 

16 
8 
3 

7 

4 
8 

10 
6 
7 

0  y 

6  1 

9 

Detached  Building: 

— 

Women's  itch  ward 

^ 

23 

8 

11 

8      , 

U 

4 

4 

J 

Main  Building: 

«2 

Women's  imbecile  ward 

- 

22 

9 

17 

2 

12 

0 

8 

Hence  in  the  infirmary  the  wards  are  usually  11^  feet  high,  and  14  to  17  feet  wide.     In 
other  parts  these  dimensions  vary  very  much. 
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The  floor  space  and  cubical  space  allotted  to  each  bed  are  as  follows : — 


No.  of 
Ward. 


General  character  of 
Wards, 


Bedding  and 
ture. 


Fami- 


8 

15 

4 

6 

6 

9 

7 

8 

10 

11 

12 

18 

14 


1 
2 


20 


Class  of  Inmates,  or  Purpose  to  which  Appropriated. 


Floor  Space 

allowed 

to  each  Person. 


22 


Infirmary : 

Women's  Ijing-in  ward     -        -        .        . 

Ditto      -      ditto          (convalescent  ward) 
Women's  sick  ward 

Ditto    -    ditto 

Ditto    -    ditto 

Ditto    .    ditto 

Ditto    -    ditto 

Ditto    -    ditto 

Men's  sick  ward  -        .        -        -        - 

Ditto    -    ditto 

Ditto    -    ditto 

Ditto    -    ditto 

Ditto    -    ditto 

End  of  Main  Building : 

Female  foul  ward     -        -        .        -        - 
Ditto  -  ditto 

Detached  Building : 

Male  foul  ward        -        -        .        -        - 
Female  fever  ward   -        -        -        - 

Detached  Building: 
Women's  itch  ward 

Main  Building : 
Woman's  imbecile  ward    -  -        - 


Sup.feet. 


64 
40 
82 
45 
45 
40 
41 
46 
46 
49 
46 
46 
45 
46 


50 
86 


77 
39 


Cabical  Space 

allowed 
to  each  Person. 


49 


Cub.feet. 

740 
468 
876 
520 
517 
462 
457 
518 
521 
566 
526 
526 
517 
526 


5015 
865 


8C6 
515 


782 


610 


Hence  it  appears  that  the  usual  floor  space  and  cubical  space  is  32  to  69  superficial  feet, 
and  366  to  800  cubic  feet,  and  that  out  of  20  wards  five  offer  less  space  than  is  required  by 
the  Poor  Law  Board.     Two  provide  less  than  400  cubic  feet. 

The  size  and  general  appearance  of  the  wards  in  the  infirmary  is  not  satisfactory.  The 
wards  are  universally  narrow  and  small;  and  many  are  too  small  to  be  practically  useful 
as  common  wards.  There  are,  for  the  most  part,  windows  on  both  sides  ;  and  hence 
had  the  dimensions  been  suitable,  they  might  have  been  not  only  light  but  airy  and  cheerful. 

The  labour  ward  is  placed  on  the  ground  floor,  and  is  entered  directly  from  the  passage 
and  door.  There  are  several  beds  in  it,  in  which  those  women  are  placed  who  await  their 
confinement,  and  between  whom  and  the  woman  in  labour  there  is  not  a  sufficient  screen. 
This  ward  is  moreover  placed  so  that  the  women  must  be  reaioved  from  15  to  20  yards 
partly  along  a  passage,  and  on  a  hard  chair,  with  small  and  badly  running  wheels.  The 
lying-in  uard,  to  which  the  patient  is  removed  after  confinement,  has  windows  on  one  side 
only,  and  is  nut  cheerful. 

The  room  for  venereal  cases  in  connection  with  the  receiving  ward  is  very  small  and  unfit 
for  the  sick  ;  and  so  is  also  the  male  itch  ward.  The  wards  in  which  the  small-pox  cases 
are  now  placed,  being  only  temporarily  used,  do  not  require  special  description.  The  female 
itch  ward  was  formerly  a  refractory  ward.     It  is  a  lean-to,  and  unfit  for  the  sick. 

The  bedding  is  of  flock,  lumpy,  and  in  bad  condition.  No  proper  system  of  teazing  it  is 
adopted.  The  bedsteads  are  of  iron,  and  chiefly  with  sacking  bottoms;  and  in  some  of  the 
rooms,  viz.,  lying-in  room  No.  15,  No.  9,  and  No.  22,  the  most  reprehensible  practice 
occurs  of  placing  beds  only  four  feet  eight  to  five  feet  in  length  for  the  use  of  adults. 

The  furniture  throughout  is  very  meagre,  and  fails  to  give  an  air  of  comfort  to  the  rooms. 
There  are  no  dressers.  The  lockers  are  very  small,  and  made  for  seats,  and,  moreover,  they 
are  not  placed  in  all  the  rooms.  The  night  chairs  are  very  similar  to  them  in  appearance,  and 
are  most  inconvenient  to  the  old  and  feeble,  who  need  the  suppoit  of  an  arm-chair.  The 
tables  are  very  small  and  old.  Many  of  the  chairs  are  old,  and  the  number  too  few.  There 
are  small  medicine  shelves  placed  to  each  bed,  but  not  any  book-shelves.  There  are  a  few 
scieens,  also  capes  and  cotton  nightgowns.  Tiiere  are  no  looking-glasses  nor  bed-trays« 
A  clock  is  placed  on  each  floor.  There  are  pottery  foot-warmers,  but  deficient  in  number; 
and  there  is  a  deficiency  of  bed-pans  and  urinals  for  use  in  bed.  There  are  four  sheets  to 
a  bed  in  the  infirmary ;  and  round  towels  are  supplied  in  sufficient  quantity.  There  are  three 
combs  to  three  wards  of  27  beds,  but  complaints  are  made  of  want  of  soap ;  and  no  pnper  is 
provided  for  the  water-closet.  Mackintosh  sheeting  has  recently  been  supplied  to  the 
labour  beds.     There  are  foot  baths,  but  no  portable  slipper  bath.    There  is  cocoa  fibre 
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matting  in  the  rooms,  and  the  walls  are  tinted.     Several  beds  have  racks,  but  there  are  no         Appendix, 
bed  rests,  and  tins  for  vomits  are  not  supplied.  St  Mary 

We  were  informed  that  bugs  abounded  in  the  bedding  and  the  woodwork ;  but  on  inquiry        Newinotok. 

of  some  of  the  patients,  we  learnt  that  they  had  sometimes  seen  only  one  or  two ;  and  

perhaps  the  general  statement  was  somewhat  exaggerated.  Cleanliness. 

Nearly  all  the  ticks  in  the  lying-in  ward  were  stained. 

The  linen,  furniture,  and  wards  were  clean. 

The  system  adopted  throughout  the  infirmary  to  effect  ventilation,  consists  of  a  ventilator  Ventilation, 
in  the  floor ;  and  two  or  three  ventilators  in  each  side  wall,  from  which  a  channel,  covered 
in  with  perforated  zinc,  extends  across  the  room.  The  first  was  efficient,  so  far  as  it  went ; 
whilst  the  hitter  was  covered  with  paper  in  that  part  which  was  nearest  to  the  outer  wall. 
There  can  be  no  doubt  that  the  ventilators  in  the  ceihng  are  of  no  value  beyond  the  ex- 
ternal openings,  and  they  are  not  sufficient  in  number. 

The  windows  are  made  so  that  whilst  the  lower  sash  is  immovable,  the  upper  falls  down 
by  hinges  ai  the  bottom.  It  opens  by  the  aid  of  sash  weights ;  and  is  so  arran«>ed  .that 
when  open  at  all  it  must  be  opened  fully ;  and,  by  preventing  the  proper  use  of  the  window 
blinds,  allow  the  sun  and  air  to  pour  down  upon  the  l)ed  underneatii.  In  this,  as  in  so 
many  other  aiTangements,  the  absence  of  an  intelligent  and  efficient  superintendent  is  seen, 
but  as  the  master  and  matron  are  leaving,  it  may  be  hoped  that  the  guardiftns  wilt  now 
obtain  efficient  officers. 

There  is  also  an  opening  into  the  chimnev  flue;  but  in  some  cases  it  is  bricked  up. 

All  the  infirmary  rooms  are  very  close  ana  ill  ventilated  at  night. 

The  ventilation  of  all  the  small  buildings,  particularly  of  the  wards  attached  to  the 
receiving  wards,  and  the  two  itch  wards,  is  exceedingly  bad,  whilst  that  of  the  temporary 
infectious  wards  is  very  defective. 

The  ventilation  of  the  small  water-closets  and  sinks  is  bad. 

The  nursing  arrangements  are  unsatisfactory.     Tliere  is  only  one  paid  nurse  to  the  whole  .Norsiog. 
of  the  infirmary,  except  the  male  imbecile  ward,  and  for  the  out  and  distant  buildings 
already  referred  to.     She  had  about  120  patients  under  her  care. 

There  is  a  male  superintendent  of  the  male  imbeciles,  who  has  charge  of  24  inmates  in 
the  imbecile  wards,  tour  in  the  body  of  the  workhouse,  and  three  in  the  infiimary. 

A  pauper  nurse  and  a  helper  are  appointed  to  nearly  all  the  wards,  but  there  is  not  a 
specially  appointed  night  nurse. 

The  paia  nurse  is  presumed  to  give  both  the  medicines  and  the  stimulants.  The  former 
she  usually  effects,  but  sometimes  the  patients  do  not  get  the  medicine  at  the  right  time. 
The  latter  she  so  far  performs  as  to  pour  them  out,  and  place  them  by  the  bedside  of  the 
patients.  She  has  had  reason  to  fear  that  sometimes  the  pauper  nurses  have  taken  some  of 
the  stimulants,  since  she  has  found  them  under  the  influence  of  drink. 

The  medical  officer  has  about  140  persons  upon  his  list,  of  whom  one-half  are  placed 
there  for  dietary  only.  There  is  no  special  dietary  for  the  aged  and  infirm ;  but  one 
should  be  provided  for  them,  as  well  as  lor  imbeciles  and  suckling  women. 

He  attends  at  the  workhouse  daily,  and  twice  a  day  on  about  alternate  days.  Ue  walks 
through  every  ward,  and  speaks  to  about  25  to  30  cases  daily,  including  ihose  wliom  he 
knows  to  be  seriously  ill,  and  all  others  who  desire  it.  He  is  called  to  the  workhouse  at 
night,  perhaps  20  times  in  the  course  of  the  year. 

The  guardians  provide  drugs  and  a  dispenser,  both  for  the  workhouse  and  the  parish. 

His  salary  is  105Z.  yearly,  beside  about  11/.  for  certificates  of  lunacy,  and  permaneiit 
disability  of  paupers.  He  thinks  that  the  salary  should  be  200/.  per  year,  inclusive  of  all 
extras. 

An  additional  paid  day  nurse,  and  a  paid  night  nurse,  are  required  for  the  infirmary ;  aqd 
a  paid  superintendent  day  nurse  should  be  appointed  for  the  body  of  the  workhouse. 

Additional  accommodation  is  needed  for  the  sick.  Pulleys,  padded  rooms,  water-closets, 
lavatories,  baths,  hot  water,  &c.,  are  required.  Whatever  stimulants  and  diet  he  orders 
for  the.  sick  are  provided.  I 

The  ti»»ie  devoted  to  his  duties  is  about  three  liours  daily,  oF  which  about  one-half  is 
spent  in  actual  visits  to  the  sick. 

This  comparatively  new  workhouse  has  probably  a  greater  number  of  defects,  remediable 
and  irremediable,  than  any  other  new  one  in  London,  and  in  \t^  construction,  arrange- 
ment, furnishing,  and  management,  is  amongst  the  least  creditable  to  the  guardians  and 
their  officers. 

The  following  are  the  recommendations  which  I  offer  respecting  it : —  BecommendatieBfi. 

1.  It  is  doubtful  whether  the  wards  in  the  infirmary  can  ever  be  made  Ught,airy,  cheerful, 
and  well  ventilated,  and  be  fit  for  both  day  and  night  rooms. 

It  would  be  better,  if  possible,  to  throw  two  wards  into  one,  in  some  cases,  so  as  to  enlarge 
the  rooms. 

As  additional  accommodation  is  needed,  it  would  be  better  to  build  another  infirmary 
(in  the  rear  of  the  present  one,  probably)  with  rooms  of  proper  dimensions,  and  with  proper 
bathing  and  other  conveniences,  and  retain  the  present  buildin?  for  imbeciles  and  others, 
who  would  use  the  wards  as  dormitories,  and  day  rooms  separately. 

The  interval  between  the  two  buildinus  should  then  be  properly  laid  out  as  yards. 

All  the  cases,  except  such  as  small-pox,  which  are  now  scattered  about  in  small  buildings, 
should  be  brought  together,  and  proper  accommodation  found  for  them. 

2.  Bad)  rooms,  lavatories,  and  additional  water-closets,  should  be  provided  in  the  in- 
3*'2.  D  D  3  firmary 
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firmary  by  building  proiections  at  the  landiDgs  on  each  floor^  and  have  side  wiiidovs  for 
ventilation. 

h.  The  use  of  the  female  venereal  ward  and  the  two  itch  wards  riiould  be  disoontinued* 
Proper  infectious  wardft  and  padded  rooms  should  be  built 

4.  The  ventilation  should  be  universally  improved. 

(A.)  The  ventilators  in  the  ceiling  should  be  opene  i  at  the  side  walls,  and  a  clear 
space  left.  The  inner  opening  of  the  air  brick  should  be  covered  perpendicularly  with 
perforated  zinc. 

(B.)  Air  bricks  are  required,  or  should  be  multiplied,  in  many  of  the  wards,  in- 
cluding the  infectious  wards,  itch  wards,  venereal  wards,  8cc. 

(C.)  The  ventilation  of  the  floors  should  be  increased. 

(D.)  Perforated  glass  should  be  place  J  in  one  of  the  uppermost  paies  of  glass  in  the 
windows  on  both  sides. 

(E.)  Openings  should  be  made  over  each  door,  and  covered  in  with  large  perforated 
zinc. 

(F.)  Windows  are  required  in  the  lyin^-in  room,  in  blank  walls  from  staircases ; 
No.  7,  No.  10,  both  containing  windows,  with  small-pox  cases,  and  to  be  plugged  open; 
female  itch  ward,  &c.     The  skylight  in  the  female  itch  ward  t  >  be  made  to  Oj»en. 

(G.)  The  w'mJows  in  the  water-closets,  and  sinks,  sfa  )uid  be  fixed  open,  or  per- 
forated zinc  placed  in  them. 

(H.)  Openings  are  requhred  in  the  lobby  enclosure  in  the  small-pox  wards. 

(I.)  In  many  rooms  it  will  be  needful  to  bore  holes  in  the  bottom  of  the  doors. 

(J.)  The  passages  and  corridois  should  be  betttr  ventilated. 

6.  Proper  furniture,  comforts,  and  appliances,  should  be  provided  ;  as  dressers,  cupboarda^ 
lockers,  bed  ru^s,  bookshelves,  tables,  benches  with  backs  and  cu«bion«,  arm  chairs  with 
cushions^  rocking  chairs  with  cushions,  in  the  lying-in  ward ;  a  proper  chair  with  large  wheels 
for  the  removal  of  labour  cases^  Mackintosh  sheets,  air  cushions,  water  beds,  bed  paus^  and 
urinals,  warmers,  prints,  useful  and  entertaining  books,  spectdcle-^  for  the  old,  soap«  combs, 
and  brushes ;  large  s«:reea  in  lab :)ur  ward,  fliniiel  nightgowns,  and  games. 

6.  The  position  of  the  labour  and  lying-in  wards  should  be  changed.  The  nurse's  room 
would  be  a  better  labour  ward. 

7.  Hot  water  should  be  distribute!  throughout  the  infirinary  aud  workhouse,  both  iu 
summer  and  winter^  and  the  range  boilers  should  supply  themselves  with  wdter. 

8.  The  present  arra  igemeats  for  nusiug  must  be  trausieat  at  present,  until  the  sick  are 
properly  collected  together;  and  the  number  of  paid  nurses  should  be  increased  to  at  least 
the  exttnt  suggested  by  the  medical  oflSeer  and  nurse.  No  practicable  arrangement  could 
at  preseit  be  satisfactory. 

9.  The  emoluments  of  the  medical  officer  should  be  increased  ;  and  he  should  be  paid  the 
extras  provided  by  the  Poor  Law  Board. 

10.  Greater  cLanliness  should  be  observed  in  reference  to  the  b^ds  in  the  lying-in  ward* 
and  the  destruction  of  bugs. 

11.  The  use  of  the  short  b;:fdsteads  should  instantly  cease,  and  proper  arrangemeuts  sliould 
be  made  to  keep  the  fljck  in  a  soft  state. 

12.  The  bed  cards  slioulJ  contain  the  prescriptions. 

13.  The  windows  throughout  the  infirmary  are  too  high,  and  should  be  lowered. 

14.  Day  rooms,  iu  which  the  meals  might  be  eaten,  and  warming  or  cooking  kitchens 
are  needed. 

16.  The  rooms  are  at  present  greatly  over-crowded,  having  reference  not  only  to  the 
cubical  space,  but  to  the  smallness  of  the  rooms,  and  thereby  the  im  possibility  of  placing  so 
many  beds  as  the  cubical  space  might  allow ;  and  the  following  is  the  number  of  beds 
which  should  be  placed  in  each  ward : — 


No.  of 

Class  of  Inmatet, 

Namber 

No.  of 

Class  of  Inmates, 

ITvmber 

or 

of 

•r 

of 

Ward. 

Purpose  to  which  Appropriated. 

Beds. 

Waid. 

PurpoA  to  which  Appnopriated. 

Beds. 

Innnnary : 

End  of  Maiii  Building: 

— 

Women's  lying-in  ward  - 

4  or  6 

1 

Female  fool  ward   -        -        - 

1 

8 

Ditto    -    ditto  (convalescent 

4  or  6 

2 

Ditto    .    ditto      - 

8  or  4 

ward). 

4 

Wemen'e  flick  waWl 
Ditto    .    ditto 

2  or  8 
4or6 

Detached  Bailduig: 

6 

Ditto    •    :iiitto 

6 

98    • 

Male  foul  ward      ... 

4 

6 

Ditto    -    ditto 

5 



Female  fever  ward  -        -        - 

6or« 

3 

Ditto    -    ditto 

2'or  8 

7 
8 

Ditto    -    ditto 

11    : 

Detached  Bnildiag  : 

10 

Men's  sick   ward 

11 

.^ 

Women^s  itch  ward 

4 

11 

Ditto    -    ditto 

6 

12 
•18 

Ditto     -     ditto 
Ditto    -    ditto 

5 
d 

Main  Soiiding : 

14 

Ditto     -     ditto 

0 

22 

Women's  imbecile  ward  - 

6oi»7 
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Wandsworth 
AND  Ct.apham. 


We  visited  the  Wandsworth  and  Clapham  workhouse  on  the  29th  May  1866,  and  were 
accompanied  by  the  master. 

This  workhouse  is  comparatively  modem,  and  ocoupies  a  large  plot  of  land  in  a  very 
salubrious  locality. 

The  main  body  of  the  workhouse  consists  of  two  blocks  of  building,  which  He  parallel 
to  each  other.  There  is  also  a  third  parallel  block  which  was  formerly  the  infin nary,,  and 
which  is  now  used  for  aged  and  infirm,  and  for  ca^es  after  treatment  in  the  infirmary.. 

The  present  infirmary  lies  at  the  rear  of  all  these  buildings,  and  at  right  angles  to  ihem. 

Hence  the  sick,  properly  so  called,  are  placed  in  a  detached  infirmary ;  whilst  those 
who  have  more  or  less  recovered,  and  others  who,  amongst  the  aged  and  infirm,  a-re  tem- 
porarily ill,  are  not  to  be  found  in  dher  parte  of  the  workhouse. 

Cases  of  fever  and  small  pox  are  always  sent  to  the  hospitals.  Noisy  aaad  dr.n^efous 
lunatics  are  sent  to  the  asylums,  and  only  about  six  lunatics  are  now  in  the  workhouse* 
The  imbeciles  are  not  warded  separately.  The  children  are  sent  to  a  separate  school,  but 
there  are  now  about  70,  of  various  ages,  in  the  workhouse.  Venereal  cases  are  sent  to  the 
Lock  Hospital,  and  only  very  few  are  retained  in  the  workhouse.  These,  and  cases  of 
itch,  when  such  apply,  are  placed  in  two  small  wards  on  the  ground  floor  on  each  side  of 
the  infirmary. 

There  are  not  any  day  rooms  for  the  use  of  the  sick.  There  are  not  any  lavatories, 
properly  so  called,  but  only  very  small  sinks,  upon  which  a  basin  may  be  placed,  and  one 
person  wash  at  a  time.  The  water-closet  accommodation  is  insufficient,  there  being  only 
one  water  closet  on  the  two  upper  floors  for  24  beds  in  two  or  three  rooms.  There  is  only 
one  fixed  bath  for  the  use  of  tJie  infirmary.  Hot  and  cold  water  is  distributed  throughout 
the  buildings,  but  the  supply  of  cold  water  is  insufficient,  a  defect  attributable  j^obably 
to  deficient  size  of  cisterns,  and  to  the  high-pressure  supply. 

The  yards  are  enlivened  by  flower  beds,  but  the  walls  are  much  too  high. 

There  are  in  the  workhouse  524  inmates,  of  whom  76  are  children,  19  are  able-bodied, 
and  224  on  the  medical  officer's  books. 

The  following  are  the  dimensions  of  the  several  sick  wards,  and  of  two  or  three  aged  Size  of  rooms  and 
and  infirm  wards,  taken  as  examples,  with  the  number  of  beds  which  the  rooms  contain :'—  "^^^her  of  beds. 


Number 

ffmnber 

of 

Class  of  Inmates,  or  Purpose  to 

Length. 

Breadth. 

Height. 

of 

Ward. 

which  Appropriated. 

Beds. 

Infirmary : 

Ft. 

in. 

Ft. 

in. 

Ft. 

in. 

100 

Men's  siok  ward  -         -         - 

f      '^ 

—  7 

[        4 

10 

20 

8 

11 

6 

J' 

0 

1 

2 

11 

6 

8 

0 

4 

0 

7 

6 

101 

Men's  sick  ward  .        -        - 

20 

0 

10 

2 

11 

6 

4 

102 

Ditto  *  ditto  -         -         - 

20 

0 

10 

2 

11 

6 

4 

103 

Ditto  -  ditto  ... 

r    16 

—  5 

I—  ^ 

3 

16 

2 

11 

6 

" 

6 

3 

3 

11 

6 

> 

6 

3 

3 

3 

7 

2 

104 

Ditto  -  ditto  - 

f      41 

0 

20 

8 

11 

6 

^ 

—  4 

0 

1 

7 

11 

6 

] 

19 

0 

4 

0 

7 

6 

J 

lOo 

Ditto  -  ditto  ..         -         - 

3 

16 

2      , 

16 

0 

1 

6 

3 

3 

16 

0 

[ 

6 

3 

3 

3 

7 

2 

J 

106 

Ditto  -  ditto  - 

(     20 

4 

20 

8 

11 

6 

+  20 

4 

16 

8 

2 

0 

9 

—  7 

0 

I 

3 

13 

6 

I—  4 

0 

4 

0 

7 

6 

107 

Ditto  -  ditto  ... 

f     20 

4 

20 

8 

11 

6 

<+20 

4 

16 

8 

2 

0 

• 

10 

I—  7 

0 

0 

4 

13 

6 

' 

118 

Women's    sick    ward,   same 
size  as  No.  106. 

- 

- 

- 

- 

• 

• 

9 

119 

Women's  lying-in   convales- 
cent ward,    same  size   as 
No.  107. 

■ 

10 

117 

Women's  laboor  ward,  same 
size  as  No.  106. 

- 

" 

- 

• 

" 

• 

4 

116 

Women's    sick  ward,    same 
size  as  No.  104, 

" 

- 

- 

" 

" 

" 

19 

114 

Women's    sick   ward,    same 
size  as  Nx  103. 

• 

• 

- 

" 

" 

6 

113 

Women's    sick  ward,    same 
size  as  No.  108^, 

4 

37'-^- 
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Nninber 
of 

Class  of  Inmates,  or  Purpose  to 

Lengtb 

. 

Breadth. 

Height 

'. 

Number 
of 

Wandsworth 

Ward. 

which  Appropriated. 

Beds. 

AjiD  Clapham. 

_ 

Infirmary — continued. 

112 

Women's    itch   ward,    same 
size  as  No.  101, 

* 

' 

4 

111 

Women's  sick   ward,    same 
size  as  No.  100, 

Old  Infirmary : 

8 

76 

Men's  infirm  ward 

26 

0 

14 

0 

9 

6 

9 

74 

Ditto  -  ditto  .         -         - 

20 

0 

16 

0 

10 

0 

/ 

76 

Ditto  -  ditto  - 

f     20 

0 

16 

0 

9 

9 

}   ' 

1+20 

0 

12 

0 

2 

0 

78 

Ditto  -  ditto  .         .         - 

r     26 
t+26 

2 

14 

2 

9 

0 

\            « 

2 

10 

10 

1 

8 

/ 

94 

Women's  infirm  ward,  same 
size  as  No.  76. 

" 

" 

" 

* 

" 

■ 

7 

94a 

Women's  infirm  ward  (small 
room  adjoining). 

13 

7 

9 

8 

8 

9 

2 

96 

Women's  infirm  ward  (small 
room  adjoining),  same  size 
as  No.  78. 

,9 

93 

Women's  ditto  -  ditto  same 
size  as  No.  76. 

* 

' 

" 

8 

92 

Women's  ditto  -  ditto   same 
size  as  No.  74. 

Main  Building : 

7 

16 

Women's  infirm  ward  - 

27 

8 

22 

6 

9 

8 

11 

16 

Ditto     -    ditto 

26 

4 

22 

6 

9 

11 

13 

26 

Ditto    -     ditto 

f     27 

8 

23 

4 

9 

6 

\         13 

1+27 

8 

17 

4 

3 

0 

J 

1  " 

Hence  it  appears  that  the  usual  height  and  width  of  the  wards  in  the  infirmary  are  Hi  ft* 
by  13  i  ft.,  and  16  i  ft.  by  20  Jft;  in  the  old  infirmary  9  J  ft.  to  11  }  ft.,  and  lift  to  16tt.; 
and  in  the  body  of  the  workhouse  9  J  ft  to  12  J  ft,  and  17  to  23  ft 

The  floor  space  and  cubical  space,  allotted  to  each  bed,  are  as  follows  :— 


No. 

of 

Ward. 


Class  of  Inmates,  op  Purpose  to  which  Appropriated. 


Floor  Space 

Allowed  to  Bach 

Person. 


100 
101 
102 
108 
104 
106 
106 
107 

118 
119 
117 
116 
114 
113 
112 
111 


76 

74 

76 

78 

94 

94a 

96 

93 

92 


16 
16 
-26 


Infirmary : 

Men's  sick    ward          .  -  .  - 

Ditto    -    ditto           .  -  .  - 

Ditto     -    ditto          .  -  -  - 

Ditto     -     ditto           -  .  .  - 

Ditto     -     ditto           -  .  -  - 

Ditto     -     ditto           .  .  -  - 

Ditto     -    ditto          -  .  -  - 

Ditto     -     ditto           -  -  -  - 

Women's  sick  ward        -  -  -  - 
Women's  lying-in  convalescent  ward 

Women's  laboar  ward     .  -  -  - 

Women's  sick  ward         -  .  - 

Ditto     -     ditto           .  .  .  - 

Ditto    -     ditto           .  -  .  - 

Women's  itch  ward        -  .  -  - 

Women's  sick  ward         .  -  -        - 

Old  Infirmary : 

Men's  infirm  ward          .  -  -         - 

Ditto     -     ditto           -  -  -        . 

Ditto     -     ditto           .  -  .         - 

Ditto     -    ditto           .  1  -         . 

Women's  infirm  ward     -  -  -        - 
Women's  infirm  ward  (small  room  adjoining) 

Ditto     .     -     -     ditto  -     -  -     ditto 

Ditto     -     -     -    ditto  -     -  -     ditto 

Ditto     -     -     -     ditto  -     -  ;     ditto 

Main  Building : 

Women's  infirm  ward     -  .  -         - 

Ditto       -      ditto      -  -  -        - 

Ditto       •       ditto       -  -  -        - 


Sup.  ft. 


48 
61 
61 
43 
48 
43 
44 
42 

44 

42 
64 
43 
43 
61 
61 
48 


40 
46 
46 
41 
46 
66 
41 
46 
46 


66 
45 
60 


Cubical  Space 

Allowed  to  Bach 

Person. 


Cuh.fi. 


662 

684 
684 
606 
600 
712 
686 
648 

686 
648 
890 
600 
606 
684 
684 
662 


384 
467 
614 
423 
614 
674 
423 
432 
457 


647 
462 

678 
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Hence  the  usual  floor  space  and  cubical  space  in  the  infirmary  is  42  to  51  superficial  Appendix. 

feet,  and  500  to  712  cubic  feet ;  and  in  other  parts  41  to  56  superficial  feet  and  384  to  578  

cubic  feet,  and  in  six  wards  the  latter   is  less  than  that  required  by  the  Poor  Law  Wandsworth 

Board.  ^^^  Clapham. 

The  size  and  appearance  of  the  wards  is  generally  speaking  good.  The  wards  Nos.  104  General  character 
and  116  are  the  oest,  since  the  room  is  of  the  size  of  the  two  rooms  above,  and  of  the  of  words, 
three  below  it.  They  have  windows  on  both  sides,  and  are  sufficiently  wide  and  lofty, 
and  consequently  are  light  and  cheerful,  llie  division  of  this  space  underneath  into  three 
rooms  by  H  partitions  lessens  the  value  of  the  whole.  In  the  two  rooms  thus  placed  side 
by  side  there  is  an  intervening  blank  wall,  and  both  are  narrow,  and  neither  of  them 
cheerfuL 

The  division  of  the  same  space  above  into  two  rooms  still  permits  two  fairly  good  rooms, 
each  having  windows  on  both  sides.  The  small  room  (No.  114)  on  each  side  of  the  build- 
ing, which  is  situate  at  the  back,  is  not  cheerful. 

The  chief  defect  in  the  rooms  is  the  height  of  the  windows  from  the  floor,  so  that  the 
tallest  person  cannot  look  out  of  some  of  them ;  as,  for  example.  No.  1 14.  This  gives  them 
the  appearance  of  a  well,  or  prison  cell,  and  prevents  the  appearance  of  lightness  and 
cheerfulness  which  would  exist  if  the  windows  were  properly  placed. 

The  water-closets  are  built  in  the  wards  adjoining  the  passages  by  brickwork  and  wooden 
frames. 

The  wards  in  the  old  infirmary  are  narrower  and  less  lofty,  but,  as  they  have  windows  on 
both  sides,  they  are  fairly  light  and  cheerful. 

The  wards  in  the  body  of  the  workhouse  are  wide  and  of  fair  height,  and  are  light  and 
cheerfuL 

The  bedding  is  of  flock,  upon  cocoa  fibre  mattresses  and  iron  bedsteads,  with,  for  the  Bedding  and  fur- 
most  part,  nearly  rigid  broad  iron  bands.     The  flock  is  deficient  in  quantity,  and  is  imi-  niture. 
versaUy  lumpy.     No  proper  system  of  teazing  the  flock  is  adopted,  and  it  is  onlv  the  pre- 
sence of  the  mattresses,  which,  with  this  defect  and  the  rigid  bedsteads,  allows  the  beds  to 
be  tolerable. 

There  is,  in  general,  a  deficiency  of  furniture,  since  there  are  not  any  dressers,  properly 
80  called,  in  the  infirmary ;  neither  are  there  any  lockers,  but  only  one  or  two  small  cup- 
boards in  each  ward.  A  very  narrow  shelf  runs  round  the  room,  which  is  used  for  medi- 
cine and  books,  and  similar  purposes.  Looking  glasses  are  supplied  to  the  women's  wards, 
and  in  future  they  will  be  placed,  I  believe,  in  the  men's  wards.  There  are  no  prints, 
bed  trays,  or  games ;  but  some  foot  and  chest  warmers,  capes,  shawls,  water  cushions, 
chairs,  and  foot  tubs  are  found,  whilst  two  round  towels  and  some  tea  cloths  are  supplied 
thrice  a  week,  and  two  combs,  a  piece  of  soap,  but  no  brush,  to  a  ward. 

Illustrated  periodicals  are  not  supplied  by  the  guardians,  but  others  give  a  few  copies 
and  some  tracts  weekly.  There  is  a  deficiency  in  entertaining  books.  W^ooden  bowls,  as 
well  as  metal  basins,  are  still  used  here  for  washing,  and  are  very  small.  Pottery  plates 
and  mugs  are  used,  but  the  soup  is  served  in  large  tin  pannikins.  There  is  one  hip  bath, 
but  no  slipper  bath,  for  the  infirmary.     Seven  excellent  hair  bed  rests  are  supplied. 

Every  part  of  the  buildings  was  clean.  CleanlineM. 

^  There  are  four  air- bricks  in  the  upper  part  of  the  walls,  which  communicate  with  outer   Ventilation, 
air-bricks,  and  a  similar  number  exist  at  the  bottom.     The  upper  ones  have  gratings  on 
the  inside,  and  are  for  the  most  part  open,  whilst  tliose  at  the  bottom  are  covered  in  with 
perforated  zinc,  which  has  been  painted  over,  or  by  shutters  only,  which  are  almost  uni- 
.  yersally  closed. 

In  the  partition  wall  between  two  of  the  female  rooms  already  mentioned  there  are  air- 
bricks. 

There  are  also  openings  in  the  ceiling  of  such  rooms  as  are  built  in  the  roof,  but  they 
are  covered  with  wooden  shutters,  and  are  generally  closed.  There  are  not  any  ventila- 
tors in  the  floors  of  the  infirmary. 

The  new  part  of  the  nuiin  body  of  the  workhouse,  containing  wards  Nos.  15,  16,  &c., 
have  no  ventilators  of  any  kind  in  the  front  wall,  but  there  are  perforated  zinc  frames  in 
this  and  in  the  old  infirmary  building. 

I  cannot  doubt,  notwithstanding  these  arrangements,  that  the  ventilation  is  generally 
defective.  The  great  heignt  of  the  windows  and  the  ventilators  in  the  ceiling  of  some  of 
the  wards,  as  No.  114,  with  the  fewness  of  the  open  air-bricks,  the  closure  of  the  venti- 
lators at  the  bottom  of  the  floors,  and  the  absence  of  this  kind  of  ventilation  in  the  new 
wing,  are  opposed  to  good  ventilation. 

The  ventilation  is  further  impeded  by  a  wooden  lobby  projecting  into  the  room  of  the 
infirmary,  which  is  closed  in  at  the  top,  and  prevents  ventilation  from  the  passages. 
That  of  the  water  closet  is  also  very  defective,  atid  no  special  arrargennen^s  oist  for  the 
ventilation  of  the  comdors. 

372.  E  E  Certain 
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Wandsworth 
AND  Clapiiam. 


Nursing. 


Medical  officer. 


RecommendatioDp. 


Certain  of  the  rooms,  as  No.  114,  were  close,  even  at  the  time  of  our  visit. 

There  are  onl^  two  paid  nurses  for  the  whole  workhouse,  one  of  whom  is  chief,  and 
the  other  her  assistant,  and  they  are  not  each  allotted  to  particular  wards.  They  pour  out 
the  stimulants,  and  give  them  into  the  charge  of  the  patients. 

The  pauper  nurses  cannot  read ;  and  when  they  give  the  medicines,  it  is  chiefly  from 
verbal  directions. 

The  medical  oflScer  is  assisted  by  his  son,  and  pays  a  daily  visit  to  the  workhouse. 
Thrice  a  week  he  sees  every  case  in  the  new  infirmary ;  once  a  week  he  sees  those  in  the 
old  infirmary ;  and  about  once  a  fortnight  the  inmates  in  the  body  of  the  workhouse. 
The  number  upon  his  books  is  about  280,  of  whom  about  120  are  entered  solely  for 
diet  He  sees  about  160  at  each  visit  in  the  infirmary,  and  20  to  30  at  the  surgery. 
The  time  occupied  is  about  IJ  hours  daily  in  paying  the  visits,  and  about  half  an  hour 
in  dispensing  the  medicines.  The  guardians  find  all  drugs,  and  pay  the  medical  oflScer 
100/.  a^year,  and  30/.  per  year  for  extras,  whilst  the  latter  dispenses  the  medicines. 
He^  is  of  opinion  that  the  guardians  should  provide  a  dispenser,  who  might  perform  other 
duties  also;  and  pay  the  medical  officer  120 /.  per  year,  and  extras. 

Besides  a  superintending  nurse  for  the  whole  establishment,  there  should  be  two  paid 
day  nurses  and  one  paid  night  nurse  for  the  new  infirmary,  and  one  paid  day  nurse  for 
the  old  infirmary.     The  ventilation  is  fairly  good,  and  the  sick  cases  do  well. 

The  following  are  the  recommendations  which  I  offer  in  reference  to  this  work- 
house :  — 

1.  The  ventilation  of  the  infirmary  should  be  improved. 

(A.)  Take  away  all  doors  to  ventilators,  and  substitute  perforated  zinc ;  and  in  the 
lofty  rooms  a  piece  of  perforated  zinc  must  be  placed  across  the  window  at  the  top> 
and  the  window  plugged  open  one  inch. 

(B.)  Open  the  lobbies  at  the  top;  or,  still  better,  take  them  away,  and  substi- 
tuting screens. 

(C.)  Open  the  windows  in  the  water-closet,  or  put  in  perforated  zinc;  and  bore 
holes  in  the  doors,  both  at  the  top  and  bottom. 

(D.)  Put  in  perforated  glass  into  the  staircase  windows. 

(E.)  Cover  the  lower  half  of  the  perforated  zinc  panes,  and  leave  the  upper  half 
open. 

(F.)  Insert  ventilators  in  the  front  walls  of  the  new  wing. 

(G.)  Make  openings  over  the  doors,  and  cover  them  with  perforated  rinc. 

2.  Lower  the  walls  of  the  infirmary  yards,  and  add  open  railings.  Also  build  a  shed,  or 
verandah. 

3.  Place  proper  lavatory,  water-closet,  and  bathing  accommodation,  on  each  floor;  and 
remove  the  water-closets  from  the  rooms. 

4.  Supply  defects  in  furniture  and  comfoi'ts,  as  dressers,  lockers  (between  each  two 
beds),  book-shelves,  bed-trays,  arm-chairs,  ni^ht-chairs  with  arms,  cushions,  benches  with 
backs  and  cushions,  rocking-chairs  with  cushions  in  the  lying-in  ward ;  prints,  illustrated 
periodicals,  interesting  books ;  more  and  larger  foot  and  chest  warmers,  proper  moveable 
slipper-batlis  and  foot-baths^  pottery  wash-hand  basins,  instead  of  small  wooden  bowls,  and 
a  comb  and  brush  to  each  sick  person. 

The  flock  beds  should  be  perfectly  teazed ;  and  bedsteads  with  elastic  laths  should  be 
provided  as  soon  as  possible.     Bedsteads  with  racks  are  also  required. 

5.  A  proper  warm  kitchen,  for  warming  and  cooking  certain  kinds  of  food,  is  required ; 
and  better  arrangements  should  be  made  tor  the  food  to  be  hot  when  the  patients  eat  it. 

6.  The  paid  nurses  should  administer  both  the  medicine  and  the  stimulants. 

The  number  of  paid  nurses  should  be  increased  in  the  manner  suggested  by  the  medical 
officer. 

7.  The  medical  officer  should  see  every  case  in  the  new  infirmary  daily,  those  in  the 
old  infirmary  and  the  ordinary  wards  throughout  the  workhouse  more  frequently  than  at 
present.  A  dispenser  should  be  provided  by  the  guardians,  and  the  salary  of  the  medical 
officer  should  be  increased. 

8.  It  is  desirable  that  cases  of  itch  and  venereal  disease  should  be  kept  further  apart 
from  the  ordinary  sick  cases ;  and  if  they  were  removed  from  their  present  wards,  the 
partition  wall  between  the  rooms  should  be  pulled  down ;  and,  unless  there  are  special 
reasons  to  the  contrary,  all  the  three  rooms  on  the  ground  floor  should  be  made  into  one. 

9.  The  labour-room  is  too  distant  from  the  lying-in  ward. 
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No. 

of 

Ward. 

Class  of  Inmates,  or  Purpose 
which  Appropriated. 

to 

No. 

of 

Beds. 

No. 

of 

Ward. 

Class  of  Inmates,  or  Purpose  to 
which  Appropriated. 

No. 

of 

fieds. 

Wandsworth 

AND   CLArHAM 

Infirmary : 

Old  Infirmary : 

100 

Men's  sick  ward     - 

6or7 

75 

Men's  infirm  ward  ... 

6 

101 

Ditto  -  ditto 

8 

74 

Ditto    -   ditto    ... 

6 

102 

Ditto  -  ditto 

8 

76 

Ditto    -  ditto    ... 

5 

108 

Ditto  •  ditto      - 

2or8 

78 

Ditto    -    ditto    ... 

6 

104 
106 

Ditto  -  ditto      - 
Ditto  -  ditto       - 

14 
2  or  8 

94 

Women's  infirm  ward 

5 

106 

Ditto  -  ditto       - 

6  or  7 

94  a 

Women's    infirm  ward   (small 

2 

107 

Ditto  -  ditto 

6or7 

room  adjoining.) 

118 

Women's  sick  ward 

6  or  7 

96 

Ditto     -     ditto  - 

6 

119 

Women's  lying-in  convalescent 

6 

98 

Ditto     -     ditto 

6 

ward. 

92 

Ditto    .     ditto  ... 

6 

117 

Women's  labour  ward 

. 

2 

116 

Women's  sick  ward 

» 

14 

114 

Ditto  -  ditto       - 

- 

2ord 

Main  Building  : 

118 

Ditto  -  ditto 

- 

8 

16 

Women's  infirm  ward 

9  or  10 

112 

Women's  itch  ward 

- 

8 

16 

Ditto     -     ditto  ... 

9  or  10 

111 

Women's  sick  ward 

6  or  7 

26 

Ditto     .     ditto  ... 

10 

HA 

.MP 

).  39. 
STE 

AD. 

Hampstbad. 


We  visited  the  Hampstead  workhouse  on  the  30th  May  1866^  and  were  accompanied 
by  the  master  and  medical  officer.  

It  is  admirably  situate^  on  very  high  ground,  and  in  a  most  salubrious  locality. 

The  building  in  its  present  state  has  existed  for  about  17  years,  but  some  parts  of,  and 
its  general  plan  of  construction,  date  from  a  much  earlier  period.  It  consists  mainly  of 
one  building,  which  contains  nearly  all  the  inmates  of  the  workhouse,  the  chief  offices, 
and  the  offices  of  the  magistrates  and  parish  authorities.  There  is  a  small  block  of 
buildings  in  the  rear,  devoted  to  the  relieving  officer  and  his  duties,  and  containing  also 
receiving  and  infectious  wards. 

Hence  there  is  not  a  detached  infirmary,  and  the  sick  are  placed  chiefly  in  three  special 
wards  in  the  body  of  the  workhouse,  known  as  the  infirm  wiu^,  surreal  ward,  and  sick  or   . 
medical  ward.     The  infectious  wards  are  used  rather  for  suspicious  cases,  and  for  the 
purpose  of  separation,  than  for  infectious  cases. 

Cases  of  fever,  small-pox,  and  venereal  disease  are  seht  to  the  hospitals.  If  a  case  of 
either  of  the  former  were  retained,  even  for  a  day,  it  would  be  placed  in  the  infectious 
ward,  and  only  doubtful  cases  of  the  latter  are  ever  admitted.  Noisy  and  dangerous 
lunatics  are  sent  to  the  asylum,  and  there  are  only  seven  cases  of  imbeciles  in  the 
workhouse. 

There  are  no  day-rooms  for  the  sick.  Water-closets,  baths,  and  lavatories  have  recently 
been  erected  in  the  corridors,  and  hot  and  cold  water  is  found  in  all  the  sick  rooms. 

There  are  now  112  inmates,  of  whom  24  are  able-bodied,  81  aged  and  infirm,  and  seven 
children.     Of  the  whole  about  90  are  on  the  medical  officer's  books. 

The  following  are  the  dimensions  of  the  several  sick  rooms,  with  the  number  of  beds  now   Siae  of  rooms  and 
found  in  each  ward :  nmuber  of  beds. 


No. 

of 

Ward. 

Class  of  iDmatee,  or  Purpose  to 
which  Appropriated. 

Length. 

Breadth. 

Height 

Naniber 

of 
Beds. 

In  Principal  Building : 

Ft.  in. 

Ft.  in. 

Ft,  in. 

8 

Women's  sick  ward     - 

28     6 

17     8 

9  11 

8 

7 

Ditto    •     ditto 

28     5 

17  10 

9  11 

8 

6 

Ditto    -     ditto 

28     6 

17  10 

10     0 

8 

Women's  lying-in-ward 

22     4 

9  11 

10     0 

4 

6 

Children's  sick  ward    - 

11     8 

9  11 

10     0 

3 

1 

Men*s  sick  ward 

28     6 

17     9 

10     1 

8 

2 

Ditto  -  ditto  ... 

29     0 

16     5 

10     0 

9 

8 

Ditto  -  ditto  ... 
In  Detached  Building : 

16     9 

9  11 

10     1 

3 

12 

Women's  infectious  ward 

24  11 

10     8 

10     2 

3 

10 

Men's  infectious  ward 

24  11 

10     8 

10     2 

8 
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Hampstk^d, 


General  character 
of  wards. 


Bedding  and  fur- 
niture. 


CIeaAline»s. 
Ventilation. 


Hence  it  appears  that  in  the  sick  wards  the  usual  width  and  height  are  10  feet>  and  10 
to  17  J  feet 

The  floor  space  and  cubical  space  allotted  to  each  bed  are  as  follow : — 


No. 

of 

Ward. 


Cktfs  of  lamateB,  or  Parpose  to  which  Appropriated. 


Floor  Space 
allowed  to  each 
Penion. 


8 
7 

6 
1 

2 

3 


12 
10 


In  Principal  Building : 

Women's  sick  ward 

Ditto    -    ditto 

Ditto    -     ditto 
Women's  lyingp-in-ward 
Children's  sick  ward 
Men's  sick  ward     ■: 

Ditto  -  ditto      - 

Ditto  -  ditto     - 

In  Detached  Building 

Women'9  infectious  ward 
Men's  infectious  ward    - 


Sup,  Feet. 

63 
63 
63 
55 
56 
63 
50 
55 


89 

89 


Cubical  Space 

allowed  to  each 

Person. 


Cub.  Feet 

622 
628 
633 
554 
558 
636 
497 
558 


001 
901 


Thus  the  usual  floor  space  and  cubical  space  in  the  principal  wards  is  50  to  63  superficial 
feet,  and  497  to  636  cubic  feet ;  and  in  one  ward  the  latter  is  scarcely  less  than  that  required 
hj  the  Poor  Law  Board, 

The  size  of  the  sick  rooms,  generally  speaking,  is  not  objectionable ;  but  as  the  outer 
windows  are  at  the  end,  and  the  only  other  source  of  light  is  a  small  fanlight  over  the 
corridor  door,  they  are  not  so  light,  airy,  and  cheerful,  even  at  this  season  of  the  year,  as 
is  desirable,  and  in  the -winter  season  must  be  dark. 

The  other  rooms  are  too  narrow ;  and  they  also  have  windows  on  one  side  only.  The 
new  lying-in  ward  and  children's  sick  room  are  much  too  small. 

The  infectious  wards  are  small  and  very  narrow,  and  having  small  windows  are  not 
light,  airy,  and  cheerful. 

There  is  a  cwridor  running  the  length  of  the  building,  but  it  is  closed  in  at  tne  top  by 
glass,  and  is  not  wholly  open  at  the  ends.     It  is  irregular  in  form. 

The  bedding  is  of  cocoa  fibre,  upon  iron  bedsteads  with  sacking,  and  is  not  so  frequendy 

Sicked,  and  thereby  kept  in  so  elastic  a  condition,  as  is  desirable ;  but  the  sacking,  in  a 
egree,  lessens  this  evil. 
There  are  cupboards,  a  few  dressers,  night-stools  without  arms,  arm-chairs,  shawls  and 
flannel  gowns,  air  beds,  air  cushions  and  waterproof  sheeting,  bed-pans,  foot  warmers,  a 
few  prints,  a  clock,  &c. ;   but  no  lockers  or  bookshelves.      Four  white  basins,  and  one 
brush,  are  used  for  two  female  wards.     Each  person  has  a  separate  towel  provided  by  the 

fuardians  and  a  comb  of  their  own  or  of  the  guardians.  Some  of  the  inmates  have  their  own 
rush.  Soap  is  supplied  to  the  ward  as  a  whole.  Spectacles  are  given  where  required. 
There  is  a  library ;  and  we  saw  a  few  books.  Illustrated  periodicals  are  given  by  bene- 
volent persons. 

There  are  one  or  two  unusual  things  in  the  wards.  A  narrow  rack  runs  round  the  whole 
ward  which  is  divided  into  compartments  to  hold  a  board,  on  which  the  prescription  paper, 
medicine,  and  wine,  are  placed,  and  which  may  be  removed  at  pleasure,  all  round  the 
room.  The  night-stool  in  the  male  wards  has  also  a  white  wash-hand  basin  placed  as  a 
cover  to  the  pan ;  and  which  is  used  as  a  wash-hand  basin.  The  lower  part  of  the  night 
stool  opens  in  front,  and  contains  various  articles,  as  shoes,  &c. 

The  most  perfect  cleanliness  was  found  everywhere  throughout  the  building. 

The  ventilation  of  the  workhouse  is  very  defective,  and  although  efforts  have  been  made 
to  improve  it,  the  construction  of  the  buildings  has  prevented  satisfactory  results. 

It  has  been  already  stated  that  there  are  outer  windows  at  one  end,  and  an  imperfectly 
arranged  corridor  at  the  other,  and  between  them  the  wards  extends  nearly  30  feet. 
Moreover,  in  all  the  top  rooms  the  windows  are  small  and  low  ;  and  leave  a  considerable 
space  vacant  between  the  top  and  the  ceiling.  Hence  it  will  alwavs  be  difficult  to  effect 
a  proper  movement  of  the  air  from  the  corridor  to  the  windows.  At  present  the  ventila- 
tion practically  depends  upon  the  windows,  and  as  the  outer  windows  must  be  closed  at 
night,  the  fanlights  into  the  corridor  have  been  judiciously  fiftstened  open*  There  are, 
however,  two  otner  plans,  which  have  been  adopted,  one  of  which  has  not  been  without 
benefit,  viz.,  ventilation  into  the  roof  in  the  in  the  upper  rooms,  and  the  application  of 
Watson's  syphon  tubes  in  the  middle  rooms.  In  the  former  there  is  a  circular  ventilator 
in  the  ceiling,  which,  as  it  allows  too  large  a  current  of  air  to  enter  at  once,  is  closed ; 
and  a  lattice-work  opening  into  the  roof  from  the  corridor.  The  latter  have  not  been 
found  effectual,  and  are  ill  placed. 

The  new  water-closets  and  sinks  have  been  so  placed  that  a  direct  current  of  air  cannot 
be  passed  through  them,  and  are  now  partly,  and  were  until  very  recently  entirely,  closed 
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b  by  wood  and  glass.     Thej  are^  moreover^  too  narrow,  and  are  like  narrow  and  deep         Appendix, 
cupboard  or  wells.  ^        ^    ^  

llie  corridor  is  not  an  efficient  ventilator,  since  it  is  not  open  at  the  ends  directly  to       Hampstead. 

the  outside,  but  only  at  an  angle  to  a  small  outer  door,  and  since  it  is  not  open  to  the  air 

above. 

A  new  lying-in  room,  and  children's  nursery,  have  been  made  without  any  special 
ventilator,  except  the  fanlights.  On  one  side  a  folding  wooden  partition  has  been 
placed,  which  wnenever  in  use  would  be  closed,  and  farther  lessen  the  ventilation. 

Hence,  notwithstanding  the  efforts  which  have  been  made  to  improve  the  ventilation, 
they  have  not  been  intelligentiy  directed. 

The  paid  nurse,  who  appeared  to  be  a  very  intelligent  person,  stated  that  the  ventilation 
in  the  women's  wards  was  not  bad ;  and  that  the  smell  at  night  was  scarcely  more  than 
that  of  an  ordinaiy  bedroom. 

The  medical  omcer  was  of  opinion  that  the  ventilation  was  very  bad. 

A  paid  nurse  from  St.  Thomas'  has  recentiy  been  appointed  at  a  salary  of  25  L  per  year.  Nuning. 
She  has  charge  of  all  the  sick  wards. 

The  medi^  officer  has  held  his  present  position  for  about  a  year ;  and,  in  addition  to  Medical  officer. 
the  workhouse,  he  has  a  district     He  keeps  an  assistant,  but,  so  far  as  the  workhouse  is 
concerned,  only  for  dispensing. 

His  duty  is  to  attend  at  the  workhouse  on  alternate  days;  but  he  attends  more  fre- 
quentiy,  and  nearly  daily.  He  usually  visits  every  wwrd  at  each  time,  but  sometimes  he 
condudes  his  visits  of  the  whole  on  the  following  day.  Ni^ht  visits  are  very  rare ;  perhaps 
six  times  a  year.  He  sees  about  36  cases  at  each  visit ;  and  from  one  to  three  hours 
(average  perhaps  two  hours)  are  devoted  to  the  duties  on  each  occasion.  There  are  upon 
his  bod^  67  sicx,  and  24,  amount  the  aged  and  infirm,  for  diet. 

His  salary  is  40/.  for  the  workhouse,  and  100/.  for  the  district;  and  he  finds  all  the 
drugs  and  tne  dispenser.  He  is  of  opinion  that,  imder  another  arrangement,  the  ^ardians 
shomd  find  drugs  and  a  dispenser,  both  for  the  workhouse  and  tiie  district,  and  tiie  salary 
(in  addition  to  this)  for  the  workhouse  should  be  100  L  per  year,  witii  extras  for  mid- 
wifery. 

In  addition  to  tiie  present  paid  nurse,  there  should  be  a  paid  night  nurse. 

Many  of  the  wards,  and  particularly  the  infectious  wards,  are  unsatisfactory.  He  said 
that  the  cases  do  not  do  as  well  in  the  workhouse  as  out  of  it ;  and  that  he  had  known 
instances  of  persons  dying  poisoned  from  their  own  emanations  and  that  of  others.  This 
latter  statement  is  one  which  reflects  most  gravely  upon  the  guardians,  and  should,  if 
proved,  receive  their  earnest  attention ;  but  nothing  was  presented  to  my  notice  which 
would  have  led  me  to  infer  the  possibility  of  such  a  result 

The  following  are  the  recommendations  which  I  make  in  reference  to  this  workhouse :      Reconunendations. 

1.  The  first  attention  should  be  ^ven  to  the  subject  of  ventilation. 

(A.)  The  windows  in  the  upper  rooms  should  be  raised  the  height  of  one  pane. 

(B.)  Two  or  more  ventilators  should  be  placed  in  each  ceiling,  and  covered  with 
perforated  zinc 

(C.)  Circular  ventilators,  10  inches  in  diameter,  should  be  placed  in  the  floor,  and 
kept  open. 

(D.)  Both  of  the  two  latter  should  communicate  with  tiie  outer  air  by  air-bricks. 

(E.)  Air-bricks,  9  in.  by  6  in.,  covered  with  perforated  zinc,  should  be  placed  in  the 
outer  walls,  over  the  windows ;  and  others,  12  in.  by  6  in.,  should  be  placed  at  the  top  of 
each  partition  waU. 

Air-bricks,  to  admit  air  from  the  corridors,  are  required  at  the  bottom  of  the  rooms. 

(F.)  Windows  dioidd  be  opened  into  each  room  from  the  corridor,  and  fixed  open 
to  a  small  extent. 

(G.)  Holes  should  be  bored  into  the  bottom  of  the  doors  of  the  wards  and  the  water 
closets  and  sinks. 

iH.)  The  water-closets  and  sinks  should  have  the  enclosures  cut  down,  or  opened 
ow  as  possible. 

Air-bricks  should  be  inserted,  and  a  free  circulation  of  air  in  all  directions  must  be 
eflected,  both  at  the  top,  and  at  the  bottom  of  the  closets. 

(I.)  The  corridors  should  have  louvre  shutters  running  along  the  top,  with  ^ 
skylight  placed  horizontally ;  and  a  direct  opening  to  the  outer  air,  in  the  (Erection  of 
the  corriaor,  should  be  eflected  at  each  end.  Without  these  alterations,  no  sufficient 
improvement  in  the  ventilation  can  be  effected. 

(K.)  Air-bricks  are  needed  in  the  front  wall  of  the  lying-in  ward,  and  openings 
should  be  made  in  the  folding  partition. 

(L.^  The  proper  course,  with  regard  to  the  infectious  wards,  is  to  throw  down  the 
partition  wall,  and  make  the  two  rooms  into  one.  If,  however,  each  be  used  for  one 
or  two  cases  only,  and  that  temporarily,  it  may  suffice  to  have  the  present  windows 
raised,  a  new  wii^dow  put  in  at  the  end,  and  a  ventilating  window  on  the  staircase, 
with  air-brick  ventilators,  covered  witii  perforated  zinc,  at  the  top  and  bottom  of  the 
partition  wall. 

The  water-closet  adjoining  must  be  properly  ventilated. 
372.  F  P  2.  A  paid 
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Appendix.  2.  A  paid  night  Burs«  shoaU  be  ^ipoiiifced^ 


3^  A  re-^^iwpgei?«^nt  with  <he  pfiedicaJ  offioe.r  should  \^  effeeted  at  9  oonvwieat  period,  bo 
t^t  ije  giw<i5^W  ^wy  prpyide  dxuga  s^d  a  (ji8pw»Qr|,aad<ihe.flaedicar  office  attend  daily. 

4.  More  acoonmipdatipn  for  the,  sick  is  needed. 

A  better  lyh|g-in  room  and  nnrsery  are  reqrired^  a»  alM  w«rd»  where^  offmnw  caics 
^m  be  kept  s^arate  from  the  others. 

5.  hmhm,  iU^^^wted  perfodMsafe  *€p*.  Wfirwfiys.  lofdqnjf^Uwie^  xqoki^-chaiw.  for 
the  lying-in  ward,  and  other  articles  of  fumitore  av^  needed* 

6.  The  following  is  the  uumber  of  beds  whifeh  ahonld  beplaced^ih  ^ch  w«rd  r 


No. 
of 

ClaM  of  IiiioMi%  or  ^vpoM  tot 
wtdch  ApproprUteclr 

No. 
of 

,    Nf, 
of 
Wai4, 

CltAI  ^fUnali^  «^  INspopetpi 

Be*. 

8 
7 
6 

6 

In  Principal  Building: 

Women's  sick  ward 

Ditto  -  ditto       ... 

Ditto  -  ditto      -        ^        . 
Women's  lying-in  ward  - 
Children's  sick  ward 

8 
8 
8 
8 
2 

1 
2 
8 

12 

10 

Men'asipk  ward     .        -        * 
Ditto  -  ditto      ...       % 
Ditto  •  ditto       •        •        - 

In  Detached  Baildii^t 

Womea's  infectiooa  ward 
M Ws  infeotiooa  ward     • 

.      8 

7 
2 

2.  or  8 
2Qr$ 

No.  40. 
WEST  LONDON. 


West  Londok. 


We  visited  the  West  London  Workhonse  on  the  31st  May  1866,  and  were  aeoonlpQiueJ 
by  the  master  and  the  deputy  medical  officer. 

This  workhouse,  which  is  situate  on  a  large  plot  of  bmd  in  a  salubrious  localifr,  has 
been  so  recently  builli,  that  it  baa  been  opeim  only  a  fsw  monthfl^and  the  intanial  detaib 
are  still  in  pi^oce^e  of  arrangement 

It  consists  of  a  large  main  building  in  which  the  offices^  officen>  able^boAed,  i^ed  and 
infirm,  and  some  purely  sick  cases  are  placed ;  of  detached  lunacy  wards,  and  c^a  principal 
and  back  infirmary  for  the  side. 

Hence  the  ock  cases  npoi^  t]ie  books  of  tbc^  mcdioiil  officer  ara  fpwd'  in  thoi  two  in- 
firmaries, in  the  lunacy  wards,  in  one  sick  wai^  for  women,  aiyl  in  the  sey^ral  infiro^Nwards 
in  the  body  of  the  workhouse. 

The  back  infirmary  was  built  for  infectious  cases,  but  cases  of  fewi^  «■&  Binjlpear  are 
seat  to  the  hospifcals,  and  the  wards  are  used  £oc  other  claasesi^ 

Cases  of  venereal  disease  are  retained,  and  treated  in  the  biu^k  infiftnary,  Ko&ty  and 
dangerous  cases  of  lunacy  are  sent  to  the  asylum,  but  they  may  be  retained  for  24  or  48 
hours  in  trtmsUu.  There  are  not  any  padded'  roona.  Siol  luoacy  caeea.  asa  tiDcated  in 
the  lunacy  wards. 

The  children  M^jdaced  in  sepu*ate  schools,  exeepi  those  wlroai^veryyouz^OK  sick,  atid 
the^  latter,  sufferi|ig  from  eye  disease,  itch,  or  other  disease^  «re  tact»ted  tit.  4i0  back 
infirmary. 

Xhere  mre  not  any  day-rooms  for  the  sick,  i^ihough  aome.itt  the  infinnajrjiit  aa  Koe.  Id 
and  29,  were  built  for  day-rooms.,  There  are.  batlia,  witii  hot  and  cold  watSTj  ojLeflJph  floor } 
but  as  there  is  a  deficiency  of  cupbo^irds,  an<l  np.  witter-shootSj  tho  room  i&  occupied  by 
buckets  and  other  utensils,  and  dirty  wi^t^r  is  emptied  down,  the,  bath  I  There,  are  no 
lavatories  in  the  infirmary,  except  single,  basins,  plac^  on  a  wooden  fHrne^  in,  some  of  the 
comers.  Theretare  sinks  of  exceedingly  bad  construction,  whidi allow. dirt  to  aceumulate; 
and,  being  imperfectiy  trapped,  allow  a  dangerous  drain-smell  to  prevaiL 

Wivter^ose^,ai3^  I^laQed  on  evek^y  floojv 

There  ia  a  kitphen  iit  wluoh  baked  meak,  potatoc|ij  and  light>>pnddii!^  aM  oooked. 
Boiled  meat  and  other  foodsarei  oooked  inithe^  kitchen  ofthe  wiorkhousew 

The  yards  are  large  and  good,  and,  when  properly  planted,  will  bis  pleasant  torthe 
inmates. 

The 
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The  following  are  the  dimenaioiiB  of  the  wards  in  the  two  infirmaries,  and  in  certain 
wards  in  the  body  of  the  workhouse  which  contain  sick : 


No. 

of 

Waid. 

Class  of  Inmates,  or  Purpose  to 

Length. 

Breadth. 

Height 

Kumber 

of 

Beds. 

Infirmabt  : 

Ft. 

in. 

^'• 

in. 

Ft 

in. 

«8 

Women's  siok  ward     - 

19 

10 

18 

11 

18 

0 

5 

22 

Ditto    -    ditto 

34 

0 

11 

0 

18 

0 

8 

25 

Ditto    •    ditto 

10 

6 

18 

7 

18 

0 

2 

26 

Ditto    -    ditte        •       -  r 

11 

0 

18 

7 

18 

0 

1          ^ 

—5 

6 

1 

2 

18 

0 

19 

Ditto    •    ditto        .        -f 

18 

10 

15 

6 

18 

0 

1          ^ 

—5 

9 

1 

10 

18 

0 

18 

Women's  lying  in  ward 

19 

6 

18 

10 

18 

0 

4 

17 

Women's  labour  ward  - 

14 

0 

10 

10 

18 

0 

2 

2 

Men's  siek  ward- 

18 

10 

11 

0 

18 

0 

8 

^a 

Ditto  -  ditto  - 

19 

9 

14 

2 

18 

0 

5 

25 

Ditto  .  ditto  - 

18 

2 

15 

6 

18 

0 

4 

2c 

Ditto  .  ditto  -        .        .  j 

10 

8 

18 

8 

18 

0 

\          ^ 

—4 

0 

1 

0 

18 

0 

29 

Ditto  -  ditto  -        -        -  f 

19 

0 

15 

6 

18 

0 

1     ' 

—5 

0 

2 

0 

18 

0 

29  a 

Ditto  •  ditto  ... 

14 

0 

15 

6 

18 

0 

4 

29  5 

Ditto  .  ditto  . 

Back  Infirmary 
(For  Infeotioos  cases) : 

14 

0 

10 

11 

18 

0 

2 

26 

Children's  sick  ward   • 

22 

6 

11 

10 

18 

0 

fS  double 
\2  single 

26  a 

Ditto    -    ditto 

18 

0 

12 

0 

18 

0 

8 

26  5 

Nurse's  room,  nsed  as  sick 

9 

0 

8 

0 

18 

0 

1 

ward. 

27 

Women  and  children's  sick 
ward. 

22 

6 

11 

10 

18 

0 

4 

27  a 

Women's  sick  ward     - 
Principal  Building  : 

18 

0 

12 

0 

18 

0 

3 

22 

Men's  siok  and  infirm  ward  « 

80 

0 

17 

0 

18 

0 

/ 
11 

28 

Ditto        -        ditto 

28 

6 

17 

0 

18 

0 

8 

25 

Ditto        -        ditto 

30 

0 

17 

0 

18 

0 

11 

16 

Women's  sick  and  infirm  ward 

80 

0 

21 

4     . 

18 

0 

(9  double 
\l  single 

U 

Ditto        -        ditto 

16 

10 

17 

0 

18 

0 

6 

18 

Ditto        -        ditto 

2t 

4 

17 

0 

18 

0 

'1  double 
\7  single 

12 

Ditto        .        ditto 

80 

0 

17 

0 

18 

0 

10 

16 

Ditto        -        ditto 

80 

0 

17 

0 

18 

0 

10 

18 

Ditto        -        ditto 

20 

6 

17 

0 

18 

0 

6 

19 

Ditto        -        ditto; 

80 

0 

21 

4 

18 

e 

14 

11 

Ditto        •        ditto         • 

80 

0 

17 

0 

18 

0 

10 

Ila 

Ditto        -        ditto 

17 

2 

16 

9 

IS 

0 

6 

9 

Ditto        -        ditto 

16 

11 

16 

9 

18 

0 

6 

Appendix. 

West  London. 

Si^^  of  rooms  and 
number  of  beds. 


Henee  it  appears  that  the  usual  width  and  height  of  ihe  wBodg  are  11  to  15|  ft  and 
13  fi.  in  the  infirmary^  whilst  the  usual  width  in  the  back  infirmary  and  main  building  is 
12  ft.  and  17  ft.  reepeetivelj. 

The  floor  space  and  cubical  space  allotted  to  each  bed/ are  as  follow: 


No. 

of 

Ward. 


Claaaol  Inmste^  or  Purpose  C*  which  Appropffated. 


Ikpirmart  : 

28  Women's  siok  ward 
22  Ditto     -    ditto 

25  Ditto    •    ditto 

Ditto    -    ditto 
19  Ditto    •    ditto 

18  Women's  lying-in  wanrd 

17  Women's  labour  ward   • 
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Ftoor  Spate 

iaioWed  to  eadh 

Person. 


55 
51 
70 
48 
47 
67 
76 


Cableal  Space 

Allowed  to  eaeh 

Pennm. 


Cub.fBet. 


718 
667 
919 
620 
610 
877 
986 
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Appendix. 
WS8T  LoNOoir. 


General  character 
of  wards. 


Bedding  and  fur- 
niture. 


No. 

of 

Ward. 


2a 
2b 
2c 
29 
29  a 
29  6 


26 
26  a 

26  5 
27 

27  a 


22 
28 
2d 

Id 
14 
18 
12 
16 
18 
19 
11 
11a 
9 


Clais  of  Inmates,  or  Pnrpofle  to  which  Appropriated. 


Floor  Space 

Allowed  to  each 

Person. 


Cabieal  Space 

Allowed  to  etch 

Person. 


Infirmary-— con<fmM(/. 

Men's  sick  ward  •        •        . 

Ditto  -  ditto 

Ditto  -  ditto 

Ditto  -  ditto 

Ditto  •  ditto 

Ditto  -  ditto 

Ditto  -  ditto 

Back  Infirmart. 
(For  infectious  cases) : 

Children's  siok  ward      • 

Ditto    -    ditto 
Nurses'  room  (used  as  sick  ward 
Women  and  children's  siok  ward 
Women's  siok  ward 

Privcipal  Building: 

Men's  sick  and  infirm  ward    - 
Ditto    -    ditto 
Ditto     -    ditto 

Women's  sick  and  infirm  ward 

Ditto  -  ditto  -  .     - 

Ditto  -  ditto  •        - 

Ditto  •  ditto 

Ditto  -  ditto 

Ditto  -  ditto 

DiUo  -  ditto 

Ditto  •  ditto 

Ditto  •  ditto 

Ditto  -  ditto 


61 
66 
61 
71 
67 
64 
76 


38 
62 
72 
66 
62 


46 
60 
46 

84 
48 
42 
61 
61 
68 
46 
61 
48 
47 


669 
727 
668 
921 
740 
706 
998 


482 
676 
086 
866 
676 


608 
649 
603 

438 
620 
648 
668 
663 
766 
694 
668 
628 
614 


Hence  it  appears  that  the  usual  floor  space  and  cubical  space  allotted  to  each  bed  are, 
49  to  76  superficial  feet,  and  610  to  993  cubic  feet  in  the  infirmary ;  33  to  62  superficial 
feet,  and  432  to  676  cubic  feet,  in  back  infirmary ;  34  to  58  superacial  feet,  and  438  to 
755  cubic  feet  in  body  of  workhouse ;  and  in  only  one  ward  is  tne  cubic  space  less  than 
that  required  by  tlie  Poor  Law  Board. 

There  is  a  great  deficiency  of  large  and  good  sick  wards  in  the  infirmaries,  since  all  the 
wards  are  small,  and  some  are  adapted  only  to  a  single  serious  case,  requiring  unusual 
quietude  and  seclusion. 

The  end  wards  have  windows  on  the  side  and  end ;  but  as  a  corridor  runs  along  one 
side,  the  others  have  outer  windows  only  on  one  side,  whilst  in  most  of  the  rooms 
there  is  a  window  at  some  distance  above  the  door,  which  moves  on  a  central  pin,  and  opens 
into  the  corridor.  The  great  height  of  the  rooms,  with  their  small  size,  however,  prevent 
any  appearance  of  darkness,  but  they  are  not  so  cheerful  as  is  desirable.  The  wmdow8» 
moreover,  are  placed  so  high  that  the  patients  cannot  look  at  the  ground. 

The  wards  in  the  back  infirmary,  although  built  for  fever  wards,  are  lees  desirable  than 
those  of  the  infirmary,  since  they  have  the  disadvantage  of  blank  walls  throughout,  and 
of  ill-ventilated  bath-rooms  and  water-closets  at  the  end. 

The  lunacy  wards  are  very  good. 

The  wards  in  the  body  of  the  workhouse  are  too  narrow,  and  some  of  them  have 
windows  only  at  the  end,  and  on  a  part  X>{  the  side ;  but  others  have  windows  on  three 
sides,  and  in  general  they  are  light  and  cheerful. 

The  beddinff  is  of  flock  on  iron  bedsteads,  with  sacking  or  iron  laths.  The  flock  is  some- 
times too  smaU  in  quantity,  and  is  never  jMroperly  soft  and  teased.  The  rugs  are  good, 
and  generally  cheenul ;  and  the  bed  coverings  are  sufficient  and  ^ood. 

The  furniture  is  very  deficient ;  but  the  drfect  is,  as  we  were  informed,  in  process  of 
removal. 

There  is  deficiency  of  cupboards,  both  for  the  crockery  and  smaller  utensils  of  the 
wards ;  and  to  permit  the  buckets  and  larger  utensils  to  be  kept  out  of  the  wards.  There  are 
no  dressers.  Some  oldish  lockers  are  found  in  the  men's  innrmary  wards,  and  in  the  body 
of  the  workhouse,  but  not  in  the  women's  infirmary  wards.  There  are  very  few  chairs, 
and  many  are  old.  There  are  no  book-shelves.  Tables,  and  benches  with  backs,  are  not 
as  plentiful  as  is  desirable.  Rocking  chairs  ,are  not  found .  in  the  lyin^-in  ward  and  the 
nursery.  There  is  no  carpeting.  .  There  are  extremely  few  prints  and  lookinff-glasses  ; 
illustrated  periodicals  are  not  supplied  regularly,  ana  in  rotation,  and  the  books  are 
old  and  deficient     There  are  no  suppers,  or  games.  ^  The  walls  are  white. 

A  towel  and  piece  of  soap  are  supplied  to  each  patient  in  the  infirmary ;  but  the  former 
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10  not  hung  np,  or  placed  upon  a  towel  horse.     One  comb  is  supplied  to  each  ward ;  and        Appendix. 

many  of  the  inmates  have  their  oW  comb.    Brushes  are  not  given,  except  to  the  children.  

One  clean  sheet  is  supplied  weekly;  and  there  are   shawb  and  cloaxs;  but  no  night  Wist  London. 

flannel  gowns.   There  are  bed  pans,  foot  warmers,  water  beds,  air  cushions,  and  waterproof  

sheeting  and  screens. 

Every  part  was  quite  clean,  except  the  sinks,  as  already  mentioned.  CleanlineM. 

The  arrangements  for  ventilation  consist  of  lar^e  circular  iron  ventilators  in  the  outside  Yeatilation 
walls,  which  communicate  with  large  openings  m  the  ceiling,  covered  with  largely  per- 
forated zinc,  and»  with  the  wind  in  a  certain  quarter,  cause  lajrge  volumes  of  aur  to  fall 
Zn  the  patients.  In  many  wards  there  also  circular  ventilators  in  the  floor ;  but  in 
ost  every  room  they  were  shut.  There  are  also  Amott's  ventilators  in  many  of  the 
rooms,  some  of  which  were  in  order,  and  acting ;  and  the  windows  are  very  large,  and 
near  to  the  ceiling.  There  are  ventilating  windows  into  the  corridors,  which  were,  perhaps, 
in  a  majority  of  instances,  shut ;  and  there  are  open  fireplaces. 

The  paid  nurse  and  the  deputy  medical  officer,  who  often  visited  the  wards  in  the  night, 
stated  that  the  rooms  were  not  close,  and,  in  their  opinion,  the  ventilation  was  good. 
Several  of  the  rooms  were,  however,  close  at  our  visit:  and  as  the  system  of  ventilation 
is  mainly  that  of  opening  windows,  it  is,  to  my  mind,  clear  that  the  ventilation  is  very 
variable  with  the  weather,  season,  and  direction  of  the  wind ;  and  is  often  insufficient. 

The  ventilation  of  the  water  closets,  sinks,  and  bath  rooms,  was  not  so  good  as  is  desir- 
able (although  good  sense  was  shown  in  having  them  unenclosed  at  the  top),  and  parti- 
cularly those  at  the  end  of  the  wards  in  the  back  infirmary. 

The  ventilation  of  the  corridors  was  also  obstructed  by  barriers,  which  were  entirely 
closed,  or  had  moveable  window  frames,  which  were  kept  closed. 

There  is  only  one  paid  nurse  for  the  sick,  and  she  had  been  only  recendy  appointed.  Norsiog. 
There  are  two  appointed  for  the  lunatics,  but  they  had  not  arrived. 

The  nurse  for  the  sick  had  charge  of  about  40  patients  in  the  infirmary,  and  14  in  the 
back  infirmary,  and  had  to  visit  the  sick  cases  in  me  body  of  the  workhouse  once  or  twice 
daily. 

The  wards  in  the  infirmary  beiog  very  small,  one  unpaid  nurse  and  one  helper  were  ap- 
pointed to,  perhaps,  two  wards. 

The  paid  nurse  distributes  the  stimulants  each  morning  to  the  patients,  and,  as  far  as 
possible,  administers  the  medicine.  She  had  had  some  reason  to  oelieve  that  the  unpaid 
nurses  obtain  stimulants  from  the  patients.  The  unpaid  nurses,  who  give  the  medicmes, 
cannot  read,  and  we  found  that  errors  were  being  committed  by  them. 

The  medical  officer  is  aged  and  infirm,  and  visits  the  workhouse  about  once  a  week ;  Medical  officer, 
but  the  work  is  performed  by  his  deputy.  He  had  had  charge  of  the  former  workhouse, 
and  on  the  removal  of  the  latter  he  was,  as  we  were  informed,  invited  by  the  guardians 
to  remove  to  the  same  neighbourhood,  and  still  to  retain  his  nominal  position.  His  salary 
is  llOZ.  pef  year,  with  about  12/.  per  year  for  extras  in  midwifery  cases;  and  he  pays  for 
all  the  druffs,  at  a  cost  of  about  30/.  per  year,  and  pays  his  deputy  105  L  per  year.  Hence 
he  retains  his  office  at  a  pecuniary  loss  to  himself. 

The  deputy  attends  from  about  nine  to  one  and  from  six  to  seven  o'clock  daily,  and  pays 
a  night  visit  perhaps  once  a  week,  so  that  his  whole  attendance  averages  about  five  hours 
daily.  About  30  cases  attend  him  at  the  surgerv,  and  he  sees  about  120  in  the  work- 
house daily.  The  total  number  of  cases  upon  his  books  is  about  250,  of  which  about  one- 
third  are  placed  there  for  dietary  only. 

He  visits  every  sick  and  lunacy  ward  daily,  and  each  infirm  ward  on  alternate  days ; 
but  each  case  of  serious  sickness,  wherever  it  may  be  placed,  is  seen  daily. 

He  is  of  opinion  that  a  paid  day  nurse  is  required  for.  the  infirm  wards,  but  a  night  nurse 
is  not  need^,  either  in  the  infirmary  or  the  body  of  the  workhouse.  Pauper  nurses  have 
given  the  wrong  medicines  on  some  occasions. 

Padded  rooms  are  required. 

All  extra  food,  stimulants,  and  medical  appliances,  are  provided  wh^i  ordered  by  him. 

He  stated  that  the  medical  officer  was  of  opinion  that  the  guardians  should  provide  all 
drugs,  and  pay  150/.  a  year. 

.   The  following,  ore  the  recommendations  which  I  make  in  reference  to  this  workhouse :       Recommendations. 

1.  If  it  be  possible,  .some  of  the  partition  walls  in  both  the  infirmaries  should  be  taken 
down,  and  larger  wards  made  out  of  analler  ones. 

It  would  also  be  much  better,  if  it  were  possible,  for  the  whole  corridor  to  be  taken  from 
the  back  infirmary,  and  the  whole  floor  be  made  into  rooms,  with  outer  windows  on  each 
side.  It  is  in  contemplation,  I  believe,  to  enlarge  the  infirmary  by  extending  tiiis  back 
infirmary,  but  it  woula  be  unwise  to  extend  the  present  defective  arrangement. 

2.  Further  accommadation  for  the  sick  and  day  rooms  are  required,  and  the  infirmary 
shotild  be  enlarged. 

Booms  for  wet  and  dirty  cases  are  urgently  needed. 

3.  Wherever  windows  may  be  placed  in  the  partition  walls,  without  interfering  with 
classification,  it  should  be  done,  and  they  should  be  plugged  open  a  littie,  as,  for  example, 
in  22,  25,  26, 19,  bath  room,  2,  2  c,  2  b,  bath  room  and  water  closet,  26  J,  27,  27  i,  33, 
25,  14,  12,  18,  11  a. 
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4.  The  outaide  ventilators  ehould  be  eovered  with  largeljjr  perforated  ximQ,  so  as  to 
diminish  and  divide  the  volume  of  air  admitted^  but  the  ventdators  in  the  oeiiUiig  should 
not  be  lessened;  or  kept  covered. 

The  Amott  ventilates  should  be  repaired.  The  ventilators  in  the  floor  should  alwaja 
be  kept  open.  Perforated  glass  shoidd  be  placed  in  the  central  pane  of  the  top  row  of 
paneS;  in  some  of  the  winaows  in  each  ward^  in  all  the  corridors^  and  in  all  the  water 
closets,  sinks,  and  bath  rooms. 

The  windows  opening  to  the  corridors  should  be  plugged  open  one  kic)^  and  the 
windows  across  the  corridors  should  be  always  open. 

The  bottom  of  the  doors  in  tlie  closets,  bath-rooms^  and  some  of  ih#  wai^ds,  should  be 
bored  with  holes. 

Air  bricks  are  needed  in  the  upper  part  of  the  walls  in  some  of  the  w^ds. 

Some  efficient  means  must  be  taken  to  perfectly  ventilate  the  wiiter-dosets  and  bath- 
rooms, at  the  end  of  the  wards  in  the  back  mfirmary,  or  it  wovld  be  better  if  these  rooms 
could  be  extended  into  projections  on  either  side. 

5.  The  defects  in  the  furniture  and  comforts,  already  pointed  out,  should  be  supplied 
without  further  delay.  Lavatories  are  needed.  Cocoa  fibre  matting  should  be  placed 
upon  all  the  iron  lath  bedsteads,  and  the  flock  should  be  teased  in  a  systematic  manner. 
Slipper,  hip,  and  foot  baths,  ^ould  be  supplied,  as  also  night  chairs,  with  arms ;  and 
water  dioots  should  be  built. 

6.  A  paid  day  nurse  sliould  be  appointed  to  the  aged  and  infimi  warda^  one  paid  nigkt 
nurse  for  the  two  infirmaries,  and  another  for  the  aged  and  infirm  wards. 

The  paid  nurses  alone  shoidd  give  both  stimulants  and  medicines, 

7.  A  new  arrangement  is  needed,  in  reference  to  the  medical  officer,  so  that  the  acting 
officer  should  be  suso  the  responsible  medical  officer.  He  might  be  appointed  medical 
officer  conjointly  with  the  present  one,  if  that  should  be  desired. 

The  guardians  should  find  all  drugs,  and  the  salary  should  be  iocnreased. 

The  system  pursued  here  of  dividing  one  pint  of  wine  into  eight  glasses  is  peculiar, 
and  clearly  dates  back  to  the  period  before  the  introduction  of  the  imperial  pint  of  20  oz., 
10  glasses  should  be  obtained  of  2  oz.  each  £rOm  the  pint 

8.  It  is  most  desirable  to  endeavour  to  lower  the  windows,  or  raise  the  floors,  so  that 
the  inmates  may  look  out. 

9.  Padded  rooms  should  be  prepared. 

10*  The  following  is  the  number  of  beds  which  should  be  placed  in  each  ward : 


No. 

of 

Ward. 

ClasB  of  Innutes,  or  Pnrpoie  to 

No. 

of 

Beds. 

Nt). 

Class  of  Inmates,  or  Purpose  to 

No. 
of 

which  Appropriated. 

W^. 

which  Appropriated. 

Beds. 

Infirmary : 

Back  Infirmary— c«»irfiiif«i. 

23 

Women's  siek  ward 

8or4 

2^ 

Nurse'sroom(n8ed  as  sick  ward) 

22 

Ditto    .    ditto 

2 

27 

Women  and  children's  sick  ward 

25 

Ditto    -    ditto 

1 

27« 

Women's  sick  ward 

26 

Ditto    .    ditto 

1  or2 

19 

Ditto    -    ditto 

4  or  5 

Principal  Building: 

18 
17 

Women's  lying-in  ward  - 
Women's  labour  ward 

3  or  4 
lor  2 

22 
28 

Men's  siok  an^  infirm  ward     • 
Ditto      .'     -      ditto 

9orlO 
7 

2 

Men's  sick  ward     .        -        - 

2 

26 

Ditto      .      •      ditto 

9orlO 

2a 

Ditto   -   ditto     ... 

4 

16 

Women's  siok  and  infirm  ward  - 

10 

2b 

Ditto   -   ditto     ... 

2  or  3 

14 

Ditto      ...    ditto    . 

4  or  5 

2c 

Ditto    -  ditto     -        .        . 

1 

13 

Ditto      ...    ditto     - 

6  or  7 

29 

Ditto   .   ditto     ... 

4 

12 

Ditto      ...    ditto    - 

9orlO 

29  a 

Ditto   .   ditto     .,        .        . 

3 

16 

Ditto      ...    ditte    • 

9  or  10 

29  b 

Ditto   -  ditto     . 

3 

18 

Difto      .      •      •    ditto    . 

6 

Back  Infirmary 

19 
11 

Ditto      -      .      .    ditto    • 
Ditto      -      -      -    ditto    - 

9  or  10 
9orlO 

(For  infections  cases) : 

' 

llfl 

Ditto      -      -      -    ditto    . 

4  or  5 

Children's  siok  ward 

9 

Ditto      ...    ditto    • 

4or6 

26  a 

Ditto    -    ditto 

/ 


Digitized  by 


Google 


Digitized  by 


Google 


METROPOLITAN 
WORKHOUSE  INHRMARIES,  &c. 


COPY  of  the  Rbport  of  Dr.  Edward  Smith, 
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RETURN  to  an  Order  of  the  Honourable  The  House  of  Commons, 
dated  2  Julj  1866;— /or, 


COPY  "  of  Report  of  H.  B.  Farnall,  Esquire,  Poor  Law  Inspector,  on  the 
Infirmary  Wards  of  the  several  Metropolitan  Workhouses,  and 
their  existing  Arrangements/' 


Poor  Law  Board,!  W.  G.  LUMLEY, 

2  July  1866.    J  Assistant  Secretary. 


REPORT  of  H.  B.  Famall,  Esquire,  Poor  Law  Inspector^  on  the  Infirmary 
Wards  of  the  several  Metropolitan  Workhouses,  and  their  existing 
Arrangements. 


(No.  11,217—1866.) 

Poor  Law  Board,  Whitehall,  S.  W, 
My  Lords  and  Gentlemen,  12  June  1866. 

Ox  the  3rd  of  April  last,  you  instructed  me  to  make  a  careful  inspection  of 
the  infirmary  wards  of  the  several  metropolitan  workhouses,  and  to  inquire  into 
existing  arrangements,  and  to  report  the  result  of  such  inspection  and  inquiry  to 
your  Board. 

The  points  to  which  you  particularly  directed  ray  attention  were — 

"  The  adequacy  of  the  accommodation  provided  in  respect  both  of  size  and 
ventilation  and  suitableness  of  the  wards,  and  their  beds  and  bedding,  and  other 
furniture." 

"  The  sufficiency  of  the  arrangements  for  the  supply  of  medical  attendance 
and  medicine." 

^*  The  provision  for  the  nursing  and  care  of  the  sick.'* 

Finally,  your  Board  requested  me  "  to  suggest  such  alterations  as  might  ap- 
pear to  be  advisable  in  the  present  system,  and  the  arrangements  of  each  work- 
house, in  order  to  secure  satisfactory  treatment  and  care  for  the  sick  poor  of  the 
metropolis." 

I  have  now  the  honour  of  reporting  to  you  that  I  have,  in  conjunction  with 
Dr.  Edward  Smith,  carefully  inspected  the  infirmary  wards  of  the  following  40 
workhouses,  and  that  I  commenced  these  inspections  on  the  4th  of  April,  and 
completed  them  on  the  1st  instant,  viz. : — Lambeth ;  St.  Saviour's ;  Bermondsey ; 
St  Olave's;  St.  George-the-Martyr;  Greenwich ;  St.  Marylebone ;  St.  Giles  and 
St.  George,  Bloomsbury  ;  St.  Martin-in-the-Fields ;  the  Strand ;  Holborn ; 
Clerkenwell ;  Whitechapel ;  Shoreditch  ;  Mile-end  Old  Town ;  City  of  London ; 
Stepney;  Poplar;  St.  Margaret  and  St-  John,  Westminster,  at  Petty  France; 
St.  James,  Westminster;  Kensington;  St.  Geoige,  Hanover-square,  Mount- 
street  ;  St.  Margaret  and  St.  John,  Westminster,  at  Kensington ;  Hackney ; 
East  London  ;  Islington  ;  Chelsea  ;  Fulham  ;  St.  George,  Hanover-square,  at 
Chelsea;  St.  George-in-the-East ;  Rotherhithe;  St.  Pancras;  Bethnal  Green; 
Camberwell;  St.  Luke,  Middlesex;  St.  Mary,  Newington;  Wandsworth  and 
Clapham  ;  Hampstead ;  and  West  London. 
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These  40  workhoruses  «re  stated  to  be  capable  iff  aocommodating  28,550  in- 
mates, and  there  are  usually  upwards  of  ii3,000  persons  in  thein,  who  may  be 
classified  «s  follows,  viz. :  Temporarily  disabled,  about  6,000  ;  old  and  in- 
finu,  10,300;  imbeciles  and  idiots,  1,800;  able-bodied,  1,850;  and  children, 
8,000. 

Of  the  above  workhouses  the  following  13  are  built  in  the  suburbs  of  London, 
and  will  contain  8,821  persons,  namely,  Betbnal  Green,  near  Victoria  Park ; 
Fulhnm,  to  the  west  of  Hammersmith ;  Hackney,  at  Homerton  ;  Hampstead, 
Kensington,  City  of  London,  Bow  Road,  East  London,  at  Homerton  ;  West 
London,  at  Holloway ;  St.  Margaret  nnd  St.  John,  Westminster,  at  Kensington ; 
Paddington;  Stepney,  at  Bromley,  Middlesex;  Rotherhithe;  and  Wandsworth 
and  Chipham. 

There  are  18  workhouses,  of  the  Tibnrve  40  workhouses,  which  possess  infir- 
maries detached  from  the  body  of  the  house ;  b«t  nestber  or  these  detached 
infirmaries,  with  the  exception  of  the  infirmary  of  St.  George,  Hanover-square, 
M  Chelsea,  is  sufficiently  large  to  accommodate  all  the  sick  and  bed-ridden  who 
are  under  the  care  of  the  workhouse  medical  oflScers,  so  that  many  of  those 
.classes  are  warded  in  the  body  of  each  workhouse. 

The  werkhouses  having  detached  infirmaries  are  those  of  St,  Saviour  s ; 
Grec  nwich ;  Shoreditch  ;  Mile-end  Old  Town ;  City  of  London ;  Stepney  ;  Ken- 
sington ;  St.  George,  Hanover-square,  at  Chelsea ;  St.  Margaret  and  St.  John, 
Westminster,  at  Kensington  ;  East  London ;  Fulham;  Rotherhithe ;  Paddington  ; 
St.  Pancras;  Bethnal  Green;  St.  Mary,  Newington ;  Wandsworth,  and  Clapham 
and  West  London. 

In  the  course  of  my  inspection  I  visited  794  wards,  containing  9,238  beds 
(97  of  which  were  double  beds),  and  occupied  day  aod  flight  by  sick  ^ind  bed- 
oidden  poor. 

Your  Board  will  remember  that  an  opinion  of  the  principles  which  should 
guide  any  efforts  to  improve  the  State  treatment  of  the  sick  poor  in  workhouse 
infirmaries  was  given  to  you  by  Dr.  Watson,  President  of  the  College  of  Phy- 
sicians ;  by  Dr.  Burrows,  President  of  the  General  Medicine  Council ;  by  Sir 
Jiimes  Clark,  by  Dr.  Jean^,  by  Dr.  Sieveking,  by  Sir  William  Furgusson,  and 
by  Mr.  Paget ;  these  eminent  men  suggested  that  any  scheme,  to  be  satisfactory, 
should  be  bas^  upon  the  following  principles : — 

**  The  sick  poor  should  be  separated  from  the  able-bodied  paupers,  and  their 
treatment  should  be  pbced  under  a  distinct  management.'' 

"  In  lieu  of  sick  wards  annexed  to  each  workhouse,  consolidated  infirmaries 
should  be  provided,  where  the  following  rules  of  hospital  management  should  be 
adopted  under  skilled  supervision.  They  are  those  generally  adopted  in  this  and 
other  European  countries, 

1.  The  buildings  should  be  specially  devised  for  the  purpose  of  suitable  con- 
struction, and  on  healthy  sites.  The  rules  laid  down  by  the  Barrack  and  Hos- 
pital Commission  may  be  consulted  with  advantage  on  this  subject. 

2.  Not  less  than  1,000  (and  for  particular  classes  of  cases  1,200  to  1,500) 
cubic  feet  of  air  should  be  allowed  to  each  patient. 

8.  The  nursing  should  be  conducted  entirely  by  a  paid  stafif;  and  there 
should  be  not  less  than  one  day  nurse,  one  night  nurse,  and  one  assistant  nurse, 
for  each  60  patients. 

4.  There  should  be  resid^t  medical  officers  in  the  proportion  of  not  less  than 
'One  for  each  250  patients. 

5.  The  medical  officers  should  not  have  any  pecuniary  interest  whatever  in 
the  medicines  supplied,  nor  should  they  be  charged  with  the  duty  of  dispensittg 
them. 

6.  A  judidous  dassification  of  patients  should  be  strictly  observed.  The 
epileptic  and  imbecile,  the  acutely  sick,  and  the  aged  and  infirm,  being  treated 
in  separate  wards. 

7.  The  aged  and  infirm,  the  chronically  sick,  and  the  convalescent,  should  be 
provided  with  day  rooms  separated  from  the  dormitories. 

In  a  T)ook,  the  title  of  which  is  "  Notes  on  Hospitals,  by  Florence  Nightin- 
gale," I  find,  at  pages  65,  66,  and  67,  the  following  remarks. 
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la  alluding  to  the  amount  of  cubic  space  which  should  be  given  to  each 
patient,  tb€  authoress  writes  thus :  "  There  is  scarctly  a  point  of  hospital  con- 
struetion  in  which  there  has  been  so  much  error  as  in  this,  and  that  one  which 
has  been  very  geaerally  overlooked  h  the  8U|>€rficial  aieu  per  bed." 

*^  Let  us  inquire  what  is  the  smallest  amount  of  superficial  area  we  can  do  with. 
Hospiftil  beds  are  genei^ly  from  three  feet  to  3  ft.  6  in*  wide,  and  6  ft.  3  in.  long, 
the  bed  space  being  increased  to  seven  feet,  by  the  bed  being  a  little  renwted 
from  tLe  wall.  The  mere  surface  required  to  hold  the  bed  is,  hence  from 
21  square  feet  to  24  J  square  feet*   . 

^' There  should  be  space  sufficient  between  the  sides  of  the  adjaceut  t>eds  to 
avoid  stagnation  of  air  altogether.  There  should  also  be  room  for  free  inoTem^i 
of  three  or.  four  persons,,  for  the  use  of  a  night  chair,  without  annoy  id  g  the  next 
patient,  and  also  for  a  portable  bath,  when  required. 

^^  In  round  numbers,  the  superficial  area  per  beil  should  be  not  les^  tb«a  100 
square  feet. 

"  A  good  proportion  for  a  ward  would  be  80  feet  long,  26  or  26  feet  wide,  and 
16  or  15  feet  high^^  This  would  give  1,600  or  1,600  cubic  feet  to  each  bed.  It 
would  give  11  or  12  feet  between,  foot  and  foot. 

•*  If,  however,  a  hospital  is  built  iii  the  centre  of  a  large  city,  where  pure  afr  is^ 
not  to  be  had,  or  in  a  locality  where  the  circulation  of  air  outside  is  deficient,  it 
is  hard  to  say  what  amount  of  space  would  make  the  building  healthy*  We 
know  of  hospitals  where  2,000  cubic  feet  per  patient  are  not  sutKcient  to  make 
the  Wards  safe.     But  these  hospitals  should  not  be  there  at  all." 

The  dimensions  of  the  wards  in  the  Herbert  Hospital  give  from  1,200  to 
1,400.  cubic  feet  of  space  to  each*  patient,  with  a  superficial  area  of  fxom.  9a  to? 
97  feet  per  bed. 

I  am  informed  tliat  the  infirmaries,  lately  built  for  the  sick  poor  of  the 
Chorlton  Union,  at  Withington,  Lancashire,  give  1,360  cubFc  feet  to  each  patient, 
with  a  superficial  area  of  87  feet  to  each  bed. 

In  11  of  the  metropolitan  hospitals  the  cubic  feet  given- to  each  patient  vary 
from  1,990  feet  to  1,120  feet;  th^se  measurements  were  ascertained  by  a  Frencli 
Imperial  Commission  in  1862,  but,  since  then,  the  cubic  space  has  been  greatly 
increased  in  some  of  tho$e  hospitals  by  lessening  the  number  of  beds  in  each: 
ward. 

At  Brussels  tfrere  is  a  hospital  which  gives  from  1,900  to  1,900  eubie  feef  to* 
eadi  patient;  at  ^^^enna  there  is  a  hospital  wliich  gives 2,900  cubic  feet  to  each 
patient;  there  are  two  hospitals  at  Berlin,  on«  of  which  gives  from  1,75=0  eabK 
feet  to  2,100  cubic  feet  to  each  patient,  tfieothergives  from  1,400  to  l,67?S,*^thefef 
is  a  hospital  in  Florence  which  gives  1,891  cubic  fee i ;  the  gteat  hospital^  at 
Milan  gives  2,300^  cubic  feet  to  each  patient ;  antd  taking  all  the  Ruris  general 
hospitals  together,  the  average  cubic  space  iis  1,540  cubic  feet. 

But,  although  snch  are  iSe^  hospitaf  arrangements  a»  to  space  both  at  home 
and  abroad,  and  the  opinions  of  m«d?caF  men  and  oriif  ps*  are  snch  as  t  have 
already  stated,  1  find  that  the  40  inrfirmaries" of  the  metropotitau' workhouses  give^^ 
upon  an  average,  only  565  cubic  feet  to  each  patient,  with  a  superficfal  area  of 
49  feet  for  each  bed ;  the  greatest  cubic  space  of  air  giv«ii  to  a  patient  being" 
2,260,  the  lowest  being  206  ;  while  the  greatest  superficial-  area  given  te  a  bed  m 
251  feet,  and  the  lb  west  18  feet. 

The  following  Table  w3f  show  you  the  hfghest  and  lowest  number  of  cubie 
feet  of  air  given  in  each  of  the  40  workhouses  to  each  patient  j  and  also  the 
highest  and  lowest  number  of  superficial  feet  of  space  given  in  each  workbonffsc^ 
td  each  bed : — 


woRK:HcrtrsE«5. 


CUBIC  FEET. 


Highest. 


Lowest. 


SUFERVICIAL  FEET. 


Highest 


Lowest. 


1.  Bethnal -green     -        .        -        -        - 

2.  Chelsea      -        -        -        - 

^  Cferkeawell        -        -       -        * 

4.  Fulham      -..-.. 

6.  G^orgp^St,  Haaover-squara,  Mount^Btreet 

6.  George,  St.,  Chelsea    -        -        -        * 

7.  George,  St.,  in-the-East      ... 
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i,r8a 

3,2(80 

803^ 

1,41Q 

1^033 

091 

891 


S77 
886 
288 
354 
504 
667 
84^ 


108 
251 
100 
128 
102 
85 
65 


82 
80 

aa 

38 
57 

58 
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CUBIC  FEET. 


SUPERFICIAL  FEET. 


Highest. 


Lowest. 


Highest 


Lowest 


8.  Giles,  St,  and  George,  St,  Bloomsbury 

9.  Hacknej     -•-.... 

10.  Hampstead  - 

11.  Holbom     .-.---. 

12.  Islington 

18.  Jame<,  St.,  Westminster  .  -  .  - 
14.  Kensington  -...-. 
16. 'London,  City  of-        .        -        -        .        - 

16.  London,  East 

17.  London,  West     --.-.- 

18.  Luke,  St,  Middlesex 

19.  Margaret,  St,  and  John,  St,  Westminster, 

Petty  France 

5^.  Margaret,  St.,  Kensington  -        -        -        -- 

21,  Martin,  St,  in-the-Fields     - 

22.  Marylebone,  St  -----        - 

28.  Mile-End  Old  Town 

24.  Paddington 

25.  Paucras,  St 

26.  Poplar 

27.  Shoreditch 

28.  Stepney      -.-.-.- 

29.  Strand,  The 

80.  Whitechapel        ...--. 

81.  Bermondsey        --...- 

82.  Camberwell 

88.  George,  St,  the  Martyr       -        .        .        . 

34.  Lambedi 

86.  Newington,  St  Mary  .        -        -        -        - 

86.  Olave,  St 

87.  Rotherhithe 

88.  St  Saviour         ...... 

89.  Wandsworth  and  Clapham  •  •  -  . 
40.  Greenwich  ..--.- 


822 
7«9 
900 
616 
712 
895 
687 
821 
969 
994 
929 

648 
826 

1,188 
916 
892 

1,140 
829 
982 
742 
696 
817 
710 
709 
986 
666 
879 
806 

1,284 
904 

1,026 
890 
686 


413 
276 
497 
261 
427 
314 
481 
418 
480 
433 
318 

886 
242 
473 
206 
226 
233 
387 
828 
411 
864 
840 
371 
236 
491 
484 
816 
366 
618 
883 
298 
384 
860 


62 
96 

89 
73 
69 
81 
68 
62 
78 
77 
100 

67 
74 

138 
66 
62 

114 
66 
86 
64 
59 
66 
60 
71 
89 
77 
68 
77 

136 
83 
78 
66 
68 


41 
33 
60 
33 
38 
86 
38 
41 
31 
24 
28 

36 
23 
52 
18 
24 
23 
27 
28 
34 
31 
36 
32 
26 
45 
40 
37 
33 
48 
86 
31 
41 
33 


Since  I  received  your  instructions  to  inspect  the  infirmaries  of  the  metro- 
politan workhouses  a  circular  has  been  issued  to  the  medical  officer  of  each 
infirmary,  and,  amongst  other  questions  which  the  medical  officers  were 
requested  to  answer,  was  the  following,  viz. : — "  What  is  the  cubical  and  floor 
space  which  should  be  allowed  to  each  bed,  judging  by  your  own  experience 
and  observation  only  r " 

Up  to  this  day  replies  to  this  have  been  received  from  30  out  of  the  40  me- 
dical officers ;  sixteen  medical  officers  consider  that  there  should  be  1,000 
cubic  feet  for  each  patient,  with  80  superficial  feet  for  each  bed ;  two  consider 
that  there  should  be  700  cubic  feet  and  60  superficial  feet ;  one  considers  that 
there  should  be  900  cubic  feet  and  50  superficial  feet;  one  considers  that  there 
should  be  900  cubic  feet  and  70  superficial  feet;  one  considers  that  there  should 
be  700  cubic  feet  and  36  superficial;  one  considers  that  there  should  660 
cubic  feet  and  50  superficial  feet ;  one  considers  that  there  should  be  650  cubic 
and  60  superficial ;  one  considers  that  there  should  be  from  500  to  1,000  cubic 
and  70  superficial  feet;  one  considers  that  there  should  be  500  cubic  and  80 
superficial  feet ;  and  four  medical  officers  have  expressed  no  opinion  on  these 
points. 

I  annex  to  this  Report  an  Appendix,  containing  details  of  the  following  parti- 
culars with  respect  to  each  of  the  metropolitan  workhouses ;  viz. 

The  limit  of  accommodation. 

The  number  of  inmates  (classified)  on  the  day  of  my  inspection. 

The  number  of  rooms  inhabited  by  sick  and  infirm  women,  and  the  number 
of  beds  in  those  rooms  occupied  by  day  and  by  night. 

The  number  of  rooms  inhabited  by  sick  men,  and  the  number  of  beds  in  those 
rooms  occupied  by  day  and  by  night. 

The  average  cubical  space  allotted  to  each  patient,  together  with  the  maximuqn 
cubic  space  and  the  minimum  cubic  space. 

The  average  superficial  feet  occupied  by  each  bed,  together  with  the  maximum 
and  minimum  superficial  feet  so  occupied. 

A  table  giving  the  details  of  the  measurements  of  each  sick  ward 
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The  number  of  medical  officers  and  their  salaries,  and  whether  they  or  the 
Boards  of  Guardians  find  the  drugs;  the  number  of  cases  each  medical  officer 
sees  and  prescribes  for  daily,  and  the  time  he  is  engaged  daily  in  the  workhouse : 
and  also,  the  number  of  paid  nurses,  aud  other  information. 

There  are  16  of  these  workhouse  infirmaries  situated  in  localities  where  the 
atmosphere  must  necessarily  be  more  impure  than  that  wliich  pervades  work- 
houses built  in  the  suburbs  of  London.  These  workhouses  are,  Clerkenwell; 
St.  Georce-in-the-East ;  St.  Giles  and  S^.  George,  Bloomsbury ;  Holbom  ;  St. 
James,  Westminster ;  St.  Luke,  Middlesex ;  St.  Margaret  and  St.  John,  West- 
minster, at  Petty  France;  St.  Martiu-in-the-Fields;  Shoreditch;  the  Strand; 
Whitechapel;  Bermondsey;  St.  Gecirge-the-Martyr ;  Lambeth ;  St.  Clave ;  and 
St.  Saviour. 

There  are  12  workhouses  surrounded  by  land  not  built  upon,  and  belonging 
to  the  guardians  of  the  poor,  the  infirmaries  of  which  might  be  either  enlarged 
or  be  re-built,  and  so  be  made  to  meet  the  requirements  of  medical  science. 
These  workhouses  belong  to  the  guardians  of  the  following  places;  namely, 
Greenwich;  Fulham ;  Hackney;  Kensington;  East  London;  West  London; 
St.  Margaret  and  St.  John,  Westminster,  at  Kensington  ;  Mile-End  Old  Town ; 
Paddington ;  Stepney ;  St.  Mary,  Newington  ;  and  Wandsworth  and  Clapham. 

I  must  not,  however,  omit  to  mention,  that  the  workhouse  infirmary  at  Chelsea, 
belonging  to  the  guardians  of  St.  George,  Hanover-square,  is  the  best  in  London, 
giving  an  average  of  829  cubic  feet  to  each  patient,  and  an  average  area  of  70 
superficial  feet  to  each  bed. 

It  seems  to  me  that  the  wards  of  many  of  the  infirmaries  were  not  originally 
constructed  in  such  a  manner  as  to  secure  either  sufficient  ventilation  or  light 
with  the  greatest  facilit}^  or  so  as  to  empty  the  wards  of  foul  air  with  the  greatest 
speed.  In  some  of  these  wards  there  are  no  windows  opposite  each  other,  and 
there  1  could  not  detect  the  air  to  be  moving  through  them.  The  pauper  nurses 
did  not  know  how  to  obviate  this  defect,  except  by  widely  opening  the  doors  and 
windows,  and  creating  draughts.  I  allude  particularly  to  the  infirmaries  at 
Greenwich,  at  Clerkenwell,  St.  George-in-the-East  (portions  of),  St.  Giles  and 
St.  George,  Bloomsbury  (portions  of),  Holbom,  Islington,  St.  James,  Westminster 
(portions  of).  West  London,  East  London  (portions  of),  St.  Margaret  and  St. 
John,  Westminster,  St.  Marylebone  (portions  of).  Poplar,  the  Strand,  White- 
chapel, Bermondsey,  St.  George-the-Martvr,  and  St.  Mary,  Newington. 

In  several  sick  wards  I  observed  that  the  beds  of  the  patients  were  arranged 
along  the  dead  walls  of  wards,  and  that  patients  in  such  a  position  did  not  appear 
to  me  to  pfit  sufficient  light  and  air.  Many  of  the  sick  wards  abut  upon  cor- 
ridors, and  in  these  corridors  there  are  windows  which  permit  the  air  to  pass 
from  the  wards  into  the  corridors,  and  to  repass  from  the  corridors  into  the 
wards,  so  that  the  atmosphere  of  the  wards  and  the  corridors  is  the  same,  and 
equally  impure.  All  the  air  which  enters  a  sick  ward  should,  I  think,  come  from 
the  outer  atmosphere. 

Very  few  of  the  water-closets  for  the  sick  wards  are  well  placed ;  some  of  them 
are  in  the  sick  wards,  some  are  on  the  landing-places  of  the  staircases,  and  very 
few  are  constructed  outside  the  buildings.  Such  water.closets  as  are  built  within 
the  sick  wards  must  necessarily  taint  the  air ;  and  I  have  brought  this  circum- 
stance under  the  notice  of  the  Guardians  both  by  written  minutes  and  other- 
wise. 

It  is  satisfactory  to  me  to  be  able  to  assure  your  Board  that  the  whole  of  the 
wards  which  I  have  inspected  were  perfectly  clean,  and  I  sliould  inform  you  that 
no  notice  of  my  inspection  was  given  to  the  workhouse  authorities. 

In  my  opinion,  the  bedsteads  in  all  the  sick  wards,  and  the  bedclothes,  are 
veiy  generally  sufficient  and  clean,  but  the  beds  were  frequently  insufficient,  a 
great  many  being  shorter  than  the  bedsteads,  some  being  too  sparely  filled,  and 
almost  all  of  ihem  were  filled  with  flock,  and  that  was  very  generally  in  a  lumpy 
condition, 
*  "  In  my  opinion,  all  the  mattresses  in  sick  wards  should  be  made  of  hair. 

As  regards  the  furniture  in  these  wards,  I  found  that  the  vessels  used  for 
drinking  and  eating  and  washing  in  were  sometimes  made  of  tin  or  metal,  and 
in  many  instances  ihey  appeared  to  me  to  be  not  clean,  and  sometimes  not  quite 
sweet ;  all  such  vessels  should  be  of  earthenware. 

There  is  iu  many  of  the  sick  wards  a  deficiency  of  easy  chairs  ;  of  wash-hand 
basins ;  and  even,  in  some  places,  of  combs  and  brushes,  of  towels,  and  of  lockers  ; 
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and  there  should  be  more  bed  rests ;  a  greater  supply  of  amusing  and  instructive 
books  in  neariy  all  these  sick  wards ;  and  if  the  means  were  given  the  conva- 
lescent patients  of  playing  a  few  harmless  games,  such  as  dominoes,  ditiughts,  or 
chess,  time  would  pass  more  easily  with  them. 

There  are  no  hospital  kitchens  in  the  detached  infirmaries,  nor  are  there  sepa- 
rate kitchens  attached  to  the  sick  wards  of  all  the  workhouses;  and  invariably 
there  are  no  day  rooms.  Each  of  the  medical  men  of  these  workhouses  state 
that  they  can  obtain  for  their  patients  any  stimulants  or  any  food  which  they 
order  for  th^^m,  and  they  know  well  how  essential  a  variety  of  food  is  for  their 
patients ;  but,  as  this  food  is,  generally  speaking,  cooked  by  paupers  in  the 
kitctien  of  the  workhouse,  and  carried  from  thence  by  paupers  for  a  considerable 
distance  to  the  bedsides  of  the  patients,  I  believe  that  it  must  be  often  served 
nearly  cold,  and  that  it  has  not  been  cooked  in  such  a  manner  as  to  render  it 
most  nutritive  and  most  digestive.  It  seems  to  me  that  pauper  cooks  are  unlikely 
to  understand  cooking,  and  that  there  should,  therefore,  be  a  paid  trained  cook 
and  a  separate  kitchen  for  the  sick  wards  of  each  of  the  metropolitan  work- 
houses. 

With  regard  to  *'tlie  supply  of  medical  attendance  and  medicine,"  [  have  to 
inform  your  Board  that  the  medical  officers  of  workhouses  are  non-resident,  with 
the  exception  of  one  at  the  St.  Marylebone  Workhouse,  two  at  the  St.  Pancras 
Workhouse,  and  one  at  St.  Olave's  Workhouse ;  this  latter  officer  being  also  the 
medical  officer  for  all  the  sick  poor  within  the  anion  of  St.  Olave^s. 

Upon  the  whole,  1  am  enabled  with  satisfaction  to  report  to  you  that  the 
medical  officers  of  the  metropolitan  workhouses  appear  to  me  to  do  their  duty  to 
the  best  of  their  ability  ;  but  I  am  obliged  to  add  that,  in  many  instances,  their 
duties  are  very  arduous,  and  their  salaries  inadequate.  An  cxaiiiination  of  the 
duties  prescribed  by  your  Board  to  he  performed  by  a  medical  officer  of  a  work- 
house is  the  best  evidence  of  the  very  responsible  post  which  he  occupies ;  he 
has  to  attend  punctually  upon  all  persons  in  the  workhouse  who  require  his  aid ; 
to  examine  every  pauper  who  enters  the  workhouse,  and  direct  the  warding  of 
such  pauper;  to  give  directions  for  the  diet,  classification,  and  treatment  of  all 
sick  paupers,  an^t  of  children,  and  women  suckling  children;  to  report  to  the 
guardians  all  defects  in  diet,  drainage,  ventilation,  and  warmth  of  the  workhouse; 
to  report  the  defects  of  the  inSrmary,  and  of  the  mode  in  which  the  nurses  do 
their  duty  ;  and  to  keep  the  medical  books,  together  with  all  the  various  details 
prescribed  by  such  books. 

In  return  for  the  dutic?*  above  shortly  enumerated.  Vie  medical  officer,  for 
instance,  of  the  West  London  Union  Workhouse,  which  has  just  beea  built  at 
Holloway  (and  I  select  this  case  at  hazard,  but  I  believe  it  fairly  represents  that 
of  workhouse  medical  officers,  generally,  in  London),  has  a  salary  of  110/.  a-year, 
finding  all  drugs,  uhich  cost  him  45  Z.  a-year,  visiting  152  patients  daily  i  pre- 
scribing daily  lor  about  65  of  them,  and  spending  four  hours  in  the  workhouse 
daily. 

I  think  that  all  the  drugs  for  all  the  sick  poor,  both  in  and  out  of  workhouses^ 
should  be  f(  und  by  the  guardians,  together  with  a  dispenser,  and  that  the 
salaries  of  the  workhouse  medical  officers  should  be  more  adequate  to  the  duties 
they  are  expected  to  perform. 

With  regard  to  ^*  the  provision  for  the  nursing  and  care  of  rhe  sick,"  I  will 
at  once  state  thut,  in  my  opinion,  pauper  nursing  should  be  wholly  abolished, 
and  a  sufficient  staff  of  properly  trained  and  paid  nurses  should  be  appointed 
for  every  workhouse  infirmary.  I  have  come  to  this  conclusion,  because  I  find 
that  a  great  many  of  the  pauper  nurses  now  employed  cannot  read  either  the 
printed  or  the  written  labels  on  the  bottles  of  medicine  which  they  are  entrusted 
to  }:dm  nister ;  becau>e  they  arc,  as  a  rule«  feeble  old  women,  who  know  nothing^. 
about  nursing ;  because  their  previous  careers  have,  in  many  instances,  been 
vicious ;  because  their  love  of  drink  often  drives  them  to  beg,  or  buy,  or  rob  the 
sick  of  the  stimulants  which  they  should  give,  them,  and  because  their  treat- 
ment of  the  poor  is,  generally  speaking,  not  characterised  either  by  judgment  or 
by  gentleness. 

Your  last  instruction  to  me  is,  to  suggest  such  alterations  in  the  arrangements- 
of  each  workhouse  as  will  secure  satisfactory  treatment  and  care  for  the  sick 
poor  of  the  metropolis.  I  am  obliged  to  confess  to  your  Board  that  no  such 
arrangements  can,  as  1  believe,  be  made  in  the  following  workhouses  r  namely, 

Clerkenwell ; 
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Clerkenwell  ;  St-  Giles  and  St.  George,  Bloomsbury ;  Holborn  ;  St.  Margaret 
and  St  John,  Westminster,  at  Petty  France ;  St.  Martin-in-the-Fields;  Isling- 
ton ;  the  Strand ;  Whitechapel ;  Bermondsey ;  St  George-the-Martyr,  and 
Lambeth. 

There  are  many  reasons  which  oblige  me  to  come  to  this  conclusion,  some  of 
which  I  will  endeavour  shortly  to  enumerate;  in  each  sick  ward  of  the  above 
workhouses  there  is  a  great  deficiency  of  cubical  space  for  each  patient,  and  of 
superficial  space  for  each  bed ;  defects  which  niight  possibly  be  remedied  by 
withdrawing  one- half  of  the  beds  no\r  placed  in  each  room,  but  this  is  not  a 
practical  remedy,  because  these  sick  wards  would  then  be  wholly  insufficient  for 
the  number  of  sick  paupers  who  should  be  warded  in  them  ;  again,  most  of  these 
workhouses  are  badly  constructed,  and  are  closely  hemmed  in  on  every  side  by 
other  buildings ;  the  trades  carried  on  in  the  vicinity  of  some  of  them  taint  the 
atmosphere ;  the  airing  yards  are,  generally  speaking,  wholly  insufficient ;  there 
is  no  facility  for  supervision  or  inspection  in  any  of  them;  there  is  no  room  to 
erect  sufficient  bath-rooms  and  lavatories  where  required  ;  it  is  not  possible  to 
build  water-closets  outside  the  wall^  of  the  buildings,  and  so  remove  them  from 
close  proximity  to  the  sick  wards,  and  there  are  no  means  of  giving  day-rooms 
to  the  convalescent. 

On  the  other  hand,  the  workhouses  of  Greenwich  ;  Fulham  ;  Hackney ;  Ken- 
sington ;  East  I^ndon;  West  London;  St.  Margaret  and  St.  John,  Westminster, 
at  Kensington;  Mile-end  Old  Town;  Paddingtcm;  Stepney;  St.  Mary,  Newington; 
Rotherhithe;  and  Wandsworth  and  Clapham,  stand  on  sites  a  great  proportion  of 
which  is  unoccupied  by  buildings,  and  on  which,  therefore,  the  guardians  could, 
if  they  thought  fit,  build  hospitals  upon  a  system  calculated  to  meet  the  require- 
ments of  medical  science. 

It  appears  to  me  that  the  workhouses  of  Bethnal-green ;  St.  Luke,  Chelsea  ; 
St.  George,  Hanover-square,  Mount-8treet ;  St.  Geori:e-in-the  East ;  Hampstead  ; 
City  of  London  ;  St.  Marylebone ;  St.  Puncrns ;  Poplar;  Shoreciitch  ;  Camberwell ; 
St.  Olave ;  St.  Saviour ;  and  St.  Luke,  Middlesex,  present  the  guardians  with 
some  facilities  for  rendering  the  sick  wards  in  them  rather  more  complete  than 
many  of  them  now  are  for  hospital  purposes ;  but  I  must,  at  the  same  time,  admit 
that  to  do  this  nearly  half  the  beds  now  in  the  sick  wards  of  these  workhouses 
must  be  withdrawn,  and  be  placed  in  other  wards  of  the  same  workhouses,  a 
proceeding  which  would  damage  the  classification,  and  materially  reduce  the 
maximum  number  of  inmates  which  each  workhouse  now  holds. 

I  have  now  accounted  for  39  of  the  40  workhouses  to  which  this  report  adverts ; 
there  is,  therefore,  only  one  other  workhouse  to  notice,  and  that  is  the  workhouse 
belorging  to  the  guardians  of  St  George,  Hanover-square,  at  Chelsea,  which 
appears  to  me  to  be  sufficient  for  the  purposes  to  which  it  is  dedicated. 

But  mere  suggestions  to  rebuild  or  remodel  the  infirmaries  of  the  metro- 
politan workhouses,  so  as  to  give  not  less  than  1,000  cubic  feet  of  air  to  each 
patient,  nor  less  than  80  superficial  feet  to  each  bed,  to  abolish  pauper  nursing, 
to  establish  a  sufficient  stafl*  of  trained  paid  nurses  by  day  and  by  night  in  each 
of  the  workhouses,  to  give  each  of  the  medical  officers  a  sufficient  salary,  to 
appoint  resident  medical  officers  wherever  necessary,  to  pay  for  the  drugs  out  of 
the  rates,  to  strictly  classify  patients  in  separate  wards,  and  to  provide  day-rooms 
for  the  chronically  sick,  the  aged  and  infirm,  and  the  convalescent,  will  not,  as 
it  seems  to  me,  secure  the  satisfactory  treatment  of  the  sick  poor  in  workhouses, 
for  there  is  no  legal  power  vested  in  your  Board  which  enables  you  to  compel 
Boards  of  Guardians  to  adopt  these. suggestions  in  their  entirety. 

Indeed,  the  difficulty  of  carrying  out  the  sujigestion  regarding  space,  is  almost 
insuperable,  for  it  would  be  necessary  to  withdraw  nearly  one-half  of  the  beds 
now  occupied  by  the  sick,  and  by  the  bedridden ;  and,  in  the  wards  which  I 
inspected,  I  found  9,335  beds  thus  occupied:  again,  as  to  a  sufficient  staff  of 
paid  trained  nurses  (of  whom,  according  to  the  opinion  of  the  seven  eminent 
medical  men  named  in  this  report,  there  should  be  three  to  each  60  sick  cases), 
supposing  the  40  Boards  of  Guardians  within  the  metropolis  were  dispo^^ed  to 
elect  them,  the  workhouses  are,  for  the  most  part,  incapable  of  affording  them 
proper  accommodation,  and,  finally,  the  classification  to  which  I  have  alluded 
would  be  altogether  impossible,  for  there  are  at  present  in  the  40  metropolitan 
workhouses,  which  are  calculated  to  accommodate  28,650  persons,  no  less  than 
10,300  old  and  infirm  persons,  6,000  temporarily  disabled,  and  1,800  idiots,  besides 
able-bodied  people  and  children. 

387.  A  4  Your 
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Your  Board  has  no  power  to  compel  Boards  of  Guardians  to  build  infirmaries 
for  the  sick  poor,  or  to  oblige  guardians  to  elect  and  pay  resident  medical  officers, 
or  to  enforce  the  paying  for  drugs  out  of  the  rates ;  and,  therefore,  until  these 
powers,  and  other  powers  similar  to  them,  are  conferred  on  your  Board  by  the 
Legislature,  sufficient  infirmaries  for  the  sick  poor  are  not  likely  to  be  built. 
.  The  advice  of  your  Board,  and  the  recommendations  and  suggestions  of  your 
inspectors,  are  generally  inoperative  when  their  adoption  will  result  in  an  unusual 
though  necessary  outlay  of  the  poor-rates. 

I  may  say,  for  myself,  that  I  have  frequently  failed  when  I  have  recommended 
a  Board  of  Guardians  to  build  a  new  workhouse,  although  it  was  to  supersede 
an  old  workhouse  in  every  respect  unfit  for  the  reception  of  pauper  inmates; 
and  there  are  always  one  of  two  reasons  which  the  Guardians  adopt  to  avoid 
building  a  new  workhouse ;  one  of  these  reasons  is,  that  the  times  are  so  bad 
that  the  ratepayers  cannot  then  bear  the  taxation  necessary  for  such  a  purpose  ; 
the  other  reason  is,  that  the  times  are  so  good  and  pauperism  so  low  that  there 
is  then  no  necessity  to  build  a  new  workhouse. 

I  am  of  opinion  that  your  Board  should  have  power  to  order  sufficient  sick 
wards  to  be  built  for  the  poor  and  to  be  paid  for  out  of  the  rates  in  the  metro- 
politan district,  and  that  you  should  also  have  power  to  establish  and  maintain 
in  such  sick  wards,  and  out  of  the  rates,  a  sufficient  staff  of  medical  officers  and 
trained  nurses,  together  with  such  drugs  and  medical  appliances  as  you  may  con- 
sider necessary,  without  the  consent  of  the  guardians  of  the  poor. 

I  think  that  hospitals  should  be  built  wholly  apart  from  the  metropolitan 
workhouses,  for  the  reception  of  the  sick  poor,  and  that  the  cost  of  building  and 
of  maintaining  these  hospitals,  and  of  supporting  the  sick  poor  in  them,  should 
be  defrayed  by  a  common  rating  of  the  metropolis,  based  on  its  rateable  value, 
for  I  am  sure,  in  the  first  place,  that  the  present  pressure  of  the  rates  is  intoler- 
ably unequal ;  and  I  am  also  sure,  as  I  have  already  said,  that  no  ingenuity  or 
contrivances  can  render  the  majority  of  the  present  sick  wards  in  any  way  equal 
to  the  just  requirements  of  sound  medical  science. 

Nor  is  there  anything  new  in  this  proposition,  for  26  years  ago  the  Poor  Law 
Commissioners  framed  a  Bill  containing  provisions  of  a  somewhat  similar 
character.    Clause  8  of  that  Bill  was  as  follows  ; 

"  That  it  shall  be  lawful  for  the  said  Commissioners,  as  aind  when  thev  shall 
see  fit,  by  order  under  their  hands  and  seal,  to  declare  so  many  parishes  or 
unions,  or  parishes  and  unions,  as  they  may  see  fit,  to  be  united  for  the  manage- 
ment of  any  class  or  classes  of  infirm  or  infant  poor,  &c.  &c.  &c.*' 

In  conclusion,  it  is  my  duty  to  inform  your  Board  that  though  some  of  the 
various  circumstances  connected  with  the  workhouses  which  I  have  embodied 
in  this  Report  have  been  known  to  me  for  many  years,  yet  most  of  them  your 
^  Board  have  not  the  power  to  remedy ;  I  allude  particularly  to  the  enlarging  of 
the  airing  yards,  and  of  the  sick  wards,  the  remodelling  of  the  internal  arrange- 
ments of  the  wards  of  workliouses,  and  the  reconstructing  of  water-closets.  On 
the  other  hand,  I  have  frequently  brought  under  the  notice  of  the  masters  of 
workhouses  and  the  guardians,  the  deficiency  of  furniture  of  various  descriptions, 
and  the  expediency  for  a  greater  supply  of  instructive  books;  and  I  have  the 
satisfaction  of  now  stating  that  the  guardians  have  frequently  met  my  wishes^ 
though  that  has  not  been  invariably  the  case.  The  employment  of  paid  nurses, 
instead  of  pauper  nurses,  is  a  subject  which  your  Board  has  always  warmly  advo- 
cated, and  which  I  have  frequently  and  earnestly  urged  upon  the  Boards  of 
Guardians  of  this  Metropolis,  and  I  am  happy  to  say  in  many  instances  with 
success. 

I  have,  &c. 
(signed)        H.  B.  Famall, 
The  Poor  Law  Board,  Whitehall.  Poor  Law  Inspector. 
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APPENDIX. 


LAMBETH    WORKHOUSE. 

(Date  of  Visit,  4th  April  1866. ) 


The  limit  of  accommodation  in  this  workhouse  is  fixed  for  1,100  inmates,  and  to-day 
there  were  968  inmates,  of  whom  725  were  temporarily  disabled  or  old  and  infirm,  193 
were  able-bodied,  and  50  were  children. 

There  are  16  rooms  inhabited  by  sick  women,  containing  290  beds,  occupied  by  day  and 
by  night ;  and  there  are  8  rooms  similarly  occupied  by  sick  men,  contaming  186  beds ; 
these  24  rooms  will  accommodate  476  persons ;  the  average  cubical  space  for  each  patient 
is  530  feet;  the  maximum  being  879  feet,  and  the  minimum  315  feet  The  average 
superficial  feet  occupied  by  each  bed  is  48  ;  the  maximum  being  68,  and  the  minimum  37. 

A  table  is  annexed  giving  the  details  of  the  measurements  of  each  sick  ward. 

There  are  no  day-rooms  for  the  sick ;  there  are  no  bath-rooms  in  the  sick  wards  for 
women ;  there  are  no  separate  kitchens  for  the  sick  wards ;  there  are  no  sufficient  lava- 
tories for  the  sick  wards,  but  there  are  sufficient  wash-hand  basins  and  towels ;  there  are 
no  padded  rooms  for  lunacy  cases.     Fever  and  small-pox  cases  are  sent  to  hospitals. 

The  airing-yards  for  the  women  (of  whom  there  w6re  to-day  47 6")  contain  1,484  super- 
ficial yards ;  the  principal  yard  is  also  the  drying  yard  of  the  wash-nouse ;  and  the  wash* 
house,  the  female  vagrant  ward,  and  the  female  imbecile  ward  abut  upon  it,  while  die 
dead-house  is  in  its  close  proximity. 

The  airing-yards  for  th^  men  (of  whom  there  were  to-day  442)  contain  1,120  superficial 
yards. 

There  is  one  medical  officer  with  a  salary  of  300  Z.  per  annum,  the  guardians  finding  the 
drugs ;  there  is  a  dispenser  who  is  idso  employed  as  a  nurse  for  sick  men ;  there  is  one 
paid  nurse  for  the  male  imbeciles ;  there  is  one  paid  nurse  for  the  female  imbeciles,  and 
there  were  84  imbeciles  or  idiots  in  the  workhouse  this  week ;  there  is  one  paid  nurse, 
with  a  paid  assistant  for  the  sick  women,  and  there  is  one  pauper  nurse  with  assistant 
pauper  nurse  in  each  sick  ward ;  there  are  no  paid  night  nurses,  but  there  are  pauper 
night  nurses. 

The  medical  officer  has  usually  about  600  cases  on  his  books,  and  sees  professionally 
from  70  to  100  cases  daily. 

This  workhouse  meets,  in  one  instance  only,  the  requirements  considered  necessary  by 
the  eminent  medical  men  to  whose  report  1  have  previously  alluded,  for  the  medical 
officer  has  no  pecuniary  interest  whatever  in  the  medicines  supplied,  nor  is  he  charged 
with  the  duty  of  dispensing  them. 

Six  of  the  pauper  nurses  entrusted  to  administer  medicine  cannot  read  the  labels  on  the 
medicine  bottles. 

The  wards  for  female  imbeciles  are  dark  and  gloomy,  and  are  badly  ventilated,  and  the 
area  for  exercise  is  wholly  insufficient ;  the  drains  of  the  house  are  frequently  in  a  defec- 
tive state ;  the  dead-house  is  immediately  under  the  fiooring  of  a  sick  ward  for  females, 
and  the  medical  officer  says,  ^'the  smell  is  sometimes  terribly  offensive;  it  is  most 
atrocious ; "  the  dispenser  says,  **  it  is  impossible  for  me  to  da  the  duties  which  devolve 
upon  me."  The  medical  officer  also  says,  "I  have  no  time  for  recreation, for  I  spend  two- 
tmrds  of  each  day  in  the  workhouse ;  the  infirmaries  are  insufficient,  and  generally  fulL 
I  can  obtain  any  quantity  of  stimulants;  and  any  food  I  choose  to  order  for  my  patients." 

I  am  unable  to  suggest  any  practical  arrangements  which  would  secure  the  satisfactory 
treatment  of  the  sick  poor  in  tms  workhouse,  for,  if  the  requirements  which  the  progress 
of  medical  science  were  complied  with  here,  the  sick  wards  would  acconunodate  only  159 
patients,  each  of  whom  would  have  1,060  cubical  feet  of  air,  and  95  superficial  feet  for 
each  bedstead,  and  one  day-room  for  die  patients  of  every  two  sick  rooms. 

I  cannot  recommend  this  arrangement  in  the  face  of  the  medical  officer's  assertion  that 
the  479  beds  in  the  infirmaries  of  the  workhouse  are  insufficient  for  the  sick  poor  of  this 
parish. 

3«7.  B 
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Measurements  taken  at  the  Workhouse  of  the  Parish  of  Lambeth. 

Occnpied 

1 

1  ae. 

Dthe 
the 
cer. 

No. 

Clasi  of  Inmates^  or  Purpose 

Contents 

amber  it  wil 
commodate  i 
opinion    of 
Medical  Offi 

• 

'* 

of 
Ward. 

to  which  Appropriated. 

By 
Day 

By 

Night 

By 
Day  and 

Length. 

Breadth. 

Height 

in 
CohicFeet. 

KxMAmKt. 

only. 

only. 

Night. 

^ 

No.of 
Beds. 

Ft.   in. 

Ft. 

in. 

Ft.   in. 

1 

Men's  dormitory 

_ 

1 

^ 

m. 

104     6 

26 

0 

10     0 

27,148 

90 

2 

ditto 

^ 

1 

„ 

. 

104     6 

26 

3 

10  10 

29,693 

90 

8 

4 

Gallery;  married  cou- 
ples. 

Male  insane  ward,  in 
two  divisions,  Nos.  1 
and  2. 

- 

1 

1 

▼ 

25 

lOi  feet 
square. 
69     7 

19 

10 

11     6 

13,689 

32 
25 

16  rooms,  to  con- 
tain 2  each. 
No.  1,  11  beds. 
No.  2,14     „ 

6 

Male  convalescent  ward 

. 

- 

26 

69     9 

19 

9 

11     8 

13,767 

24 

6 

Male  infirm  ward 

. 

. 

30 

46     6 

28 

o 

11     0 

14,407 

29 

7 

Male  bad  leg  ward    - 

. 

- 

24 

59     8 

20 

0 

16     8 

18,198 

24 

8 

Male  sick  ward 

— 

- 

26 

47     8 

27 

10 

10     9 

14,138 

26 

H 

Male  bedridden  ward 

.- 

- 

81 

47     0 

28 

0 

18     6 

17,108 

30 

9 

Oakum  room    - 

—  . 

- 

- 

- 

37     4 

19 

6 

11     5 

8,311 

•— 

10 

Male  foul  ward 

«. 

— 

10 

29     7 

15 

6 

11     6 

6,273 

10 

11 

Men's  fever  „   - 

,. 

. 

14 

82     0 

29 

7 

18     0 

12,306 

14 

In  ordinary  caies  14, 

12 

A.  B.  men's  ward     - 

— 

- 

- 

29     8 

15 

0 

11      0 

6,117 

— 

in  fever     „     10. 

18 

A.  B.      „    dormitory 

- 

1 

- 

- 

31     9 

29 

6 

16     0 

14,048 

26 

14 

Men's  sitting  hall      - 

- 

- 

- 

86     7 

83 

7 

18     0 

15,541 

— ~ 

16 

Men's  dormitory 

- 

I 

- 

- 

36     7 

34 

4 

18     0 

16,328 

42 

16 

Men's  infirm  word    • 

' . 

. 

1 

- 

36     9 

84 

4 

15     8 

19,241 

27 

I6i 

Flock  room 

— 

- 

- 

26     2 

19 

10 

10     0 

6,190 

— " 

17 

Women's  day  room  - 
Women's  infirm  ward 

- 

.. 

- 

82     0 

24 

3 

8     8 

6,726 

— 

18 

— 

- 

1 

- 

32     0 

24 

6 

8     7 

6,729 

14 

19 

Women's  foul         „  - 

« 

^ 

1 

15 

32     0 

24 

8 

8     8 

6,726 

14 

20 

A.  B.  women's     „  - 

^ 

- 

-' 

82     0 

24 

2 

8     6 

'6,673 

—^ 

21 

Needle  room     - 

1 

. 

- 

- 

82     0 

24 

0 

8     6 

6,628 

^~" 

22 

Women's  infirm  ward 

• 

... 

1 

16 

82  10 

28 

9 

8     9 

6,828 

14 

28 

Ditto    - 

— 

-. 

1 

16 

82     0 

24 

0 

8   10 

6,784 

14 

24 

Ditto    - 

... 

. 

1 

11 

26     9 

20 

0 

18     0 

6,956 

11 

26 1 
26/ 

4  rooms  used  as  refrac- 

. 

- 

- 

- 

- 

- 

- 

- 

""^ 

tory  women's  wards, 

by  day  only. 

26 

Lying-in  ward  - 
Nursery  -         -         - 

_ 

_ 

1 

11 

36     0 

19 

8 

10     9 

7,400 

11 

27 

^ 

. 

1 

34     9 

20 

10 

10     6 

7,602 

14 

14  adults  only, 

•/ 

20   ^  &  children. 

24  all  children. 

28 

Women's  oon  valescent 

^ 

^ 

1 

10 

86     0 

21 

8 

8     8 

6,680 

14 

14  adults  only. 

v^ard,  and  occasion- 
ally as  nursery. 

double 
and  1 
single. 

20    ,.  &;  children, 
24  all  children. 

29 

Women's  bad  leg  ward 

. 

— 

1 

17 

86     0 

20 

9 

8     8 

6,474 

18 

30 

Women's  infirm       „ 

« 

- 

1 

16 

86     0 

21 

0 

8     0 

6,048 

12 

81 

Ditto     - 

,. 

- 

1 

17 

86     0 

21 

6 

8     0 

6,168 

12 

82 

Women'sbedridden  ward 

. 

- 

1 

16 

36     8 

20 

0 

7     0 

4,993 

10 

38 

Ditto     - 

_ 

- 

1 

16 

36     0 

20 

0 

7     0 

6,040 

10 

84 

Women's  casual  ward 

„ 

1 

-. 

— 

. 

. 

~ 

- 

Certified  for    80 

86 

Women's  foul         „ 

«. 

- 

1 

« 

80     0 

17 

6 

9     9 

5,119 

10 

beds. 

86 

Women's  insane     „ 

. 

- 

1 

- 

80     6 

17 

9 

9     9 

6,262 

11 

87 

Ditto    - 

« 

- 

1 

38 

66     6 

29 

9 

10     8 

20,278 

32 

88 

Women's  bad  leg  >rard 

mm 

- 

1 

83 

64     0 

28 

0 

11     6 

17,388 

88 

89 

Women's  sick          „ 

. 

- 

1 

81 

64     0 

28 

0 

17     0 

25,704 

81 

40 

Women's  dormitory  - 

. 

- 

- 

30     0 

17 

8 

8     9 

4,637 

14 

41 

Ditto    - 

. 

* 

- 

. 

17      7 

10 

0 

8  10 

],668 

4 

42 

Ditto    - 

. 

'  - 

- 

15     6 

14 

6 

8     8 

1,947 

6 

48 

Ditto    - 

. 

- 

- 

60   10 

30 

9 

9     6 

14,719 

49 

44 

Ditto   - 

_ 

"1    • 

mm 

- 

29  11 

17 

8 

10     0 

6,286 

16 

46 

Ditto   - 

^ 

mm 

- 

30     9 

17 

7 

9  11 

6,361 

18 

46 

Ditto   - 

mm 

. 

- 

16     6 

14 

8 

9  10 

2,228 

7 

47 

Ditto   - 

«. 

- 

^ 

60     7 

81- 

1 

8     9 

18,762 

46 

48 

Women's  probation  ward 

. 

— 

- 

12     6 

18 

0 

10     9 

1,747 

6 

49 

Men's            „         „ 

«. 

- 

.. 

14     9 

11 

1 

11     2 

1,826 

6 

60 

Men's  casual  ward    - 

- 

- 

- 

- 

- 

- 

- 

— 

Certified   for    81 
beds. 

Total 

.     .     . 

941 

I  have  inspected  all  the  wards  of  the  workhouse,  and  am  of  opinion  that,  according  to  the  instructions  of  the  Poor  Law 
Board,  the  number  of  inmates  certified  for  each  ward  in  the  above  list  may  be  properly  placed  therein. 

5  March  1866.  Henry  H.  Buthtf  M.  O. 

I  certify  that  the  above  is  a  ooirect  exposition  of  the  number  of  beds  for  each  ward,  as  pronounced  by  the  Medical  Officer. 

George  Day^  Master. 
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ST.  SAVIOUR'S  WORKHOUSE. 
(Date  of  Visit,  6th  April  1866.) 


The  limit  of  accommodation  in  this  workhouse  is  fixed  for  562 ;  and  to-<la7  there  were 
400  inmates,  of  whom  318  were  temporarily  disabled  or  old  and  infirm ;  46  were  able- 
bodied,  and  36  were  children. 

There  are  nine  rooms  inhabited  by  sick  men  and  women  (one  of  them  is  inhabited  by 
female  imbeciles  by  night  only)  containing  176  beds,  occupied  (with  the  exception  of  the 
one  alluded  to  allove)  by  day  and  by  ni^t.  These  nine  rooms  will  accommodate  176 
persons ;  the  average  cubical  space  for  eiu^  patient  is  694  feet,  the  maYimum  being  1,026 
feet,  and  the  minimum  298  feet 

The  arerage  superficial  feet  occupied  by  each  bed  is  60,  the  maximimi  being  78,  and  the 
minimum  31. 

A  table  is  annexed,  giving  the  details  of  the  measurements  of  each  sick  ward. 

The  infirmary  is  a  detached  building ;  there  is  a  day*room  for  convalescent  men,  and 
there  was  one  room  empty,  capable  of  containing  23  beds,  if  each  bed  occupied  a  space 
equal  to  that  allotted  to  the  other  beds  in  this  infirmary. 

There  are  no  airing  yards  for  the  sick ;  there  is  no  separate  kitchen  for  the  sick  wards ; 
fever  and  small-pox  cases  are  sent  to  hospitals.  The  male  imbeciles  are  distributed  about 
the  workhouse ;  there  were  five  such  cases  here  to-day. 

There  is  one  medical  officer  with  a  salary  of  100  /.  per  annum ;  and  he  finds  the  drugs, 
which  cost  him  63  /.  a  year ;  there  is  one  paid  nurse  in  the  infirmary,  and  there  are  pauper 
nurses  in  each  ward;  there  is  no  dispenser;  liie  medicsJ  officer  attends  daily;  he  can 
obtain  an^  amount  of  stimulants  or  food  which  he  may  require  for  his  patients. 

There  is  a  small  house  next  to  the  detached  infirmary,  called  the  '^  cottage,"  used  for 
infectious  cases ;  the  rooms  are  small  and  ill-ventilated,  and  are  unfit  for  the  purposes  to 
which  they  are  dedicated. 

This  workhouse  does  not  meet  the  requirements  of  medical  science,  nor  am  I  able  to 
suggest  any  arrangements  which  would  in  the  least  enable  it  to  do  so. 

The  medical  officer  sees  professionally  about  70  cases  daily  in  the  workhouse,  and  spends 
about  two  hours  there. 


Mbasubements  taken  at  the  Workhouse  of  the  Parish  of  St.  Saviour's,  Southwark,  6  April  1866. 

- 

Oocapied 

Number  it  will  ae- 
oommodateinthe 
opinion    of   the 
MedloalOfioer. 

of 

Contents 

CltM  of  Inmates,  or  Purpose 
to  which  Appropriated. 

r 

By 
Day 

By 

Night 

By  Day 

and 

Length. 

Breadth. 

Hd^t 

in 
Cubic  Feet. 

- 

only. 

only. 

Night 

- 

■ 

Ft.    in. 

Ft.  in. 

Ft.  in. 

Female  imbeciles 

.. 

• 

^ 

40     6 

16     0 

9     5 

6,089 

Female  dormitory 

- 

- 

- 

86     0 

18     8 

9     6 

6,241 

5 

-          .          -           . 

- 

- 

— 

22     0 

22     4 

12     2 

6,978 

7 

-          -           -           • 

- 

- 

-. 

21     0 

21     0 

18     8 

6,267 

e 

-          -          .           . 

- 

.. 

46     0 

22     4 

11     8 

11,567 

17 

•          -           . 

- 

- 

- 

66     0 

28     0 

11     2 

14,511 

19 

•           .          •           . 

- 

- 

- 

56     0 

22     9 

11     2 

14,226 

sa 

.... 

- 

- 

- 

46     7 

22     2 

18     0 

18,424 

526 

.... 

- 

- 

- 

21     4 

18     6 

18     0 

6,181 

20 

•          .          *           . 

- 

* 

- 

22  10 

20     9 

18     0 

6,159 

24 

.... 

- 

.. 

- 

66     0 

22   10 

18     0 

16,628 

22 

.... 

•* 

- 

- 

56     0 

22  10 

18     0 

16,628 

12 

. 

- 

81     0 

22     6 
TOTJ 

12     8 
LL     -     -     . 

8,546 

1 

181,874  C 

hOricji 

AtBIKG  YaBDS, 


Men's  Yard     - 
Womeo's  Yard 


Total 


387. 


B  9 


Area. 
827 
571 


898  Sup.  yards. 
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REPORT  ON  THE  INFIRMARY  WARDS  OF 


BERMONDSEY    WORKHOUSE. 

(Date  of  Visit,  5th  April  1866.) 

The  limit  of  accommodation  in  this  Workhouse  is  fixed  for  900  inmates,  and  to-day 
these  were  535  inmates,  of  whom  341  were  temporarily  disabled  or  old  and  infirm,  126 
were  able-bodied,  and  68  were  children. 

There  are  five  rooms  mhabitedby  sick  women,  containing  73  beds,  occupied  by  day  and 
by  night,  and  there  are  11  rooms  similarly  occupied  by  sick  men,  containing  211  beds,  but 
of  these  latter  rooms  one,  containing  73  beds,  is  usea  by  night  only ;  these  16  rooms  will 
accommodate  284  persons ;  the  average  cubical  space  for  each  patient  is  464  feet ;  the 
maximum  being  709  feet,  and  the  minimum  235  feet 

The  average  superficial  feet  is  50,  the  mftYimiiTn  being  71,  and  the  minimum  25. 

A  table  is  annexed  giviuff  the  details  of  the  measurements  of  each  sick  ward. 

The  wards  for  men,  numbered  two  and  three  on  the  table,  are  on  the  ground  floor,  and 
are  very  defective  bo^  as  regards  light  and  ventilation ;  the  pauper  nurse  in  Number  2 
could  not  read. 

There  are  no  dav  rooms  for  the  sick,  and  the  lavatories  are  insufficient;  there  are  no 
separate  kitchens  for  the  sick  wards ;  fever  and  small-pox  cases  are  sent  to  hospitals,  but 
if  there  were  a  case  of  scarlet  fever 'the  medical  officer  says  he  should  mix  it  with  the 
other  sick  cases ;  the  position  of  liie  dead-house,  and  of  the  men's  urinals,  and  water- 
closets,  is  very  objectionable ;  many  of  the  wards  in  the  sick  wards  are  badly  ventilated. 

The  airinff  yards,  for  both  the  men  and  women,  are  very  deficient,  bein^  £u*  too  con- 
fined; for  mere  are  only  1,318  superficial  yards  for  tike  whole  of  the  inmates.  The 
imbeciles  of  both  sexes,  of  whom  there  were  18  in  the  workhouse  to-day,  are  distributed 
about  the  house. 

There  is  one  medical  officer  with  a  salary  of  80  /.  per  annum,  and  he  finds  the  drugs, 
which  cost  25  /.  a  year ;  but  the  guM*dians  find  cod-liver  oil  and  quinine.  There  is  no 
paid  nurse,  but  the  pauper  nurses  and  pauper  assistant  nurses  in  each  sick  ward. 

The  medical  officer  has  about  100  cases  to  attend  to  daily,  and  specially  about  40;  he 
has  no  dis^nser ;  he  can  obtain  any  amount  of  stimulants  and  food  which  he  may  require 
for  his  patients. 

The  site  of  this  workhouse  is  bad,  and  the  cellar  floors,  beine  below  the  level  of  the 
Thames,  are  sometimes  flooded  one  foot  deep,  but  the  medical  officer  says,  ^^  it  is  surprising 
how  little  deposit  is  left  when  the  flood  subsides." 

This  workhouse  does  not  meet  the  requirements  of  medical  science,  nor  is  it  possible  to 
render  it  capable  of  doing  so. 

MfiASTJBEHBNTS  taken  at  the  Workhouse  of  the  Parish  of  Bermondsey,  5th  April  1866. 


- 

Oocnpied 

tin 

^^ 

Contents 
in 

Clan  of  Inmates,  or  Purpoie 

By 

By 

By  Day 

Lengtli. 

Breadth. 

Heiglit. 

Wttd. 

to  wliidi  Appropriated. 

Day 

Nigbt 

and 

Cnbic  Feet. 

only. 

only. 

Niglit. 

1 

Ft.  in. 

Ft.  in. 

Ft.  in. 

2 

Male,  sick  and  infirm  - 

^ 

«. 

. 

22     9 

28     0 

10     6 

5,494 

8 

Ditto      -        .         - 

— 

. 

. 

28     0 

28     0 

10     6 

6,048 

28 

Male  Infirmary   - 

. 

« 

- 

46     0 

20     9 

8     0 

7,686 

28 

Male  small  room  adjoin- 

ing. 

- 

- 

- 

19     6 

9     6 

8     0 

1,482 

28 

Male  nurse's  room 

- 

.. 

.- 

18     9 

9     0 

8     0 

990 

24 

^ 

^ 

. 

15   10 

20     0 

8     0 

2,688 

20 
20 

Female  Infirmary 
Ditto 

: 

- 

: 

80     9 
28     0 

19     6 
19     6 

8     0 
8     0 

}      9,166 

22 

Ditto 

— 

.. 

- 

26     6 

22     8 

10     0 

6,678 

5 

Ditto 

- 

. 

- 

10     6 

14     8 

9     6 

1,408 

5 

Ditto 

. 

., 

. 

19     6 

16     4 

9     6 

8,000 

81 

Ditto 

•• 

. 

-. 

41     8 

19  10 

9     0 

7,868 

80 

Ditto 

» 

.. 

-. 

58     0 

26     0 

10     0 

18,260 

9 

Male  Infirmary  - 

. 

.. 

- 

20     0 

16     7 

9     2 

2,867 

'^  10 

Ditto       ... 

«. 

«, 

. 

46     0 

20     0 

9     5 

}    11,846 

10 

_ 

_ 

. 

26     0 

18     0 

9     6 

11 

Male  Infirmary   • 

.- 

— 

- 

21     0 

16  10 

9     0 

2,998 

12 

Ditto 

- 

. 

- 

44     0 

20     9 

9     0 

1 

12 

.. 

- 

- 

84     4 

14     0 

9     0 

>   26,709 

12 

.. 

. 

— 

70     6 

20     9 

9     0 

J 

124 

•         •        •        .        • 

-. 

• 

.. 

26     0 

21     8 

10     0 

5,818 

18 

- 

- 

.- 

81     9 

26     0 

10     2 

8,070 

86 

66     9 

28     G 
T 

9     9 
'OTAL      -      - 

16,492 
187,216 
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AiBiNO  Yards, 

Men's  yard 

Women's  yard 

Boys'  yard  •----.- 

Girls'     „ 

Total 


Area. 
470 
608 
168 
182 


1,818     Sup.  yds. 


ST.  GEORGE  THE  MARTYR  WORKHOUSE. 
(Date  of  Visit,  6th  April,  1866.) 


The  limit  of  accommodation  in  this  workhouse  is  fixed  for  624  inmates ;  and  to-day 
there  were  396  inmates,  of  whom  368  were  temporarily  disabled  or  old  and  infirm,  13  were 
able-bodied,  and  15  were  children. 

There  are  nine  rooms  inhabited  by  sick  women,  containing  123  beds,  occupied  by  day 
and  by  night,  and  there  are  three  rooms,  similarly  occupied  by  sick  men,  containing  40 
beds;  these  12  rooms  will  accommodate  170  persons ;  the  average  cubical  space  for  each 
patient  is  508,  the  maximum  being  656  feet  and  the  minimum  4M  feet. 

The  ayerage  superficial  feet  occupied  by  each  bed  is  52,  the  maximum  being  77  and  the 
minimum  40. 

A  table  is  annexed,  giving  the  details  of  the  measurements  of  each  sick  ward. 

There  are  no  day  rooms  for  the  sick  ;  the  water-closet  and  bath-room  departments  are 
very  defective ;  there  is  no  separate  kitchen  for  the  sick ;  the  water  supply  is  deficient ; 
the  ventilation  is  bad ;  the  medical  officer  says :  ^'  tiiere  is  not  a  decent  ward  in  tiie  whole 
house." 

The  yards^  called  the  airing  yards,  are  merely  small  courts,  and  are  unfit  for  exercising 
.    yards. 

There  is  one  medical  officer,  with  a  salary  of  80/.  per  annum :. he  finds  the  drugs,  the 
guardians  finding  cod-liver  oil  and  quinine ;  fever  and  small-pox  cases  go  to  hospitals. 

There  are  no  paid  nurses,  but  it  is  supposed  that  one  will  shortly  be  appointed ;  there 
are  no  special  night  nurses,  but  there  are  pauper  nurses  in  each  sick  ward  ;  there  is  no 
dispenser.  The  medical  officer  thinks  that  the  drugs  cost  him  lOZ.  a-year,  but  he  says, 
"If  the  guardians  found  all  the  drugs  it  would  be  good  for  me ;  and,  to  speak  honestiy,  for 
liie  paupers." 

Tne  medical  officer  can  obtain  any  amount  of  stimulants  and  food  which  he  may  require 
for  his  patients. 

This  workhouse  does  not  meet  the  requirements  of  medical  science. 

The  medical  officer  sees  professionally  about  125  cases  daily  in  the  workhouse,  and 
spenis  about  an  hour  and  a  naif  there. 

Measubembnts  taken  at  the  Workhouse  of  the  Parish  of  St.  George  the  Martyr,  6th  April  1866. 


No. 
of 

Occupied 

Contents  in 
in 

Class  of  Inmates,  or  Purpose 
to  which  Appropriated. 

By 

By 

n' 

Length. 

Breadth. 

Height 

Ward. 

Day 

Night 

Day 

ftnd 

Cubic  Feet 

I 

only. 

only. 

Night 

Ft.     in. 

Ft.    in. 

Ft. 

m. 

2 

Male  sick  ward    - 

. 

mm 

- 

44     9 

18     6 

10 

0 

}     8,768 

2 

Ditto  -        -        -        - 

- 

- 

- 

24     0 

10     0 

2 

0 

9 
9 

Ditto  .... 
Ditto  .... 

— 

_ 

„ 

85  10 
24  10 

19     0 
10     0 

10 
2 

0 
0 

1     7,288 

8 

Ditto - 

- 

- 

- 

82     9 

18     0 

10 

0 

1     6,076 

8 

I>itto• 

- 

- 

- 

10     0 

9     0 

2 

0 

4 

Women's  lying-in  ward 

- 

- 

- 

87     0 

19     6 

10 

0 

7,215 

4 
4 

Ditto  sick  ward  - 

^. 

— 

- 

37     8 
16     0 

19     8    ■ 
10     0 

11 
2 

0 
0 

1     8,296 

Female  foul  ward 

- 

- 

- 

17     8 

18     8 

9 

2 

2,952 

Nursery      -        .        - 

- 

^ 

- 

19     0 

16     0 

10 

0 

8,040 

1 

Female  sick  ward 

- 

- 

- 

45     8 

19     9 

10 

2 

1     9,566 

1 

Ditto - 

- 

- 

- 

24     0 

10     0 

2 

0 

2 

Ditto- 

- 

- 

- 

46     0 

18     6 

11 

0 

9,158 

6 

DittQ- 

- 

- 

- 

34     0 

19     0 

11 

0 

7,106 

7 

Ditto- 

- 

- 

- 

40     8 

18     6 

12 

2 

9,060 

11 

Ditto  (oonvalescrat)     - 

87     8 

18     9 
Total 

11 

•     • 

1 

7,827 

86,841 

(M.ft. 

387. 
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REPORT  ON  THE  INFIRMARY  WARDS  OF 


SAINT  OLAVE'S  WORKHOUSE. 
(Date  of  Visit,  6th  April  1866.) 


The  limit  of  accommodation  in  this  workhouse  is  fixed  for  537  inmates,  and  to-day 
there  were  S76  inmates,  of  whom  202  were  temporarily  disabled,  or  old  and  infirm ;  49 
were  able-bodied,  and  25  were  children. 

There  are  seven  rooms  inhabited  by  sick  women,  containing  59  beds,  occupied  by  day 
and  by  night;  and  there  are  five  rooms  similarly  occupied  by  sick  men,  containing  38 
beds;  these  12  rooms  will  accommodate  97  persons;  the  average  cubical  space  for  each 
patient,  is  611  feet;  the  maximum  being  1,234  feet,  and  the  minimum  513  feet. 

The  average  superficial  feet  occupied  by  each  bed  is  58 ;  tiie  maximum  being  136,  and* 
the  minimum  48. 

A  table  is  annexed,  giving  the  details  of  the  measurements  of  each  sick  ward. 

There  are  no  day  rooms  for  the  sick,  nor  any  separate  kitchen  for  them ;  the  ack  wards 
are  insufficient,  bemg  always  nearly  full,  and  sometimes  over  full.  Fever  and  small-pox 
cases  are  sent  to  hospitals ;  the  imbeciles  are  distributed  amongst  the  inmates  of  the  house, 
and  there  were  13  of  them  here  to-day. 

There  is  one  medical  officer,  with  a  salary  of  120  /.  a  year,  the  guardians  finding  the 
drugs ;  there  is  no  dispenser.  The  medical  officer  resides  in  the  workhouse,  but  he  is  also 
memcal  officer  for  the  out-door  paupers  for  the  whole  union ;  to-day,  there  were  nearly  a 
1,000  paupers  on  the  books,  irrespectively  of  the  children  at  the  district  schools. 

There  are  usually  57  cases  or  thereabout  to  attend  to  in  the  infirmary,  besides  the  old 
and  infirm,  of  whom  there  are  about  100  in  the  workhouse  ;  out  of  the  workhouse  there 
are  usually  from  80  to  120  cases  to  attend  to. 

There  are  no  paid  nurses  in  the  infirmaries,  but  there  are  pauper  nurses  in  each  sick 
ward ;  they  are  entrusted  to  administer  stimulants  and  medicines ;  two  of  them  could  not 
read  the  labels  on  the  bottles. 

This  workhouse  does  not  meet  the  requirements  of  medical  science. 

The  medical  officer  can  obtain  any  amount  of  stimulants  or  food  which  he  might  require 
for  his  patients. 

Meabubbments  taken  at  the  Workhouse  of  the  Parish  of  St  Olave,  Southwark,  6th  April  1866. 


Occapied 

Hi 

Mo. 

• 

ContBatB 

1^5 

Class  of  Inrnttes,  or  Purpofle 

or 

Waid. 

to  which  Appropriated. 

By 
Day 

By 

Night 

By 
Day  and 

Length. 

Breadth. 

Height 

In 
CvbieFeet. 

Number  il 

opinion  off 
oalOiBoer. 

only. 

only. 

Night. 

Ft.  in. 

Ft. 

in. 

Ft. 

in. 

6 

Male,  aged  and  infirm  • 

«, 

» 

28     0 

18 

8 

0 

4,617 

, 

58 

Ditto     -    ditto 

. 

- 

- 

21     6 

18 

8 

0 

4,816 

Male  sick  ward    - 

.. 

- 

. 

42     6 

17 

0 

0 

8,181 

Women's  lying-in  ward 

. 

- 

- 

20     3 

18 

4 

0 

4,084 

Women's  sick  ward 

.. 

- 

-        , 

61     0 

17 

4 

0 

11,630 

70 

Women^s  sick  ward  and 
nursery. 

— 

— 

81     9 

18 

0 

0 

6,286 

71 

\Yomen*8  sick  ward 

-. 

. 

— 

81     6 

18 

0 

0 

6,287 

Women's  itch  ward 

— 

- 

- 

10     0 

12 

6 

0 

1,375 

"■ 

Women's  venereal  ward 

- 

-        , 

9     0 

12 

6 

0 

1,288 

82 

Basement  male  ward    - 

— 

- 

-        , 

21     9 

17 

9 

9 

2 

8,588 

82a 

Basement  male  itch  ward 

- 

- 

-    1 

22     9 

17 

0 

9 

2 

8,701 

Helpless  women's  ward 

-    1 

1 

18  10 

20 

4 
T 

10 

OTAL      ' 

m 

1 

4,104 

69,807 

cw.yi. 

Airing  Yabds. 


Men*8  yard 

Men's  infirmary  yard  ....... 

Men's  vagrant  yard    .------- 

Women's  yard    -•--•---- 

Women's  infirmary  yard     .-•---- 

Women's  aged  and  infirm  yard    -.---. 

Drying  yards 

Girls'  school  yard        ..--.--. 

Total  -  - 


Area. 

867 
216 
88 
247 
146 
184 
427 
184 


1,854  Sup.  yd$. 
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GREENWICH    WORKHOUSE. 

(Date  of  Visit,  9th  April  1866.) 


The  limit  of  accommodation  in  this  workhouse  is  fixed  for  1,044  inmates;  and  to-day 
there  were  910  inmates,  of  whom  787  were  temporarily  disabled  or  old  and  infirm,  13 
were  able-bodied,  and  110  were  children. 

There  are  23  rooms  inhabited  by  sick  women,  containing  306  beds,  occupied  by  day 
and  by  night,  and  there  are  13  rooms  similarly  occupied  by  sick  men,  containing  152  beds; 
the  36  rooms  will  accommodate  458  persons;  the  average  cubical  space  for  eacn  patient  is 
462  feet ;  the  maximum  being  685  feet  and  the  minimum  360  feet. 

The  average  superficial  feet  occupied  by  each  bed  is-  45,  the  maximum  being  68,  and 
the  minimum  33. 

A  table  is  annexed,  giving  the  details  of  the  measurements  of  each  sick  ward. 

There  are  no  day  rooms  tor  the  sick,  but  there  are  day  rooms  for  the  imbeciles ;  the 
bath-rooms  are  insufficient,  and  the  lavatories  are  insufficient;  fever,  small-pox,  and 
syphilis/  up  to  20  cases,  are  sent  to  hospitals. 

There  is  one  medical  officer,  with  a  salary  of  200/.  a  year,  who  finds  the  drugs  and  a 
dispenser.  The  medical  officer  spends  six  hours  daily  here ;  the  guardians  find  cod-liver 
oil  and  quinine. 

There  are  two  paid  nurses  for  the  female  imbeciles,  and  one  paid  nurse  for  the  male 
imbeciles ;  there  were  126  imbeciles  or  idiots  in  the  workhouse  to-day ;  the  guardians  have 
just  appointed  two  paid  nurses  for  the  sick,  but  they  have  not  yet  arrived  ;  there  are  no 
paid  night  nurses. 

There  are  no  infectious  wards ;  there  are  pauper  nurses  in  each  ward ;  the  ventilation 
of  most  of  the  sick  wards  in  this  workhouse  is  defective ;  the  water  supply  is  defective. 

This  workhouse  does  not  in  any  instance  meet  the  requirements  of  medical  science,  but, 
as  the  guardians  possess  a  large  space  of  ground  at  the  back  of  the  workhouse,  they  could, 
if  they  thought  fit,  build  sufficient  infirmaries  ;  I  must  remark,  however  that  the  site  is 
low ;  and  I  have  been  informed  that  the  drainage  is  below  the  level  of  the  Thames. 

The  medical  officer  can  obtain  any  amount  of  stimulants  or  food  which  he  may  require 
for  his  patients. 

Measubemekts  taken  at  the  Workhouse  of  the  Parish  of  Greenwich,  9th  April  1866. 


No. 

of 

Ward. 


18 


12 


16 


8 
9 
8 
6 
80 
87 
1 

la 
28 

20 


80 

10 
80 


of  Inmates,  or  purpose 
to  which  Appropriated. 


Imbecile  women 


Ditto    -     ditto 


Ditto 


ditto 


Imbecile  strong  room 
Imbecile  day  room  - 
Imbecile  bed  room  - 
Ditto  -  ditto  • 
Imbecile  day  room  - 
Lying-in -ward - 
Lying  in  day  room  - 
Bed  room,    imbecile 

women 
Ditto      >       ditto     - 
Women  infirm 

Ditto    ditto    ,' 


DiUo    ditto     - 

Ditto     ditto     - 
Ditto    ditto     - 


Occapied 


By 

only. 


By 

Night 
Only. 


Day 

and 

Night 


387. 


No.  of 
Beds. 

11 


19 
10 


8 
9 

18 

18 


19 


28     9 


18  10 


64  6 

6  3 

10  10 

86  4 

48  6 

28  0 

84  0 

26  10 

19  6 

26  0 

18  6 

46  9 

8  0 


18     8 


18     3 


16     0 
9     0 


6 
16 
16 


49 

8 


47     9 
47     9 


46  9 

46  9 

48  9 

48  9 

8  0 


16  6 

16  6 

16  6 

16  6 

16  9 

17  6 
16  6 

6  0 

16  6 

6  0 

18  2 
12  8 


18  0 

12  6 

16  6 

11  0 

6  0 


13     0 


13     0 


10  0 

10  0 

10  0 

10  0 

9  3 

9  3 

9  3 

9  3 

9  3 


10  0 

10  0 

9  2 

9  2 

9  2 

0  2 

7  9 

3  6 


7  9 

3  6 

7  8 

4  7 
12  8 


6,820 


4,468 


I    9,283 

596 
6,813 
7,365 
4,274 
6,189 
3,943 
2,976 

4,096 
3,238 

^    7,611 
\   7,861 


Area  of 

Floor  hi 

SoperMil 

Feet 


} 


8,840 


\  8,383 
I   9,182 


844 


928 

69 
681 
796 
462 
661 
426 
322 

410 
324 

819 

867 

868 


824 


848 


Form  of 
CeUii«. 


A 


Flat 

ff 

n 
» 

ff 

ff 
if 


m 


ir.   a 


B4 
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REPORT  ON  THE  INFIRMARY  WARDS  OF 


Measurbmentb  taken  at  the  Workhouse  of  the  Parish  of  Greenvrich  ^continued » 


No.  Class  of  Inmates, 

of  or  Parpose  to  which 

Ward.  Appropriated. 


Occupied 


27 


26 


62 


59 


48 


48a 


48 


91 


69 
71 
72 
78 
74 
75 


76 


77 


78 


Women,  infirm 

Ditto 
Infirm  men 

Ditto 


Male   imbeciles'  bed 
room. 

Male  bed  room 


Male  daj  r«)om 


Male  bed  room 


Male  day  room 

Woroen^B  mfirmary  -  | 

Ditto 

Ditto       -        -        -  ' 

Ditto 

Nursery  - 

Women's  sick  ward  - 


By 
Day 
only. 


By 

Night 
only. 


By     ; 

Day  and  1 
Night  I 


Length. 


Ditto 


ditto 


Ditto     -    ditto 


Ditto 


ditto 


80 

80a 

81 

88 

84 

85 

86 


87 


88 


89 


Imbecile  women 
Day  room 
Men's  infirmary 
Ditto    -    ditto 
Ditto    -    ditto 
Ditto     -    ditto 
Ditto    -    ditto 


Ditto 


ditto 


Ditto     '    ditto 


Ditto    *    ditto 


Breadth. 


No.  of 
Beds. 

18  ; 


121 


19 


19 


"{ 
•I 


18 


18 
6 

12 
6 

11 

12 


Vf 


18 


15   ( 
\ 

12 

18 

6 
IS 

6 
12 


"{ 


13 


Ft.  in, 

46  9 

46  9 

8  0 

84  0 

84  0 

46  9 

46  9 

8  0 

45  9 

45  9 

8  0 

29  0 

5  6 

6  6 
16  0 
16  0 

88  6 


29     0 


19  8 

84  0 

18  10 

84  0 

18  0 

30  0 

29  6 

29  6 

17   10 
17  10 

84     0 
84     0 

87   10 
37   10 


28 
18 
84 


18  9 

84  0 

18  0 

29  9 


29   10 
29  10 


17  10 


84     0 
84     0 


ft,  in, 

16  6 

11  0 

6  0 

16  6 

11  0 

16  4 

11  4 

6  0 


16 

11 

6 


16     0 
6     6 


5 
22 

14 


16     0 


18     0 


18 
17 
17 


17  0 

17  0 

17  0 

17  0 

12  0 


17  0 

12  0 

17  0 

12  0 

17  0 

12  0 

17  0 

17  0 

17  0 


17 
17 


17     2 
17     2 


17     2 
12     2 


16  10 


17     2 
12     2 


Height. 


Ft.  in. 

7  8 

4  7 

12  8 

7  8 

4  7 

7  6 

4  11 

12  5 

7  6 

4  11 

12  5 

10  1 


Contents 

in 

Cable  Feet. 


llU 


Area  of 

Floor  in 

Saperficial 

Feet. 


Fonn  ot 
Ceiling. 


^  8,858 

j  6,015 

I 

8,872 


8,750 


10   1  /  ^'^^« 
6,168 


10  1 
10  1 
10  1 


10  1 


12  9 


12  9 
9  10 
9  10 
9  10 
9  10 
9  10 
7  6 
4  2 


10  0 
9  9 
9  10 
9  10 
9  10 
9  10 
9  10 


7  2 
4  4 


10  0 


7  2 
4  4 


TotAL 


6,211 


6,656 


4,417 
5,684 
8,148 
5,684 
8,009 
5,015 

5,286 


f   8,165 
I  6,086 

I  6,868 

8,995 
2,988 
5,684 
8,184 
5,684 
8,089 
5,021 

5,242 

8,002 
5,975 


248,410 


Oub.Ji 


820 


561 


812 


896 


500 


648 


512 


800 


583 


24,858 


IK     S 


Ditto. 


Flat. 


612 

9} 

616 

> 

522 

847 
578 

Flat, 

820 

*» 

578 

» 

806 

9f 

510 

n 

.    IIM— ■ 

501 

fT 

808 

Ditto. 

578 

Ditto. 

•!   2 


400 

Ditto, 

806 

Flat. 

57S 

n 

819 

>i 

578 

» 

809 

n 

511 

w 

m 


y 
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SAINT  MARYLEBONE  WORKHOUSE. 

(Date  of  Visit,  10th  April  1866.) 


The  limit  of  accommodation  in  this  workhouse  is  fixed  for  1,800  inmates;  and  to-day 
there  were  1,703  inmates,  of  whom  1,518  were  temporarily  disabled,  or  old  and  infirm ;  41 
were  able-bodied,  and  144  were  children. 

There  are  22  rooms  inhabited  by  sick  women,  containing  255  beds,  occupied  by  day 
and  by  night ;  and  there  are  18  rooms  similarly  occupied  by  sick  men,  containing  330 
beds ;  these  40  rooms  will  accommodate  585  persons.  The  average  cubical  space  for  each 
patient  is  617  feet,  the  maximum  bein^  915  feet,  and  the  minimum  206  feet. 

The  average  superficial  feet  occupied  by  each  bed  is  50,  the  maximum  being  65,  and 
the  minimum  Dcing  18. 

A  Table  is  annexed,  giving  the  details  of  the  measurements  of  each  sick  ward. 

There  arc  no  day  rooms  for  the  sick ;  the  bath  rooms  in  the  sick  wards  are  insufficient ; 
there  are  no  separate  kitchens  for  the  sick  wards ;  the  lavatories  for  the  sick  wards  are 
insufficient,  but  there  are  sufficient  washhand  basins  and  towels ;  fever  and  smallpox  cases 
are  sent  to  hospitals. 

The  airing  grounds  for  the  sick  and  infirm  women  and  men,  and  for  the  idiotic  women, 
arc  sufficient,  and  they  contain  1,732  superficial  yards. 

The  wards  dedicated  to  imbecile  men  are  gloomy  and  dull. 

The  infirmaries  are  detached  from  the  body  of  the  house ;  the  drainage  is  good,  and  the 
water  supply  is  suffici^it ;  in  some  instances  the  infirm  wards  are  defectively  ventilated. 

There  is  one  medical  officer,  with  a  salary  of  950/. ;  he  has  to  find  the  drugs,  an  assistant 
medical  officer,  who  is  recent  in  the  workhouse,  and  a  dispenser ;  the  drugs  cost  him 
300/.  per  annum;  he  pays  his  assistant  100/.  per  annum  (the  guardians  providing  board 
and  lodging),  and  he  pays  his  di^enser  90  £  per  annum,  so  that  the  medical  officer's 
salary  is,  in  fact,  460  /.  per  annum. 

The  medical  oflScer  spends  six  hours  a  day  in  the  workhouse. 

There  are  17  paid  nurses  for  the  sick,  two  of  them  being  night  nurses,  one  a  midwife, 
and  two  of  them  being  superintendents  of  imbeciles  or  idiots  in  the  workhouse,  of  whom 
there  were  to-day  92 ;  and  there  are  also  pauper  nurses  in  each  ward,  both  by  day  and 
by  night. 

The  site  of  the  workhouse  is  good,  and  it  is  in  that  instance  only  that  it  meets  fully  the 
requirements  which  medical  science  demands. 

The  medical  officer  can  obtain  any  amount  of  cither  stimulants  or  food  which  he  may 
require  for  his  paidents. 


M£ASU££3C£NT8  taken  at  the  Workhouse  of  the  Parish  of  Marylebone. 


No. 

of 

Ward. 

Gbflt  of  Inmates,  or  Purpose 

Oooapied 

Contenta 
in 

it  will  ac- 
lateinthe 
of     the 
OiEoer. 

Area  of 
Floor  in 

By 

only. 

By 
Night 
only. 

Form  of 

to  wMck  Apprppriatofl. 

By 

and 
Night. 

Length. 

Breadth. 

Height. 

Cuhic  Feet. 

Nnmher  i 
common 
opinion 
Medical 

Feet. 

Ceiling. 

No.qf 
Bed». 

Ft. 

in. 

Ft. 

in. 

Ft. 

in. 

1 

Females,  Dorcas  ward 

^ 

_ 

8 

27 

10 

18 

0 

12 

6 

6,268 

- 

601 

Flat. 

2 

-     ditto   - 

. 

. 

6 

20 

0 

18 

0 

12 

6 

4,600 

- 

860 

>i 

8 

-    ditto   - 

~ 

_ 

8 

16 

8 

11 

9 

12 

6 

2,448 

- 

196 

•> 

Females,  strong  room 

- 

.. 

- 

5 

9 

6 

9 

12 

6 

486 

- 

89 

» 

1 

Females,  imbeciles  - 

_ 

__ 

.  11 

28 

9 

19 

9 

12 

8 

6,966 

- 

668 

n 

Females,  day  room   - 

- 

- 

47 

6 

21 

9 

12 

8 

12,666 

- 

1,088 

n 

2 

Females,  imbeciles'  bed 
room. 

— 

- 

21 

44 

0 

18 

8 

12 

6 

10,267 

"" 

821 

»> 

Females,  Victoria  ward 

.. 

- 

21 

62 

0 

22 

0 

13 

9 

16,780 

- 

1,144 

» 

Females    ditto  (a)  - 
Females,    Middlesex 

~ 

. 

8 

20 

0 

18 

0 

14 

0 

6,040 

— 

860 

99 

. 

. 

11 

26 

0 

21 

6 

14 

0 

7,626 

- 

638 

» 

ward. 

Females,  Princess  ward 

- 

- 

18 

44 

0 

18 

8 

14 

0 

11,498 

821 

n 

Females,  Mary  ward 
Females,  London  Ward 

- 

— 

17 

39 

0 

19 

9 

14 

0 

10,788 

770 

99 

~. 

.. 

15 

88 

9 

21 

9 

14 

0 

11,798 

- 

843 

99 

1 

Lying4n  ward 

- 

. 

8 

28 

8 

22 

6 

14 

0 

7,828 

- 

628 

V 

2 

Ditto       convalescent 

— 

— 

12 

80 

0 

22 

6 

14 

0 

9,460 

- 

676 

V 

Males,  Llanover  ward 

. 

- 

9 

28 

0 

18 

8 

14 

0 

7,164 

- 

611 

99 

Males,  Norwich  ward 

-. 

— 

7 

20 

0 

18 

0 

14 

0 

6,040 

- 

860 

99 

Ditto    ditto     (a)      - 

— 

10 

26 

0 

18 

0 

14 

0 

1,662 

^ 

468 

n 

387. 
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REPORT  ON  THE  INFIRMARY  WARDS  OF 


Measukbhbkts  taken  at  the  Workhouse  of  the  Parish  of  Maiylebone — continued. 


Occapied 

Contents 

in 
Cahic  Feet. 

Number  it  will  ac- 
commodate in  the 
opinion     of    the 
Me<Ucal  Officer. 

Area  of 

No, 

of 

Ward. 

Class  of  Inmates,  or  Pnrpoee 
to  which  Appropriated. 

By 
Day 
only. 

By 

Night 
only. 

5^ 

Night. 

Length. 

Breadth. 

Height. 

Floor  in 

Superficial 

Feet 

Form  of 
Ceiliiig. 

No.qf 
Beds, 

Ft. 

M. 

Ft. 

in. 

Fi. 

in. 

Males,  Bell  ward      - 

^ 

. 

9 

27 

9 

18 

0 

14 

0 

6,998 

«. 

500 

Flat. 

Males,  Mayo  ward  - 
Males,     Shaftesbury 

- 

- 

12 

86 

0 

18 

0 

14 

0 

9,072 

- 

648 

ff 

- 

- 

9 

27 

6. 

18 

6 

14 

0 

7,128 

- 

609 

If 

ward. 

Males,  Stuart  ward  - 

— ' 

— 

10 

27 

6 

18 

6 

14 

0 

7,128 

— 

609 

j> 

Children,  Cambridge 

„ 

., 

16 

86 

0 

18 

6 

11 

0 

7,826 

_ 

666 

/\ 

ward. 

Ik      S 

Children,  Oxford  ward 

— 

15 

86 

0 

18 

6 

11 

0 

7,326 

^ 

666 

ditto. 

Males,  imbeciles,  St. 

- 

- 

10 

86 

0 

18 

0 

12 

8 

7,988 

— 

648 

Flat 

Luke's,  ward. 

Males,  sick  and  infirm, 

- 

- 

10 

27 

6 

18 

0 

12 

6 

6,187 

- 

495 

ff 

Prince's  ward. 

Males,  Albert  ward  - 

•    - 

- 

8 

27 

6 

18 

0 

12 

6 

6,187 

- 

496 

>» 

Boys,  Alfred  ward   - 

- 

- 

15 

86 

0 

18 

0 

12 

6 

8,100 

- 

648 

» 

Male,  sick,  St.  George's 

- 

- 

11 

27 

6 

18 

0 

•    12 

6 

6,187 

- 

495 

99 

ward. 

4(h) 

Male,  chronic    oasea 
and  infirm. 

— 

"" 

44 

107 

0 

26 

0 

10 

10 

80,188 

" 

2,782 

fi 

6(b) 
27(a) 

Ditto    -    ditto 

- 

- 

46 

107 

0 

26 

0 

9 

11 

27,588 

- 

2,782 

99 

Females,    aged    and 
infirm. 

— 

— 

21 

f     52 
I      6 

4 
0 

19 
4 

10 
0 

14 
14 

01 

oj 

14,869 

- 

1,062 

79 

28  (fl) 

Females,  chronic  cases 
and  infirm. 

— 

*- 

17 

41 

0 

25 

10 

9 

0 

9,582 

"" 

1,059 

»> 

Females,   ditto,   room 

-. 

- 

4 

14 

0 

9 

7 

9 

0 

1,208 

- 

134 

» 

adjoining. 

18(«) 

Ditto    -    ditto 

- 

- 

17 

89 

8 

18 

6 

9 

9 

7,079 

- 

726 

» 

21  (fl) 

Ditto    -    ditto 

- 

- 

28 

66 

3 

19 

9 

14 

0 

18,817 

- 

1,808 

?> 

19  (rt) 

Ditto    -    ditto 

- 

- 

12 

30 

0 

19 

6 

14 

0 

8,190 

- 

585 

>f 

20(a) 

Ditto    -    ditto 

— 

— 

14 

87 

6 

20 

0 

14 

0 

10,500 

"■ 

750 

9} 

6(a) 

Ditto    -    ditto 
(Irish  ward). 

- 

^ 

88 

46 

0 

14 

6 

11 

9 

7,887 

- 

667 

^ 

m 

Ditto    -    ditto 

mm 

» 

14 

47 

0 

14 

0 

10 

9 

7,078 

- 

658 

Flat 

Ditto    -    ditto 

. 

- 

14 

47 

0 

14 

0 

10 

9 

7,073 

- 

658 

» 

9f 

Ditto    -    ditto 
Total  Number  of  E 

Ieds    - 

-     - 

7 

26 

0 

14     0 
Total 

10 

9 

3,913 

Cub.  ft. 

864 

7> 

585 

874,345 

30,345 

^i^ 

AiBiNG  Gkounds  on  North  side  of  Buildings. 


Men's  and  Women's  yard  (sick  and  infirm)  -  -  -  . 
Children's  yard  ---..-..- 
Idiotic  Women's  yard 

Total 


Area  in 
Sup.  yards. 

666 
814 

863 


1,732  Sup.  yds. 
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ST.  GILES  AND  ST.  GEORGE,  BLOOMSBURY,  WORKHOUSE. 

(Date  of  Visit,  11th  April  1866.) 


The  limit  of  accommodatioii  in  this  workhouse  is  fixed  for  950  inmates ;  and  to-day 
there  were  663  inmates,  of  whom  487  were  temporarily  disabled,  or  old  and  infirm ;  34 
were  able-bodied,  and  142  were  children. 

There  are  10  rooms  inhabited  by  sick  women,  containing  115  beds,  occupied  by  day  and 
by  night ;  aiid  there  are  five  rooms  similarly  occupied  by  sick  men,  containing  57  beds ; 
the  15  rooms  will  accommodate  172  persons;  the  average* cubical  space  for  each  patient  is 
602  feet;  the  maximum  being  822  feet,  and  the  minimum  413. 

The  average  superficial  feet  occupied  by  each  bed  is  49,  the  maximum  being  62,  and  the 
minimum  41. 

A  table  is  annexed,  giving  the  details  of  the  measurements  of  each  sick  ward. 

There  are  no  day-rooms  for  the  sick;  the  bath-rooms  in  the  new  sick  wards  are  in- 
sufiGicient ;  there  are  no  bath-rooms  in  the  "  old  infirmaries ;  "  there  are  no  separate  kitchens 
for  the  sick  wards;  the  lavatories  in  the  "  old  infirmaries"  are  insufficient;  there  are  no 
separate  wards  for  sick  children. 

The  drainage  is  good,  and  there  is  a  sufficient  supply  of  water ;  the  ventilation  of  the 
sick  wards  is  not  good ;  that  of  the  "  old  infirmaries  "  is  bad. 

The  old  infirmaries  are  very  defective  in  internal  arrangement,  and  the  rooms  are  very 
dimly  lighted  and  cheerless,  and  the  space  allotted  to  the  patients  was  far  too  narrow. 

Fever  and  small-pox  cases  are  sent  to  hospitals. 

The  airing  yards  of  this  workhouse  are  far  too  small ;  that  for  the  male  imbeciles  and 
the  men  is  a  small  court-yard,  and  is  altogether  wholly  insufficient. 

There  is  one  medical  officer  with  a  salary  of  250  i.,  and  an  assistant  medical  officer  with 
a  salary  of  100  /.,  and  these  two  officers  not  only  attend  to  the  poor  in  the  workhouse,  but 
also  to  all  the  out-door  sick  poor  belonging  to  these  parishes  for  the  above  salaries.  To-day 
there  were  837  persons  receiving  outdoor  relief,  of  whom  240  were  adults,  not  able-bodied, 
166  were  able-bodied  adults,  and  431  were  children  under  16  years  of  age. 

The  guardians  find  the  drugs,  for  which  they  pay  about  140  /.  per  annum. 

There  are  usually  230  patients  to  be  visited  daily. 

There  is  a  midwife  and  a  dispenser  who  are  resident  on  the  premises.  There  are  two 
paid  nurses ;  there  are  pauper  nurses  in  each  ward,  and  there  are  three  pauper  night 
nurses. 

The  medical  officers  can  obtain  any  amount  of  stimulants  or  food  they  want  for  their 
patients. 

The  requirements  of  medical  science  are  not  met  by  the  infirmaries  of  this  workhouse ; 
nor  is  it  in  the  power  of  the  guardians  so  to  re-arrange  their  infirmaries  as  to  comply  with 
those  requirements. 

Measubements  taken  at  the  Workhouse  of  the  Parishes  of  St  Giles  and  St  George,  Bloomsbury. 


No. 

Clan  of  Inmates,  or  Purpose 
to  which  Appropriated. 

Ocnpied 

Ticngth. 

Breadth. 

Height. 

Contents 

in 

CnbioFeet 

Number  it  will  ac- 
commodtCte  in  the 
opinion    of    the 
Medical  Officer. 

Area  of 

Floor  in 

Superficial 

Feet 

of 
Ward. 

By 

Day 

only. 

By 

Night 
only. 

By 

Day  and 

Night. 

Form  of 
Ceiling. 

No.  of 
Bed*. 

Ft. 

in. 

Ft. 

in. 

Ft. 

in. 

45 

Women,  sick  and  in- 
firm. 

■ 

14  [ 

i 

42 
—  12 

9 
2 

20 

7 

8 

2 

14 

7 

0 
0 

ll  1,609 

- 

779 

Flat. 

48 

Ditto    -    ditto       . 

- 

18 

43 

8 

21 

0 

14 

6 

18,296 

- 

917 

9» 

44 

Ditto    -    ditto 

- 

- 

14 

81 

9 

21 

0 

14 

6 

9,668 

- 

667 

91 

42 

Men,  sick  and  infirm 

- 

- 

14' 

31 

9 

21 

0 

18 

9 

9,168 

- 

667 

l> 

41 

Ditto    .    ditto       - 

— 

"1 

48 
—  12 

8 
6 

21 
6 

0 
6 

18 
7 

9 
0 

i  12,040 

- 

886 

l» 

46 

Ditto    -    ditto       • 

- 

- 

9 

21 

6 

30 

8 

14 

0 

6,095 

- 

485 

ft 

47 

New  ward 

- 

- 

- 

28 

6 

20 

0 

8 

9 

4,118 

• 

470 

19 

387. 
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REPORT  ON  THE  INHRMARY  WARDS  OF 


MEASirRSMBNTB  taken  at  the  Workhouse  of  the  Parishes  of  St  Giles  and  St  Greoige^  Bloomsbory— con^muedL 


No. 

dan  of  Inmates,  or  Pnrpoae 
to  iHiich  Appropriated. 

Occupied 

Length. 

Breadth. 

Height 

Contents 

in 

CabicFeet. 

Number  it  will  ac- 
commodate in  the 
opinion    of    the 
Medical  Officer. 

Area  of 

Floor  in 

Superficial 

FMt 

of 
Waid. 

By 
Day 

only. 

By 

Night 
only. 

By 
Day and 
Night. 

Fonnof 
Ceifing. 

Oldlafimiarj: 

No.of 
Beds. 

FU 

m. 

FL  in. 

Ft.  in. 

56 

Men,  sick  and  infirm 

- 

'- 

"{ 

27 
—  6 

0 
0 

16     9 
2     6 

9  10 
9  10 

}  4,824 

- 

440 

Flat 

64 

Ditto,  itch  ward     - 

- 

- 

'{ 

24 

—  7 

6 

6 

19     0 
7     8 

9  10 
9  10 

}  4,048 

- 

411 

^9 

52 

Women's  itch  ward  - 

- 

- 

•{ 

24 

—  7 

6 
0 

19     6 
7     0 

9     0 
9     0 

j  8,861 

- 

429 

W 

50 

Ditto    -     sick  and 
infirau 

- 

- 

•{ 

24 

—  7 

9 

0 

19     8 
7     0 

11     6 
11     6 

i  5,034 

- 

488 

W 

58 

Ditto    -    ditto       - 

- 

- 

12 

29 

0 

17  10 

9     7 

4,956 

- 

517 

99 

1 

Lying-in  ward  - 

- 

- 

•{ 

19 
+  19 

0 
0 

16     0 
11     6 

8     7 
4     3 

1  3,538 

- 

804 

iTTi 

2 

Ditto,  convalescent  - 

- 

- 

\ 

31 
—  6 

6 
6 

13     0 
5     6 

8     3 
8     3 

1  8,088 

- 

874 

Fkt 

87 
26 

Women,  aged  and  in- 
firm. 
Ditto    -    ditto       - 

Totai 

[*  -     - 

14 

38 

84 

—  4 

6 

0 
7 

19     8 

18     9 
2     0 

Total 

9     1 

11     0 
11     0 

5,984 
}  6,912 

Cub.Jt. 

659 
628 

172 

Beds. 

-     .     . 

107,623 

8,971 

Sup.fi. 

THE   STRAND   WORKHOUSE. 

(Date  of  Visit,  12th  April  1866.) 


The  limit  of  accommodation  in  this  workhouse  is  fixed  at  600  inmates;  and  to-day  there 
were  541  inmates,  of  whom  476  were  temporarily  disabled,  or  old  and  infirm  ;  39  were  able- 
bodied,  and  26  were  children. 

There  are  15  rooms  inhabited  by  sick  women,  containing  217  beds,  occupied  by  day  and 
by  night;  and  there  are  10  rooms  similarly  occupied  by  sick  men,  containing  115  beds. 
These  25  rooms  will  accommodate  332  persons ;  the  average  cubical  space  for  each  patient 
is  480  feet ;  the  maximum  being  817  feet,  and  the  minimum  340. 

The  average  superficial  feet  occupied  by  each  bed  is  48,  the  maximum  being  66,  and  the 
minimum  35. 

A  table  is  annexed,  giving  the  details  of  the  measurements  of  each  sick  ward. 

There  are  no  day  rooms  for  the  sick ;  there  are  no  bath  rooms  in  the  sick  wards ;  tliere  is 
no  separate  kitchen  in  the  sick  wards;  the  lavatories  are  insufficient;  the  hot  water  supply 
in  the  sick  wards  is  insufficient ;  there  are  Bechided  rooms  for  lunacy  cases ;  fever  and  small- 
pox cases  are  sent  to  the  hospitals;  the  men's  imbecile  wards  are  faulty  and  badly  located  ; 
the  children's  infectious  wanls  and  the  women's  infectious  wards  are  insufficient  and  are 
badly  ventilated;  the  airing  yards  of  this  establishment  are  wholly  insufficient 

There  is  one  medical  officer  with  a  salary  of  105  /.,  the  guardians  finding  the  drugs  up  to 
a  cost  of  30  /. ;  the  medical  officer  pays  the  cost  of  drugs  above  that  amount,  and  Be  says, 
^'I  am  sometimes  painfully  economical  in  this  respect;"  there  is  no  dispenser,  and  the 
medical  officer  pays  his  dispenser,  who  is  also  his  assistant,  52/.  10  s.  per  annum. 

The  medical  officer  spends  four  hours  here  daily,  and  sees  profes8i(»nally  from  70  to  80 
persons  daily. 

There  are  two  paid  nurses;  there  are  no  paid  night  nurses,  but  there  are  pauper  nurses 
in  each  ward  by  day,  and  pauper  night  nurses  are  specially  appointed  when  required. 

This  workhouse  does  not  in  any  instance  meet  the  requirements  which  medical  science 
has  pronounced  to  be  necessafy. 

The  medical  officer  can  obtain  any  amount  of  either  stimulants  or  food  which  he  may 
require  for  his  patients. 
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Measurements  taken  at  the  Workhouse  of  the  Strand  Union. 


- 

Occapied 

Area 

No. 

of 

Ward. 

Class  of  InmatMj  or  Purpose 

Br 

Br 

and 

Length. 

Breadth. 

Height 

Contents 
in 

of  Floor 
in 

Form 

to  whieh  Appropriated. 

Day 

Night 

Cubic  Feet. 

111! 

Superfisial 

of  CeUing. 

ODl,. 

only. 

Night. 

Feet 

Beds. 

Ft. 

im. 

Ft. 

in. 

Ft. 

in. 

10 

Men's  riok  wftrd  (con* 
yalescent  patients). 

— 

"" 

20 

67 

6 

18 

0 

10 

6 

10,868 

■" 

1,035 

Flat. 

14 

Men's  sick  ward  (aged 
and  infirm). 

"■ 

^ 

8 

18 

10 

18 

3 

7 

11 

2,721 

^ 

344 

» 

17 

Ditto    -    ditto 

— 

~" 

21 

67 

6 

18 

3 

7 

10 

8,220 

~ 

1,049 

» 

10 

Men's  sick  ward 

( 

20  f 

67 

+  67 

10 
10 

18 
10 

9 
6 

8 
6 

6 
0 

1  12,227 

1,084 

14    n       1 

t  m 

20 

Ditto    -    ditto 

*" 

"{ 

41 
+  41 

9 
9 

28 
22 

6 
6 

9 

4 

0 
3 

1  14,700 

- 

1,100 

i     si       1 

21 

Women,  aged  and  in* 
firm. 

- 

- 

7 

19 

8 

18 

9 

8 

4 

3,007 

- 

361 

Flat. 

22 

Women's  sick  ward  - 

- 

- 

20  r 

67 

+  67 

6 
6 

18 
10 

9 
6 

8 
6 

3 
3 

1  12,038 

- 

1,078 

/        •         \ 

C  f    1 

23 

Lying-in  ward  - 

. 

. 

6 

10 

0 

18 

0 

8 

0 

2,736 

^ 

842 

Flat. 

34 

Nursery  -         -        - 
Women,  imbeciles     - 

- 

- 

21 

67 

6 

18 

0 

7 

10 

8,107 

- 

1,035 

>i 

16 

- 

- 

8 

28 

0 

18 

6 

7 

0 

3,240 

- 

418 

99 

16 

Ditto    -    ditto 

— 

— 

11 

27 

10 

23 

4 

7 

9 

-5,033 

— 

640 

» 

26 

Women  (oonTalesoentt) 

" 

8 

18 

10 

18 

0 

10 

0 

3,300 

— 

330 

» 

26 

Women,  aged  and  in- 
firm. 
Ditto    -     ditto 

- 

13 

27 

10 

23 

6 

10 

0 

6,540 

- 

.664 

99 

27 

«> 

• 

24 

67 

4 

18 

0 

9 

8 

0,976 

. 

1,032 

» 

28 

Ditto    -     ditto 

- 

-, 

23 

67 

4 

18 

0 

10 

6 

10,836 

- 

1,082 

99 

Women  (cage  ward)- 

— 

^ 

'{ 

24 
—  18 

10 
0 

16 
6 

0 

4 

7 
7 

9 
0 

1   2,441 

- 

815 

»l 

1(a) 

Women,  aged  and  in- 
firm. 

— 

~ 

33 

73 

9 

16 

10 

11 

10 

14,690 

" 

1,241 

» 

2  (a) 

Ditto    -     ditto 

- 

- 

18 

44 

0 

17 

3 

10 

1 

7,663 

- 

760 

» 

8  (a);     Ditto    -    ditto 

— 

^ 

12 

82 

0 

17 

3 

10 

1 

5,566 

^ 

652 

A 

Men's  infections  ward 

- 

- 

7 

21 

10 

15 

0 

9 

6 

3,083 

- 

328 

A 

Men's  insane  ward    - 

- 

- 

'{ 

19 
+  6 

4 

0 

14 
3 

3 
3 

41 
11 

0 
0 

j   3,246 

- 

296 

p       1 

Flat. 

Men's     insane    ward 
(orer). 

- 

- 

'{ 

10 
+  19 

4 

4 

14 
11 

3 
9 

11 
2 

3 
3 

j  3,610 

- 

276 

•fTi 

Children's    infectious 
ward. 

- 

- 

16 
+  6 

6 
9 

12 
6 

8 
9 

11 
11 

1 1}  v^» 

- 

248 

Flat. 

Childten's    infectious 
ward  (overj. 

1 

16 
+  (^ 

6 
9 

12     8 
6     9 

Total 

10 
10 

0 
0 

1   2,663 

Cuh.ft. 

248 

99 

169,316 

16,004 

Suf.ji. 

387. 
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REPORT  ON  THE  INFIRMARY  WARDS  OF 


SAINT  MARTIN-IN-THE-FIELDS  WORKHOUSE. 

(Date  of  Visit,  12th  April  1866.) 


The  limit  of  accommodation  in  this  workhouse  is  fixed  for  533  inmates,  and  to-day  there 
were  418  inmates,  of  whom  356  were  temporarily  disabled,  or  old  and  infirm,  43  were 
able-bodied,  and  19  were  children. 

There  are  five  rooms,  inhabited  by  sick  women,  containing  61  beds,  occupied  by  day  and 
by  night,  and  there  are  two  rooms  similarly  occupied  by  sick  men,  containing  26  beds ; 
these  seven  rooms  will  accommodate  87  persons;  the  average  cubical  space  for  each  person 
is  602,  the  maximum  being  1,188,  and  the  minimum  473. 

The  average  superficial  feet  occupied  by  each  bed  is  61  feet,  the  maximum  being  188 
and  the  minimum  being  52. 

A  Table  is  annexed  giving  the  details  of  the  measurements  of  each  sick  ward. 

There  are  no  day  rooms  for  the  sick;  there  are  no  bath  rooms  in  the  sick  wards;  there 
are  no  separate  kitchens  for  the  sick  wards  ;  the  lavatories  are  insufficient,  but  there  are 
basins  and  towels  in  each  ward ;  there  are  no  infeciious  wards,  but  fever  and  small-pox 
cases  are  sent  to  hospitals. 

The  airing  yards  for  women  (of  whom  there  were  to-day  246),  are  insufficient. 

The  airing  yards  for  the  men  (of  whom  there  were  to-day  162),  are  also  insufficient. 

There  is  one  medical  officer,  with  a  salary  of  150  /.  per  annum,  the  medical  officer  finding 
the  drugs,  which  cost  him  25  /.  per  annum;  there  is  no  dispenser;  there  is  one  paid  nurse, 
and  there  is  one  pauper  nurse,  with  assistant  pauper  nurses,  in  each  sick  ward;  there  are 
no  paid  night  nurses,  but  there  is  one  pauper  night  nurse  to  each  sick  ward. 

The  medical  officer  has  usually  about  60  cases  to  attend  to  daily,  and  spends  rather  more 
than  two  hours  in  the  workhouse  each  day ;  the  guardians  find  cod-liver  oil  and  quinine. 

The  imbeciles  (of  whom  there  were  14  iu  the  workhouse  to-day)  are  distributed  about 
the  house. 

This  workhouse  does  not  meet,  in  any  instance,  the  requirements  considered  necessary  by 
medical  men. 

The  site  of  this  workhouse  is  an  old  church-yard ;  the  ventilation  of  the  various  wards 
is  defective,  and  the  water-closet  arrangements  are  bad. 

In  my  opinion  no  arrangements  can  be  made  in  this  workhouse  which  would  secure  the 
satisfactory  treatment  of  the  sick  poor  in  this  workhouse. 

Measurehents  taken  at  the  Workhouse  of  the  Parish  of  St.  Martin-in-the-Fields. 


Vo 

Clasa  of  Inmatefl,  or  Pnrpoee 
to  which  Appropriated. 

Occupied 

Length 

. 

Breadth. 

Height. 

Contenta 

in 
Cubic  Feet. 

Number  it   will  ae- 
coroodate      in      the 
opinion  of  the  Medi- 
cal Officer. 

Area 

of  Floor 

in 

Superficial 

Feet 

of 
Ward. 

By 
Day 
only. 

By 

Night 

only. 

By  Day 

and 
Night. 

Form 
ofCeiliog. 

No.  Of 
Beds. 

Fi. 

in. 

Ft.  in. 

Ft.  in. 

B. 

Women's  sick  ward  - 

- 

- 

2 

22 

9 

12     2 

8     7 

2,876 

- 

277 

Flat 

C. 

Ditto    -    ditto     - 

- 

- 

16/ 
L 

39 
—  3 

9 

8 

21     0 
2     0 

8     7 
8     7 

}  7,101 

- 

827 

w 

D. 

Men's  sick  ward 

- 

- 

11 

29 

10 

21     0 

8     7 

5,377 

- 

627 

l> 

H. 

Ditto    -    (surgical 
cases). 

- 

- 

16 

45 

4 

18     3 

10  11 

9,031 

- 

827 

V 

K. 

Women's  sick  ward  - 
(surgical  cases). 

- 

- 

"{ 

44 

+    8 

9 
0 

18     3 
1     6 

10  11 
10  11 

j  9,046 

- 

829 

n 

17 

Ditto  aged  and  in- 
firm. 

- 

- 

"{ 

51 

+    4 

3 
0 

18     3 
1     6 

10     9 
10     9 

1 10,118 

- 

941 

n 

21 

Ditto     -     diUo     • 
To 

- 

- 

"{ 

52 
—  10 

Beds. 

9 
0 

18     6 
1     6 

TOTi 

9     9 
9     9 

1  9,368 

Cub.  Ft. 

961 

i» 

TAL      - 

-     - 

87 

52,417 

5,289 

S^^Fi. 
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HOLBORN    WORKHOUSE. 

(Date  of  Visit,  13th  April  1866.) 


The  limit  of  accommodation  in  this  workhouse  is  fixed  for  710  inmates,  and  to-day  there 
were  458  inmates,  of  whom  298  are  temporarily  disabled,  or  old  and  infirm,  26  were  able- 
bodied,  and  134  were  children. 

There  are  nine  roomH  inhabited  by  sick  women  and  children  (there  being  one  separate 
room  for  children,  containing  10  beds),  containing  136  beds,  occupied  by  day  and  by  night, 
and  there  are  four  rooms  similarly  occupied  by  sick  men,  containing  64  beds.  These  13 
rooms  will  accommodate  199  persons ;  the  average  cubical  space  for  each  patient  is  495  feet, 
tbe  maximum  being  616  feet,  and  the  minimum  261  feet. 

The  average  superficial  feet  occupied  by  each  bed  is  55,  the  maximum  being  73  and  the 
minimum  33  feet. 

A  table  is  annexed,  giving  the  details  of  the  measurements  of  each  sick  ward. 

The  wards  for  the  male  and  female  imbeciles  are  very  defective  in  every  respect,  that  for 
the  males  being  the  worst. 

There  are  no  day  rooms  for  the  sick  ;  there  is  no  separate  kitchen  for  the  sick  wards. 

Fever  and  small-pox  cases  are  sent  to  hospitals. 

The  airing  yards,  with  the  exception  of  the  yard  for  children,  are  far  too  limited. 

There  are  no,  infectious  wards. 

There  is  one  medical  officer,  with  a  salary  of  125/.,  and,  with  the  exception  of  cod-liver 
oil  and  quinine,  he  finds  the  drugs,  which  cost  him  about  26  L  a-year.  There  is  no  dispenser ; 
he  sees  professionally  about  90  cases  every  day,  and  is  in  the  house  for  about  three  hours 
daily. 

There  is  one  paid  nurse;  there  are  no  paid  night  nurses;  there  are  pauper  nurses  in  each 
ward,  and  pauper  night  nurses  are  appointed  when  required.  There  are  no  paid  nurses  for 
the  imbeciles,  of  whom  there  were  16  in  the  house  to-day. 

The  medical  officer  can  obtain  any  amount  of  stimulants  and  food  he  requires  for  his 
patients. 

The  workhouse  does  not  meet  the  requirements  demanded  by  medical  science  in  any  one 
instance,  nor  have  the  guardians  any  means  of  meeting  those  requirements. 

Measurements  taken  at  the  Workhouse  of  the  Holborn  Union. 


Occupied 

Hi 

Area 

Jin 

Contents 

of  Floor 

X^O. 

^ 

of 

Qui  of  Inmates,  or  Purpose 

By 

By 

By 

Length. 

Breadth. 

Height. 

in 

in 

Form 

Wild. 

to  which  Appropriftted. 

Dsy 

Night 

4 

and 

Cubic  Feet 

Number 
commoda 
opbion  < 
dicalOffi 

SuperScial 

of  Ceiling 

ooly. 

only. 

Night, 

Feet. 

No.  of 
Beds. 

Ft. 

in. 

Ft.    in. 

Ft. 

in. 

7 

Men's  sick  ward 

^^ 

^ 

"{ 

67 

0 

17     8 

8 

9 

^ 

(General  oases.) 

—  9 

9 

4     9 

8 

9 

>    9,962 

1,138 

Flat. 

7(a) 

Ditto    -    ditto 

- 

- 

14 

40 

6 

22     9 

8 

9 

8,062 

- 

921 

M 

8 

Children's  sick  ward  - 

- 

- 

10 

29 

8 

17     9 

8 

9 

4,642 

- 

619 

W 

9 

Men,  sick  and  infirm 

- 

- 

28 

66 

9 

17     8 

8 

9 

10,164 

- 

1,162 

f* 

85 

Women,  aged  and  in- 
firm. 

- 

- 

18 

46 

6 

17     0 

9 

11 

7,839 

- 

791 

l> 

80 

Women  (bedriddeo)  - 

- 

- 

20 

48 

9 

26     6 

9 

11 

12,826 

- 

1,243 

f* 

81 

Women  (aged  and  in- 
firm.) 

- 

- 

20 

48 

9 

26     6 

9 

11 

12,826 

- 

1,243 

f* 

84 

Ditto    -     ditto 

- 

^ 

16 

46 

6 

17     0 

9 

11 

7,889 

- 

791 

}f 

88 

Women,  siok  ward    - 

- 

- 

17 

46 

6 

17     0 

7 

10 

6,192 

- 

791 

If 

82 

Ditto     .    ditto 
Imbeciles : 

■ 

17 

48 

9 

26     6 

7 

10 

9,787 

" 

1,243 

99 

22 

Women's  day-room   - 

- 

- 

11 

19 

8 

18     8 

8 

0 

2,876 

- 

369 

99 

22(a) 

Women's  bedroom     - 

- 

- 

6 

16 

6 

19     9 

9 

6 

2,908 

- 

806 

l> 

1 

Men's  insane  ward    - 

10 

21 

6 

20     9 
Total 

8 

4 

8,703 

Oub.ft. 

444 

» 

98,466 

10,961 

Sup.  ft. 

387. 
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REPORT  ON  THE  INFIRMARY  WARDS  OF 


SAINT  JAMES,  CLERKENWELL,  WORKHOUSE. 

(Date  of  Visit,  17th  April  1866.) 

The  limit  of  accommodation  in  this  workhouse  is  fixed  for  460 ;  and  to-day  there  were 
522  inmate?,  of  whom  463  were  temporarily  disabled,  or  old  and  infirm,  28  were  able-bodied 
women,  and  31  were  children. 

There  are  eight  rooms  inhabited  by  sick  women,  containing  146  beds,  occupied  by  day 
and  by  night;  and  there  are  four  rooms  similarly  occupied  by  sick  men»  containing  75  beds; 
these  12  rooms  will  accommodate  221  persons;  the  average  cubical  space  for  each  patient 
is  426  feet,  the  maximum  being  803  feet,  and  the  minimom  2S8  feet. 

The  average  superficial  feet  occupied  by  each  bed  is  49,  the  maximum  being  100,  and  the 
minimum  36. 

A  Table  is  annexed  giving  the  details  of  the  measurements  of  each  sick  ward. 

This  workhouse  is  the  worst  in  London ;  the  ventilation  of  the  whole  house  is  defective, 
and  its  internal  arrangements  are  bad. 

The  airing  yards  contain  together  370  square  yards,  giving  183  sqoare  yards  to  the  men 
and  187  to  the  women;  and  there  were  to-day  167  men  in  the  hoose  and  324  women; 
these  yards  are  entirely  surrounded  by  high  walls. 

There  were  35  idiots  in  the  workhou^e  this  day. 

There  are  no  day  rooms  fur  the  sick;  the  bath  rooms  are  insufficient;  the  lavatories  are 
insufficient;  there  is  no  separate  kitchen  for  the  sick  wards. 

Fever  and  small-pox  cases  are  sent  to  hospitals. 

There  is  one  medical  officer,  with  a  salary  of  130/.  a-year,  and,  with  the  exception  of 
cod  liver  oil  and  quinine,  he  finds  the  drugs,  which  cost  30/.  a-year;  there  is  no  dispenser; 
the  medical  officer  has  generally  about  260  cases  on  his  books,  and  he  spends  two  hours 
daily  there.  There  is  a  midwife  here  ;  there  are  two  paid  nurses,  one  for  the  sick,  one  man 
to  look  after  the  imbeciles,  whose  salary  is  8/.  and  two  suits  of  clothes,  and  one  female  for 
the  female  imbeciles,  whose  salary  is  2s.  a-week.  There  are  pauper  nurses  in  each  of  the 
sick  wards. 

The  medical  officer  can  obtain  any  amount  of  stimulants  and  food  for  his  patients. 

This  workhouse  does  not  in  any  respect  meet  the  requirements  of  medical  science,  nor  can 
the  buildings  or  internal  arrangements  be  altered  so  as  to  meet  them. 


Measus 

LEMENT8  taken  at  the  Workhouse  of  the  Parish  of  ClerkenwelU 

No. 

of 

Ward. 

Occupied 

' 

' 

AcM 

Class  of  Inmates,  or  Purpose 
to  which  Appropiiated. 

1 

i 
1 

By  Day  and 
Night. 

Length. 

Breadth. 

Height. 

Contents 

in 

CutHcFeeC. 

Nnmber  it  wi 

opinion  of  the 
cal  Officer. 

of  Floor 

in 

Superficial 

Feet 

Form 
erCeiW. 

No.  of  Beds. 

Ft.    in. 

Ft. 

in. 

Ft. 

in. 

Double 

Single 

24 
19 

Men's  insane  ward     - 
Men's  surgery  ward  - 

. 

- 

— 

15 

29 

86     8 
84     8 

14 
80 

9 
2 

9 
8 

6 
0 

6,079 
8,866 

- 

585 
1,046 

Eat 

91 

I9a 

Ditto     -     ditto 

- 

- 

- 

'"{ 

49     8 
+16     0 

7 
4 

10 
10 

8 
8 

6 
6 

1   8,986 

- 

468 

n 

6 
8 
9 

6 

Lying-in  ward  - 
Female  insane  ward  - 
Female  aged  and  in- 
firm. 
Ditto     -    ditto 

- 

- 

12 

7 
23 
19 

8 

84  10 
68     6 
72     6 

72     6 

20 
18 
18 

18 

2 
0 
0 

0 

8 
8 
8 

8 

0 
5 
6 

8 

5,620 

9,620 

11,098 

10,766 

- 

708 
1,148 
1,806 

1,805 

n 
If 
n 

81 

Female  sick  and  in- 
firm. 

- 

- 

4 

"{ 

70     6 
—  7     0 

17 

9 
6 

8 
8 

8 
8 

}  10,064 

- 

1,220 

n 

84 

Women's  sick  ward   - 
Women's  surgery  ward 

— 

- 

1 

25 
5 

70     6 
20     0 

17 

17 

9 
8 

9 
9 

6 
9 

11,888 
8,864 

- 

1,251 
846 

n 

n 

85 

Men's  sick  ward 

- 

- 

- 

"{ 

70     6 
—11     0 

17 

0 
0 

9 

8 

8 
0 

j  10,970 

- 

1,122 

n 

3 

Women's  foul  ward  - 

- 

- 

- 

7 

19     7 

17 

7 
Tot. 

10 

tLL        - 

m 

0 

8,448 

Cuh.ji. 

844 

n 

Total    -    -    - 

187 

Single  beds. 

94,209 

10,782 

av'fi- 

Total    -    - 

•    - 

17 

Doubli 

9  beds. 

Average  number  of  onbio  ibvt  to  esofa  mmato 
Average  number  of  superficial  feet  to  each  bed 


426 
62 
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Airing  Yards. 


Men's  jard 
Women's  vard 


Total    -    -     -     870  square  yards. 


SHOREDITCH    WORKHOUSE. 

(Date  bf  Visit,  19th  April  1866.) 


The  limit  of  accommodalion  irt  this  Workhouse  is  fixed  for  1,2 Qp  inmates,  and  to-day 
ihere  were  773  inmates;  of  whom  692  were  temporarily  disabled  or  old  and  infirm,  53  weie 
able-bodied,  and  28  were  children. 

There  are  16  rooms  inhabited  by  sick  women,  ccmtaining  247  beds,  occupied  by  day  and 
by  night,  and  there  are  15  rooms  similarly  occupied^by  sick  men,  containing  239  beds  ;  these 
31  rooms  will  accommodate  486  persons ;  the  average  cubical  space  for  each  patient  is  505 
feet ;  the  maximum  bein^  742  feet,  and  the  minimum  411  feet. 

The  average  superficial  feet  occupied  by  each  bed  is  43  ;  the  maximum  being  64,  and  the 
minimum  34. 

A  Table  is  annexed,  giving  the  details  of  the  measurements  of  each  sick  ward. 

There  are  no  day-rooms  for  the  sick ;  there  are  no  separate  kitchens  for  the  sick  wards ; 
there  are  day-rooms  for  the  male  and  female  imbeciles ;  there  are  no  infectious  wards ;  fever 
and  small-pox  cases  are  sent  to  hospitals.  , 

There  is  one  medicalofficer,  with  a  salary  of  126  Z.  per  annum,  the  guardians  finding  the 
drugs;  there  is  no  dispenser ;  the  medical  officer  spends  about  four  hours  a  day  here; 
there  is  no  paid  midwife ;  there  are  12  paid  nurse;?,  one  for  the  receiving  ward,  two  for 
female  imbeciles,  two  for  male  imbeciles,  two  for  sick  women,  and  three  for  the  aged  and 
infirm  inmates ;  there  are  pauper  nurses  in  every  ward ;  there  were  134  imbeciles  or  idiots 
here  this  day ;  there  are  no  paid  night  nurses. 

The  medical  officer  can  obtain  any  amount  of  stimulants  or  food  which  he  may  require 
for  his  patients. 

Measurembnts  taken  at  the  Workhouse  of  the  Parish  of  St.  Leonard,  Shoreditch,  19th  Ai)ril  1866. 


Occupied 

1  ac- 

Uie 

Me- 

Area  of 

fin 

^^^ 

riantf^nta 

ra  -  .. 

of 
Ward. 

Class  of  Inmates,  or  Piqrpose 
to  which  Appropriated. 

By 
Day 

only. 

By 

Night 
only. 

Dty 

and 

Night. 

Lengtlu 

Breadth. 

Height. 

in 
Cubic  Feet. 

Nnmber   it  w 
commodate,  ii 
opinion  of  the 
dical  Officer. 

Floor 

in 

Superficial 

Feet. 

Form 
of  Ceiling. 

No.  of 

Beds. 

Ft. 

in. 

Ft. 

in. 

Ft. 

in. 

4 

Nursery  -        .        - 

- 

« 

— 

24 

9 

15 

10 

0 

4,310 

. 

392 

Flat    . 

1 

Lying-in-ward 
Women's  sick  ward  - 

- 

— 

13 

42 

6 

19 

7 

7 

9,640 

« 

832 

ff 

2 

* 

- 

25 

55 

0 

19 

7 

6 

12,386 

— 

1,077 

ff 

3 

Ditto     -     ditto     - 

-i 

- 

25 

55 

5 

19 

7 

6 

12,480 

. 

1,085 

91 

4 

Ditto     -     ditto     - 

- 

— 

25 

54 

2 

19 

9 

6 

12,302 

— 

1,070 

„ 

6 

Ditto     -     ditto     - 

- 

- 

25 

55 

4 

20 

2 

6 

12,832 

. 

1,116 

„ 

6 

Ditto     -     ditto      . 

. 

~ 

25 

55 

5 

20 

3 

6 

12,905 

. 

1,122 

jy 

7 

Ditto,  sick  and  infirm 

-, 

- 

25 

66 

4 

20 

3 

9 

13,165 

-. 

1,121 

9, 

8 

Ditto     -     ditto     - 

«- 

- 

25 

55 

4 

20 

3 

9 

13,165 

. 

1,121 

,9 

8 

Men's  sick  ward 

— 

mm 

25 

55 

3 

20 

2 

9 

13,091 

.- 

1,114 

„ 

7 

Ditto  .  ditto 

- 

- 

25 

55 

3 

20 

3 

9 

13,145 

. 

1,118 

„ 

6 

Ditto  -  ditto 

- 

- 

25 

54 

3 

20 

3 

9 

12,907 

. 

1,099 

„ 

6 

Ditto  -  ditto 

— 

- 

25 

54 

3 

20 

3 

9 

12,907 

— 

1,099 

«• 

4 

Ditto  -  ditto 

— 

_ 

25 

55 

3 

19 

9 

6 

12,547 

-. 

1,091 

'7 
„ 

3 

Ditto  -  ditto 

.. 

- 

25 

55 

4 

19 

9 

6 

12,567 

. 

1,093 

1 

Ditto  -  ditto 

. 

• 

25 

55 

4 

19 

9 

6 

12,567 

«. 

1,090 

3 

Male    imbeciles'  day 
room. 

- 

— 

- 

17 

2 

19 

6 

12 

0 

4,017 

- 

335 

yy 

2 

Ditto    -     ditto 

. 

. 

— 

20 

0 

17 

0 

12 

0 

4,080 

M 

340 

,, 

1 

Ditto     -     ditto 

. 

. 

. 

24 

10 

17 

0 

12 

0 

5,066 

. 

422 

6 

Male  imbeciles'  bed- 
room. 

~ 

"- 

9 

20 

3 

17 

0 

12 

0 

4,131 

•• 

344 

1 

9i 

387. 
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Measiiremenls  taken  at  the  Workhorse  of  the  Parish  of  St.  Leonard,  ShoreJilch,  19th  April  1866 — continued. 


Occupied 

4li 

Area  of 

No. 

, 

Contents 

^■'.K 

Floor 

Class  of  Inmates,  or  Purpose 

'' 

Form 

of 
Ward. 

to  which  Appropriated. 

By 
D.y 

only. 

By 

Night 
only. 

and 
Night 

Length. 

Breadth. 

Height. 

in 
Cubic  Feel. 

Nnmber  it 
commodate 
opinion  of 
dicsl  Office 

in 

Superficial 

Feet. 

ofCeSiiicw 

No.  Of 

Bed$. 

Tt.  in. 

Ft.   in. 

Ft. 

in. 

5 

Male  epileptic  patients 

. 

.. 

8 

20     3 

17     0 

12 

0 

4,131 

- 

344 

Flat 

4 

Male   imbeciles'  bed- 
room. 

— 

— 

11 

24   10 

17     0 

12 

0 

5,066 

^ 

422 

» 

a 

Ditto  (room  unnum- 
bered). 

- 

— 

3 

9     0 

17     2 

12 

0 

1,854 

^ 

155 

if 

b 

Ditto     -     ditto 

_ 

. 

4 

9     0 

17     2 

12 

0 

1,854 

~m 

155 

yt 

9 

Male  imbeciles  - 

^ 

— 

9 

20     2 

17     0 

12 

0 

4,114 

« 

343 

W 

8 

Ditto  ditto   - 

- 

- 

8 

20     2 

17     2 

12 

0 

4,154 

- 

346 

n 

7 

Ditto  ditto    - 

» 

.. 

12 

24   10 

17     0 

12 

0 

5,066 

- 

422 

99 

0 

Female  imbeciles'  bed- 
room. 

- 

- 

4 

9     0 

17     0 

12 

0 

1,836 

•~ 

153 

» 

8 

Ditto     -     ditto 

-. 

%      ^ 

4 

9     0 

17     0 

12 

0 

1,836 

- 

153 

» 

7 

1  it»o     -     ditto 

- 

- 

9 

20     2 

17     0 

12 

0 

4,114 

- 

343 

n 

11 

Ditto     -    ditto 

~ 

~ 

7 

15     0 

17     0 

12 

0 

3,060 

- 

255 

99 

10 

Ditto     -     ditto 

« 

- 

10 

20     2 

17     0 

12 

0 

4,114 

- 

343 

W 

4 

Ditto     -     ditto 

- 

- 

9 

19  10 

17     2 

12 

0 

4,086 

- 

341 

9f 

5 

Ditto     -     ditto 

- 

- 

9 

20     2 

17     2 

12 

0 

4,154 

- 

346 

P 

6 

Ditto     -     ditto 

— 

- 

7 

15     3 

17     2 

12 

0 

8,141 

- 

262 

n 

1 

Female  imbeciles'  daj 
room. 

- 

- 

— 

19     0 

17     2 

12 

0 

3,91^ 

~ 

326 

» 

2 

Ditto    -     ditto 

•»k 

^ 

- 

19     0 

17    % 

12 

0 

3.914 

- 

826 

» 

3 

Ditto    -    ditto       •         --    i 

Total    - 

^Tera^e  nun 

Qber  of  < 

- 

15     0 
Beds.  . 
et  for  each  in 

17     2 
Total 
mate  - 

12 

•     • 

0 

3,090 

Cub.ft. 

258 

if 

480 

245,317 

20,978 

Sup.JL 

cubic  fe 

. 

. 

-     505 

Avert 

igenum 

ber  of  8 

uperficif 

\\  feet  for  eac 

hbed 

• 

" 

- 

.       48 

\ 

WHITECHAPEL    WORKHOUSE. 

(Date  of  Visit,  20th  April  1866.) 


The  limit  of  accommodation  in  this  workhouse  is  not  yet  fixed,  but  to-day  there  were 
691  inmates;  of  whom  562  were  temporarily  disabled  or  old  and  infirm^  64  were  able-bodied, 
and  H5  were  children. 

There  are  17  rooms  inhabited  by  sick  women,  containing  277  beds ;  32  of  these  beds  are 
occu|)ied  by  ni>;ht  only,  and  245  are  occupied  by  day  and  by  nighi ;  and  there  are  19  rooms 
occupied  by  day  and  by  night  by  sick  men,  containing  205  beds;  these  36  i^ooms  will 
accommodate  482  persons ;  the  average  cubical  space  for  each  patient  is  550  feet ;  the 
maximum  being  710  feet,  and  the  minimum  371  feet 

The  average  superficial  feet  occupied  by  each  bed  is  46;  the  maximum  being  60,  and  the 
minimum  32. 

A  Table  is  annexed  giving  the  details  of  the  measurements  of  each  sick  ward. 

There  are  no  dny-rooms  for  the  sick,  but  there  are  day-rooms  for  the  imbeciles;  there 
are  no  sepamte  kitchens  for  the  sick  wards  :  there  are  no  wards  for  sick  children ;  fever  and 
small-pox  cases  are  ^ent  to  hospitals. 

There  were  78  imbeciles  or  idiots  in  tlie  workhouse  to-day,  and  the  airing  yard  for  imbecile 
women  contains  83  superficial  yards;  and  that  for  imbecile  men  contains  177  superficial  yards. 

The  able-bodied  women^s  yard,  which  is  also  used  by  the  other  female  paupers,  contains 
622  superficial  yards,  and  the  yard  for  the  men  contains  555  superficial  yards  ;  the  yards  for 
the  imbeciles  iire  very  gloo-ny ;  being  surrounded  on  all  sides  by  lofty  buildings. 

There  are  two  medical  officers ;  one  for  the  sick  males,  and  the  other  for  the  sick  females; 
and  each  of  them  has  a  salary  of  125  /.  per  annum,  but  each  of  them  has  an  out-door 
district,  the  salary  for  which  is  75/.  for  the  district,  and  50  /.  for  the  workhouse;  the  guar- 
dians find  the  drugs  and  a  dispenser;  each  of  the  medical  officers  spends  from  one  hour  to 
one  hour  and  a-half  daily  in  the  workhouse. 

There  is  one  paid  nurse  for  the  sick  ;  one  paid  nurse  for  female  imbeciles ;  one  paid  nurse 
for  male  imbeciles,  and  one  paid  nurse  for  the  receiving  wards ;  there  is  no  midwife,  and 
there  is  no  paid  niuht  nurse;  there  are  pauper  nurses  in  each  sick  ward. 

The  medical  officers  can  obtain  any  amount  of  stimulants  or  food  which  they  may  require 
for  their  patients. 

Some  of  the  sick  wards  were  not  well  ventilated. 

Each  of  the  medical  officers  see  professionally  in  the  workhouse  about  40  cases  daily. 

The  atmosphere  in  the  neighbourhood  of  this  workhouse  is  vitiated  by  the  trade  of  bone 
boiling  in  the  vicinity. 
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Measubehents  taken  at  the  Workhouse  of  the  Whitechapel  Union,  20th  April  1866. 


No. 

Class  of  Inmates,  or  Purpose 

Occupied 

Contenti 

nber  it  wiU  ac« 
imodate,  in  the 
lion       of     the 
lical  Officer. 

Area 
of  Floor 

of 

Form 

By 
Day 

By 

Night 

Day 

and 

Length. 

Bmdth. 

Height. 

in 
Cubic  Feet 

in 
Superficial 

of  CeUing. 

o»ly. 

only. 

Night. 

x'eet. 

No.  of 
Beds. 

Fi. 

in. 

Ft. 

m. 

Ft.    in. 

69 

Women's  sick  ward  - 

- 

— 

10 

42 

8 

.  16 

7 

11     6 

8,136 

.. 

708 

Brick  arch. 

Q6 

Ditto            ditto 

- 

- 

17 

42 

8 

16 

7 

11   10 

8,872 

- 

708 

Flat. 

65 

Ditto             ditto 

- 

- 

17 

42 

8 

16 

7 

11    10 

8,372 

i- 

708 

91 

68 

Ditto             ditto 

- 

- 

15 

42 

8 

16 

7 

12  10 

9,080 

- 

708 

>y 

64 

Women's  1  jing-in  ward 

- 

- 

13 

42 

8 

16 

7 

12  10 

9,080 

— 

708 

99 

61 

Female  imbeciles 

- 

- 

12 

26 

0 

16 

5 

12   10 

5,478 

. 

427 

19 

62 

Ditto         ditto 

- 

- 

12 

26 

0 

16 

5 

12  10 

5,478 

- 

427 

99 

Daj  room,  adjoining 

- 

- 

- 

16 

0 

16 

4 

12  10 

3,354 

.. 

261 

}» 

18 

Women's    sick    ward 
(chronic  oases). 

"■ 

~" 

12 

31 

0 

16 

2 

12  10 

6,432 

— 

501 

>» 

48 

Women's  itch  ward    - 

- 

- 

6 

12 

0 

16 

8 

11     6 

2,300 

— 

200 

Brick  arches. 

40 

Women,     aged     and 
indrm. 

• 

~ 

24 

37 

0 

33 

0 

11     6 

14,(T42 

— 

1,221 

99 

89 

Ditto             ditto 

- 

- 

24 

37 

0 

33 

0 

11     6 

14,042 

- 

1,221 

99 

42 

Women  (night  only)  - 

- 

- 

16 

32 

0 

16 

3 

11     6 

5,980 

— 

520 

>9 

41 

Women's  sick  ward  - 

- 

- 

14 

32 

0 

16 

3 

11     6 

5,980 

- 

520 

9> 

44 

Women  (night  only)  - 

- 

- 

16 

31 

3 

16 

3 

11     6 

5,840 

— 

508 

99 

45 

Ditto             ditto 

- 

- 

10 

31 

3 

16 

3 

11     6 

5,840 

- 

508 

*9 

46 

Women's  sick  ward   - 

• 

- 

24 

37 

0 

33 

0 

11     6 

14,042 

. 

1,221 

9> 

47 

Ditto             ditto .     - 

- 

- 

24 

87 

0 

33 

0 

11     6 

14,042 

«. 

1,221 

99 

82 

Men's  sick  ward 

- 

-. 

10 

32 

6 

16 

4 

13     0 

6,901 

» 

520 

Flat. 

83 

Ditto       ditto  (empty) 

- 

- 

10 

32 

6 

16 

4 

13     0 

6,901 

- 

520 

91 

84 

Men,  sick  ward 

— 

- 

15 

45 

10 

16 

4 

13     0 

0,731 

. 

749 

99 

85 

Ditto       ditto 

— 

"i 

47 

—  9 

2 
0 

16 
5 

4 
0 

13     0 
6     0 

}    9,744 

- 

725 

l> 

81 

Men,  sick  and  infirm 

— 

- 

" 

47 
—  9 

2 
0 

16 
5 

4 
0 

12     0 
6     0 

1    8,974 

- 

725 

>l 

80 

•  Ditto         ditto 

-. 

. 

15 

46 

0 

16 

6 

12     0 

9,108 

. 

759 

fj 

79 

Ditto         ditto  (empty) 

-. 

"■ 

10 

82 

6 

16 

6 

12     0 

6,435 

— 

536 

9f 

78 

Ditto         ditto 

. 

10 

32 

6 

10 

6 

12     0 

6,435 

- 

536 

99 

77 

Ditto         ditto 

. 

^ 

15 

46 

0 

16 

6 

11     3 

8,589 

— 

759 

Brick  arches* 

74 

Ditto         ditto  (empty) 

- 

- 

10 

32 

9 

16 

6 

11     3 

6,079 

- 

540 

99 

76 

Ditto         ditto  (empty) 

.. 

- 

10 

32 

9 

16 

6 

11     3 

0,079 

. 

540 

99 

76 

Men's  aged  sick 
Male  Imbeciles  : 

■" 

"{ 

47 
—  9 

2 
0 

16 
5 

6 
0 

11     3 
6     0 

1    8,485 

- 

733 

f9 

Male  duy  room 

. 

— 

— 

24 

0 

18 

0 

12  10 

5,544 

mm 

432 

Flat. 

d 

Male  bedroom 

- 

- 

12 

24 

0 

18 

0 

12  10 

5,544 

- 

432 

99 

6 

Men's  foul  ward 

- 

- 

10 

24 

2 

18 

0 

11  10 

5,148 

— 

486 

99 

5 

Ditto       ditto 

- 

. 

a 

10 

0 

18 

0 

11   10 

2,130 

- 

180 

99 

4 

Ditto       ditto 

~ 

— 

10 

24 

2 

18 

0 

11   10 

5,148 

- 

435 

99 

9 

Men's  itch  ward 

« 

— 

10 

24 

2 

18 

0 

10     9 

4,676 

- 

435 

99 

8 

Ditto       ditto  (empty) 

* 

- 

3 

10 

0 

18 

0 

10     9 

1,935 

- 

180 

99 

7 

Men's  sick  ward 

To: 

PAL   - 

-4 

-       - 

10 

24 
Beds. 

2 

18     0 
ToT> 

10     9 
IL      -     - 

4,676 

Cub.  ft. 

435 

f* 

1 

482 

265,204 

22,209 

Sup.ft. 

Average  number  of  cubic  feet  to  each  inmate 
Average  number  of  superficial  feet  to  each  bed 


550 
46 


AIRING      TABDS. 


Imbecile  women's  yard 
Able  bodied  women's  yards 
Able-bodied  men's  jiurd     - 
Male  imbeciles'  yard 
Dead-house  yard 
Laundry  yard 


Area. 

83  square  yards. 
622        „ 
556 
177 
184 
286 


n 


Total    -    •  1,856  square  yards. 


3^7- 


D  2 
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REPORT  ON  THE  INFIRMARY  WARDS  OF 


MILE  END  OLD  TOWN  WORKHOUSE. 
(Date  of  Visit,  21st  April  1866.) 


The  limit  of  accommodation  in  this  workhouse  is  fixed  for  647  inmates,  and  to-day 
there  were  463  inmates;  of  whom  423  were  temporarily  disabled,  or  old  and  infirm,  13 
were  able-bodied  women,  and  27  were  children. 

There  are  14  rooms  inhabited  by  sick  women  and  children,  containin*:^  113  beds  occupied 
by  day  and  by  night;  and  there  are  eight  rooms  similarly  occupied  by  sick  men  and  boys, 
containing  67  beds.  These  22  rooms  will  accommodate  180  persons.  The  average  cubical 
space  for  each  patient  is  612  feet;  the  maximum  being  892 feet,  and  the  minimum  225  feet 

The  average  superficial  feet  occupied  by  eacli  bed  is  41 ;  the  maximum  being  02,  and  the 
minimuM)  24. 

A  Table  is  annexed,  giving  the  details  of  the  measurements  of  each  sick  ward. 

The  workhouse  school  is  a  deiacheJ  building,  within  the  workhouse  premises,  and  will 
hold  309  children.  There  is  a  detached  infirmary  for  the  adult  sick,  a  detached  set  of 
wards  for  male  and  female  imbeciles,  and  a  detached  infirmary  for  children.  Fever  and 
small-pox  cases  are  sent  to  hospitals. 

There  are  two  medical  officers  here,  and  each  of  them  has  an  out-door  district  as  well, 
and  each  has  a  salary  of  2uu /.  per  annum,  the  guardians  finding  the  drugs  and  a  dis- 
penser. The  medical  officers  visit  the  workhouse  daily,  and  one  of  them  sees,  professionally, 
140  women  and  children,  and  he  prescribes  for  between  60  and  60  of  them. 

There  is  one  paid  nurse  for  the  adult  infirmaries,  and  one  for  the  children's  infirmaries; 
there  is  one  paid  nurse  for  the  male  imbeciles,  and  one  for  the  female  imbeciles;  there  are 
no  night  nurses;  tiiere  are  pauper  nurses  in  each  ward. 

The  medical  officeis  can  obtain  any  amount  of  stimulants  and  food  which  they  may 
require  for  their  patients. 


Measurements  taken  at  the  Workhouse  of  the  Parish  of  Mile  End  Old  1 

own,  21st  April  186(5. 

No. 

Clasa  of  InmatM,  or  Purpose 
to  which  Appropriated. 

Occapi(*fl 

Length. 

Breadth. 

Height. 

Content* 

in 

Cubic  Feet. 

Number  it  will  ac- 
commodate, in    the 
opinion  of  the  Me- 
dical Officer. 

Area 
of  Floor 

m 

Superficial 

Feet. 

of 
Ward. 

By 
Day 

only. 

By 

Night 
only. 

D.y 

and 
Night. 

Form 
of  Ceiling. 

General  Infirmary  : 

No.qf 
Beds. 

Ft.    in. 

Ft. 

in. 

Ft.  in. 

16 
10 

Women's  itch  ward  - 
Women's  Convalescent 

ward. 
Women's  foul  ward  - 

- 

- 

4 

16      0 

86   10 

+  11      8 

25     6 

12 

15 

o 

9 

0 
8 
9 
0 

10     9 
10     8 
10     8 
10     8 

2,064 

\   0,870 

2,448 

. 

192 
644 
230 

Flat. 

99 

18 

Women's  sick  ward  - 

- 

- 

11 

33     8 

18 

4 

13     0 

6,724 

- 

617 

^ 

14 
12 

12  a 
11 
10 

Women'a  fever  ward 
Women's  sick  ward  - 

Empty    -        -         - 
Men's  itch  ward 
Meti's  sick  ward 

- 

4 

16     8 
87     3 

+  11     8 
16     6 
16     0 
36  10 

+  11   10 

10 
16 

6 
12 
12 
16 

6 

o 
8 
9 
6 
0 
0 
9 

10     8 
10     8 
10     8 
10     8 
10     8 
10     8 
10     8 

1,807 

1   7,338 

2,185 
2,048 

1   7,012 

- 

169 

•688 

206 
192 

667 

Flat 

7 

Ditto,  ditto    . 

- 

^ 

12 

83     6 

18 

2 

13     0  ,      7,912 

- 

609 

^ 

1 
3 

Ditto,  ditto    . 
Ditto,  ditto     - 

Ditto,  ditto     - 

Total    -    -    - 

- 

- 

6 

16     9 

37     3 

+  11   10 

16     6 

Beds. 

10 

16 

5 

12 

0 
6 
9 
6 

T< 

10     8 
10     8 
10     8 
10     8 

)TAL  -   - 

1,787 

}  7,248 

2,189 

Cub.  Ft. 

168 
680 
206 

Flat. 

113 

67,632 

6,266 

Sup.  Ft. 
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Mbasurements  taken  at  the  Workhouse  of  the  Parish  of  Mile  End  Old  Town-^  continued. 


No. 

of 

Waid. 


Class  of  Inmatet,  or  Pnrpote 
to  which  Approprimted. 


Occupied 


By 
Day 
only. 


By 

Night 
only. 


11 
7 
6 
5 

4 
8 


Children's  Infirmary 


Receiving  ward 

Itch  ward 

Girls'  sick  ward 
Ditto,  ditto 
Ditto,  ditto 

Boys'  sick  ward 
Ditto,  ditto 

Total    - 


In  Main  Building: 

Women,    infirm    and 
bedridden. 


Women,  l^ving-in  ward 


Total 


By 

Day 

and 
Night. 


Length. 


Breadth. 


No.  of 
Beds. 

6 
6 
8 
6 
6 
0 
6 

39 


Ft.  in. 

16  10 
12  0 
12  0 

17  4 
16  0 
16  8 
16  8 

Beds. 


Ft. 

fit. 

14 

0 

12 

0 

12 

0 

14 

2 

14 

0 

14 

0 

14 

0 

Height 


Ft.  in. 

10  6 

la  6 

10  6 

10  6 

10  6 

10  6 

10  6 


Total 


22 


28 


52     8 

+62     8 


20     0 
+20     0 


18 

8 

15 

8 

18 

9 

15 

0 

14     4 
8     6 


11     4 
8     6 


Beds. 


Total • 


Contents 

in 

Cubic  Feet 


5?  ill 


2,475 
1,512 
1,512 
2,578 
2,852 
2,889 
2,889 


15,207 


^14,030 


5,858 


19,888 


Cub.  Ft. 


Cub.  Ft. 


Area 
of  Floor 

in 

Superficial 

Feet. 


Form 
of  Ceil'ng. 


236 
144 
144 
246 
224 
228 
228 


1,450 


983 


875 


Flat. 


9f 


Sup.  Ft. 


1,358 


ditto. 


Sup.  Ft. 


SUMMARY. 


General  Infirmary     - 
Children's  Infirmary  - 
Sick  wards   in  Main 
Building. 

Total    -    -    - 


113 
39 
28 


180 


«       I 


Beds. 


lOTAL  - 


67,632 
16,207 
19,883 


92,222 


Cub.  Ft.      8,064       Si^p  Ft. 


Average  number  of  cubic  feet  to  each  inmate : 

In  General  Infirmary   •         -         -         -         -         -         -         -         -         -510  cubic  feet. 

In  Children's  Infirmary        .----.---  890         „ 

In  Main  Building       ••-..-----  692         „ 

Average  number  of  superficial  feet  to  each  bed  : 

In  General  Infirmary  -.-------•     46^  superficial  feet. 

In  Children's  Infirmary        ------••.87  „ 

In  Main  Building        -.-•------     48J  ,, 


CITY  OF  LONDON  WORKHOUSE. 


(Date  of  Visit,  24th  April  1866.) 

The  limit  of  accommodation  in  this  workhouse  is  fixed  for  1,010  iiimates;  and  to-day 
there  were  829  inmates,  of  whom  724  were  temporarily  disabled,  or  old  and  infirm,  71  were 
able-bodied,  and  34  were  children. 

There  are  17  rooms  inhabited  by  sick  women,  containing  167  beds  occupied  by  day  and 
by  nighty  and  there  are  five  rooms  similarly  occupiA  by  sick  men,  containing  59  beds ; 
these  22  rooms  will  accommodate  226  persons ;  the  average  cubical  space  for  each  patient 
is  584  feet;  the  maximum  being  821  feet,  and  the  minimum 418. 

The  average  superficial  feet  occupied  by  each  bed  is  47;  the  maximum  being  62,  and  the 
minimum  41. 

387.  D  3  A  Table 
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REPORT  ON  THE  INFIRMARY  WARDS  OF 


A  Table  is  annexed,  givino;  the  details  of  the  measurements  of  each  sick  ward. 

There  is  a  detached  infinnary,  detached  wards  for  female  imbeciles,  and  detached  wards 
for  male  imbeciles ;  there  are  no  separate  kitchens  fi)r  either  of  these  wards;  fever. and 
small-pox  cases  are  sent  to  hospitals. 

There  is  one  medical  officer  with  a  salary  of  275  /.  per  annum  ;  the  guardians  finding  the 
drugs,  which  cost  120/.  a-year;  there  is  no  dispenser;  there  is  one  paid  nurse  in  the  in- 
firmary; there  are  two  paid  nurses  for  female  imbeciles;  there  is  one  paid  nurse  for  male 
imbeciles;  there  are  two  paid  nurses  in  the  workhouse  for  the  aged  and  infirm;  there  are 
no  paid  night  nurses ;  there  are  paupei'  nurses  in  every  ward,  and  they  are  entrusted  to 
administer  stimulants  to  the  sick  in  the  infirmaries. 

The  medical  officer  can  obtain  any  amount  of  stimulants  or  food  which  he  may  require 
for  his  patients. 

There  were  104  imbeciles  or  idiots  in  the  workhouse  to-day. 

The  medical  officer  prescribes  for  about  75  patients  daily,  but  visits  the  whole  of  the  sick 
wards  daily,  and  has  upwards  of  400  cases  on  his  books. 

Measurements  taken  at  the  Workhouse  of  the  City  of  London  Union,  24th  April  1866. 


No. 

Class  of  Inmatee,  or  Parpoae 

Occapied 

Length. 

Breadth. 

Height.  . 

Contento 

in 

Cubic  Feet. 

Number  it  will  ac- 
commodate,  in    the 
opinion  of  the  Me- 
dical Officer. 

Area 
of  Floor 

in 

Supci  ficial 

Feet. 

of 
Ward. 

Bf 

Day 

only. 

By 

Night 
only. 

Day 

and 
Night. 

Form 
of  Ceiling. 

N(KOf 

Beds. 

Ft. 

in. 

Ft.    in. 

Ft. 

ill. 

14 
18 
16 
17 

7 
6 

6 

4 

Men's  sick  ward 

Ditto  -  ditto    - 

Ditto  -  ditto    - 

Men's  siok  ward  (wet 
cases). 

Womens*  siok  ward  - 

Ditto  -  ditto    - 

Ditto  -  ditto    . 

Womens'  sick  and  in- 
firm. ^ 

- 

— 

14 

10 

14 

6 

10. 

10 

6 

14 

35 
24 
86 
20 

24 
24 
20 
86 

9 
0 
2 
0 

9 
9 
8 
2 

17     6 

17  7 

18  3 
18     3 

18     4 
18     4 
18     4 
18     4 

12 
12 
12 
12 

12 
12 
12 
12 

4 
4 
0 
0 

0 
0 
0 
0 

7,716 
6,205 
7,920 
4,880 

6,446 
6,446 
4,450 
7,956 

- 

626 
422 
660 
365 

454 
454 
871 
663 

Flat. 

« 

Women's       paralytic 

cases. 

* 

- 

- 

14 

36 

2 

18     4 

18 

0 

8,951 

- 

668 

^ 

9 

Women's  sick  ward   - 

- 

- 

0 

20 

8 

18     8 

18 

6 

4,928 

- 

866 

ditto 

10 

Ditto  -  ditto    . 

- 

- 

""{ 

24 
+  20 

9 
8 

18     3 
18     9 

11 
8 

6 
6 

1   6,168 

- 

462 

r; 

11 

Women's  aged  sick  - 

- 

— 

■"{ 

24 

+  20 

9 
3 

18     3 
13     9 

11 
8 

6 
6 

I   6,168 

- 

452 

ditto. 

12 

Ditto  -  ditto    . 

- 

- 

6 

20 

0 

18     8 

18 

6 

4,928 

- 

866 

A 

13 
2 
1 
3 
2 

Ditto  -  ditto    - 
Women's  sick  waid  - 
Ditto  -  ditto    - 
Women's  lying-in  ward 
Female  imbeciles'  bed- 

- 

^ 

14 

14 

6 

8 

10 

36 
85 
19 
24 
27 

2 
7 
9 
0 

7 

18     8 
17     6 
17     6 
17     7 
16     6 

13 
12 
12 
12 
U 

6 

4 
4 
4 
6 

8,910 
7,680 
4,260 
6,206 
4,917 

- 

660 
628 
346 
422 

428 

ditto. 
Flat. 

1 

room. 
Ditto  .  ditto    - 

Female  imbeciles*  day- 
room. 
Female  imbeciles'  bed- 

- 

- 

10 

27 
—11 

27 

27 

4 
10 

4 

8 

16  10 
1     9 

20  10 

16     6 

11 
11 

11 

12 

6 
G 

6 

0 

j   4,789 

- 

412 

»> 

6,622 

667 

>» 

4 

6,146 

429 

>» 

8 

room. 
Ditto  -  ditto    - 

Female  imbeciles'  day- 
room. 
Male   imbeciles'  bed- 

^ 

^ 

9 
15 

27 
27 
87 

7 
5 

3 

16     9 
20  11 
16  10 

12 
12 
10 

0 
0 
0 

6,218 

- 

484 

M 

6,881 

678 

V 

6,271 

627 

9f 

room. 

Total    -    -    - 

Beds. 

TOTAI 

-     • 

• 

Cub.^ 

- 

- 

226 

132,002 

10,6tf8 

Sup.Ji. 

Average  number  of  cubic  feet  of  space  to  each  inmate. 
Average  number  of  superficial  feet  of  floor  space  to  each  bed 
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STEPNEY    WORKHOUSE. 

(Date  of  Visit,  25th  April  1866). 


The  limit  of  accommodation  in  this  workhouse  is  fixed  for  858  inmates,  and  to-day 
there  were  739 ;  of  whom  515  were  temporarily  disabled,  or  aged  and  infirm,  59  were  able- 
bodied,  and  165  were  children. 

There  are  19  rooms  inhabited  by  sick  women,  containing  207  beds,  occupied  by  day 
and  by  night,  with  the  exception  of  two  rooms  containing  24  beds  for  female  imbeciles, 
which  are  occupied  by  night  only ;  and  there  are  12  similarly  occupied  by  sick  men,  con- 
taining 139  beas,  with  the  exception  of  one  room  containing  16  beds,  which  is  occupied 
by  night  only ;  these  31  rooms  will  accommodate  346  persons.  The  average  cubical  space 
for  each  patient  is  5^8  feet,  the  maximum  being  696  feet,  and  the  minimum  354  feet. 

The  average  superficial  feet  occupied  by  each  bed  is  43,  the  maximum  being  59,  and 
the  minimum  31. 

A  Table  is  annexed  giving  the  details  of  the  measurements  of  each  sick  ward. 

There  are  no  day-rooms  for  the  sick;  there  are  no  separate  kitchens  for  the  sick  wards; 
fever  and  small-pox  cases  are  sent  to  hospitals ;  these  infirmaries  are  too  small,  and  the 
ventilation  is  not  quite  suflBcient ;  they  are  detached  from  the  main  building. 

There  is  one  medical  officer  with  a  salary  of  120/.,  and  he  also  attends  the  sick  children 
at  the  Limehouse  Schools,  and  has  a  salary  of  60/  a*year  for  doing  so  j  the  guai'dians  find 
the  drugs,  and  a  dispenser. 

There  is  one  paid  nurse  for  sick  men  and  male  imbeciles.  There  is  one  paid  nurse  for 
sick  women  and  female  imbeciles ;  there  is  one  paid  night  nurse ;  there  are  pauper  nurses 
in  all  the  wards.  There  were  48  imbeciles  or  idiots  in  the  workhouse  to-day ;  the  pauper 
nurses  are  entrusted  with  stimulants  and  medicine. 

The  medical  officer  can  obtain  any  amount  of  stimulants  and  food  which  he  mav  require 
for  his  patients.  The  medical  officer  sees,  professionally,  150  patients  daily  at  the  work- 
house, and  prescribes  for  111.  The  guardians  require  the  whole  of  his  time  to  be  dedi- 
cated to  his  duties  in  the  workhouse  and  the  schools. 


Measurements  taken  at  the  Workhouse  of  the  Step 

ney 

Union  at 

Bromley.* 

Class  of  Inmatesr 

or  Purpose  to  which 

Appropriated. 

Occapied 

Length. 

Breadth. 

Height. 

Contents 

in 

Cubic  Feet. 

Number  it  will  ao- 

Opinionofthe  Me- 
dical Officer. 

Area 
of  Floor 

in 
Superficial 

Feet 

No. 

of 

Ward. 

1 

i 
1 

By  Day  and 

Night. 

Form 
ofCdliDg. 

Number  of  Beds. 

Ft.  in 

Ft.  in. 

Ft 

in. 

Doable. 

Single. 

59 

Empty    -        -        - 

Male  imbeciles'  day 

room. 
Male    imbecile    bed 

- 

- 

- 

7 

12 

«4     0 
80     7 
80     7 

15    0 
18     6 
18     6 

11 
11 
11 

0 
6 
6 

4,140 

- 

360 

Flat 

68 

6,507 

566 

i> 

08 

6,507 

566 

ff 

12 
15 

20 

room* 
Men's  sick  ward 
Male    imbeciles'  bed 

room  (night  only). 
Men's  foul  ward 

- 

— 

- 

12 
16 

10 

80     7 

80     7 

24     0 

18     7 

18  7 

19  9 

11 
11 

11 

6 
6 

6 

6,536 
6,536 

6,451 

- 

568 
568 

474 

99 

9 

Ditto    -    ditto 

— 

— 

^ 

"{ 

27     0 
+  20     0 

19     2 
11     7 

11 
4 

8 

6 

>   6,864 

- 

518 

ih 

8 

Men's  sick  ward 

- 

- 

- 

11   f 

1 

24     0 
+  24     0 

19     9 
10  11 

11 

4 

8 
6 

>  6,512 

- 

474 

A 

49 

Female  imbeciles  bed 
room  (night  only). 

Female  imbeciles  day 
room. 

Female  imbeciles  bed 

- 

- 

- 

8 
18 

34     0 
80     7 
80     7 

15     0 
18     7 
18     7 

11 
11 
11 

6 
6 
6 

4,140 

- 

360 

Flat 

89 

6,586 

668 

w 

45 

6,586 

568 

II 

29 

room. 
Women's  sick  ward  - 

- 

- 

- 

12 

30     7 

18     7 

11 

6 

6,530 

- 

568 

>i 

0.87. 
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Measttbeuen TS  taken  at  the  "Workhouse  of  the  Stepney  Union  at  Bromley — continued. 


ClaM  of  Inmates, 

Occapied 

Contento 

will  ae- 

in  the 

the  Me- 

Area 
of  Floor 

No. 

' 

K 

Fona 

of 
Wud, 

or  Parpote  to  which 
Appropriated. 

i 

6- 

1 

i 

B7  Day  and 

Length. 

Breadth. 

Height 

in 
Cable  Feet. 

imber  it 
oaniodate, 
)in{on  of 
tal  Officer. 

in 
Saperficial 

ofCeiKiig. 

O 

^ 

Night 

• 

Feet 

<& 

^ 

1  ;z;8o^ 

Number  of  Beda. 

Ft.  in. 

Ft. 

in. 

Ft.  in. 

Double. 

Single. 

34 

Female  imbeciles  bed 
room  (night  only). 

- 

- 

- 

16 

80     7 

18 

7 

11     6 

6,586 

— 

568 

Flat. 

4.0' 

2 

Women's  sick  ward  - 

— 

-. 

— 

'*! 

27     1 

19 

2 

11     8 

1 

iV-TX 

>  6,882 

— 

619 

;r  i  \ 

+  20     0 

11 

7 

4     6 

P  5  1 

8 

Ditto    -     ditto 

^ 

_ 

,, 

1 

24     0 

19 

9 

11     3 

I  6,219 

^  4.0' 

+  17     0 

11 

7 

4     6 

474 

ii) 

5 

Ditto    -     ditto 

_ 

_ 

^ 

18  [ 

80     7 

21 

8 

11  •  3 

I  9,055 

— 

650 

K^\ 

1 

+  30     7 

12 

*8 

4     6 

B    6    1 

26 

Women's  sick  ward  - 

^ 

^ 

. 

10 

24     0 

19 

9 

11     6 

5,451 

— 

474 

Flat 

25 

Women's  foul  ward  - 

- 

- 

- 

18 

80     7 

21 

3 

11     6 

7,474 

- 

650 

i> 

24 

Ditto    -    ditto 

- 

— 

- 

5 

19     0 

18 

0 

11     6 

2,841 

- 

247 

9f 

22 

Ditto     -    ditto 

- 

- 

- 

5 

19     0 

13 

0 

11     6 

2,841 

— 

247 

79 

110 

Men    sick   and   bed- 
ridden. 

• 

- 

- 

10  r 

25     7 

18 

1 

11   10 

I  6,196 

468 

IT) 

I 

+  25     7 

14 

1 

2     0 

J 

87 

Ditto    -    ditto 

- 

- 

"{ 

25     7 
+  25     7 

18 
14 

1 
1 

11   10 
2     0 

j  6,196 

- 

463 

-  ditto. 

108 

Ditto    -    ditto 

— 

— 

n\ 

25     7 
+  25     7 

18 
14 

8 
8 

11    10 
2     0 

1  6,254 

- 

467 

-  ditto. 

107 

Ditto    -    ditto 

- 

- 

— 

10  f 

28     0 
+  23     9 

18 
14 

3 
3 

11   10 
2     0 

j   5,806 

- 

433 

-  ditto. 

100 

Ditto    -    ditto 

«. 

» 

- 

17 

24  10 

23 

2 

11     0 

6,828 

- 

575 

Flat 

104 

Women's      lying  -  in 

-. 

» 

- 

5 

28     6 

12 

0 

11     6 

8,243 

- 

282 

w 

ward. 

102 

Women's  sick  ward  - 

» 

— 

- 

11 

24  10 

23 

0 

11     0 

6,283 

- 

571 

y^ 

101 

Ditto     -    ditto 

- 

- 

- 

11 

28     7 

23 

0 

11     0 

5,967 

- 

542 

»» 

100 

Ditto    -    ditto       - 

^ 

^^ 

•. 

^  f 

28     8 

18 

1 

11   10 

I   5.781 

!?^T\ 

^ 

f- 

428 

fi) 

I. 

+  28     8 

14 

1 

2     0 

99 

Ditto     -     ditto 

- 

- 

11  f 

25     9 
+  25     9 

18 
14 

1 

1 

11   10 
2     0 

1  6,235 

- 

466 

-  ditto. 

88 

Ditto    '    ditto 

— 

— 

10  J 

25     5 

+  25     5 

18 
14 

1 
1 

11   10 
2     0 

}   6,154 

- 

460 

.  ditto. 

90 

Ditto    -    ditto 

— 

- 

6 

'{ 

25     7 

+  25     7 

18 
14 

1 
1 

11   10 
2     0 

}  6,196 

- 

463 

-  ditto. 

93 

Children's  bed  room 
(night  only). 

"■ 

-    - 

4 

6 

26     0 
Single  bedf 
Double  b6< 

17 

• 
I. 

Is. 

9 
To 

10     9 
FAL    -    - 

4,961 

Cub.  ft. 

462 

Flat 

Total    - 
Total    - 

10 

826 

182,607 

14,928 

Sup.fret. 

- 

Average  number  of  cubic  feet  to  each  inmate  •        -        • 
Average  number  of  superficial  feet  of  floor  space  to  each  bed 
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POPLAR     WORKHOUSE. 

(Date  of  Visit,  26th  April  1866.) 


The  limit  of  accommodation  in  this  workhouse  is  fixed  at  584' inmates,  and  to-day  there 
were  478  inmates,  of  whom  380  were  temporarily  disabled,  or  old  and  infirm ;  54  were  able- 
bodied,  and  44  were  children. 

There  are  13  rooms  inhabited  by  sick  women,  containing  112  beds,  occupied  by  day  and 
by  night ;  and  there  are  eight  rooms  similarly  occupied  by  sick  men,  containing  78  oeds ; 
these  21  rooms  will  accommodate  190  persons;  the  average  cubical  space  for  each  patient 
is  569  feet ;  the  maximum  being  982  feet,  and  the  minimum  323  feet. 

The  average  superficial  feet  occupied  by  each  bed  is  49 ;  the  maximum  being  85,  and 
the  minimum  28. 

A  Table  is  annexed  giving  the  details  of  the  measurements  of  each  sick  ward. 

Independently  of  the  infirmaries  in  the  workhouse,  there  is  a  detached  hospital  in  North- 
street,  JPoplar,  tor  fever  and  small-pox  cases ;  these  latter  premises  contain  two  separate 
buildings ;  one  called  the  "  Old  Fever  Wards,"  and  the  otiier  called  the  "  New  Fever 
Wards ; "  there  is  one  paid  nurse  for  these  fever  wards,  assisted  by  paupers,  who  are  sent 
to  her  from  the  workhouse,  and  the  paid  nurse  said,  "  There  is  a  great  work  sometimes 
with  them  to  get  them  to  come ;  ana  sometimes  they  won't  stop,  and  sometimes  they  will.** 
The  New  Fever  Hospital  is  tolerably  good,  but  the  Old  Hospital  is  altogether  unfit  for 
the  purposes  to  which  it  is  dedicated ;  it  has  more  the  appearance  of  an  old  and  inferior 
farm-house  than  of  anything  else. 

In  the  workhouse  there  are  no  day  rooms  for  the  infirmaries,  nor  is  there  a  separate 
kitchen ;  fever  and  small-pox  cases  are  sent  to  hospitals. 

The  airing  yards  are  far  too  small. 

There  is  one  medical  officer  with  a  salary  of  50/. ;  the  guardians  find  the  drugs,  but 
there  is  no  dispenser ;  the  medical  officer  attends  bodi  at  the  workhouse  and  at  the  fever 
hospital  in  North-street. 

For  the  workhouse  infirmaries  there  is  one  paid  nurse,  but  there  are  pauper  nurses  and 
pauper  assistant  nurses  in  each  sick  ward,  and  they  are  entrusted  with  medicines  and 
stimulants  for  the  sick. 

Measurements  taken  at  the  Workhouse  of  the  Poplar  Union. 


No. 
of 

dan  of  Inmates, 
orPnrpotetowhiofa 

Ocoapied 

Length. 

Breadth. 

Height 

^H 

Area 

of  Floor 

in 

f 

f 

•a 

9 

Mr  it  will 
lodate   in 
on  of  the 
Officer. 

Form 

Wavd. 

Appropriated. 

1 

i 

^^ 

Saperfidal 

of  OeUlag. 

^ 
^ 

^ 

nil 

Feet 

No.  of 
Bedf. 

Ft. 

in. 

Ft.   in. 

Ft. 

in. 

8 

Male  sick  ward 

- 

- 

18 

88 

0 

17     1 

11 

4 

6,534 

- 

577 

Flat 

2 

Ditto    -    ditto       - 

^ 

.^ 

12  f 

38 

0 

16  10 

11 

0 

i   6,912 

i/Ntf 

\ 

_ 

568 

r-s  a 

\ 

+83 

9 

4     8 

1 

6 

•  i  ^ 

d 

Ditto    -    ditto 

- 

- 

12 

22 

10 

28  10 

11 

0 

6,394 

- 

544 

^ 

4 

Ditto    -    ditto 

- 

- 

9 

16 

0 

23  10 

11 

9 

4,481 

- 

381 

1       ■ 

-  ditto. 

46 

Women's  sick  ward 

^ 

^ 

21   ( 

88 

4 

28     0 

11 

8 

1-11,146 

^^^tv. 

1 

__ 

1,033 

J^^V^M 

+33 

4 

8     0 

8 

8 

f  *  r3 

47 

Ditto    •    ditto 

- 

- 

u  [ 

1 

20 
+18 

0 
0 

28     6 
7     6 

11 

8 

8 
8 

7,979 

- 

714 

•  ditto. 

48 

Ditto    -    ditto       - 

- 

- 

7 

28 

2 

11     0 

11 

6 

8,130 

- 

272 

FlHt. 

49 

Ditto    -    ditto 

- 

- 

8 

80 

4 

18     0 

11 

6 

4,796 

- 

417 

» 

60 

Women's   (sick   and 
infirm.) 

" 

"• 

14 

25 

7 

28     6 

11 

6 

6,914 

^ 

601 

W 

40 

Women's  convalescent 
ward. 

— 

— 

6 

80 

7 

16     0 

11 

6 

5,891 

- 

512 

»> 

40 
(a) 

Ditto    -    ditto      - 

14 

21 

10 

18     0 

11 

6 

4,520 

— 

393 

1 

129 

68,696 

6,012 

1 
I 

387. 
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Measurements  taken  at  the  Workhouse  of  the  Poplar  Union — continued. 

' 

Occupied 

Length,      j    Breadth. 

1  Contents 
Height            in 

Cuhic  Feet 

Number  it  will   ac- 
commodate   in   the 
Opinion  of  the  Me- 
dical Officer. 

Area 

ofFloor 

in 

Superficial 

Feet. 

No. 

of    1 
Ward. 

Claaa  of  Inmates, 

or  Parpow  to  which 

Appropriatod- 

s 

«  ! 

CQ       1 

1 
.1 

CQ 

By  Day  and 

Night. 

Form 
ofCeilhig. 

North-sU^t     OkL 
Infirmary: 

Women's  feyer  ward 

No.  of 
Beds. 

6 

Ft.    m. 
24     2 

Ft.    t«. 
11     7 

Ft. 

12 

in. 
3 

3,429 

280 

•     -. 

Men's  fever  ward     - 

- 

— 

1 

2:i     4 
+  22     4 

23     1 

17     1 

11 
6 

6 
0 

8,218 

- 

616 

n^ 

- 

Women's    small-pox 
ward. 

- 

3 

14      4 

10  10 

8 

0 

1,242 

- 

156 

Flat 

r        V 

"" 

Women's  fool  ward  - 

- 

- 

3 

15     7 

10  10 

7 

(^ 

1,266 

- 

169 

Vh 

— 

Ditto    -     ditto 

New       Infirmary, 
North  street: 

4 

22     7 

10     0 

7 

6 

1,694 

226 

-  ditto. 

154 

84,646 

7,368 

- 

Men's  foul  ward       - 

- 

- 

9 

26     0 

20     0 

11 

0 

6,600 

- 

600 

Flat. 

- 

Men's  small  pox  ward 

- 

- 

5 

20     0 

11     9 

:i 

0 

2,686 

- 

236 

1} 

- 

Ditto    -    ditto 

- 

- 

10 

24     7 

20     0 

12 

9 

6,269 

- 

492 

^ 

-. 

Children's  sick  nursery 

- 

- 

8 

26     4 

0      0 

12 

9 

6,460 

- 

.507 

-  ditto. 

- 

Children's  small  nui-sery 

— 

— 

4 

12     2 

Beds. 

20     0 

11 

8 

2,738 

Cub.Jt. 

248 

Flit 

36 

23,652 

1,977 

Total    - 
Ayeni^e  number  of  cubi 

-      - 

190 

1 
Total  - 

108,097 

9,335 

8up.Ji. 

ic  feet  t 

oeach  i 

nmate  in  main  haildtng    - 
„           North  •  street  Infirni 

ary 

- 

'     633  cv 
-     646 

ibic  feet 

79 

Avera^  number  of  superficial  feet  of  floor  space  to  each  bed  in  main  bnilding     -        -     46}  superficial  feet 
,,  „  „  „  „  North-street  infirmary     64}  „ 


ST.  MARGARET  AND   ST.  JOHN,  WESTMINSTER,  PETTY  FRANCE 

WORKHOUSE. 


Date  of  Visit,  27th  April  1866.) 


Tu£  limit  of  accommodation  in  this  workhouse  is  fixed  for  157  inmates,  and  to-day 
there  were  171  inmates,  of  whom  126  were  temporarily  disabled,  or  old  and  infirm;  19 
were  able-bodied, and  26  were  children. 

There  are  six  rooms  inhabited  by  sick  women,  containing  57  beds,  occupied  by  day  and 
by  night ;  and  there  are  eight  rooms  similarly  occupied  by  sick  men,  containing  35  beds ; 
tneee  14  rooms  will  accommodate  92  persons ;  the  average  cubical  space  for  each  patient 
is  509  icet,  the  maximum  being  643  feet,  and  the  minimum  386  feet. 

The  average  superficial  feet  occupied  by  each  bed  is  47 ;  the  maximum  being  57,  and 
the  minimum  35. 
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St.  Margaret  and  St.  John,  Westminster,  Petty  France  Workhouse— cont**. 


A  Table  is  annexed,  giving  the  details  of  the  measurements  of  each  sick  ward. 

There  are  no  day  rooms  for  the  sick ;  there  is  no  separate  kitchen  for  the  sick ;  fever 
and  small-pox  cases  are  sent  to  hospitals ;  the  ventilation  of  the  wards  is  bad. 

There  are  no  airing  yards,  but  there  are  two  small  courts,  which  cannot  be  vmA  as 
exercising  grounds. 

There  is  one  medical  officer  with  a  salary  of  100/.  a  year ;  he  finds  the  dnws,  with  the 
exception  of  cod-liver  oil  and  quinine ;  there  is  no  dispenser.  There  is  a  pud  mirse  for 
the  tyii^-in  ward;  there  is  a  paid  nurse  for  the  female  mfirmaries,  and  one  for  the 
mde  infirmaries,  and  there  are  pauper  nurses  in  each  sick  ward ;  tkere  are  no  paid  nif^t 
nurses. 

The  medical  officer  can  obtain  any  amount  of  stimulants  or  food  for  his  palaentt. 

This  workhouse  does  not  meet  the  requirements  of  medical  science. 


Measurements  takra  at  die  Workhouse  of  the  Parishes  of  St  Margaret  and  St  John,  Westminster. 


Class  of  Inmates, 

Oocnpied 

Cooteats 

t'^^ 

■S-93. 

Area 
ofPloer 

No. 

tl^ 

i* 

' 

Form 

of 
Ward. 

or  Purpose  to  which 
Appropriated. 

f 

g 

1    *      By  Day  and 
t             Night 

Length. 

Breadth. 

Height. 

in 
Cubic  Feet 

Nombor  it 
commodate 
Opinion  od 

in 

Superficial 

Feet. 

ofCeiUng. 

Number  of  Beds 

Ft.  in. 

Ft. 

in. 

Ft. 

tn. 

Double. 

Single. 

77 

Women's  sick  ward  - 

. 

« 

^ 

,a| 

19     6 

16 

3 

11 

0 

] 

df    ,     . 

k 

}   7,714 

- 

701 

f  5  ^ 

7S 

' 

1 

+  21    10 

18 

6 

11 

0 

1 

1    =   c 

79 

Ditto    -    ditto 

— 

- 

~ 

3 

10     0 

16 

3 

11 

0 

1,678 

- 

163 

Flat. 

S9 

Women's    lying  -  in 

^ 

. 

_ 

12  r 
< 

19     6 

16 

8 

11 

0 

1 

r    7,714 

5H->. 

ward. 

- 

701 

fsf 

• 

I 

+  21   10 

18 

6 

11 

0 

J             i 

1    »    1 

66  .  Women's    dormitory 
(convaleBcent) 

- 

- 

9 

s  f 

19     6 
+  21   10 

16 

18 

3 

6 

11 
11 

0 
0 

}  ''"* ;  - 

701 

I  Brick  arches. 

16 

Men^s  sick  ward 

— 

— 

*l 

19     6 
+6     9 

12 

1 

6 
6 

10 
10 

9 
9 

j   2,713 

262 

>» 

12 

Ditto     -    ditto 

- 

- 

1 

19     6 
+6     9 

12 

1 

6 
6 

10 
10 

9 
9 

[   2,713 

- 

262 

" 

21 

Ditto    -    ditto 

- 

- 

* 

'I 

19     6 
+  10     0 

12 
3 

6 

0 

11 
11 

0 
0 

I    3,011 

- 

374 

FUt. 

20 

Ditto    -     ditto 

- 

- 

- 

2 

18     6 

8 

6 

11 

0 

1,262 

.. 

.    116 

'» 

18 

DiUo    -    ditto 

> 

— 

— 

2 

13     6 

8 

6 

11 

0 

1,262 

— . 

116 

}y 

17 

Ditto    -    ditto 

- 

- 

"- 

"{ 

19     6 
+  10     0 

12 
3 

6 
0 

11 
11 

0 
0 

}   3,011 

- 

274 

yi 

11 

Women's  itch  ward  - 

-, 

— 

«, 

6 

14  10 

14 

0 

10 

0 

2,077 

_ 

208 

,, 

19 

Men's  itch  ward 

— 

^ 

« 

5 

14  10 

14 

0 

10 

0 

2,077 

«  ■ 

208 

;; 

9 

Women's  insane  ward 

- 

. 

^ 

I 

16     0 

13 

3 

10 

9 

.    1,988 

(not  used.) 

-7     0 

1 

9 

10 

9 

« 

160 

Brick  arches. 

-6     0 

1 

3 

10 

9 

1 

12 

Men's    insane    ward 

— 

~ 

_ 

M 
1 

15     0 

18 

3 

10 

9 

\    1,988 

(nomsed.) 

-7     0 

1 

9 

10 

9 

-. 

180 

Ditto. 

« 

•     - 

- 

-6     0 
Single  beds 

Doable  bed 

1     3 

ToTil 
8. 

10 
lLS     - 

9 

Cid>.fU 

Total 

74 

46,822 

4,314 

Sup.  ft. 

Total 

9 

- 

Average  number  of  cubic  feet  to  each  inmate       •        .        - 
Average  number  of  superficial  feet  of  floor  space  to  each  bed 


609 


62 


387. 


£  2 
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REPORT  ON  THE  INFIRMARY  WARDS  OF 


ST.  JAMES,  WESTMINSTER,  WORKHOUSE. 

(Date  of  Visit,  28th  April  1866.) 

The  limit  of  accommodation  in  this  workhouse  is  fixed  for  700  inmates,  and  to-day 
tliere  were  664  inmates,  of  whom  581  were  temporarily  disabled,  or  old  and  infirm;  42 
were  able-bodied  women,  and  41  were  children. 

There  are  eight  rooms  inhabited  by  sick  women,  containing  79  beds,  occnpied  by  day 
and  by  night;  and  there  are  four  rooms  similarly  occupied  by  sick  men,  containing  37 
beds.  These  12  rooms  will  accommodate  116  persons;  the  average  cubical  space  for  each 
patient  is  600  feet,  the  maximum  being  895  feet,  and  the  minimum  314  feet. 

The  average  superficial  feet  occupied  by  each  bed  is  55,  the  maximum  being  81  and 

the  TniTiTmiTni  3o. 

A  Table  is  annexed,  giving  the  details  of  the  measurements  of  each  sick  ward. 

There  are  no  day-rooms  for  the  sick ;  the  hot  water  supply  in  these  wards  is  insufficient. 
There  are  no  separate  kitchens  for  the  sick  wards.  The  men's  sick  wards  are  defective 
as  regards  both  light  and  ventilation ;  the  receiving  ward  for  men  is  imderground,  and  it 
is  partitioned  so  as  to  have  itch  cases  in  one  compartment,  and  venereal  cases  in  another. 
Fever  and  small-pox  cases  are  sent  to  hospitals.     This  ward  is  very  defective. 

There  is  one  medical  officer  here,  with  a  salary  of  350  L  per  annum ;  he  finds  all  the 
drugs,  which  cost  him  60/.  a  year ;  he  sees  professionally  and  prescribes  for  100  patients 
daUv,  and  he  spends 'two  hours  and  a- half  in  the  workhouse  dady. 

The  receiving  wards  for  women  are  quite  as  objectionable  as  the  receiving  wards  for 
men.    There  is  one  paid  nurse,  and  there  are  pauper  nurses  in  all  the  wards. 

Measurements  taken  at  the  Workhouse  of  the  Parish  of  St.  James,  Westminster. 


Clait  of  Inmatet, 

or  Fnrpote  fo  which 

Appropriated. 

Occopied 

Length. 

Breadth. 

Hei^t 

ContenU 

in 

Cubic  Feet. 

Number  it  wUl  ac 
commodate    in  the 
Opinion  of  the  Me- 
dical Officer. 

Area 
of  Floor 

in 
Superficial 

Feet 

Mo. 

of 

Waid. 

i 

i 

i 

By  Day  and 

Night. 

ofCeiBiC. 

Women's  sick  ward  - 
Ditto    -    ditto 
Ditto    -    ditto 
Ditto    -    ditto 

Men's  sick  ward 

Ditto  -  ditto    . 
Men's  insane  ward    - 
Ditto  -  ditto  - 

Women's  insane  ward 

day-room. 
Women's  insane  ward 

bed-room. 
Women's  itch  ward  - 

Ditto    -    ditto       . 
Women's      receiving 

ward. 

Total 

Total 

- 

Number  of  Beds. 

Ft.  in. 

40     8 
40     8 
40     8 
40     8 

66     3 
-  10     6 
53     8 
24     0 
20     4 

16     0 

16     0 

26     2 
13     4 
30     8 

Ft.  in. 

10     7 

16  7 

17  6 

17  9 

18  6 
1     0 

26     0 
10     2 
10     2 

8  9 

9  9 

9     4 

9     8 

16     2 

Ft 

11 
11 
11 
11 

10 
,   10 
10 
11 
11 

12 

12 

9 
9 
9 

LS     - 

in. 

9 
9 
9 
9 

9 
9 
6 
0 
0 

1 

1 

0 
0 
0 

6,067 
7,924 
8,322 
8,482 

1 11,074 

14,088 
2,684 
2,274 

Cub.  ft. 

430 
674 
708 
722 

1,030 

1,342 
244 
207 

9 
10 
11 
18 

31 

32 

42 

42  a. 

Doofole. 
1 

3 
6 

Single. 

0 
13 
16 
13 

17 
3 
3 

4 

1 
8 
1 

Flat. 

n 
n 

1,686 

131 

»9 

1,886 

2,198 
1,160 
4,401 

166 

244 
129 

489 

n 

10 

96- 

Single  beds.       Tori 
Donble  beds. 

69,649 

6,376 

&q^./i. 

- 

Average  Number  of  Cubic  Feet  to  each  Inmate 


699 


Average  Number  of  Superficial  Feet  to  each  Bed 


60 


Superficial  Area  of  Men's  Yard  in  Square  Yards 


623 
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KENSINGTON    WORKHOUSE. 

(Date  of  Visit,  9th  May  1866.) 


The  limit  of  accommodation  in  this  workhouse  is  fixed  for  453  inmates ;  and  to-day 
there  were  432  inmates,  of  whom  284  were  temporarily  disabled  or  old  and  infirm,  66 
were  able-bodied,  and  82  were  children. 

There  are  13  rooms  inhabited  by  sick  women,  containing  156  beds,  occupied  by  day 
and  by  night,  and  there  are  six  rooms  similarly  occupied  by  sick  men,  containmg  70  beds ; 
these  19  rooms  will  accommodate  226  persons;  the  average  cubical  space  for  each  patient 
is  530  feet ;  the  maximum  being  637  leet,  and  the  minimum  431  feet. 

The  ayerage  superficial  feet  occupied  by  each  bed  is  45,  the  maximum  being  63,  and  the 
minimum  38. 

A  Table  is  annexed,  giving  the  details  of  the  measurements  of  each  sick  ward. 

There  is  one  medical  officer,  with  a  salary  of  160  /.  per  annum  ;  this  officer  has  also  an 
out-district,  for  which  he  has  a  salary  of  80  U  per  annum ;  he  has  neither  an  assistant  nor 
a  dispenser ;  he  finds  all  the  drugs.  He  has  on  an  average  280  cases  on  his  books  in  the 
worknouse,  and  he  spends  three  nours  daily  there.  There  is  no  separate  ward  for  sick 
children ;  there  are  no  day-rooms  for  the  sick ;  there  is  no  separate  kitchen  for  the  in- 
firmary ;  there  are  no  bath-rooms  and  no  hot-water  taps ;  there  is  an  insufficiency  of  wash- 
hand  basins. 

There  is  only  one  paid  nurse  for  the  whole  house,  but  there  are  pauper  nurses  in  each 
ward ;  cases  of  fever  and  small-pox  are  sent  to  hospitals. 

The  medical  ofifcer  can  obtain  any  amount  of  stimulants  or  diet  which  he  may  require 
for  the  sick. 

These  infirmaries  do  not  meet  the  requirements  of  medical  science,  but  as  the  guardians 
possess  a  considerable  quantity  of  spare  ground  round  the  workhouse,  they  could  build 
sufficient  infirmaries. 


Measubements  taken  at  the  Workhous#  of  the  Parish  of  Kensingtop. 


Claas  of  Inmatea, 

Occupied 

No. 

of 

or  Purpose  to  which 

By 

By 

By 

Length. 

Ward. 

Appropriated. 

Day 

Night 

Day 
and 

only. 

Only. 

Night. 

No.  of 
Beds. 

Ft.    in. 

Nursery  - 

13 

I 

80     8 
+  80     8 

Infirmary : 

- 

Lying-in  ward 

- 

6 

17     0 

Lying-in    ward  (con- 
valescent). 

*"            — 

8   [ 

1 

22     9 
+  22     0 

- 

Women's  foul  ward  - 

- 

- 

8 

12     8 

-^ 

Imbecile  women 

- 

- 

22 

50     8 

1 

Wumen's  sick    ward 
(convalescent). 

- 

— 

11   [ 

1 

29     6 
+  29     6 

2 

Women's  sick  ward  - 

- 

- 

21  r 

61     6 

■■ 

1. 

+  61      6 

-  -     w 

<M           vr 

J 

12     8 

9     0 

1,361    1 

160 

20     0 

12     0 

12,060 

1,006 

17     0 

10     6 

1 

14     6 

2     6 

^  6,886 

" 

602 

20     0 

10     6 

1 12,875 

16     0 

2     6 

1,080 

Flat 


4C 


387. 


B3 
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Measubembnts  taken  at  the  V^orkhouse  of  the  Parish  of  Kensington  • 

■-continued. 

Claasoflnmateay 

or  Porpoae  to  which 

Appropriated. 

Occupied 

Length. 

Breadth. 

Height 

Contenti 

in 

Cubic  Feet. 

Number   it    wUl  ao- 
commodate     in    the 
Opinion  of  the  Me- 
dical Office. 

Area  of 

Floor  in 

Superficial 

Feet. 

No 

of 

Wart. 

B7 
Day 

only. 

By 

Night 
only. 

By 

and 
Night. 

Form  of 
Ceiling. 

No.  of 
Bed*. 

Ft.    in. 

Ft,  in. 

Ft.  in. 

8 

Women's  sick  ward  - 

— 

'^' 

20     8 
+  20     8 

17     0 
14     6 

10    6 
2    6 

I   6,871 

- 

504 

^^^    . 

^n 

4 

Men's     convalescent 
ward  (night  only). 

Men's     convalescent 
waid  (day  room,. 

Men's  sick  ward 

— 

— 

15 

SO     0 

28     0 

15     4 
15     4 

11  10 
11  10 

7,076 

- 

508 

Hat. 

- 

4,809 

864 

ff 

5 

- 

" 

13 

88     0 

16     l' 

0  10 

5,888 

- 

o43 

» 

6 
7 

Ditto    -    ditto 
Ditto    -    ditto 

- 

12 

88  10 
80     2 

15     5 
15     6 

9  11 
10    6 

5,178 

] 

- 

522 

^ 

y  \ 

+  89     2 

18     6 

8     8 

>  8,098 

■ 

607 

i  \ 

8 

Men's  imbecile  ward 

- 

- 

6 

28     6 

18     4 

0     0 

2,820 

- 

818 

Flat. 

9 

Ditto    -    ditto 

^ 

^^ 

18  f 

80     8 

16     2 

10     8 

I  6,058 

*i?H-\ 

1 

+80     6 

18     2 

2     6 

■ 

408 

i  h 

10 

Women's  itch  ward  - 

- 

- 

8 

20  •O 

17     4 

18     0 

4,507 

- 

847 

^ 

11 

Women's  aged  and  in- 
firm ward. 

- 

14 

85     0 

17     2 

12     0 

7,210 

- 

601 

Flat. 

12 

Ditto    -    ditto 

- 

14 

85     0 

17     2 

12     0 

7,210 

- 

601 

»> 

18 

Ditto    -    ditto 

- 

- 

18 

84     0 

16  10 

11     0 

6,206 

- 

572 

» 

14 

Ditto    -    ditto 

- 

** 

18 
226 

85     5 
Beds. 

17     5 

ToTi 

11     0 
L     -     - 

6,785 

Cub.  ft. 

617 

>» 

1 
Total    - 

119,815 

10,188 

Sn.  ft. 

Average  number  of  cubic  feet  to  each  inmate 


580 


Average  number  of  superficial  feet  of  floor  space  to  each  bed 


45 
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ST.  MARGARET  AND  ST.  JOHN,  WESTMINSTER,  WORKHOUSE, 

KENSINGTON. 

(Date  of  Visit,  10th  May  1866.) 


The  limit  of  accommodation  in  this  workhouse  is  fixed  for  750  inmates ;  and  to-day 
there  were  639  inmates,  of  whom  342  were  temporarily  disabled,  or  old  and  infirm;  153 
were  able-bodied,  and  144  were  children. 

There  are  11  rooms  inhabited  by  sick  women,  containing  156  beds,  occupied  by  day 
and  by  night ;  and  there  are  10  rooms  similarly  occupied  by  sick  men,  contaimng  98  beds ; 
these  21  rooms  will  accommodate  254  persons ;  the  average  cubical  space  for  each  patient 
is  503  feet,  the  maximum  being  825  feet,  and  the  minimum  242  feet. 

The  average  superficial  feet  occupied  by  each  bed  is  47,  the  maximum  being  74,  and 
the  minimum  23. 

A  Table  is  annexed,  giving  the  details  of  the  measurements  of  each  sick  ward. 

There  is  one  medical  officer,  with  a  salary  of  160  i  per  annum ;  but  he  has  also  an  out- 
district,  the  salary  of  which  is  included  in  the  160/.  The  guardians  find  cod-liver  oil, 
quinine  and  bark ;  the  medical  officer  finds  the  other  drugs,  which  cost  him  about  20  L 
a-year ;  he  has  no  dispenser ;  he  spends  three  hours  daily  in  the  workhouse.  There  are 
three  paid  nurses,  and  there  are  pauper  nurses  in  each  ward. 

The  hot-water  supply  is  insufficient ;  the  drainage  is  not  good ;  the  ventilation  is  bad ; 
there  are  no  foul  wards ;  and  all  the  wards  are  detective  and  ii^sufficient.  Cases  of  fever 
and  small-pox  are  sent  to  hospitals. 

The  medical  officer  can  obtain  all  the  stimulants  and  diet  which  he  requires  for  his 
patients. 

These  infirmaries  do  not  meet  the  requirements  of  medical  science  ;  but,  as  the  guar- 
dians possess  spare  ground,  sufficient  infirmaries  might  be  built  on  it. 

The  medical  officer  sees  daily  about  100  patients  in  the  workhouse,  and  spends  about 
2  i  hours  there  ;  he  has,  however,  about  280  cases  on  his  books. 


Measubemskts  taken  at  the  Workhouse  of  the  Parishes  of  St  Margaret  and  St.  John  the  Evangelist,  Westminster, 

situate  at  Kensington. 


Oceopied 

1 

Hi- 

Jktm 

No. 

Class  of  IiiBMiftio, 

, 

j^ 

^ 

Contents 

l-a|  . 

of  Floor 

Fom 

of 
Ward. 

or  Fnrposs  U>  wbich 
Appropriated. 

1 

s 

M 

By  Day  and 
Night 

Length.     , 

BrcadtiL 

Height. 

1 

In 
Cubic  Feet. 

"1*1 

in 

Snperftdsl 

Feet 

of  CeUing. 

^ 

CD 

liol 

Nomber  of  Beds. 

Infirmary : 

Doobls. 

Single. 

Ft. 

tit. 

Ft. 

in. 

Ft. 

in. 

1 

Men's  sick  ward 

«. 

^ 

_ 

3 

18 

2 

12 

0 

0 

2,398 

-. 

218 

Brick  arched. 

2 

Ditto  -  ditto 

- 

- 

- 

•{ 

29 
+  11 

0 
6 

18 
8 

9 

0 

0 
0 

1    4,768 

- 

433 

99 

8 

Ditto  -  ditto 

- 

— 

. 

8 

18 

1 

12 

2 

3 

2,476 

~ 

220 

Flat 

4 

Ditto  -  ditto 

"" 

~ 

— 

•{ 

29 
+  11 

0 
6 

13 
3 

9 
0 

8 
3 

}   4,874 

- 

433 

99 

6 

Women's      lying  -  in 
ward. 

- 

- 

- 

8 

16 

2 

11 

9 

11 

0 

1,863 

- 

169 

Brick  arched. 

6 

Children's  sick  ward 

. 

. 

2 

. 

16 

2 

11 

0 

10 

2 

1,696 

- 

167 

Flat 

7 

Ditto    -    ditto     - 

- 

- 

. 

9 

29 

8 

16 

0 

10 

0 

4,747 

- 

476 

99 

8 

Women's  sick  ward  - 

. 

- 

8 

18 

1 

12 

2 

3 

2,476 

- 

220 

l» 

9 

Ditto    -    ditto     - 

- 

- 

^ 

8 

29 
+  11 

2 
6 

18 
3 

10 
0 

3 
3 

j   4,927 

- 

438 

If 

10 

Ditto    -    ditto     - 

- 

.. 

_ 

18 

0 

12 

0 

0 

2,376 

-. 

216 

Brick  arched. 

11 

Ditto    -    ditto     - 

"" 

•{ 

29 
+  11 

2 
6 

18 
8 

10 
0 

0 
0 

1   4,818 

~ 

438 

99 

387- 
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Mbasurbmbnts  taken  at  the  Workhouse  of  the  Parishes  of  St  Margaret  and  St  John,  Westminster,  kc.-^cmiinued. 

Class  of  Inmates, 

Occupied 

ContenU     %  °  6 

Am 
of  Floor 

No. 

<^~ 

jf» 

Font 

of 
Ward. 

or  Purpose  to  which 

By  Day  and 
Night, 

Length. 

Breadth. 

Height. 

Number    it 
commodate 
Opinion  of 
dical  Officer 

m 

Superficial 

Feet 

ofCdling. 

Number  of  Beds. 

Main  Building : 

Doable. 

Single. 

Ft,  in. 

Ft. 

in. 

Ft    in. 

Small  room  for  mar- 
ried couples. 

"• 

1 

1 

11     5 

H-  2     0 

7 
8 

8 
6 

10     9 
10     9 

'     1,016 

- 

95 

Brick  archtt. 

67 

Women's  sick  ward  - 

5 

1 

16     0 

15 

6 

10     9 

2,666 

248 

»» 

68 

Women's  sick  and  in- 
firm ward. 

- 

- 

28     1       62     0 

17 

0 

10     9 

11,881 

- 

1,054     1           „ 

1 

69 

Ditto    -    ditto     . 

- 

- 

- 

20 

58     0 

17 

0 

10    9 

9,686 

- 

901 

w 

72 

Ditto    -    ditto     . 

- 

— 

— 

25  r 

1 

52     0 
+  17     0 

21 
12 

4 
9 

10     9 
10     9 

i  14,255 

- 

1,826 

ft 

78 

Ditto    -    ditto     - 

— 

— 

— 

29  [ 

< 

52     0 
+  17     0 

21 
12 

4 
9 

9     6 
9     6 

1-12,598 

- 

1,826 

Flat 

75 

Ditto    -    ditto     - 

- 

- 

- 

20 

68     7 

16 

9 

10     9 

9,648 

808 

» 

50 

Men's  sick  and  infirm 
ward. 

- 

- 

- 

16 

48     7 

17 

0 

10     7 

7,841 

- 

741 

n 

51 

Ditto    -    ditto     - 

- 

- 

- 

15 

40     9 

17 

0 

10     0 

6,928 

- 

698 

tt 

47 

Ditto    -    ditto     - 

- 

- 

- 

15 

40     9 

17 

0 

10     9 

7,447 

- 

698 

Brick  iRkei. 

46 

Ditto    -    ditto   •- 
Total 

. 

m          - 

— 

16 

48     6 

17 

0        10     9 

7,950 

Cub.ji. 

740 

» 

240 

Single  beds. 
Double  i>eds. 

Total  - 

127,765 

12,047 

Sup.fi. 

Total    -    -    - 

7 

- 

1 

Average  number  of  cubic  feet  of  air  space  to  each  inmate  in  infirmary  ...  585 

Average  number  of  cubic  feet  of  air  space  to  each  inmate  in  main  building    -        -  476 

Average  number  of  superficial  feet  of  floor  space  to  each  bed  in  infirmary    -        -  55 

Average  number  of  superficial  feet  of  floor  space  to  each  bed  in  main  building       -  47 
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ST.  GEORGE,  HANOVER  SQUARE.  MOUNT  STREET,  WORKHOUSE. 

(Date  of  Visit,  10th  May  1866.) 


The  limit  of  accommodation  in  this  workhouse  has  not  been  fixed ;  but  to-day  there 
were  272  inmates,  of  whom  232  were  temporarily  disabled  or  old  and  infirm,  32  were 
able-bodied,  and  eight  were  children. 

There  are  five  rooms  inhabited  by  sick  women,  containing  43  beds,  occupied  by  day  and 
by  night ;  and  there  are  nine  rooms  similarly  occupied  by  sick  men,  containing  66  feeds ; 
these  14  rooms  will  accommodate  109  persons ;  the  average  cubical  space  for  each  patient 
is  776  feet,  the  maximum  being  1,033  feet,  and  the  minimum  594  feet. 

The  average  superficial  feet  occupied  by  each  bed  is  71,  the  maximum  being  102,  and 
the  minimum  57. 

A  Table  is  annexed  giving  the  details  of  the  measurements  of  each  sick  ward. 

There  are  two  medical  officers  for  this  house,  who  visit  it  alternately ;  both  of  them  have 
out-districts,  and  each  has  a  salary  of  105  /.  a  year.  They  find  the  drugs,  but  the 
guardians  find  cod  liver  oil  and  quinine.  They  spend  two  hours  a  day  in  the  workhouse ; 
there  are  paid  nurses,  and  there  are  pauper  nurses  in  each  ward.  There  was  one  case  of 
small-pox  in  the  house,  warded  alone.  There  are  no  day  rooms  for  the  sick,  and  the  airing 
yards  are  far  too  confined.  The  wards  in  these  infirmaries  very  nearly  meet  the  require- 
ments of  medical  science,  so  far  as  regards  space. 


Measubemekts  taken  at  the  Workhouse  of  the  Parish  of  St.  George,  Hanover-square. 


Occupied 

Number  it  will  ac- 
commodate in  the 
Opinion    of  the 
Medical  Officer. 

Area  of 

No. 
of 

Class  of  Inmates,  or  Porpose 

By 

By 

Bf 

Length. 

Breadth. 

Height. 

Contents 
in 

Floor  in 

Superficial 

Feet. 

Form  x^ 

Want 

to  which  Appropriated. 

Day 

only. 

Night 
only. 

Day  and 

Night. 

Cubic  Feet. 

Ceiling. 

No.  of 
Beds. 

Ft. 

fV. 

Ft. 

in. 

Ft. 

in. 

8 

Men's  sick  ward 

-. 

-     1      12 

44 

10 

17 

9 

10 

G 

8,85G 

— 

796 

Flat^ 

9 

Ditto  ... 

- 

-     1       7 

27 

0 

17 

0 

10 

6 

4,820 

- 

459 

,) 

10 

Ditto  - 

- 

8 

27 

0 

16 

9 

10 

(5 

4,749 

- 

452 

}, 

11 

Ditto  ... 

- 

.  T 

27 

10 

16 

9 

10 

G 

4,895 

- 

466 

,f 

12 

Ditto  - 

- 

-     '       7 

28 

3 

17 

o 

10 

6 

6,092 

- 

485 

9, 

18 

Ditto  - 

~ 

— 

13  f, 
\ 

44 
—   4 

8 
7 

21 
5 

6 
7 

10 
10 

G 
G 

1   9,815 

- 

985 

»> 

16 

Women's  convalescent 
ward. 

— 

"" 

0 

27 

0 

19 

5 

8 

9 

4,587 

'— 

524 

V 

17 

Women's     Ijing-  in 
ward. 

"" 

•" 

6 

27 

0 

19 

10 

8 

9 

4,686 

^ 

586 

V 

18 

Women's  sick    ward 

- 

- 

7 

20 

5 

19 

6 

13 

0 

6,697 

- 

515 

,« 

19 

Ditto  ... 

- 

- 

8 

20 

3 

19 

6 

13 

0 

6,G54 

- 

512 

20 

Ditto   . 

16 

58 

7 

16 

6 

18 

0 

12,070 

*" 

967 

5> 

97 

73,021 

6,647 

Men's  itch  ward 

- 

6 

39 

4 

15 

7 

9 

9 

5,976 

1 

618 

A 

Men's  receiving  ward 

- 

- 

2 

15 

6 

10 

9 

9 

0 

1 
1,500  ^ 

i 

167 

A 

Men's  insane  ward  • 

- 

.. 

4   f 
I 

20 
+16 

Beds. 

0 
0 

17 
18 

0 
0 

Tot 

10 
2 

▲L     - 

10 
2 

}   4,184 

Cuhjt. 

840 

s     s       1 

12 

11,610 

1,120 

Total    - 

109 

84,081 

7,767 

Sup.Ji. 

387. 
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Average  Number  of  Cubic  Feet  of  Air  Space  to  each  Inmate. 

In  Main  Building         -- ---- 

In  Outhoused  containing  Itch  Ward,  &c.        ....... 

Average  Number  of  Superficial  Feet  of  Floor  Space  to  each  Bed 

In  Main  Building  ..---..-.-. 

In  Outhouses         -.-----..-.. 


753 
967 


68} 
9S 


HACKNEY    UNION    WORKHOUSE. 

(Date  of  Visit,  11th  May  1866.) 


The  limit  of  accommodation  in  this  workhouse  is  fixed  for  619  inmates;  and  to-day 
there  were  572  inmates,  of  whom  361  were  temporarily  disabled,  or  old  and  infirm;  11 
were  able-bodied,  and  200  wero  children. 

There  are  15  rooms,  inhabited  by  sick  women,  containing  122  beds,  occupied  by  day 
and  by  night;  and  there  are  eight  rooms  similarly  occupied  by  sick  men,  containing  71 
beds;  these  23  rooms  will  accommodate  193  persons;  the  average  cubical  space  for  each 
patient  is  473  feet,  the  maximum  being  789  feet,  and  the  minimum  276  feet. 

The  average  superficial  feet  occupied  by  each  bed  is  49  ;  the  maximum  being  95,  and 
the  minimum  33. 

A  Table  is  annexed  giving  the  details  of  the  measurements  of  each  sick  ward. 

There  are  separate  wards  for  sick  children  ;  small-pox  and'  fever  cases  are  sent  to  hos- 
pitals ;  there  is  one  superintendent  nurse,  and  she  has  a  paid  assistant ;  and  there  are 
pauper  nurses  in  each  ward,  and  they  are  paid  gratuities  of  about  a  shilling  a  week  each. 

There  is  a  separate  kitchen  for  the  sick  wards,  where  beef  tea  is  made,  chops  are 
cooked,  and  gruel  prepared;  there  are  no  paid  night  nurses.  The  bath  rooms  are 
insufiicient. 

There  is  one  medical  officer,  who  has  a  salary  of  130  /.  per  annum  ;  he  has  an  assistant, 
who  is  his  authorised  substitute ;  he  finds  the  drugs,  with  the  exception  of  cod  liver  ml  and 
quinine.     The  medical  officer  spends  about  an  hour  and  a-half  daily  in  the  workhouse. 

The  infirmaries  of  this  workhouse  are  insufficient,  and  the  ventilation  throughout  is 
insufficient ;  but,  as  the  guardians  possess  sufficient  land,  good  infirmaries  might  he  built 
upon  it. 


Measurements  taken  at  the  Workhouse  of  the  !l^arish  of  St.  John»  Hackney. 


No. 

of 

Ward. 


Clan  of  Inmates, 

or  Purpose  to  which 

Appropriated. 


10 


Men's  siok  ward 


8 
7 


6 

6 

44 

43 


65 


Ditto 

Ditto 
Ditto 


Ditto      - 

Ditto     - 
Women's  infirm  ward 
Women's    sick     and 
infirm  ward. 

Ditto     - 


Occupied 


By 

Day 
onlT. 


By     I     By 
Night  Day  and 
only.    '  Night. 


Length. 


No.  of 
Beds. 

10  r 


12/ 

12 

8 


7 

16 

6 

6 


19 


Ft.   in. 

27  10 
+  27  10 


38 
+  38 


37     6 


23  4 
—  44 
+  66 
22  6 
46  0 
25  9 
16     4 


60     6 


Breadth. 


Ft.  in. 

16     9 
13     9 


16  9 

13  9 

16  9 

16  9 


o 

4 
16 


16  9 
13  6 
16      0 


17     3 


Height. 


Contents 

in 
Cubic  Feet. 


Ft.  in. 

7     8 
2     0 


7 
2 
9 
9 
7 
9 
9 
9 
9 


9     8 


10  3 


I   4,146 


6,660 
6,663 

3,668 

3,392 
6,936 
3,389 
2,368 


8,929 


Hi 

J.  5  go 

Ifii 


Area  of 

Floor  Im 

Saperfidal 

Feet. 


466 


637 
628 

406 

377 
771 
848 
246 


871 


CeiBiii^ 


Ditto. 

Flat 

Ditto. 

99 

f9 


A 
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Measurements  taken  at  the  Workhouse  of  the  Parish  of  St  John,  Hackney — cmtinued. 


No. 

CUm  of  Inmates, 

of 

or  Purpose  to  which 

By 

Ward. 

Appropriated. 

Day 

only. 

78 

Women's    sick     and 
infirm  ward« 

_ 

78(fl) 

- 

72 

Women's        lying-in 
ward. 

- 

79 

Women's  convalescent 
ward. 

- 

80 

Women's  sick  ward  - 

- 

69 

Ditto      - 

- 

74 

Ditto      - 

- 

62 

Women's   bed-ridden 
ward. 

- 

Women's  foul  ward  - 

- 

Women's  itoh  ward  - 

- 

Children's  sick  ward 

• 

- 

Ditto      - 

^ 

"" 

Men's  foul  ward 

- 

Men's  itch  ward 

- 

Total 


Oocnpied 

By 

By 

Night 

Day  and 

only. 

Night. 

No.  of 
Beds. 

— 

'{ 

: 

8  f 
2 

- 

7 

- 

8 

- 

8 

- 

7 

- 

20 

- 

6 

172 

- 

7 

. 

7 

- 

2 

-  • 

5 

21 

-    - 

193 

Length. 


Ft.  in. 

23  0 

+  23  0 

28  0 

+  28  0 

12  0 

22  8 

22  8 

22  8 

22  8 

46  6 

14  8 

+    76 

26  2 


19  9 

19  9 

16  0 

14  0 


Beds. 


Breadth. 


Ft.  in. 

16     0 
13     0 

16     0 

18     0 

9   10 


16     0 

16     0 
16     0 


16 
18 


11     6 

4     8 

18     2 


17     6 

17  6 
11  10 
11   10 


Total- 


6^1 

' 

Height. 

Contents 

in 

Cubic  Feet. 

Namber  it  will 
commodate  in 
Opinion  of  the 
dical  Officer, 

Area  of 

Floor  in 

Superficial 

Feel. 

Form  of 
Ceiling. 

Ft.  in. 

8     0 
1      8 

}    3,442 

308 

(fTl 

8     0 
1     8 

1   3.442 
1,180 

- 

368 

Ditto. 

10     0 

- 

118 

Flat. 

10     0 

8,627 

- 

363 

yy 

9   10 

3,066 

- 

303 

ff 

9  10 

8,566 

- 

363 

v 

.  9  11 

3,596 

- 

803 

99 

10     0 

8,370 

- 

837 

>f 

10     6 
10     6 

1    2,106 
8,646 

.. 

201 

99 

10     7 

845 

>> 

80,680 

8,437 

11     0 

8,802 

- 

346 

A 

11     0 

8,802 

- 

346 

Ditto. 

8     4 

1,678 

- 

189 

Flat. 

8        4 

1,881 

Cub.  ft. 

166 

IT 

10,568 

1,047 

• 

-     -     - 

91,248 

9,484 

Sup.  ft. 

Average  Number  of  Cubic  Feet  of  Air  Space  to  each  Inmate. 


In  Main  Building 
In  Out  Buildings 


469 
508 


Average  Number  of  Superficial  Feet  of  Floor  Space  to  each  Bed. 

In  Main  Building    •-•-•...... 

In  Out  Buildings 


49 
50 


387- 


F    2 
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EAST  LONDON  UNION  WORKHOUSE. 
(Date  of  Visit,  14th  May  W66.) 


The  limit  of  accommodation  in  this  workhouse  is  fixed  for  841  inmates;  and  to-day 
there  were  653  inmates,  of  whom  490  were  temporarily  disabled,  or  old  and  infirm;  135 
were  able-bodied,  and  28  were  children. 

ITiere  are  14  rooms,  inhabited  by  sick  women,  containing  146  beds,  occupied  by  day 
and  by  night;  and  there  are  seven  rooms  similarly  occupied  by  sick  men,  containing  61 
beds;  these  21  rooms  will  accommodate  207  persons;  the  average  cubical  space  for  each 
patient  is  529  feet;  the  maximum  being  969  feet,  and  the  minimum  436*feet. 

The  average  superficial  feet  occupied  by  each  bed  is  43  :  the  maximum  being  78,  and 
the  minimum  31. 

A  Table  is  annexed,  giving  the  details  of  the  measurements  of  each  sick  ward. 

There  is  one  medical  officer,  with  a  salary  of  125  /.  per  annum,  and  he  finds  the  drugs, 
which  cost  him  about  45  L  a  year,  with  the  exception  of  cod  liver  oil,  which  is  supplied  by 
the  guardians ;  he  has  about  1 28  cases  of  sickness  on  his  books,  and  spends  about  two 
hours  and  a-half  daily  in  the  workhouse. 

There  is  a  superintendent  paid  nurse,  with  a  paid  assistant ;  there  is  no  paid  nurse  in 
the  body  of  the  workhouse ;  there  are  pauper  nurses  in  each  ward ;  there  are  no  day 
rooms  in  the  infirmaries,  and  the  bath  rooms  and  hot  water  supply  are  insufticient ;  there 
are  no  separate  wards  for  sick  children ;  there  is  no  separate  kitchen  in  the  sick  wards ; 
cases  of  fever  and  small-pox  are  sent  to  hospitals. 

The  medical  officer  can  obtain  any  quantity  of  stimulants  or  food  which  he  may  require 
for  his  patients. 

'I'he  infirmaries  of  this  workhouse  are  insufficient,  and  are  badly  ventilated  throughout ; 
but  as  the  guardians  possess  sufficient  unoccupied  ground,  they  might  build  proper  infir- 
maries. 

The  medical  officer  sees,  professionally,  about  50  cases  in  the  workhouse  daily. 


Measurements  taken  at  the  Workhouse  of  the  East  London  Union,  situate  at  Hackney. 


Class  of  Inmates, 

Occapied 

Contents 

Area  of 

No. 

\ 

of 

or  Purpose  to  which 

Br 

•By 

By 

Length. 

Breadth. 

Height. 

in 

Floor  in 

Foraor 

Ward. 

Day 

only. 

Night 
only. 

Day  and 

Night. 

Cubic  Feet. 

Nambei 

Opinio 
Medio 

Sapcrficial 
Feet. 

Ceilii^ 

Infirmary : 

No.  of 
Beds. 

rt. 

til. 

Ft. 

til. 

Ft. 

tn. 

11 

Women's  convalescent 

A 

— 

8 

20 

0 

17 

6 

11 

9 

4,118 

. 

860 

Flat. 

12 

ward. 

Women's       lyin^r-in 

• 

- 

10  1 

6 

9 

12 

6 

11 

6 

>  5,996 

*>-T-V 

ward. 

i 

+  22 

8 

16 

0 

12 

6 

^ 

440 

flTN 

+  22 

8 

11 

6 

2 

8 

U  i    1 

9 

Women's  sick  ward  - 

«. 

7 

20 

0 

17 

6 

11 

0 

4,025 

» 

350 

Flat. 

10 

Ditto   .        .        - 
Ditto   . 

- 

- 

12 

'{ 

29 

20 
+  20 

6 

0 
0 

17 

17 
12 

6 

6 
6 

11 

11 
2 

6 

6 
6 

5,937 
}   4,6o0 

- 

516 
350 

n 

s.o 

7 

i\\ 

8 

Ditto  - 

- 

- 

"{ 

29 
+  29 

6 
C 

17 
12 

6 
6 

11 
2 

6 

6 

1   6,859 

- 

516 

Ditto. 

8(a) 

Women's  fever  ward 

- 

- 

2 

10 

4 

7 

6 

12 

6 

969 

- 

78 

r 

4 

Men's  sick  ward 

- 

- 

'{ 

20 
+  20 

2 
2 

17 
12 

6 
6 

11 
2 

6 
6 

}   4,689 

- 

358 

m 

6 

Ditto   - 

- 

- 

'^{ 

29 
+  29 

6 
6 

17 
12 

6 
6 

11 
2 

6 
6 

}   6,859 

- 

516 

Ditto. 

5(a) 

Men's  fever  ward      - 

— 

- 

1 

10 

4 

7 

6 

12 

6 

969 

- 

78 

f> 

2 

Men's  sick  ward 

.. 

~ 

7 

20 

2 

17 

6 

11 

6 

4,058 

— 

353 

Flat 

3 

Ditto   - 

- 

- 

12 

29 

6 

17 

6 

11 

6 

5,937 

- 

516 

*J 

13 

Men's  foul  ward 

. 

- 

14 

29 

6 

17 

6 

11 

10 

6,109 

~ 

516 

w 

' 

Men's     convalescent 
ward. 

8 

20 

0 

17 

6 

11 

10 

4,142 

. 

350 

ff 
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Measurbmbnts  taken 

at  the  Workhouse  of  the  Ef 

Mt  Londoi 
Breadth. 

1  Union,  sitaate  at  Hackney— 

'Contuiued* 

Class  of  Inmates, 

or  Purpose  to  which 

Appropriated. 

( 

Oocnpied 

Length. 

Height. 

Contents 

in 

Cubic  Peet 

6,480 
}  7,621 

1   6,022 
5,728 

5,772 
5,863 

,      7,188 

Number  it  win  ac- 
commodate in  the 
opinion  of  the  Me- 
dical Offlcer. 

Area  of 

Ploorin 

Superficial 

Feet 

No. 

of 

Waid. 

By 
Day 

only. 

ToTA 

By 

Night 
only. 

*" 
1       - 

L   -      - 

By 

Day  audi 
Night.  1 

No.  of 
Beds. 

18 

12  f 
l 

10/ 

I 
12 

11 

'      11 

14 

Form  of 

Cdliog. 

87 

Main  Building : 
Women's  sick  ward  - 

Women's  foul  ward  - 

Women's  sick  ward  - 

Women's    sick     and 
infirm  ward. 
Ditto    . 
Ditto    . 
Ditto   - 

Ft.    in. 
24     6 

'      24     6 
+  19     6 

24     6 

+  19     6 

26     2 

26     0 
24     6 
32   10 

Beds. 

Ft.  in.     Ft.  in. 
23     0        11     6 

23     0        11      9 
20     6          2     6 

18     8        11     9 
15     9  1       2     6 

17  9  1     12     4 

18  0        12     4 
17     9        12     4 
17     9        111     4 

Total  -    - 

Cuh.fi. 

564 
504 

447 
464 

468 
435 
683 

Flat. 

*  5  .    . 

47 

48 

25 

26 
80 
24 

Ditto. 

Flat. 

ff 

207 

109,486 

8,808 

8up.fi. 

Average  Number  of  Cubic  Feet  of  Air  Space  to  each  Inmate. 

To  each  inmate  in  Infirmary    - 

Ditto        -  main  building     --.-•-.- 


549  Cub. ft. 
502       ,9 


Average  Number  of  Superficial  Feet  of  Floor  Space  to  each  Bed. 


Floor  space  to  each  bed  in  Infirmary 
Ditto    .        -        •         main  building 
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SAINT  MARY,  ISLINGTON,  WORKHOUSE. 

(Date  of  Visit,  16th  May  1866.) 


The  limit  of  accommodation  in  this  workhouse  is  fixed  for  477  inmates,  and  to-day  there 
were  456  inmates,  of  whom  400  were  temporarily  disabled  or  old  and  infirm,  27  were  able- 
bodied,  and  28  were  children. 

There  are  13  rooms  inhabited  by  sick  women,  containing  112  beds,  occupied  by  day  and 
by  night;  and  there  are  four  rooms  similarly  occupied  by  sick  men,  containing  45  beds; 
these  17  rooms  will  accommodate  157  persons;  the  average  cubical  space  for  each  patient 
is  519  feet,  the  maximum  being  712  feet,  and  the  minimum  427  feet. 

The  average  superficial  feet  occupied  by  each  bed  is  52,  the  maximum  being  69,  and 
the  minimum  38. 

A  Table  is  annexed,  giving  the  details  of  the  measurements  of  each  sick  ward. 

There  is  one  medical  officer  with  a  salary  of  160/.  per  annum,  the  guardians  finding  all 
the  drugs  and  a  dispenser ;  he  spends  two  hours  and  a  half  a  day  in  the  workhouse ;  he 
sees  about  200  patients  daily,  and  prescribes  for  100  sick  cases  daily.  There  are  no  paid 
nurses  here  ;  the  hot-water  supply  and  the  bath*rooms  are  insufficient.  Many  of  the  sick 
wards  of  this  workhouse  are  of  a  comfortable  character ;  but  there  are  others  that  are 
extremely  defective. 

The  guardians  have  purchased  some  land  on  which  they  are  about  to  build  a  new  work- 
house. 

The  medical  officer  here  is  the  only  workhouse  medical  officer  in  the  metropolis  who 
considers  that  the  ser\'ices  of  pauper  nurses  are  equal  to  those  of  paid  nurses ;  he  is  also 
the  only  medical  officer  (with  the  exception  of  one  other)  who  considers  500  cubic  feet 
sufficient  for  each  sick  pauper  in  a  workhouse. 
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REPORT  ON  THE  INFIRMARY  WARDS  OF 


Measurements  taken  at  the  Wor 

khou 

86  of  the  Parish  of  St.  Mary,  Islington. 

No. 

Occupied 

Contents 

:  will  ac- 
te  in  the 
ftheMe- 
cer. 

Area  of 

Class  of  Inmates,  or  Forpoae 

Floor  in 

Form  of 

of 

By 

By 

By 

Length. 

Breadth. 

Height. 

in 

•^4^  Offl 

Ward. 

to  which  Appropriated. 

Day 

only. 

Night 
only. 

Day  and 

Night. 

Cubic  Feet. 

Number 
oommoi 
opinion 
dical  Oi 

Superficial 
Feet. 

Cdliig. 

No  of 

Main  Building: 

Beds. 

Ft. 

in. 

Ft.  in. 

Ft. 

in. 

8 

Women's  sick  ward  - 

- 

— 

13 

37 

9 

21     0 

8 

6 

6,738 

.. 

793 

Flat. 

7 

Ditto    -    ditto 

- 

- 

10 

29 

9 

17     7 

7 

10 

4,098 

-. 

523 

6 

Ditto    -    ditto 

- 

- 

10 

80 

6 

17     8 

8 

0 

4,311 

. 

539 

i7 

4 

Ditto     -    ditto 

. 

- 

"•{ 

30 

5 

17     7 

8 

3 

1            «.e 

>• 

+   6 

6 

3     6 

8 

3 

1    4,225 

— 

512 

99 

6 

Ditto     -'  ditto       - 

- 

. 

10 

30 

3 

17     6 

8 

8 

4,367 

^. 

529 

Women's       lying-in 

- 

- 

6 

20 

5 

11     6 

10 

3 

2,407 

— 

285 

W 

\ 

ward. 

99 

Women's  lying-in  con- 

. 

. 

'{ 

25 

2 

20     5 

10 

8 

}   4,983 

Talescent  ward. 

—  8 

6 

3     3 

10 

8 

— 

486 

»» 

Women's   sick    ward 

- 

- 

9 

29 

10 

17     6 

9 

1 

4,742 

_ 

522 

eonvalescent. 

99 

2 

Women's  sick  ward  - 

_ 

. 

'"{ 

26 

6 

17     6 

9 

8 

}    4,405 

H-   8 

0 

3     9 

9 

8 

— 

476 

>> 

8 

Men's  sick  ward 

- 

- 

10 

30 

6 

17     7 

9 

8 

4,947 

^ 

585 

1 

Ditto    -    ditto 
Detached  Buildings: 

10 

30 

5 

17     7 

9 

3 

4,947 

535 

99 
*9 

104 

60,170 

5,685 

24 

Women's  sick  ward  - 

- 

- 

17 

r 

38 

10 

18     0 

12 

3 

1 

*J—T-^ 

.  9,660 

-• 

699 

(TTi 

+  38 

10 

14     0 

2 

0 

Is    a     1 

26 

Ditto    -    ditto 

_ 

^ 

1 

10 

0 

18   10 

9 

9 

I 

+  10 

0 

14   10 

2 

0 

\   2,133 

— 

188 

27 

Ditto    .    ditto 

- 

- 

2 

12 

2 

10     2 

10 

0 

1,237 

- 

124 

Flat. 

25 

Ditto    -    ditto 

^ 

^ 

'1 

10 

0 

18  10 

9 

9 

1 

4.0 

+  10 

0 

14   10 

2 

0 

V  2,188 

— 

188 

^n 

29 

Men's  sick  ward 

_ 

. 

•| 

26 

6 

19     8 

9 

9 

^ 

/\ 

I  C/)26 

- 

610 

[lA 

^ 

+  21 

9 

9     8 

5 

0 

J 

M 

'28 

Men's    sick    (conva- 

_ 

«. 

16  r 

41 

8 

18     9 

11 

8 

lescent). 

10,125 

.- 

781 

M-  ^ 

In  Detached  Buik 

lings    • 

+  41 
Beds. 

8 

14     8 

2 

8 

Cub.ft. 

U    s    1 

63 

81,808 

2,490 

Su,p.ji. 

In  Main  BuildingE 
T 

'OTAL  - 

-     - 

104 

Beds. 

Tot 

AL  - 

- 

50,170 

n 
Cub.fi. 

5,685 

>» 

157 

81,478 

8,175 

8up.Jt. 

Average  Number  of  Cubic  Feet  of  Air  Space  to  each  Inmate. 


In  Main  Building 

In  Detached  Buildings 


482  Cub.ft. 
591         ,• 


Average  Number  of  Superficial  Feet  of  Floor  Space  to  each  Bed. 


In  Main  Building 

In  Detached  Buildings  - 


64|  8up.fi. 
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SAINT  LUKE,    CHELSEA,    WORKHOUSE. 

(Date  of  Visit,  i6th  May  1866.) 


The  limit  of  accommodation  in  this  workhouse  is  fixed  for  664  inmates ;  and  to-day 
there  were  453  inmates,  of  whom  394  were  temporarily  disabled  or  old  a^d  infirm;  17 
were  able-bodied,  and  42  were  children. 

There  are  seven  rooms  inhabited  by  sick  women,  containing  101  beds  occupied  by  day 
and  by  n^ht,  and  there  are  seven  rooms  similarly  occupied  by  sick  men,  oontaining  90 
beds;  these  14  rooms  will  accommodate  191  persons ;  the  average  cubical  space  for  each 
patient  is  543  feet ;  the  maximum  being  2,260  feet,  and  the  minimum  338  feeL 

The  average  superficial  feet  occupied  by  each  bed  is  54  ;  the  maximum  being  251  feet, 
and  the  minimum  30  feet 

A  Table  is  annexed  giving  the  details  of*  the  measurements  of  each  sick  ward. 

The  bath' rooms  are  insufficient,  and  so  also  is  the  hot-water  supply ;  there  are  no  day- 
rooms  for  the  sick ;  there  is  no  nursery  for  sick  children ;  there  is  no  separate  kitchen  for 
the  sick  wards. 

There  is  one  medical  officer  with  a  salary  of  100/.  a  year,  and  he  finds  all  the  dnj^s^ 
which  cost  him  about  20/.  a  year;  there  is  no  dispenser;  he  sees  professionally  upwards 
of  100  patients  daily  in  the  workhouse ;  the  ventilation  of  the  sick  wards  is  deiective. 
The  medical  officer  spends  about  three  hours  daily  in  the  workhouse. 

The  airing  yards  are  far  too  small,  but  there  are  no  means  of  enlarging  them  ;  nor  are 
there  any  means  in  my  opinion  by  which  this  workhouse  can  be  made  to  meet  the  require- 
ments of  medical  science. 

The  medical  officer  can  obtain  all  stimulants  and  food  which  he  requires  for  his  patients. 


Measurements  taken  at  the  Workhouse  of  the  Parish  of  St.  Luke,  Chelsea. 


Occupied 

Contents 
in 

11  ac- 
in  the 
'    the 
Beer. 

Area  of 

No. 
of 

Class  of  Inmates,  or  Purpose 

By 

By 

By 

1 
Length. 

Breadth. 

Height. 

Floor  in 

Form  of 

Ward. 

to  which  Appropriated. 

Day 

only. 

Night 
only. 

^'5 
and 

Night. 

Cubic  Feet. 

Number 
comm 
opinic 
Medi< 

Superficial 
Feet. 

,        CeUing. 

No.  of 
Beds. 

Ft.  in. 

Ft. 

in. 

Ft. 

in. 

12 

Men's  sick  ward 

. 

-. 

18 

46     0 

19 

2 

11 

0 

9,698 

- 

882 

Flat 

18 

Ditto    -    ditto 

— 

- 

12 

35     6 

16 

2 

11 

10 

6,791 

- 

574 

r> 

14 

Ditto    -        ditto   - 

- 

- 

18 

46     0 

19 

2 

8 

10 

7,788 

- 

882 

r* 

78(«) 

"W  omen's  sick  ward  - 

- 

. 

15 

36   10 

21 

4 

9 

1 

7,137 

- 

786 

» 

73 

Ditto    -     ditto 

- 

- 

11 

24     1 

21 

2 

9 

I 

4,630 

- 

510 

99 

41 

Women's  labour  ward 

— 

- 

1 

20     6 

12 

8 

9 

0 

2,260 

- 

251 

>9 

70(a) 

Women's   lying  -  in  - 
ward. 

■" 

" 

11 

28     8 

21 

8 

9 

0 

5,483 

609 

w 

60 

Women's  sick  ward  - 

- 

- 

"{ 

61     7 
+  61     7 

21 
16 

8 

5 

7 

4 

6 
8 

j  14,804 

- 

1,334 

m 

68 

Women's  infirm  wurd 

_ 

^^ 

82  f 

67     6 

21 

2 

7 

6 

H"-r  .. 

J 

+  57     6 
+  27   10 
+  27   10 

15 

20 
14 

11 
0 
9 

4 
7 
4 

8 
6 
8 

>  18,988 

- 

1,774 

i\\ 

17 

Men's  sick  ward 

- 

- 

8 

85     2 

16 

2 

9 

3 

6,259 

- 

569 

Flat. 

100 

Ditto    .    ditto 

- 

•. 

15 

28     0 

28 

0 

9 

7 

7,618 

- 

784 

» 

108 

"Ditto    -    ditto       - 

- 

'- 

13/ 
I 

28     8 
+  28     8 

28 
21 

8 
8 

10 

1 

0 

0 

}    7,168 

- 

667 

VA 

27 

Men's  itch  ward 

6 

18     0 

11 

9 

9 

7 

2,027 

. 

212 

Flat. 

60 

Women's  itch  ward  • 

rOTAL   - 

-     - 

7  f 

27   10 
—  6     6 

Beds. 

16 

7 

0 
6 

To 

11 
7 

TAL  - 

1 
8 

1    4,687 

Cuh.fi. 

404 

>» 

r 

191 

103,638 

10,228 

Suf.  ft. 

Average  number  of  cubic  feet  of  air  space  to  each  inmate 
Average  number  of  superficial  feet  of  floor  space  to  each  bed  - 
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SAINT  GEORGE,  HANOVER  SQUARE,  WORKHOUSE,  CHELSEA. 

(Date  of  Visit,  16th  May  1866.) 


The  limit  of  accommodation  in  this  workhouse  is  not  fixed,  but  to-day,  there  were  316 
inmates,  of  whom  158  were  temporarily  disabled,  or  old  and  infirm  ;  42  were  able-bodied, 
and  116  were  children. 

There  are  eight  rooms  inhabited  by  sick  women,  containing  61  beds,  occupied  by  day 
and  by  night;  and  these  eight  rooms  will  accommodate  61  persons;  the  average  cubical 
space  for  each  patient  is  829  feet;  the  maximum  being  991  feet,  and  the  minimmn 
667  feet 

The  average  superficial  feet  occupied  by  each  bed  is  70;  the  maximum  being  86,  and 
the  minimum  58  feet. 

A  Table  is  annexed,  giving  the  details  of  the  measurements  of  each  sick  ward. 

These  wards  appear  to  me  very  nearly  to  meet  the  requirements  of  medical  science, 
and  their  internal  arrangements  are  also  very  complete. 

There  is  one  medical  officer  with  a  salary  of  100  Z.  a  year,  and  he  finds  the  drugs,  which 
cost  him  30/.  a  year.  There  are  usually  about  50  sick  cases  here,  and  the  medical 
officer's  assistant  is  here  for  from  an  hour-and-a-half  to  two  hours  every  day,  and  the 
medical  officer  himself  half-an-hour. 

There  is  one  paid  and  efficient  nurse. 

The  medical  officer  can  obtain  all  stimulants  and  food  which  he  may  require  for  his 
patients. 


Measubemekts  taken  at  the  Workhouse  of  the  Parish  of  St.  George,  Hanover-square,  situate  at  Brompton. 


No. 

of 

Mard. 


Claas  of  Inmates,  or  Porpose 
to  which  Appropriated. 


Br 
Day 
only. 


Occupied 

By 

Night 
only. 


Bj 
D.y 

and 
Night 


Length. 


Breadth. 


Height. 


Contents 

in 
Cahic  Feet. 


J.  «>  «> 

^  e      o 

till 


Area  of 

Floor  in 

Saperficial 

Feet. 


Foimof 
Ceiluig. 


24 

26 
15 
16 

17 
18 

10 
28 


Women's  sick  ward 

Ditto  - 
Ditto  - 
Ditto  - 


Ditto 
Ditto 

Ditto 
Ditto 


Total 


No.  of 
Beds. 

Ft 

in. 

Ft.  in. 

Ft. 

in. 

7  f 

22 

5 

22     4 

12 

4 

^ 

i 

+    6 

0 

4     0 

12 

4 

>   5,928 

0 

30 

2 

22     9 

13 

0 

8,922 

13 

3.3 

\> 

22     6 

6 

8,670 

n 

22 
+  11 

6 
6 

18     9 
3     9 

6 
6 

}   4,493 

6 

19 

0 

18     8 

5 

4,049 

•{ 

22 
—  6 

4 
0 

22     4 
4     0 

6 
5 

j   5,466 

8 

30 

0 

22     7 

5 

7,735 

'{ 

32 
+  15 

Beds. 

0 
0 

13     9 
2     1 

Tot 

▲L     - 

3 
3 

1   5,302 

61 

50,565 

481 


Flat 


686 
759 

7f 

79 

379 

99 

355 

ft 

479 

f> 

678 

n 

471 

» 

Cub.Jt. 


4,288 


8up.Ji. 


Average  number  of  cubic  feet  of  air  space  to  each  inmate 
Average  nomber  of  superficial  feet  of  floor  space  to  each  bed 
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FULHAM   UJIION   WORKHOUSE. 

(Date  of  Visit,  17th  May  1866). 

The  limit  of  accommodation  in  this  workhouse  is  fixed  for  537  inmates ;  and  to-day 
there  were  312  inmates,  of  whom  217  were  temporarily  disabled^  or  old  and  infirm, 
7  were  able-bodied,  and  87  were  children. 

There  are  13  rooms  inhabited  by  sick  wonien,  containing  93  beds,  occupied  by  day  and 
by  night ;  and  there  are  7  rooms  similarly  occupied  by  sick  men,  containing  43  beds ; 
these  20  rooms  will  accommodate  136  persons;  the  average  cubical  space  for  each  patient 
is  610  feet;  the  maximum  being  1,419  feet,  and  the  minimum  354  feet. 

The  average  superficial  feet  occupied  by  each  bed  is  54 ;  the  maximum  being  123, 
and  the  minimum  33. 

A  table  is  annexed,  giving  the  details  of  the  measurements  of  each  sick  ward. 

There  are  no  paid  nurses  here,  but  one,  just  appointed,  is  expected  to  arrive  soon.     At 

5 resent  there  are  pauper  nurses  in  eveiy  ward.  The  infirmaries  are  badly  ventilated, 
'here  is  one  day  room ;  there  are  no  bath  rooms,  and  the  hot  water  supply  is  insufficient. 
There  are  no  night  nurses ;  there  are  no  sufficient  lavatories.  Fever  and  small  pox  cases 
are  sent  to  hospitals,  but  to-day  there  were  two  cases  of  small  pox  warded  in  a  very 
defective  wooden  building  on  the  workhouse  ground.  There  is  no  infirmary  for  children. 
The  rooms  in  the  body  of  the  house,  inhabited  by  the  infirm  and  bed-ridden,  are  not  well 
ventilated.     There  is  no  kitchen  for  the  infinnaries. 

There  are  some  new  infectious  wards,  but  they  are  not  yet  occupied  ;  their  construc- 
tion, however,  is  unlikely  to  produce  perfect  ventilation ;  there  is  no  water  closet  in  these 
wards,  nor  a  bath  room,  and  yet  there  are  20  beds  to  be  placed  here. 

There  is  one  medical  officer  here  with  a  salary  of  50/.  a  year,  and  the  guardians  find 
the  drugs;  he  has  about  145  cases  on  his  books,  30  of  whom  are  placed  there  for  the 
purpose  of  obtaining  extra  diet. 


Measubements  taken  at  the  Workhouse  of  the  Fulham  Union. 

Nn 

Class  of  Inmates, 

orPurpoae, 

to  which  Appropriated. 

Occupied 

LengUi. 

fireadUi. 

Height 

Contents 

in 
Cubic  Feet 

m 

nil 

Area 
of  Floor 

in 
Superficial 

of 
Ward. 

1 

1 
•1 

2 

Form 
of  CeiUng. 

^ 

S* 

C22 

Ills 

Feet 

218 

Infirmary  : 

No.  Of 
Beds. 

1 
Ft. 

in. 

Ft. 

in. 

Ft.   in. 

212 
209 
224 

228 
220 

Men^s  sick  ward 

Ditto    ... 

Ditto    ... 
Women's  sick  ward  . 

Ditto    ... 

Ditto    ... 

New  Infection  Wards 

(not  yet  occupied,; 
Men's  ward 

Total 

- 

1 
8 
R 
9 
8 
10 

11 
28 
24 
27 
24 
27 

Beds. 
16 

9 
0 
0 
9 
8 
0 

0 

10 
16 
16 
16 
16 
16 

12 

6 

8 
8 
8 
8 
8 

11       6 
11       0 
11       0 
11       2 
11       I 
11       0 

1,419 
5,188 
4,400 
5,166 
4,480 
5,088 

Cub.fi. 

123 
467 
400 
468 
404 
468 

Flat. 

44 

Tot 

AL      -      - 

25,686 

2,320 

Sup.  fL 

1 

^ 

8 

0 

10     10 

2,080 

. 

192 

Flat. 

2 

Ditto    . 

— 

— 

'{ 

16 
+  14 

0 

0 

12 
12 

0 
0 

9       0 
1      10 

1    2,036 

- 

192 

U        2            ' 

8 

Ditto  - 

Total 

^ 

*{ 

26 
+  14 

—  4 

—  4 

0 
0 
9 
0 

16 

16 

5 

2 

10 
10 

8 

6 

Toi 

9       0 

1      10 

10     10 

9       0 

AL     -      - 

2,496 

- 

284 

-     ditto. 

10 

6(612 

618 

Women's    wards  (si-") 
milar  to  men's)      -J 

Women's  foul  ward    . 

Total 

— 

10 

Beds. 
12 

2 

16 

- 

- 

6,612 

Cub.  ft. 

618 

20 

To 

rAL  -    - 

13,224 

1 

1,2S0 

Sup.fl. 

- 

6 

0 

10     11 

2,125 

_ 

195 

Flut 

Ditto    ... 

Total 

-     - 

•i 

16 
+  16 
—10 

Beds. 

1 
1 
0 

16 

18 

8 

0 
6 
0 

9       0 

1      10 

10     10 

2,835 

Cub.ft. 

222 

^n 

8 

Tot 

AL     -      - 

4,460 

417     1 

Supji. 

387. 
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Measurements  taken  at  the  Workhouse  of  the  Fulham  Union — continued. 


xVo. 

of 

Ward. 

Clast  of  Inmates, 

or  Purpoge  to  which 

Appropriated. 

Occupied 

Length. 

Breadth. 

Height. 

Contenti 

in 

Cubic  Feet. 

Number  it  wUl  ac- 
commodate, in  the 
opinion  of  the  Me- 
dical Officer. 

Area    * 
of  Fk>or 

in 

Saperfldsl 

Feet 

By 
Day 
only. 

.    By 

Night 
only. 

Ry 

and 

Night. 

Foni 
of  Ceiling. 

140 

Main  Building: 
Women's     sick     and 
infirm  ward. 

- 

] 

Beds. 
15f 

I 

Ft. 

42 
+  22 
—  6 

in. 

2 
0 
3 

Ft. 

16 
6 
3 

in. 

7 
8 
0 

Ft 

11 

.    in. 

10 
10 
10 

1*    9,680 

> 

818 

Flat 

151 

Ditto 

- 

- 

15 

47 

5 

16 

6 

9 

9,193 

- 

782 

f» 

144 

Women's  lying-in  ward 

"- 

' 

\ 

20 

—  5 

—  3 

9 
3 
0 

14 
2 

1 

4 
7 
0 

1 

1 
1 

1    3,078 

- 

278 

» 

145 

Women's  labour  ward 

- 

- 

I 

15 

6 

0 

1 

1 

1,045 

- 

94 

w 

121 

Ditto,  infirm  ward  - 

- 

"( 

34 

+    7 

6 
10 

16 
5 

5 

0 

6 
6 

\   6,964 

- 

606 

f* 

135 

en'g  infirm  nard     - 

■" 

*" 

1 

42 

+  i>2 
-   6 

4 

0 
3 

16 
6 
3 

6 

4 
0 

9 
9 
9 

I   9,624 

- 

819 

>i 

Total    -     - 

64 

Beds. 

Total 

-     -       39,584 

Cub  ft. 

8,397 

Sup.fi. 

SUMMARY. 


Infirmary          -        -        - 
New  infection  wards  - 
Women's  foul  wards  - 
Main  building  -         -        - 

- 

44 

20 

8 

64 

Beds. 

- 

25,685 

13,224 

4,460 

89,584 

Cuh.Ji. 

2,820 

1,236 

417 

8,897 

- 

Total    - 

136 

Tot 

al    -    - 

82,953 

7,370 

Sup.fi. 

Average  Number  of  Cubic  Feet  of  Air  space  to  each  Inmate;  Cub.  ft- 

In  infirmary    ^-         -         -         -         --         -         -         -         --        -     584 

In  new  infection  wards  -         -        -         •         -         -         -         -         •?         -661 

In  women's  foul  wards  ..-.---.--     557 

In  main  building  .--..--•---     618 

Average  Number  of  Superficial  Feet  of  Floor-space  to  each  Bed ;  Sup.  ft. 

In  infirmary  -..---------63 

In  new  infection  wards   .---------•62 

In  women's  foul  wards   -----------62 

In  main  building  -- .---68 


ROTHERHITHE    WORKHOUSE. 


Date  of  Visit,  18th  May  1866. 

The  limit  of  accommodation  in  this  workhouse  is  fixed  for  340  inmates,  and  to-day 
there  were  194  inmates^  of  whom  140  were  temporarily  disabled,  or  old  and  infirm,  35 
were  able-bodied,  and  19  were  children. 

There  are  six  rooms  inhabited  by  sick  women  containing  %^  beds,  occupied  by  day  and 
by  night ;  and  there  are  four  rooms  similarly  occupied  by  sick  men,  containing  45  beds ; 
these  10  rooms  will  accommodate  111  persons,  the  average  cubical  space  (or  each  patient 
is  603  feet,  the  maximum  being  904  feet,  and  the  minimum  383  feet. 

The  average  superficial  feet  occupied  by  each  bed  is  50,  the  maximum  being  83,  and 
the  minimum  36. 

A  table  is  annexed  giving  the  details  of  the  measurements  of  each  sick  ward. 

The  new  infirmaries  here  contain  52  beds,  giving  718  cubic  feet,  and  54  superficial  feet 
to  each  patient^  and  there  is  a  paid  nurse  for  the  four  wards  with  pauper  nurses  for  each 

ward 
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ward.  The  bath  rooms  and  water  closets  are  sufficient,  but  their  position  is  very  defective, 
and  so  are  the  rooms  dedicated  to  the  use  of  the  nurse ;  the  airing  yards  are  insufficient 
and  dull,  but  these  are  defects  which  the  guardians  might  easily  remedy,  as  they  have 
plenty  of  ground. 

The  old  infirmary,  which  is  annexed  to  the  workhouse,  and  contains  59  beds,  has  six 
wards  in  it,  which  are  aU  defective,  both  as  regards  light,  ventilation,  water  closet  and 
lavatory  accommodation,  and  airing  yards.  There  is  a  paid  nurse  here,  and  pauper 
nurses  in  each  ward. 

There  is  one  medical  officer,  with  a  salary  of  35  /.  a  year ;  he  finds  the  drugs,  which 
cost  him  20  /.  a  year,  the  guardians  finding  cod  liver  oil ;  he  visits  the  workhouse  about 
four  times  a  week,  and  prescribes  for  about  18  patients  at  each  visit ;  this  officer  has  also 
an  out  district  with  a  salary  of  65  L  per  annum,  and  he  keeps  a  paid  assistant. 

All  stimulants  and  food  can  be  obtained  by  the  medical  officer  from  the  guardians  for 
the  sick. 


M£A8UB£Bi£NTS  taken  at  the  Workhouse  of  the  Parish  of  Si 

..  Mary,  Kotherhithe. 

Occupied 

kH 

Area 

No. 
of 

Class  of  Inmates, 
OP  Purpose  to  which 

Length. 

Breadth. 

Height 

Contents 
in 

r  it  will 
late,  h 
I  of  the 
fficer. 

of  Floor 
in 

By 

By 

By 

Form 

Ward. 

Appropriated. 

Day 
only. 

Night 
only. 

Day 

and 
Night. 

Cubic  Feet 

llfl 

Soperficial 
Feet 

of  Ceiling. 

New  Infirmary : 

No.  of 
Beds. 

Ft.  in. 

Ft. 

m. 

Ft. 

tit. 

1 

Women's  sick  ward  - 

- 

- 

12 

31     8 

22 

9 

18 

« 

9,242 

- 

711 

Flat. 

2 

Ditto    ... 

• 

- 

- 

U  f 

81     8 
+  81     8 

22 
17 

9 
9 

11 
2 

8 
8 

1  9,562 

- 

711 

"m 

1 

Men's  sick  ward 

- 

"{ 

80  10 
+  80  10 

22 
17 

9 
9 

11 
2 

6 
8 

1   9,485 

- 

701 

» 

2 

Ditto    - 
Old  In^mary : 

Total 

-     - 

13 

80   10 
Beds. 

22 

9 

18 

0 

9,119 

Cub.  ft. 

701 

62 

Total    - 

87,858 

2,824 

Sup.fi. 

17 

Men's  sick  ward 

"" 

•• 

•{ 

80     1 
—  8  10 

17 
8 

0 
9 

10 
10 

11 
11 

I    5,426 

- 

497 

Flat. 

18 

Ditto   -        .         - 

- 

- 

"{ 

80     1 
—12     0 

17 
8 

0 
2 

10 
10 

6 
6 

}  4,971 

473 

» 

66 

Women's  siok  ward  - 

- 

- 

'{ 

22     6 
—10     0 

17 
8 

0 
8 

10 
10 

6 
6 

1  8,675 

- 

850 

^» 

68 

Ditto   ... 

- 

- 

,0{ 

80     0 
—10     0 

17 
8 

2 
8 

10 
10 

6 
6 

j  5,066 

- 

488 

»» 

64 

Ditto    ... 

. 

. 

"  f 

80     0 

17 

2 

10 

9 

1 

\ 

—  70 

8 

0 

10 

9 

^  5,240 

- 

484 

>r 

I 

—  86 

3 

0 

6 

9 

68 

Ditto    - 

Total 

"{ 

80     0 
-90 

Beds. 

■ 

17 
8 

I 

10 
10 

7 
7 

}  5,149 

Cub.ft. 

487 

»> 

M 

29,527 

2,774 

111 

Tot 

AL     - 

66,885 

5,598 

Sup.  ft. 

Average  Number  of  Cubic  Feet  of  Air  Space  to  each  Inmate :  Cub.ft. 

In  new  infirmary     -         •         -         -         -         -         -         -  718 

In  old  infirmary       •......•  500 

General  average     .----•---  802 

Average  Number  of  Superficial  Feet  pf  Floor  Space  to  each  Bed :  Sup.  ft. 

In  new  infirmary      ........  54 

In  old  infirmary       -.•--.--  47 

General  average         .--.-...•  50} 


387^ 


O  2 


Digitized  by 


Google 


5:^ 


REPORT  ON  THE  INFIRMARY  WARDS  OF 


ST.  GEORGE-IN-THE-EAST  WORKHOUSE. 
(Date  of  Visit,  18th  May  1866.) 

The  limit  of  accommodation  in  this  workhouse  is  fixed  for  828  inmates ;  and  to-day- 
there  were  799  inmates,  of  whom  731  were  temporarily  disabled,  or  old  and  infirm;  31 
were  able-bodied,  and  37  were  children. 

There  are  18  rooms  inhabited  by  sick  women,  containing  250  beds,  occupied  by  day 
and  by  night ;  and  there  are  four  rooms  similarly  occupied  by  sick  men,  containing  103 
beds ;  these  22  rooms  will  accommodate  353  pernons :  the  average  cubical  space  for  each 
patient  is  575  feet,  the  maximum  being  891  feet,  and  the  minimum  346  feet. 

The  average  superficial  feet  occupied  by  each  bed  is  47,  the  maximum  being  65,  and 
the  minimum  36. 

A  table  is  annexed,  giving  the  details  of  the  measurements  of  each  sick  ward. 

There  is  one  medical  officer  here  whose  salary  was,  up  to  Lady-day  last,  45/.  per 
annum;  his  salary  is  now  100  Z.  a  year,  and  the  guardians  find  all  the  drugs;  he  sees, 
professionally,  about  1 70  patients  daily  in  fhe  workhouse,  and  prescribes  for  about  50  ; 
and  he  spends  about  four  hours  daily  in  the  house.         i 

There  are  pauper  nurses  in  every  sick  ward.  The  sick  wards  in  the  new  infirmaries 
are  good ;  those  in  the  old  infirmaries  are,  in  every  respect,  bad.  The  airing  yards  are 
deficient ;  and  there  are  no  day-rooms  for  the  sick. 

None  of  these  wards  can  be  said  to  meet,  in  every  respect,  the  requirements  of  medical 
science ;  but  it  must  be  remembered  that  I  have  already  stated  that  the  wards  in  the 
new  infirmaries  are  good. 

The  medical  ofiicer  can  obtain  any  amount  of  stimulants  and  food  which  he  may  require 
for  his  patients. 


Measurements  taken  at  the  Workhouse  of  the  Parish  of  St.  George-in-the-East. 

No. 

of 

Ward. 

dasa  of  Inmates, 

or  Porpoae  to  which 

Appropriated. 

• 

Occupied 

Length. 

Breadtb. 

Height 

ContonU 

in 

Cubic  Feet. 

Number  it  will  ac- 
commodate, in  tbe 
opinion  of  tbe  Mo- 
dical  Officer. 

Area 

of  Floor 

iu 

Superficial 

Feet 

By     \      By 
OMy        Night 
only.        only. 

By 
Day 
and 

Niglit. 

Form 
ofCeaiog. 

40 

Old  Building : 
Men's  sick  ward 

- 

Double. 

No.  of 

Beds. 

24 

Ft.    in. 
47     3 

Ft.    in. 
18     8 

Ft.    in. 
9       6 

8,379 

- 

882 

Flat 
Naked  joists. 

45 

Ditto    ... 

~" 

•- 

10 

48     6 

17     4 

11       3 

9,4o8 

— 

841 

rn 

PriDcipel  Building : 

Men's  siok  ward 
Ditto    -        -        - 

Detached  Shed : 

Total 

-     - 

43 

46     4 
46     4 

Tot 

32     0 
32     0 

Tot 

AL      -      - 

17,837 

Cvb.ji. 

1,723 

Sup.  ft. 

47 

4& 

Total 

- 

28 
32 

13       0 
13       0 

AL      -      - 

19,275 
iy,275 

Cub.ji. 

1,483 
1,483 

Flat. 

60 

38,550 

2,966 

Sup.  ft. 

m 

1 

Women's  venereal  ward 

- 

- 

6 

17     9 

12    0 

9       9 

2,077 

— 

213 

2 

Ditto   ... 
Imbecile  Infirmary : 

Total 

1 

^ 

6 

17     9 

12     0 

9       9 

2.077 

Cub.Jl. 

213 

Ditto. 

.     - 

12 

TOTi 

IL      -      - 

4,154 

426 

Sup.fL 

17 

Children's  ward 

- 

2 

4 

17     6 

19     3 

11     9 

3,939 

- 

335 

Flat. 

19 

Ditto    ... 

- 

- 

•{ 

18     4 
—  90 

19     3 
3     0 

13     0 

7     0 

}   4,399 

« 

326 

A 

20 
21 

Women's  sick  ward    - 
Dlttq     and  children 
(containing  10  adults 
•  and  10  children). 

Total 

- 

- 

11 
10 

23     0 
23     0 

Beds. 

19     2 
19     2 

13     0 
13     0 

5,781 
5,731 

Cuh.fi. 

441 
441 

ditto, 
ditto. 

2 

34 

TOTA 

L     -     - 

19,800 

1,543 

Sup.fL 
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Measurements  taken  at  the  Workhouse  of  the  Parish  of  St.  George-in-tbe-East — continued. 


Occupied 

^H 

Area 

No. 
of 

Class  of  Inmates, 
or  Parpose  to  which 

By 

By 

By 

Length. 

Breadth. 

Height. 

Contents 
in 

of  Floor 
in 

Form 

Ward. 

Appropriated. 

Day 

only. 

'  Night 
only. 

Day 

and 
Night. 

Cubic  Feet 

Number 
commod 
opinion 
dicalOfi 

SuperBcial 
FeeU 

ofCHUng. 

Front,    or    Stone 
Building : 

Double. 

No.  of 
Beds. 

Ft. 

in. 

Ft. 

in. 

Ft. 

in. 

1 

Women's  sick  ward  - 

. 

- 

15 

36 

0 

21 

0 

11 

10 

8,946 

.. 

750 

Flat. 

4 

Ditto    - 

— 

- 

16 

43 

0 

21 

0 

11 

10 

10,686 

^ 

903 

3 

Ditto    - 

^ 

- 

20 

46 

6 

20 

10 

11 

10 

11,464 

. 

969 

>♦ 

8 

Ditto    - 

- 

1 

15 

36 

0 

20 

10 

11 

10 

8,875 

. 

750 

>f 

7 

Ditto    - 

. 

- 

20 

46 

6 

20 

10 

11 

10 

11,464 

. 

969 

6 

Ditto    - 

_ 

. 

19 

46 

6 

20 

10 

11 

10 

11,484 

. 

969 

y* 

6 

Ditto    - 

- 

— 

17 

42 

6 

21 

0 

U 

10 

10,561 

- 

893 

79 

13 

Ditto    - 

- 

- 

16 

35 

9 

20 

9 

13 

9 

10,204 

- 

742 

A 

11 

Ditto    -         .         . 

. 

. 

22 

46 

6 

21 

0 

13 

0 

13,427 

977 

ditto. 

10 

Ditto    ... 

. 

"" 

18 

42 

6 

21 

0 

13 

9 

12,272 

__ 

893 

ditto. 

9 

Women's       convales- 
cent ward. 

- 

2 

10 

27 

10 

20 

10 

13 

9 

7,073 

- 

680 

ditto. 

Women's  lying-in  ward 
Total 

■  ■! 

( 

0 

18 
Beds 

8 

20 

10 

13 

9 

5,347 

Cub./t. 

389 

ditto. 

'     1 

194 

TOTA 

lL      - 

122,683 

9,-790  1 

Sup.ft. 

Old  building     - 
Prinoipnl  building     - 
Detached  shed 
Imbecile  infirmarj 
Front,  or  stone  build 


SUMMARY. 


ang. 


Total 


Beds. 

- 

- 

43 

— 

-. 

- 

60 

» 

- 

— 

12 

— 

» 

n 

84 

^ 

- 

3 

194 

- 

f 

- 

343 

Beds. 

6 

Doubb 

9  beds. 

Total 


Cub.Jl. 
17,837 
38,550 
4,154 
19,800 
122,683 


208,024 


Cud.  ft. 


Sitp,ft. 
1,728 
2,966 
426 
1,543 
9,790 


16,448 


Sup.Ji. 


Average  Number  of  Cubic  Feet  of  Air  Spaoe  to  each  Inmate :  Cub.  ft. 

In  old  building    -         -         -         •         •         -         -         -         -  414 

In  principal  building    -         -         -•-         -         -         .         -  ^$42 

In  detached  shed  --•--.•«  340 

In  imbecile  infirmary    -         -         -         -         -         -         -         -  521 

In  front,  or  atone  building    -------  513 

General  average  ...---...  575 

Average  Number  of  Superficial  Feet  of  Floor  Space  to  each  Bed :  Sup.ft. 

In  old  building      -         --------40 

In  principal  building      ------..49 

In  detached  shed  --•---•--35 
In  imbecile  infirmarjr     --------43 

In  front,  or  stone  building:      --•---.49 

General  average 47 


PADDINGTON    WORKHOUSE. 

(Date  of  Visit,  2l8t  May  1866.) 


The  limit  of  accommodation  In  this  workhouse  is  fixed  for  642  inmates ;  and  to-day 
there  were  388  inmates;  of  whom  221  were  temporarily  disabled,  or  old  and  infirm;  42 
were  able-bodied,  and  125  were  children. 

There  are  eight  rooms  inhabited  by  sick  women  and  children,  containing  81  beds,  occu- 
pied by  day  and  by  night ;  and  there  are  eight  rooms  similarly  occupied  by  sick  men,  con- 
taining 91  beds;  these  16  rooms  will  accommodate  172  persons;  the  average  cubical  space 
for  each  patient  is  600  feet ;  the  maximum  being  1,140  feet  and  the  minimmn  233  feet. 
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,  The  average  superficial  feet  occupied  by  each  bed  is  54  ;  the  maximum  being  114  and 
the  minimum  23. 

A  table  is  annexed,  giving  the  details  of  the  measurements  of  each  sick  ward. 

There  are  two  paid  nurses  here,  one  being  a  male  nurse  for  the  men's  side,  and  there  are 
pauper  nurses  in  each  ward ;  there  are  no  nignt  nurses ;  there  are  bath-rooms,  and  a  sufficient 
supply  of  hot  and  cold  water ;  the  water-closet  accommodation  is  sufficient;  waahhand  basins 
are  msufficient;  there  are  no  dav-rooms  for  the  sick  ;  there  is  no  separate  kitchen  for  the 
infirmaries ;  there  is  one  medical  officer,  with  a  salary  of  80  /.  per  annum ;  the  guardians  find 
the  drugs ;  there  are  usually  about  135  cases  upon  the  medical  officer's  books,  and  he  spends 
about  two  hours  and  a  half  in  the  workhouse  daily,  seeing  professionally  from  30  to  40 
patients,  and  prescribing  for  20.  Cases  of  itch  are  treated  m  the  receiving  wards ;  the 
medical  officer  can  obtain  all  stimulants  and  food  which  he  may  require  for  his  patients. 

The  infirmaries  are  too  small,  but  this  defect  might  be  remedied  by  raising  the  building 
one  story ;  the  guardians  possess  a  large  area  of  spare  ground,  and  would  have  no  difficulty 
in  rendering  the  present  mfirmary  adequate  to  the  requirements  of  medical  science. 

Measurements  taken  at  the  Workhouse  of  the  Parish  of  Paddington. 


No. 

of 

Ward. 


Class  of  Inmates, 

OP  Purpose  to  which 

Appropriated. 


Occopied 

-     . 

By 

By 

By 

Day 

Night 

and 

only. 

only. 

Nigbt 

Length. 


Breadth. 


8|;| 

Area 

Contenu 

^•24    . 

of  Floor 

Height. 

in 

umber    it 
commodate, 
opinion  of  1 
dical  Officer 

in 

Fmi 

CnbicFoet. 

Snperfidal 

of  Ceflhig. 

Paet 

Z 

61 

78 

78(a) 
78(^) 

64 

77 

68 
74 

40 

76 
76 
60 


18 


17 


InHrmary : 
Women's  sick  ivard 
Ditto    • 

Ditto   - 
Ditto    - 

Ditto   - 


Ditto   - 

Women's  lying-inward 

Women's  ditto  (spare 
room.) 

Men's  sick  ward 


Ditto    - 
Ditto   . 

Ditto   -         -        - 

Children's  sick  ward 

(containing  6  women 

and  6  children.) 

Children's  sick  ward 

(containing  6  women 

and  4  children.) 

Main  Bailding ; 
Boys'  sick  ward 


Ditto  - 


Total 


No.  of 
Beds 

16 

12 

2 
2 

16  r 


14/ 

L 

6 

4 


17  f 


I 


18 
6 


■°{ 


162 


Ft,  in, 

40  0 

82  7 

+  10  6 

13  6 

11  8 

40  6 

+  40  6 

48  6 

+  48  6 

30  0 

17  6 

40  6 

+  40  6 

48  6 

+  48  6 

82  7 

+  10  6 

40  0 

16  6 


16     6 


39     4 
—  70 

36     0 

Beds. 


Ft.   in. 
20     0 


20 
6 

10 

7 


20  0 

16  0 

20  0 

16  0 

16  6 

14  8 

20  0 

16  0 


Ft.  in, 

10  0 

10  0 

10  0 

10  0 
1!  1 

11  0 
2  6 

11  0 

2  6 

9  7 

9  9 

11  0 

2  6 


16 

0 

20 

0 

6 

6 

20 

0 

17 

0 

17 

0 

16 

9 

6 

7 

16 

10 

11 

3 

10 
10 

10 

10 


8,000 

7,199 

1,360 
991 


40,407 


•12,489 

4,720 
2,603 

jlO,407 


}l2, 


10     0 


10     0 
10     0 

10     0 


199 

8,000 
2,791 

2,791 


j  6,128 
6,700 


Total 


103,164 


Cub.fl. 


800 

720 

136 
89 

808 

970 

498 
267 

808 

970 

720 

808 
279 

279 


Flftt. 


n 

h 

ditiow 
Flat. 


s 
ditto. 

Flat, 
ff 


613 
670 


9,319 


8uf.Jt. 


Arerac^e  number  of  cabio  feet  of  air  space  to  each  inmate 


Average  number  of  superficial  feet  of  floor  space  to  eAaoh  bed 
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SAINT  PANCRAS    WORKHOUSE. 

(Date  of  Visit,  22d  May  1866). 


The  limit  of  accommodation  in  this  workhouse  is  fixed  for  1,920  inmates;  and  to-day 
there  were  1,860  inmates;  of  whom  1,402  were  temporarily  disabled,  or  old  and  infirm; 
296  were  able-bodied,  and  162  were  children. 

There  are  18  rooms  inhabited  by  sick  women,  containing  304  beds  occupied  by  day  and 
by  night;  and  there  are  four  rooms  similarly  occupied  by  sick  men,  containing  81  oeds; 
these  22  rooms  will  accommodate  385  persons  ;  the  average  cubical  space  for  each  patient 
is  617  feet;  the  maximum  being  829  feet  and  the  minimum  337  feet. 

The  average  superficial  feet  occupied  by  each  bed  is  50,  the  maximum  being  66  and 
the  minimum  27. 

A  table  is  annexed  giving  the  details  of  the  measurements  of  each  sick  ward. 

There  is  one  resident  medical  oflScer  here,  with  a  salary  of  160  L  per  annum ;  and  a 
resident  medical  assistant,  with  a  salary  of  85  /.  per  annum ;  the  guardians  find  board  and 
lodging  for  both  these  oflScers,  the  guardians  find  all  the  drugs  and  a  dispenser ;  the 
medic^  oflBcers  dedicate  all  their  time  to  the  sick  in  the  worithouse,  and  treat  upon  an 
average  nearly  300  patients  daily,  and  prescribe  for  about  250.  There  are  six  paid  nurses 
in  the  infirmaries,  and  there  is  also  a  paid  nurse  for  the  lying-in  wards ;  and  there  are 
also  four  paid  nurses  for  aged  and  infirm  men's  and  women's  wards ;  and  there  are  four 
paid  nurses  for  the  male  and  female  imbecile  wards. 

The  ventilation  of  the  infirmaries  requires  improvement ;  and  the  men's  foul  ward  is, 
in  many  respects,  an  objectionable  ward  ;  and  the  women's  foul  ward  is  also  an  objection- 
able ward ;  neither  of  these  wards  is  sufficiently  lighted  or  ventilated. 

There  are  no  day-  rooms  for  the  sick ;  and  the  airing-yards  are  insufficient ;  the  water 
supply  is  not  always  suHicient. 

bumcient  stimulants  and  food  can  be  at  all  times  obtained  for  the  sick. 

Measurements  taken  at  the  Workhouse  of  the  Parish  of  St.  Pancras. 
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REPORT  ON  THE  INFIRMARY  WARDS  OF 


Measurements  taken  at  the  Workhouse  of  the  Parish  of  St,  Pancras 

—continued. 

Occnpied 

sli 

Area 

Nn 

Class  of  Inmates, 

Contents 

|-!i.: 

of  Floor 

of 

or  Porpose  to  which 

By 

By 

!     By 

Length. 

Breadth. 

Height. 

in 

in 

Poim 

Ward. 

Appropriated. 

Day 

Night 

i    Day 

and 

Cubic  Feef 

Superficial 

of  Ceiling. 

only. 

only. 

!  Night. 

*^    O    CXfS 

Feet. 

Infirmarj-^con^J. 

Double. 

No.  of 
Beds. 

Fi.  in. 

Ft.  in. 

Ft.  in. 

29 

Women's  sick  ward  - 

— . 

,. 

16  r 

29     9 

22   10 

14     3 

1 

yx 

12   10 

11      8 

14     8 

)  11,680 

. 

815 

d  \ 

I 

—  40 

3     6 

9     6 

J 

\i     1 

Temporary  infirmary  - 

- 

- 

31 

58     4 

30     0 

12     0 

21,000 

1,750 

Flat. 

Principal  Building: 

135 

Lying-in  ward  - 

- 

- 

12 

42     4 

17     2 

12     3 

8,902 

. 

727 

137 

Cdnvaleseent  ward    - 

- 

- 

9 

34   10 

17     0 

12     5 

7,353 

•» 

592 

141 

Ditto    ... 

- 

8 

- 

25     6 

17     0 

12     5 

5,383 

« 

434 

187 

Women's  infirm  ward 

- 

- 

U 

32     4 

21      9 

12     3 

8,615 

— 

703 

182 

Women's  imbecile  ward 

- 

~ 

22 

60     0 

17     0 

12     8 

12,495 

. 

1,020 

153 

Women's  imbecile  ward 
(11  patients). 

"" 

5 

5 

26     3 

21     8 

12     6 

7,109 

- 

569 

99 

282 

Ditto    - 

- 

- 

25 

66     3 

20     0 

11   10 

15,679 

. 

1,325 

282(a) 

Ditto    ... 

- 

- 

6 

20     9 

11     2 

11     9 

2,723 

. 

232 

283 

Women's  epileptic  ward 

■ 

20 

20  f 

29     3 
+  17     6 

Beds. 

28     3 
9     3 

Total 

11     9 
11     9 

}  11,611 

Cub.Jh, 

968 

W 

Total    -    -    - 

345 

237,713 

19,100 

Sup.Jl. 

Total    - 

•     ■• 

Double 

beds. 

Average  Number  of  Cubic  Feet  of  Air  Space  to  each  Inmate  :  Cub.  ft. 

In  infirmary ----.     543 

In  main  building       .------.-     574 

Average  Number  of  Superficial  Feet  of  Floor  Space  to  each  Bed  :  Sup.Ji, 

In  infirmary     ----.-----52 
In  main  building       ---.----.62 


BETHNAL  GREEN   WORKHOUSE. 

(Date  of  Visit,  23d  May  1866.) 

The  limit  of  accommodation  in  this  workhouse  is  fixed  for  1,371  inmates;  and  to-day 
there  were  1,175  inmates;  of  whom  880  were  temporarily  disabled,  or  old  and  infirm ; 
43  were  able-bodied,  and  252  were  children. 

There  are  29  rooms  inhabited  by  sick  women,  containing  332  beds,  occupied  by  ni^ht 
and  by  day,  and  there  are  17  rooms  similarly  occupied  by  sick  men,  containing  195  beds ; 
these  46  rooms  will  accommodate  527  persons ;  the  average  cubical  space  for  each  patient 
is  513  feet;  the  maximum  being  1,183  feet  and  the  minimum  377  feet. 

The  average  superficial  feet  occupied  by  each  bed  is  45,  the  maximum  being  108  and 
the  minimum  32. 

A  table  is  annexed,  giving  the  details  of  the  measurements  of  each  sick  ward. 

The  sick  wards  in  the  body  of  the  house  are  badly  ventilated,  and  those  in  the  infir- 
maries are  insufficiently  ventilated ;  the  water-closets  and  lavatories  are  also  insufficient ; 
there  are  no  day-rooms  for  the  sick,  and  the  airing-yards  are  far  too  confined  ;  the  lying-in 
wards,  which  are  on  the  ground  floor,  are  gloomy  and  defective,  both  as  regards  light, 
yentilation,  and  arrangement. 

There  arc  four  paid  nurses  here,  and  there  are  pauper  nurses  in  every  ward ;  there  are 
no  paid  night  nurses. 

There  is  one  medical  officer,  and  he  prescribes,  professionally,  for  about  100  sick  cases 
in  the  workhouse  daily,  and  spends  about  two  hours  and  a  half  there  daily  ;  he  finds  all 
the  drugs,  and  also  finds  his  own  assistant  and  dispenser ;  he  has  usually  about  450  cases 
on  his  books,  of  whom  about  50  are  put  on  for  extra  diet  only. 

I  know  of  no  practical  means  by  which  the  wards  of  this  house  could  be  made  to  meet 
the  requirements  of  medical  science. 

The  medical  officer  can  obtain  any  amount  of  stimulants  or  diet  which  he  may  require 
for  his  patients. 
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Measurements  token  at  the  Workhouse  of  the  Parish  of  St.  Matthew,  Bethnal  Green. 


No. 

of 

Ward. 


Class  of  Inmates, 

or  Purpose  to  which 

Appropriated. 


Occopied 


6 

7 


8 


Infirmary  : 

Children's  sick  ward 
(six  children  and 
two  adults). 

Children's  siok  ward 
(eight  children  and 
two  adults). 

Boj's  sick  ward  (6 
hoys  and  two 
women). 

Women's  sick  ward  - 
Children's  sick  ward 

(nine  children  and 

three  adults). 


Women's  sick  ward 


By 
Day 

only. 


By 

Night 
only. 


By 

Day 

and 

Night. 


Leitgih. 


6  Ditto    - 

Ditto    - 


I 


Total 


Body  of  the  House: 

JO     ,   Lying-in  ward  (lahour 

1       ward). 
10a  I  Lying-inward  (labour 

ward). 
IQd  '  Lying-in    ward  (oon- 

Tulescent  ward)^ 
10  c      Lying-in  ward  (oon- 
yalescent  ward). 
Women's  sick  ward  - 


11 


12 


9 

9a 
13 
14 

1 4a 


15 


15a 


lab 


Ditto 


Women's  insane  ward 
Ditto    .        -        - 

Women's  sick  ward  - 
Ditto    .        -        - 

Ditto   .         -         - 


Ditto  - 
Ditto  - 
Ditto   - 


.-^87. 


No.  of 
Beds, 


Ft.  iff. 
10         85     9 


16 


16 


16 
16 


"{ 


16 


16 


126 


35     9 

-h36     9 


35     9 


30     6 
34     4 


34     d 
+  Z4     8 


36     6 
+  36     6 

85  10 


2 
2 
4 
8 

18 

■•{ 

6 

5 

14 

4 

"I 

I 

H 
'{ 

'{ 


Beds. 

11 

10 

17 

18 

49 
—  6 

45 

+  e 


23  3 

18  2 

80  2 

18  8 


80 

—  6 

—  6 

16 

—  5 


16     0 
—  58 

15     0 
1—5     3 


H 


Breadth. 


I 

I  Contents 
Height.  in 

iCnbic  Feet. 


©  o  n  O 

I  ill 


i^rea  of 

Floor  in 

Superfii^Jal 

Fept. 


Ft.  in. 
18  0 


IB  0 
14  0 


18  0 


IS  6 
18  3 


18  6 
14  6 


18 
14 


18  0 


+  35  10  I  14  0 


Total 

11  9 

10  10 

13  0 

17  4 

17  4 

3  0 

17  3 
1  6 

12  0 

13  2 

18  0 

11  7 

18  2 

1  6 

1  6 

12  0 
1  8 

11  9 
1  3 

12  0 
1  8 


Ft.  in, 
10  10 


V2     9 
2  0 


10  10 


10  10 
10  10 


12  9 
2  0 


12 

9 

2 

0 

12 

9 

2 

0 

} 


6,971 


9,206 


6,971 


7,815 
6,788 


9,072 


}  »; 


65,263 


10  10 

10  10 

10  10 

10  10 

10  10 
10  10 

10  11 
10  11 

10  10 
10  10 
10  9 
10  9 

10  10 

10  10 

8  6 


12 

0 

12 

0 

12 

0 

12 

0 

12 

0 

12 

0 

1,421 
1,174 
2,441 
8,490 

9,006 

8,698 

3,023 
2,691 
5,837 
2,273 

i  5,796 
}  V 

}v 


,088 


,081 


,088 


644 


644 


644 


675 
627 


634 


678 


645 


5,191 


131 
108 
225 
322 

831 
797 


533 

174 
169 
174 


Form  of 
Ceiling. 


Flat. 


■a    2 
Flat 


ditta. 
ditto. 


Flat, 


279 

91 

239 

V 

643 

f) 

211 

V 
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Measurements  taken  at  the  Workhouae  of  the  Parish  of  St.  Matthew,  Bethnal  Green— 

continued. 

Occupied 

—  CO 

Area 

yo. 

Claat  of  Inmates, 

' 

Contents 

i:.^^ 

of  Floor 

Form 

of 
Ward. 

or  purpose  to  which 
Appropriated. 

By 

Day 
OQly, 

By 
Night 
only. 

By 
Day 

and 
Night. 

Length. 

Breadth. 

Height 

in 
Cubic  feet. 

Number    it 
commodat 
Opinion  of 
dical  OfRc< 

in 

Snperficial 

Feet. 

of 
Ceiling. 

Beds.     ^''  '"'- 

FL    tn. 

ft.  in. 

'^T^ 

80 

Women's  sick  j^ard    - 

- 

- 

12  fl     21      2 
\'H-21     2 

18     3 
13     3 

10     0 
3     6 

1    4,844 

- 

386 

Is     2 

43 

Ditto    -        -       ^- 

— 

- 

17  /'     41     6 
\'+41      6 

18     2 
13     2 

10     0 
3     6 

j    9,452 

- 

754 

Ditto. 

42 

Ditto    -      .  - 

- 

- 

29  f      53      3 
11+53     3 

18     1 
13     1 

10     0 
3     6 

j  12,068 

- 

968 

Ditto. 

31 

Ditto    - 

- 

- 

20  /;     42     6 

V+42     6 

18     2 
13     2 

10     0 
3     6, 

j    9,679 

- 

772 

Ditto. 

33 

Ditto    - 

"" 

— 

13  r!     30     0 
\|4-  30     0 

1 

18     2 
13     2 

10     0 
3     6 

1    6,833 

- 

545 

Ditto. 

34 

Ditto    -        .        - 

"• 

— 

13   fj     31      5 
lj+31      5 

18     2 
13     2 

10     0 
3     6 

1    7,165 

- 

571 

»2     2 

34(a) 

Ditto    -        -         - 

- 

- 

3     1     23     0 

10     9 

10     9 

2,658 

- 

247 

Flat 

23 

Men's  sick  ward 

- 

- 

16 

32     0 

17     8 

10     8 

6,030 

- 

565 

i» 

23(a) 

Ditto    ... 

- 

- 

3 

12     0 

11     0 

10     8 

1,408 

- 

132 

jf 

24 

Ditto    ... 

— 

- 

,.| 

29     2 
—  60 

17     9 
1     6 

10     8 
10     8 

j   5,426 

• 

509 

n 

25 

Ditto    . 

— 

- 

"{ 

43     0 
—  60 

17     8 
3     0 

!2  1  j}  '^o 

- 

742 

0 

22 

Ditto    - 

— 

- 

■n 

49     3 

—  60 

17     8 
3     0 

IS  1  ]  «/»• 

- 

852 

V 

21 

Ditto     -        -        - 

— 

- 

■'{ 

45     9 
-60 

17     9 
3     0 

!S  I ;} «."» 

- 

794 

97 

36 

Ditto    - 

- 

- 

16 

89  10 

17     8 

10     8 

7,506 

- 

704 

>l 

20 

Ditto    • 

— 

- 

"{ 

32     9 
—  60 

18     3 
3     0 

i;  I ;}  «^»= 

- 

580 

>♦ 

20(a) 

Ditto    - 

- 

3 

23     3 

10     8  j     10     9 

2,666 

- 

248 

l> 

19 

Ditto    . 

- 

11 

30     3 

18     2  '     10     9 

5,908 

- 

550 

r 

17 

Ditto    - 

- 

- 

15 

42     6 

18     2        10     9 

8,300 

- 

772 

V 

29 

Ditto    - 

- 

- 

"{ 

43     9 
-60 

18     0 
3     0 

10     9 
10     9 

1    8,272 

- 

770 

99 

5 

Ditto    - 

- 

- 

14 

40     0 

17     2 

10   10 

7,439 

* 

687 

W 

6 

Ditto    - 

- 

- 

"{ 

43     0 
—  60 

17     3 
3     0 

10   11 
10   11 

1    7,901 

- 

724 

» 

7 

Ditto    - 

^ 

- 

'°{ 

29     0 
—  60 

17     3 
1     6 

10   11 
10   11 

1    6,863 

- 

491 

» 

8 

Men's  Insane  Ward  - 

- 

- 

1 

10  10 

10     0 

10  11 

1,183 

- 

108 

» 

8(a) 

Ditto  J. 

- 

- 

2 

12     0 
Beds. 

11     0 

10   11 

1,441 

Cub.ji. 

132 

» 

Total 

• 

401 

ToTil 

205,190 

18,334 

Sup.ji. 

Average  Nnmber  of  Cubic  Feet  of  Air  Space  to  each  Inmate :  Cub.Ji. 

In  infirmary  ----...-.     qi^  ' 

In  bod  J  of  the  hoiise     -         -         -         -         -         -         .'.     5x2 

Average  Number  of  Superficial  Feet  of  Floor  Space  to  each  Bed :        Sup.  Jt. 
In  infirmary         -------..41 

In  body  of  the  house    --------45 
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CAMBERWELL  WORKHOUSE. 

(Date  of  Visit,  24th  May  1866.) 

TuE  limit  of  accommodation  in  this  workhouse  is  fixed  for  512  inmates^  and  to-daj 
there  were  299  inmates;  of  whom  351  were  temporarily  disabled,  or  old  and  infirm,  10 
were  able-bodied,  and  38  were  children. 

There  are  nine  rooms,  inhabited  by  sick  women,  containing  99  beds,  occupied  b  y  niffht 
and  by  day  ;  and  there  are  four  rooms  similarly  occupied  by  sick  men,  containing  4  8  beos ; 
these  13  rooms  will  accommodate  147  persons  ;  the  average  cubical  space  for  each  patient 
is  581  feet,  the  maximum  being  986  feet,  and  the  minimum  491  feet. 

The  average  superficial  feet  occupied  by  each  bed  is  51,  the  maximum  being  89,  and 
the  minimum  45. 

A  Table  is  annexed,  giving  the  details  of  the  measurements  of  each  sick  ward. 

Tliere  are  about  250  cases  on  the  books  of  the  medical  oflScer,  of  whom  about  a  hundred 
are  there  for  the  sake  of  obtaininjj  extra  diet.  The  medical  officer's  salary  i*  130/.  per 
annum,  and  he  finds  the  drugs,  with  the  exception  of  cod-liver  oil  and  quinine  ;  he  spends 
about  two  hours  and  a-half  daily  in  the  workhouse,  and  prescribes  for  about  35  patients  daily. 

There  is  a  considerable  amount  of  unusual  comfort  in  the  wards  of  this  workhouse,  for 
there  is  a  breadth  of  drugget  which  runs  across  the  floor  of  each  room;  the  beds  of  the 
patients  are  divided  by  dunity  curtains,  and  there  are  other  extras  about  the  wards  which 
are  rare  in  other  workhouses,  such  as  dominoes  and  draughts  for  the  convalescents,  and 
several  illustrated  papers ;  in  some  of  the  wards,  however,  the  ventilation  is  defective, 
and  the  water-closet  accommodation  is  defective,  and  the  bath-rooms  and  lavatories  are 
insufficient.  The  wards  for  imbeciles  are  fitted  up  with  great  attention  to  the  peculiar 
wants  of  this  class ;  and  their  airing  yards,  or  gardens,  are  also  cpnstructed  to  am  use  and 
please  them. 

Measurements  taken  at  the  Workhouse  of  the  Parish  of  St  Giles,  Camberwell. 


No. 

of 
Ward. 


19 
23 

24 

21 

20 
16 

17 

13 

14 

14(a) 

7 

30 

31 


Class  of  Inmate*, 

or  Purpose  to  which 

^Appropriated. 


Main  BuildiDg : 
Women's  sick  ward  - 
Men's  sick  ward 

Mon's  (sick  and    in- 
firm). 
Ditto    .         -         • 


Ditto    ... 
Women's  sick  and  in- 
firm ward. 
Ditto   -         -         - 

Ditto   -         .         . 

Women's      lying  -  in- 
ward . 
Women's  labour  ward 

Women's  sick  ward    - 

Imbiiclle  Wards : 
Male  imbecile  wards  - 


Female  imbecile  wards 


31(«)         Ditto 


Breadth. 


Contents 
Height.  in 

Cubic  Feet 


Ft.  i%^ 

SO  7 

IS  9 

1  2 

18  0 

1  2 
18  9 

2  3 
0  9 

18  9 

19  3 


Ft.  in. 
1.0  11 
11      0 


19 

1 


18     9 
1      2 


11 
11 
II 
11 
11 
11 
11 
li 


11  0 

11  0 

11  0 

11  0 


9849 
6,123 

6,167 

6,020 

5,322 
6,470 

I  6,196 
\  5,979 


•5.SS 

^     ««     O     Q) 


Area  of 

Floor  in 

Superficial 

Feet. 


18 

9 

1 

2 

18 

9 

0 

9 

18 

5 

I 

2 

16 

6 

20 

0 

20 

0 

Total 

11 

21 

11 
11 


10  2 


13  6 


13  6 


887 


8,011 


13,455 


4,995 


902 
557   i 


91,434  I  Cub,  ft. 


560 

547 

477 
497 

563 
544 
545 
179 
535 

788 
997 
370 


1 


8,061 


Form  of 
Ceiling. 


Flat 
w 

7* 


jo     o 


Ditto 

Sup,  ft. 


Averajre  Number  of  Cubic  Feet  of  Air  Space  to  each  Inmate  ; 
In  main  building  .'..... 

In  imbecile  infirmary    -         .         -         *         .         . 


Average  Number  of  Superfical  Feet  of  Floor  Space  to  each  Bed  ; 
In  main  building  ....... 

In  imbecile  infirmary  ...... 

H  2 


Cub.  A 
6i9 
630 

Sup.  ft, 
56 
51 
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SAINT  LUKE'S  WORKHOUSE. 

(Date  of  Visit,  26th  May  1866.) 


The  limit  of  accommodation  in  this  workhouse  is  fixed  for  705  inmates,  and  to-day 
there  were  585  inmates;  of  whom  494  were  temporarily  disabled,  or  old  and  infirm,  38 
were  able-bodied,  and  53  were  children. 

There  are  8  rooms  inhabited  by  sick  women  and  children,  containing  86  beds,  occupied 
by  night  and  by  day ;  and  there  is  one  room  similarly  occupied  by  sick  men,  containing 
23  beds;  these  9  rooms  will  accommodate  119  persons;  the  average  cubical  space  for 
each  patient  is  552  feet;  the  maximum  being  929  feet,  and  the  minimum  318  feet. 

The  average  superficial  feet  occupied  by  each  bed  is  51 ;  the  maximum  being  109,  and 
the  minimum  28. 

A  Table  is  annexed,  giving  the  details  of  the  measurements  of  each  sick  ward. 

There  is  one  paid  nurse  for  the  sick  men  and  women,  and  there  are  two  paid  nurses  for 
the  male  and  female  imbeciles ;  there  are  pauper  nurses  in  every  room. 

There  is  one  medical  offcer  with  a  salarv  ol  150/.  a-vear ;  he  sees,  professionally,  about 
lOOpatients  daily,  and  spends  about  four  hours  in  the  house. 

The  water-closet  accommodation,  the  lavatories,  and  baths,  are  all  defective  in  these 
wards;  the  ward  used  as  the  "itch  ward"  is  not  fit  for  the  purpose  to  which  it  is 
dedicated ;  and  the  lyins-in  ward  and  the  children's  nurseries  are  deiectively  ventilated ; 
there  are  no  day-rooms  lor  the  sick,  and  the  airing  yards  are  too  limited. 

The  medical  officer  can  obtain  all  stimulants  and  food  which  may  be  necessary  for 
his  patients. 

Measurements  taken  at  the  Workhouse  of  the  Parish  of  St  Luke,  Middlesex. 


No..  Class  of  Inmates, 

of  or  Purpose  to  which 

Ward:  Appropriated. 


16'        Women's  sick  ward 

)6a  Ditto    - 

16         Men's  sick  ward 


17  Womon's      lying  -  in 

ward. 


\7  art   Women's  labour  ward 


18'        Children's        nursery 
(containing  8  chil- 
dren and  3  adults). 
10  Children's       nursery 

(containing  9  chil- 
dren and  2  adalts). 
Women's  itch  ward   - 
Ditto    - 

Total 


Total  - 


Occupied 


By 

Day 
only. 


By 

By 

Night 

"'I 

and 

only. 

Night 

Length. 


Breadth. 


Height. 


Contents 

in 

Cobic  Feet. 


wo  ^^ 
^§50 

25  §05 


No.  of  Beds. 


Doable. 


Single. 
33 


Ft.    iti. 


74  9 

3  6 

— fl  9 

6  0 


I,  -i 

11/       28     6 
\'+22  10 


33 


1 


»/ 


1 


10/ 
5 


113 


74  9 

4-  13  6 

—6  9 

—6  0 

28  9 

+  7  3 


13     3 


28  9 

+  7  3 

28  9 

+  7  3 

23  2 

10  6 

Beds. 


Area 

of  Floor 

in 

Snperficial 

Feet. 


Form 
of  Ceiliag» 


Ft.  in. 

Ft. 

in. 

24     0 

11 

0 

19,680 

1     6 
1     4 

11 
11 

0 
0 

- 

1,782 

Flat. 

4     9 

7 

6 

/v 

16     7 

8     4 

11 
4 

8 
3 

\  6,110 

- 

471 

^ 

24     0 

H 

0 

M  9,680 
1  5,229 

1     6 
1      4 
4     9 
18     0 
0     9 

n 
11 

7 
10 
10 

0 
0 
6 
0 
0 

- 

1,782 
623 

Flat, 

8     3 

8 

6 

929 

- 

109 

rll 

18     0 
0     9 

10 
10 

0 
0 

j   6,229 

623 

Flat. 

18     0 
0     9 

10 
10 

0 

0 

1   6,229 

623 

>» 

11     0 
6     2 

11 
11 

3 
3 

2,867 
728 

cub.  ft. 

266 

66 

» 
>» 

TOTAI 

66,081 

6,033 

sup./t. 

Double  beds. 


Avei-age  number  of  cubic  feet  of  air  space  to  each  inmate 
Averii|:c  number  of  superficial  feet  ol  floor  space  to  each  bed 


-     552  cub.  ft. 
62  sup.Jl. 
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WANDSWORTH  AND  CLAPHAM  WORKHOUSE. 

(Date  of  Visit,  29th  May  1866.) 


The  limit  of  accommodation  in  this  workhouse  is  fixed  for  676  inmates,  and  to-day 
there  were  523  inmates;  of  whom  431  were  temporarily  disabled,  or  old  and  infirm,  17 
were  able-bodied,  and  75  were  children. 

There  are  16  rooms  inhabited  by  sick  women,  containing.  133  beds,  occupied  by  day 
and  by  night,  and  there  are  12  rooms  similarly  occupied  by  sick  men,  contaimng  96  beds. 
These  28  rooms  will  accommodate  229  persons ;  the  average  cubical  space  for  each  patient 
is  523  feet ;  the  maximum  being  890  feet,  and  the  minimum  384  feet. 

The  average  superficial  feet  occupied  by  each  bed  is  45  ;  the  maximum  being  66,  and 
the  minimum  41  leet. 

A  Table  is  annexed,  giving  the  details  of  the  measurements  of  each  sick  ward. 

There  is  one  medical  oflScer  here  with  a  salary  of  100  /.  per  annum,  and  the  guardians 
find  all  the  drugs;  he  sees  about  164  patients  daily,  and  is  about  an  hour  and  a  quarter 
at  this  workhouse. 

There  are  two  paid  nurses  here,  and  pauper  niurses  in  every  ward ;  there  are  no  day- 
rooms  for  the  sick,  and  although  hot  and  cold  water  taps  are  to  be  found  on  each  floor  of 
the  infirmary,  the  supply  of  water  is  insufficient  There  are  no  night  nurses ;  there  is  no 
separate  kitchen  for  tne  infirmaries ;  and  those  sick  wards  which  are  in  the  old  infirmary 
are  of  an  inferior  character  to  those  in  the  new  infirmaries,  and  tbe  ventilation  is  imperfect. 

Tbe  guardians  possess  a  large  area  of  unoccupied  ground,  and  could  therefore  construct 
infirmaries  which  would  meet  the  requirements  of  medical  science. 


Measurements  taken  at  the  Workhouse  of  the  Wandsworth  and  Clapham  Union. 


No. 

i 

Dccupied 

1 

Contents 

imber  it  will  ar- 
comDicdate,inthe 
opinion    of     the 
Medical  OdScer. 

Area  of 

CIam  of  Inmate*,  or  Purpose 

Floor  in 

Form  of 

of 
Ward. 

to  which  Appropriated. 

Bjr 
Day 

By 

Night 

By  Day 

and 

Length. 

Breadth. 

Height,    j        "* 

'Cubic  Feet. 

1 

Superficial 
Feet. 

CeiUag. 

only. 

only. 

Night 

i          1^ 

IlfPIRMARY  : 

No,o/ 
Beds, 

Ft. 

in. 

i 

ft. 

1 

tfl. 

Fl 

in.  j 

100 

Men's  sick  ward 

— 

_ 

M 

19 

10 

'     20 

8 

11 

6  i  h  4.600 

—  7 

0 

1        1 

2 

11 

386 

Flat. 

>. 

—  4 

0 

4 

0 

6,1 

101 

Ditto     -     ditto     - 

_ 

„ 

4 

20 

0 

,      10 

2 

11 

6  .      2,338 

— 

203 

» 

102 

Ditto     -     ditto     - 

- 

- 

4 

20 

0 

10 

0 

11 

6         2,338 

i 

- 

203 

n 

103 

Ditto    -     ditto     - 

_ 

_ 

M 
I 

15 

3 

16 

0 

11 

1 

—  5 

6 

3 

3 

11 

6  ,  ^   2,531 

- 

215 

n 

—  4 

3 

3 

3 

2  'J 

104 

Ditto    .    ditto     - 

^ 

. 

10 1 

41 

0 

20 

8 

11 

6 

—  7 

0 

1 

7 

11 

6         9,497 

- 

820 

♦♦ 

i 

—  4 

0 

4 

0 

7 

0    J 

105 

Ditto     .    ditto     -  , 

. 

5  ( 

15 

3 

16 

0 

16 

0  ,      3,560 

X"T^\ 

.1 

—  5 

6 

3 

3 

16 

. 

215 

1    •    1 

1 

I 

—  4 

3 

3 

3 

7 

2 

1    =    1 

lOG 

Ditto     -     ditto      - 

_ 

«. 

9  r 

20 

4 

20 

8 

11 

6    1 

<*« 

+  20 

4 

16 

8 

2 

0 

[   5,272 

395 

/T^ 

^ 

k 

—  7 

0 

1 

3 

13 

6 

t    ''>•••  ■• 

, 

r  "■    1 

1 

—  4 

0 

4 

9 

7 

6 

1=      s      ^ 

107 

Ditto    -     ditto     • 

^^ 

10  ( 

20 

4 

20 

8 

11 

6 

5,479 

• 

+  20 

4 

16 

8 

0 

0 

- 

418 

ditto. 

1 

—  7 

° 

0 

4 

13 

6 

387- 


H3 
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Measurements  taken  at  the  Workhouse  of  the  Wandsworth  and  Clapham  Union. 


Occupied 

11  ac 
II  the 
the 
cer. 

Area  of 

No. 

Claat  of  Inmates,  or  Purpose 

N           ... 

! 

Contents      '5  «'5§ 

Floor  in    )        Form  of 

of 

By 

By 

By  Day  '       Lenicth. 

Breadth. 

Height. 

Cubic  Feet ,  .S  1 J  "2 
2 

Ward. 

to  which  Appropriated. 

Day 

Night 

and 

Superficial ' 
Feet 

Ceiling. 

only 

only. 

Night 

1  So  qf 

1 

Bed». 

Ft.     in. 

Ft.  in. 

118 

Women's  sick  ward  - 

^ 

„ 

9 

-  same  size  as     A^o.  106 

6,272 

^ 

396 

119 

Women's        lying-in 
convalescent  ward. 

— 

— 

1      10 

1 

V 

99   107 

6,479 

— 

418 

117 

Women's  labour  ward 

- 

- 

.        4 

J9 

,»            „   106 

0,660 

• 

216 

116 

Women's  sick  ward  - 

- 

- 

19 

99 

y,            99  104 

9,497 

. 

820 

114 

Ditto     -     ditto     - 

- 

- 

6 

» 

„   103 

2.631 

— 

216 

113 

Ditto     -     ditto     - 

- 

- 

4 

» 

.,             „   102 

2,338 

- 

203 

112 

Women's  itch  ward  - 

- 

- 

1        4 

99 

,,            „  101 

2,338 

- 

208 

111 

Women's  sick  ward  • 
Old  Infirmary : 

1        8 

>* 

Beds. 

„   100 

4,500 

Cuh.ft. 

386 

127 

71^030 

6,710 

Sup.  ft. 

Ft.  in. 

76 

Men'i*  infirm  ward     - 

-. 

. 

!       9 

26     0 

14     0 

9     6 

3.458 

- 

864 

Flat. 

74 

Ditto     -     ditto      - 

- 

- 

7 

20     0 

16     Q 

10     0 

3,200 

- 

820 

76 

Ditto     -     ditto     - 

_ 

. 

7    ' 

20     0 

16     0 

9     9 

>^-T^ 

3,600 

- 

820 

(i  •  1 

+  20     0 

12     0 

2     0 

) 

12     a       ' 

78 

Ditto     -    ditto     - 

_ 

^ 

»l 

26     2 

14     2 

9     0 

3,809 

'/-^^ 

J 

- 

871 

P     -       1 

1 

+  26     2 

10   10 

1     8 

l»      3         • 

94  1  Women's  infirm  ward 

« 

. 

7 

-     -  same 

Mze  as  •     No.  76 

8,600 

» 

820 

•9 

94  a  j       Ditto     -     ditto      - 

- 

- 

2 

13     7 

9     8         8     9 

1,149 

- 

131 

Flat 

1   (small  room  adjoining} 

96  ;       Ditto     -     ditto      - 

— 

— 

9 

-     -  same 

size  as  -     No.  78 

3,809 

— 

871 

93 

Ditto    -     dJtto     - 

- 

«. 

8 

» 

r           V    75 

3,468 

- 

864 

92 

Ditto     -    ditto     - 
Main  Building: 

7 

9f 

Beds. 

M     74 

8,200 

Cuh.fi. 

820 

66 

29,283 

2,881 

8up.Ji. 

16 

Women's  infirm  ward 

. 

- 

11 

27     8 

22     6 

9     8 

6,018 

"" 

623 

Fl&t. 

16          Ditto     .     ditto     - 

- 

- 

13 

26     4 

22     6 

9  11 

5,876 

693 

19 

1 
26  ;        Ditto     -     ditto      - 

. 

• 

18  1 

27     8 

23     4 

9     6 

'    7,618 

*/-^ 

1 

J 

l 

- 

646 

(k    -.      1 

! 

1 

1 

+  27     8 

17     4 

8     0 

1 
19.412 

U    s       i 

1 

37 

1,862 

Old  Infirmary 

- 

- 

65 

- 

- 

- 

29,283 

- 

2,881 

New  Infirmary 

T( 

XTAL      - 

-     - 

127 

Beds. 

- 

71,030 

Cubfi. 

5,710 

229 

Tot 

AL      -      - 

119,726 

10,468 

Sup.  ft. 

Average  number  of  cubic  feet  of  air  space  to  each  inmate  in  new  iufirnjary 


General  Average 


99 


in  old  infirmary    - 
iTfi  main  building  - 


Avern$;e  number  of  supei'ficial  feet  of  floor  space  to  each  bed  in  new  infirmary 
99  9,  „  99  in  old  infirmary 

99  9f  99  99  in  main  building 

Gcne;al  average       ---..-•-..- 


659     Cub.  ft. 
460         „ 
624 
628 


46     Sup.fi, 

44 

60 

46 


>9 
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SAINT  MARY,  NEWINGTON,   WORKHOUSE. 


(Date  of  Visit,  28th  May  1866.) 


The  limit  of  accommodation  in  this  workhouse  is  fixed  for  694  inmates,  and  to-day 
there  were  488  inmates ;  of  whom  402  were  temporarily  disabled,  or  old  and  infirm,  40 
were  able-bodied,  and  46  were  children. 

There  are  14  rooms  inhabited  by  sick  women  cx)ntaining  95  beds,  occupied  by  day  and 
by  night ;  and  there  are  six  rooms  similarly  occupied  by  sick  men,  containing  45  beds. 
These  20  rooms  will  accommodate  140  persons ;  the  average  cubical  space  for  each  patient 
is  532  feet ;  the  maximum  being  806  feet,  and  the  minimum  365  feet. 

The  average  superficial  feet  occupied  by  each  bed  is  46  ;  the  maximum  being  77,  and 
the  minimum  33  feet. 

A  table  is  annexed  giving  the  details  of  the  measurements  of  each  sick  ward. 

There  is  one  paid  nurse  for  the  sick,  and  one  paid  male  superintendent  for  imbeciles ; 
and  there  are  pauper  nurses  in  every  ward.  There  are  no  day-rooms  for  the  sick  nor 
airing  yards ;  there  is  one  bath-room,  but  there  is  no  hot  water  supply ;  there  are  no 
lavatories,  nor  any  separate  kitchen  for  the  infirmaries ;  the  water-closet  accommodation  is 
insufficient ;  there  are  no  sick  wards  for  children.  There  is  a  detached  building  here  in 
which  there  were  six  cases  of  small-pox ;  this  building  is  wholly  unfit  for  the  purpose  to 
which  it  is  dedicated.  There  are  detached  itch  wanls  for  men  and  women,  both  of  which 
arc  very  defective. 

There  are  no  paid  night  nurses.  The  whole  of  these  wards  are  insuflSciently  ventilated ; 
and,  as  tlje  medical  oflScer  said  to  me, "  At  night  the  stink  in  our  wards  is  overpowering." 
Some  of  the  beds  in  these  infirmaries  were  of  the  following  dimensions :  two  were  4  ft. 
8  in.  long,  and  3  ft.  1  in.  in  breadth ;  another  was  4  ft  4  in.  long,  by  3  ft  9  in.  broad ; 
another  was  4  ft  7  in.  long,  by  2  ft  10  in.  broad. 

There  is  one  medical  oflScer  here  with  a  salary  of  105  /.  per  annum,  the  guardians  finding 
all  drugs ;  he  sees,  professionally,  about  200  cases  daily,  and  prescribes  for  about  30 ;  he 
spends  about  three  hours  daily  in  the  workhouse. 

The  guardians  possess  sufficient  unoccupied  ground  on  which  they  might  erect  proper 
infirmaries  for  this  workhouse. 


Measurements  taken  at  the  Workhouse  of  the  Parish  of  St.  Mary,  Newington,  Surrey. 


Occupied 

Length. 
Ft,    in. 

Breadth. 

Height. 

Contents 

in 
Cubic  Feet 

Namber  it  will  ae- 
commodati*,  in  the 
opinion     of    the 
Medical  OflBcer. 

Area  of 

Floor  in 

Superficial 

Feet 

xVo. 

of 

Ward. 

Class  of  Inmates,  or  Purpose 
to  which  Appropriated. 

By 

Day 
only. 

By 
Night 
only. 

By 

Day  and 
Night. 

Form  of 
CeUing. 

Infirmary : 

No.  of 
Bed*. 

Ft 

in. 

Ft. 

in. 

Women's      lying  -  in 
ward. 

- 

" 

20 
-5 

2 

16 

1 

2 
2 

7 
7 

\   8,702 

- 

320 

Flat 

3 
15 

Women's  convalescent 

ward. 
Women's  sick  ward  - 

- 

I 
double. 

8 
3  ' 

20 

13 
—5 

0 
0 

6 

16 

13 

1 

0 

0 
2 

7 

7 
7 

3.707 
1    1,883 

"* 

320 
163 

99 

4 

Ditto     -     ditto 

- 

- 

'{ 

20 
—6 

2 

6 

16 

1 

1 
2 

6 
6 

1  3,643 

- 

317 

yf 

0 

Ditto     -     ditto 

- 

8 

22 

6 

16 

0 

6 

4,140 

- 

860 

9f 

6 

Ditto     -     ditto 

- 

- 

8 

20 

0 

16 

1 

6 

3,699 

- 

322 

ff 

d 

Ditto     -     ditto 

- 

- 

'{ 

13 
—6 

0 
6 

13 

1 

0 
2 

3 
3 

j    1,829 

- 

163 

ff 

7 

Ditto     .    ditto 

- 

— 

"{ 

37 

+  16 

—6 

2 
0 
6 

16 
0 
2 

0 
9 
2 

* 

4 

4 
4 

I  6,74J 

- 

596^ 

n 

J87. 


H4 
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Measurements  taken  at  the  Workhouse  of  the  Parish  of  St  Mary,  Newington,  Surrey— continued. 

Class  of  Inmates,  or  Purpose 
to  which  Appropriated. 

Occupied 

Length. 

! 

Contents 

in 
Cubic  Feet 

Number  it  will  ao- 
commodate,  in  the 
opinion    of    the 
Medical  Officer. 

Area  of 

Floor  in 

Superficial 

Feet. 

No. 

of 

Ward. 

Hy 
Day 
only. 

By 

Night 
only. 

By 

Day  and 
Night. 

No.qf 
Beds. 

Breadth. 

Height. 

Form  of 
Cdfinj. 

Infiruiary — cont^. 

Ft.    in. 

Ft.  in. 

Ft.  in. 

8 

• 

- 

- 

7 

20     0 

16     1 

11     4 

3,646 

- 

322 

Flat. 

10 

Men's  sick  ward 

~" 

— 

12  1 
I 

37     2 

+  16     0 

—5     6 

16     0 
0     9 
2     2 

11     6 
11     6 
11     5 

I  6,790 

- 

59o 

rt 

11 

Ditto    -    ditta 

- 

- 

7 

20     2 

16  .0 

11     5 

3,684 

- 

323 

n 

12 

Ditto     -     ditto 

- 

- 

7 

20     0 

16     0 

11     6 

3,680 

- 

320 

91 

13 

Ditto    -    ditto 

- 

1 

8 

22     6 

16     0 

11     6 

4,140 

- 

860 

>, 

14 

Ditto    -    ditto 

End  of  Main  Build- 
ing  : 

7 

20     0 

16     0 

11     6 

3,680 

820 

» 

1 

Female  foul  ward     - 

— 

- 

H 

J3     0 
—4     3 

8     1 
1     3 

10     2 
10     2 

}    1,017 

- 

100 

u 

2 

Ditto    -    ditto 

Detached  Building: 

2 
douhle. 

3  f 
I 

21     0 
—6     3 

12     8 
1      1 

10     2 
10     2 

j  2,557 

262 

f 

20 

Male  foul  ward 

• 

_ 

4 

19     3 

16     0        10     6 

3,224 

^ 

807 

7f 

Female  fever  ward  - 

- 

9  r 

1 

23     4 

+  17   10 
—9     9 

16     7 
8     4 
3     3 

10     3 

6  0 

7  0 

^  4,636 

- 

856 

Ci 

Detached  Building : 

y\ 

Women's  itch  ward  - 

- 

- 

4 

23     8 

11     8 

11     4 

3,128 

- 

276 

(fl 

Main  Building : 

22 

Women'*      imhecile 
ATard.    - 

- 

-    - 

8 

22     9 
Beds. 

17     2 

TOTA 

12     6 

,L      -      - 

4,882 

Cub./t. 

891 

Flat. 

1 
Total    - 

184 

74,408 

6,482 

Sup.fi. 

3 

Double  Ikds. 

Average  number  of  cubic  feet  of  air  space  to  each 
inmate .-531  Cubic  feet 

Average  number  of  superficial  feet  of  floor  space  to 
each  bed    -        -        -• 47  Superficial  feet. 
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HAMPSTEAD    WORKHOUSE, 

(Date  of  Visit,  30th  May  1866.) 


The  limit  of  accommodation  in  this  workhouse  is  fixed  for  260  inmates,  and  to-day 
there  were  128  inmates ;  of  whom  92  were  temporarily  disabled,  or  old  and  infirm,  13  were 
able-bodied,  and  23  were  children. 

There  are  six  rooms  inhabited  by  ack  women,  containing  33  beds,  occupied  by  day  and 
by  night ;  and  there  are  four  rooms  similarly  occupied  by  sick  men,  containing  23  beds ; 
these  10  rooms  will  accommodate  56  persons ;  the  average  cubical  space  for  each  patient 
is  626  feet,  the  maximum  being  900  feet,  and  the  minimum  497  feet. 

The  average  superficial  feet  occupied  by  each  bed  is  62,  the  maximum  being  89,  and 
the  minimum  50  teet 

A  Table  is  annexed  giving  the  details  of  the  measurements  of  each  sick  ward. 

There  is  one  medical  officer  here,  with  a  salary  of  40/.  per  annum ;  he  is  also  medical 
officer  of  a  district,  with  a  salary  of  100/.  a  year,  and  he  finds  the  drugs ;  he  has  about  70 
sick  people  on  his  workhouse  medical  books ;  he  sees,  professionally,  about  36  patients 
daily ;  he  can  obtain  all  necessary  stimulants  and  food  for  his  patients ;  there  is  one  paid 
nurse  here ;  the  supply  of  hot  and  cold  water  is  sufficient ;  there  is  a  bath  room ;  and  the 
water-closet  accommodation  is  sufficient ;  but  these  closets  are  not  sufficiently  ventilated, 
and,  generally  speaking,  the  sick  wards  are  not  well  ventilated.  There  are  two  detached 
wards,  each  containing  three  beds,  and  are  called  the  men's  and  women's  infectious  wards ; 
these  rooms  are  badly  lighted  and  badly  ventilated ;  they  are,  in  fact,  altogether  unfit  for 
the  purposes  to  which  they  are  dedicated.    There  are  no  day-rooms  for  the  sick. 


Measurements  taken  at  the  Workhouse  of  the  Parish  of  Hampstead. 

Clasi  of  lomates, 

or  Purpose  to  which 

Appropriated. 

Occupied 

Length. 

Breadth. 

Height. 

Contents 

in 

Cohic  Feet. 

Number  it  will  ac- 
commodate, in  the 
Opinion    of     the 
Medical  Officer. 

Area  of 

Floor  in 

Superficial 

Feet. 

No. 

of 

Ward. 

By 

Day 

only. 

By 

Night 
only. 

N 

By 

Night. 

Form  of 
Ceiling. 

8 
7 
6 

5 
1 
2 
3 

In  Principal  Build- 
ing: 

Women's  sick  ward  - 

Ditto    - 

Ditto    - 
Women's     lying  -  in 

ward    -        - 
Children's  sick  ward- 
Men's  sick  ward 

Ditto    - 

Ditto    -        - 

In  Detached  Build- 
ing: 

Women's     infectious 

ward    -        -        - 

Men's  infectious  ward 

Brought  down  - 
Total   - 

- 

- 

No.  of 
Beds. 

8 
8 

8 

4 
2 
8 
9 
3 

Ft.  in. 

28     5 
28     5 
28     6 

22     4 
11     3 

28  5 

29  0 
16     9 

Beds. 

24  11 
24   11 

Beds. 

Ft.  in. 

17     8 
17  10 
17   10 

9  11 

9  11 

17     9 

15     5 

9  11 

10     8 
10     8 

Ft.  in. 

9  11 

9  11 

10     0 

10     0 
10     0 
10     1 
10    0 
10     1 

10     2 
10     2 

4,978 
5,025 
5,067 

2,215 
1,116 
5,086 
4,470 
1,675 

Cuh.ft. 
Cub.  ft. 

502 
507 
507 

221 
112 
504 
447 
166 

Flat. 

99 

99 

99 

60 

29,632 

2966 

Sup.  ft. 

12 
10 

3 
3 

2.702 
2,702 

266 
266 

Flat. 

6 
50 

5,404 
29,632 

532 
2,966 

1 

- 

56 

35,036 

3,498 

Sup.fi. 

Average  No.  of  Cubic  Feet  of  Air  Space  to  each  Inmate ; 


In  principal  building  - 
In  detached  building  - 
General  average 


-  592  Cub.fi. 

-  625         „ 


Average  No.  of  Superficial  Feet  of  Floor  Space  to  each  Bed: 


In  principal  building 
In  detached  building 
General  average 


-  59  Sup.fl. 

-  88 

-  62 


99 
99 


387- 
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REPORT  ON  THE  INFIRMARY  WARDS  OF 


WEST   LONDON   UNION   WORKHOUSE. 

(Date  of  Visit,  31  May  1866.) 


The  limit  of  accommodation  in  this  workhoase  is  fixed  for  800,  and  to-day  there  were 
486  inmates,  of  whcmi  416  were  temporarily  disabled  or  old  and  infirm,  13  were  able- 
bodied,  and  57  were  children. 

There  are  22  rooms  inhabited  by  sick  women  and  children,  containing  140  beds,  occupied 
by  day  and  by  night ;  there  are  10  rooms  similarly  occupied  by  sick  men,  containing  55 
beds;  these  32  rooms  will  accommodate  195  persons;  the  average  cubiciJ  space  for  each 
patient  is  639  feet ;  the  maximum  being  994  leet,  and  the  minimum  433  feet. 

The  average  superficial  feet  occupied  by  each  bed  is  49 ;  the  maximum  being  77,  and 
the  minimum  24. 

A  Table  is  annexed,  giving  the  details  of  the  measurements  of  each  sick  ward. 

This  is  a  new  worlmouse,  and  has  been  occupied  about  a  year,  and  already  the 
infirmaries  prove  to  be  far  too  small,  so  that  many  of  the  sick  and  bedridden  are  distributed 
about  the  body  of  the  house ;  the  sick  wards  are  badly  constructed,  both  as  regards  the 
means  of  ventilating  and  lighting. 

There  is  a  small  set  of  detached  contagious  wards,  which  are  also  badly  ccmstructed ; 
there  are  no  day-rooms  for  the  convalescent,  and  there  is  a  small  kitchen  for  the  use  of  the 
sick  inmates. 

The  guardians  have  lately  appointed  one  paid  nurse,  and  there  are  pauper  nurses  in 
every  ward. 

There  is  one  medical  officer,  with  a  salary  of  1102^,  and  he  finds  the  drags,  which  cost 
him  45  /.  per  annum ;  there  is  no  dispenser. 

The  duties  of  the  medical  officer  have  for  some  time  past  been  done  by  a  qualified 
deputy,  who  sees,  professionally,  about  152  patients  daily,  and  prescribes  for  about  55 
daily ;  and  he  spends  about  four  hours  daily  in  the  workhouse. 

The  workhouse  stands  on  ground  belonging  to  the  guardians,  a  great  deal  of  which  is 
unoccupied  by  buildings ;  and  upon  which,  therefore,  mey  could,  if  uiey  thought  fit,  build 
sufficient  sick  wards  for  ^e  poor. 


Measurements  taken  at  the  Workhouse  of  the  West  London  Union,  at 

Upper  HoUoway. 

Occupied 

t  will  ac 
ite,inthe 
of    the 
Officer. 

No. 

Claaa  of  Inmatea,  or  Purpose 

_ 

Contents 

Area  of 
Floor  in 

Fomof 

of 
Ward. 

to  which  Appropriated. 

By 
Day 

By 
Night 

By 

and 

Lengtb. 

Breadth. 

Height. 

in 
CabicFeet. 

Number  i( 
commodi 
Opinion 
Medical' 

Superficial 
Feet. 

Ceiling. 

only. 

only. 

Night. 

No.  of 

Infirmary : 

Beds. 

Ft. 

in. 

Ft.  in. 

Ft. 

in. 

28 

Women's  sick  ward  - 

- 

- 

5 

19 

10 

13   11 

13 

0 

3,6R8 

. 

276 

Flat. 

22 

Ditto     -     ditto 

- 

- 

3 

14 

0 

11     0 

13 

0 

2,002 

. 

164 

'* 

25 

Ditto    -     ditto 

- 

- 

2 

10 

5 

13     7 

13 

0 

1,839 

,, 

141 

26 

Ditto     -    ditto 

*" 

•• 

'i 

11 
—  5 

0 
6 

13     7 
1     2 

13 
13 

0 
0 

j  1,859 

- 

143 

99 

19 

Ditto    -    ditto 

— 

— 

'( 

18 
—  5 

10 
9 

15     6 
1    10 

13 
13 

0 
0 

1  3,658 

- 

281 

» 

18 

Women's  lying-in  ward 

- 

- 

4 

19 

0 

13   10 

13 

0 

3,507 

— 

270 

99 

17 

Women's  labour     „ 

^ 

- 

2 

14 

0 

10   10 

13 

0 

1,973 

^ 

152 

2 

Men's  sick  ward 

- 

- 

3 

13 

10 

11     0 

13 

0 

1,978 

^ 

162 

99 

2a 

Ditto    -    ditto      '  - 

- 

- 

5 

19 

9 

14     2 

13 

0 

3,637 

^ 

280 

2b 

Ditto    -     ditto 

- 

- 

4 

13 

2 

15     6 

13 

0 

2,653 

_ 

204 

99 

2c 

Ditt6     -    ditto 

"- 

"" 

'{ 

10 
—  4 

8 
0 

13     8 
1     0 

13 
13 

0 
0 

1  1,843 

- 

142 

» 
»> 

29 

Ditto    -     ditto 

— 

"• 

'{ 

19 
-  5 

0 
0 

15     6 
2     0 

13 
13 

0 
0 

j  3,699 

- 

285 

» 

29a 

Ditto    -    ditto 

- 

- 

4 

14 

0 

15     6 

13 

0 

2,821 

^ 

217 

2yb 

Ditto    -    ditto 

Back  Infirmary  (for 
Infectious   Cases): 

2 

14 

0 

10  11 

13 

0 

1,987 

153 

99 

26 

Children's  sick  ward 

- 

8 

double. 

2 

22 

6 

11   10 

13 

0 

3,461 

- 

266 

99 

26a 

Ditto    -     ditto 

-. 

- 

3 

13 

0 

12     0 

13 

0 

2,028 

— 

156 

266 

Nurse's  room  (used  as 
sick  ward). 

— 

" 

1 

9 

0 

8     0 

13 

0 

936 

— 

72 

27 

Women  and  children's 
sick  w^rd. 

- 

• 

4 

22 

6 

11    10 

13 

0 

3,461 

- 

266 

»> 

27a 

Women's  sick  ward  - 

-     - 

— 

3 

13 
Beds. 

0 

12     0 

13 

0 

• 

2,028 

Cub.  ft. 

156 

» 

TOTAJ. 

3 

13 

Total    - 

11,914 

916 

Sup.Jl. 
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Mbasurbhents  taken  at  the  Workhouse  of  the  West  London  Uunion,  at  Upper  HoUowaj— con^tntie^i. 


No. 

Occupied 

Number  it  will  ac- 
commodate, inthe 
Opinion  of    the 
Medical  Officer. 

Area  of 

Claw  of  Inmate,  or  Purpose 

Length. 

Breadth. 

Height. 

Contents 

Floor  in 

ol 

By 

By 

By 

Form  of 

Ward. 

to  which  Appropriated. 

Day 

Night 

SI 

CnhicFeet 

Superficial 
Feet 

CeOmg. 

only. 

only. 

Night. 

Principal  Bnilding: 

No  of 
Beds. 

Ft.  in. 

Ft. 

in. 

Ft. 

in. 

22 

Men's  sick  and  infirm 
ward. 

- 

- 

11 

80     0 

17 

0 

18 

0 

6,680 

- 

510 

23 

Ditto    -    ditto 

^ 

- 

8 

23     6 

17 

0 

13 

0 

6,194 

m. 

400 

25 

Ditto    -    ditto 

- 

double. 

11 

30     0 

17 

0 

18 

0 

6,630 

- 

510 

15 

Women's  sick  and  in- 
firm ward. 

- 

9 

1 

30     0 

21 

4 

13 

0 

8,320 

*" 

640 

14 

Ditto    -    ditto 

.. 

- 

6 

16  10 

17 

0 

18 

0 

3,720 

— 

286 

13 

Ditto    -    ditto 

. 

1 

7 

22     4 

17 

0 

18 

0 

4,986 

- 

380 

12 

Ditto    -    ditto 

« 

- 

10 

30     0 

17 

0 

18 

0 

6,680 

- 

510 

16 

Ditto    -    ditto 

. 

— 

10 

80     0 

17 

0 

13 

0 

6,680 

- 

510 

18 

Ditto    -    ditto 

-. 

- 

6 

20     6 

17 

0 

13 

0 

4,581 

- 

349 

10 

Ditto    -    ditto 

. 

~m 

14 

30     0 

21 

4 

13 

0 

8,820 

- 

640 

11 

Ditto    .    ditto 

^ 

. 

10 

80     0 

17 

0 

18 

0 

6,630 

- 

510 

lla 

Ditto    .    ditto 

. 

— 

6 

17     2 

16 

9 

13 

0 

8,788 

- 

288 

9 

Ditto    •    ditto 

Total 

-     - 

- 

6 

16  11 
Beds. 

16 

9 
Fox 

18 

AL      - 

0 

8,684 

Cub.ft. 

288 

10 

106 

75,698 

6,816 

Sup./t. 

Infirmary 
Back  Infirmary 
Principal  Building 

Total  - 


SUMMARY. 


double. 
8 

10 


18 


50 

18 

106 


169 


Beds. 


Total    -    " 


Double  Beds. 


87,044 
11,914 
75,593 


124,551 


Cuh.ft. 


2,860 

916 

5,816 


9,582 


Sup.  ft 


Average  Number  of  Cubic  Feet  of  Air  Space  to  each  Inmate : 

In  Infirmary 740  Cubic  Feet. 

In  Back  Infirmary ®^^  " 

In  Principal  Building 600  „ 

General  A^verage 689  Cubic  Feet 

Average  Number  of  Superficial  Feet  of  Floor  Space  to  each  Bed : 

In  Infirmary ^7  Superficial  Feet 

In  Back  Infirmary     - •57  „ 

In  Principal  Building --60  „ 

General  Average 68  Superficial  Feet 
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(INFIRMARY    WARDS). 


COPY  of  Report  of  H.  B.  Famall^  Esq.,  Poor 
Law  Inspector,  on  tho  Ivfirhart  Wards  of 
the  several  Metropolitan  Workhouses,  and 
their  existing  Arrangements. 


{Mr.  Childers.) 


Ordered,  hy  The  House  of  Commoni,  to  be  Prmied, 
2  /ttZy  1866. 


[Price  8  d.] 


387. 

Under  8  oz. 
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RETURN  to  an  Order  of  the  Honourable  The  House  ofCommonty 
dated  10  Jul/  1866; -/or, 


A  COPY  "  of  a  Circular  issued  by  the  Poor  Law  Board  to  the  Metropolitan 
Guardians,  calling;  upon  them  to  appoint  Trained  Nurses  to  attend  the 
Sick  in  the  Workhouses  of  the  Metropolis,  dated  May  1865." 


Poor  Law  Board,!  HENRY  FLEMING, 

2  August  1866.     j  Secretary. 


Letter  addressed  by  the  Poor  Law  Board  to  the  Guardians  of  the  Unions  and 
Parishes  in  the  Metropolitan  District. 

Poor  Law  Board,  Whitehall,  S.W., 
Sir,  5  May  1865. 

The  Poor  Law  Board  deem  it  advisable  to  direct  the  attention  of  the  guardians 
to  the  state  of  their  infirmary  or  sick  wards,  in  regard  to  the  nurses  and  at- 
tendants upon  the  sick. 

The  General  Consolidated  Order,  where  it  is  in  force,  and  the  General  Regu- 
lations which  regulate  the  government  of  the  workhouses  in  places  where  that 
Order  is  not  in  force,  provide  for  the  appointment  of  a  nurse  as  a  paid  officer  of 
the  workhouse.  They  also  provide  for  the  appointment  of  such  assistants  to 
the  nurse,  to  be  likewise  paid  for  their  services,  as  the  guardians  may  deem 
necessary  for  the  efficient  performance  of  the  duties  of  the  office. 

The  Orders  have  prescribed  the  following  as  those  duties  : — 

Art.  213.  The  following  shall  be  the  duties  of  a  nurse  for  the  work- 
house : — 

No.  1.  To  attend  upon  the  sick  in  the  sick  and  lying-in  wards,  and  to 
administer  to  them  all  medicines  and  medical  applications,  according  to 
the  directions  of  the  medical  officer. 

No.  2.  To  inform  the  medical  officer  of  any  defects  which  may  be 
observed  in  the  arrangements  of  the  sick  or  lying-in  ward. 

No.  3.  To  take  care  that  a  light  is  kept  at  night  in  the  sick 
ward. 

It  is  obvious  that  these  duties  require,  in  any  workhouse  where  there  are 
many  sick  patients,  great  care  and  attention  on  the  part  of  the  nurse.  The 
office  is  one  of  very  serious  responsibility  and  labour,  and  requires  to  be  filled 
by  a  person  of  experience  in  the  treatment  of  the  sick,  of  great  respectability 
of  character,  and  of  diligent  and  decorous  habits.  Such  person  cannot 
discharge  the  duties  of  the  office  singly,  but  must  have  the  assistance  of 
others  of  both  sexes ;  and  there  is  scarcely  less  heed  of  the  same  qualities  in 
the  persons  who  are  to  be  the  assistants  than  of  those  required  for  the  chief 
officer. 

Hence  it  is  necessary  that  the  nurses  should  be  adequately  remunerated,  and 
that  they  should  be  appointed  after  a  strict  investigation  of  their  qualifica- 
tions for  the  office.  But  the  Board  consider  it  of  the  highest  importance  that  the 
assistants  to  the  nurse  should  also  be  paid  officers.  By  appointing  paid  assistants 
the  guardians  will  have  an  opportunity  of  selecting  persons  whose  qualifications 
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for  the  office  can  be  properly  ascertained^  and  they  will  also  be  able  to  hold  such 
officers  responsible  for  negligence  or  misconduct,  as  in  the  case  of  the  superior 
officers  of  the  workhouse. 

Where  pauper  inmates  are  directed  to  act  as  assistant  nurses  there  is  no 
stimulus  to  exertion,  no  test  of  capacity,  and  no  responsibility  for  negligence. 

The  Board  therefore  recommend  that  the  guardians  will,  as  far  as  possible^ 
discontinue  the  practice  of  appointing  pauper  inmates  of  the  workhouse  to  act 
as  assistant  nurses  in  the  infirmary  or  sick  ward. 

It  is  alleged  that  there  may  be  some  difficulty  in  finding  an  adequate  sup^diy 
df  competetit  persons  for  these  offices  in  the  workhouses.  Upon  this  point  the 
Board  have  no  definite  information ;  but  this  will  be  readily  tested  if  the  Boards 
of  guardians  are  prepared  to  make  oflfers  of  fair  and  remunerative  wages  or 
salaries  to  those  who  will  be  willing  to  engage. 

The  Board  have  to  make  one  further  observation,  that  where  the  arrange- 
ments of  the  workhouse  will  permit^  it  is  very  desirable  that  special  accommo- 
dation should  be  provided  for  the  nurse  and  the  paid  assistants,  so  that  they 
may  be  always  ready  to  attend  upon  the  patients,  and  be  removed  as  much  as 
possible  from  the  distraction  which  the  proceedings  in  a  large  workhouse  are 
calculated  to  produce. 

The  details  of  these  arrangements  will  doubtless  vary  in  many  of  the  unions 
and  parishes/and  the  Board  will  be  ready  to  entertain  any  communication  which 
the  guardians  may  make  to  them  upon  the  subject ;  but  they  cannot  avoid 
expressing  their  earnest  hope  that  it  will  obtain  the  immediate  attention  of  the 
guardians. 

I  am^  &c. 

To  the  Clerk  to  the  (signed)        Enfieldy  Secretary. 

Guardians  of  the 
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ST.    JAMES,    CLERKENWELL. 


RETURN  to  an  Order  of  the  Honourable  The  Honse  of  Commons, 
dated  6  July  1866  ^--Jw, 

COPY  *^  of  Correspondence  between  the  Poor  Law  Board  and  the  Board  of 
Guardians  of  St.  James,  Clerkenwell,  relating  to  a  Complaint  of  alleged 
Cruelties  made  by  an  Inmate  named  M^GteV 


Poor  Law  Board,     \  RALPH  A.  EARLE, 

16  July  1866J  Secretary. 


—  No.  1. — 

Letter  from  F.  /.  Magee  to  H.  B.  Farnalt,  Esq.,  c.b.,  Poor  Law  Inspector, 
and  received  by  him  on  23  April  1866. 

Sir, 

On  Thursday  afternoon  an  inquest  was  held  at  the  Clerkenwell  work- 
house, Farringdon-road,  before  Dr.  Lankester,  coroner,  relative  to  the  death  of 
James  Hayes,  a  pauper  inmate  of  the  receiving  ward,  and  not  the  insane  ward, 
as  given  in  evidence.  James  Hayes  was  an  imbecile,  aged  50,  and  was  inca* 
pable  of  knowing  right  from  wrong ;  he  was  of  dirty  habits,  but  not  wilfully  so, 
for  he  was  quite  harmless,  and  never  showed  any  vindictiveness  towards  his 
tormentors,  or,  if  I  might  use  the  word,  his  slow  murderers,  as  will  appear  from 
the  evidence  I  will  be  able  to  lay  before  you,  and  on  which  you  can  rely  with 
the  greatest  confidence,  supported  by  the  medical  testimony  of  the  surgeon  as  to 
the  cause  of  death. 

Scultharpe,  the  warder,  sworn. — On  the  26th  of  March  last  Hayes  fell  out  of 
his  bed,  and  appeared  much  hurt;  Mr.  Brown,  the  house  surgeon,  was  imme- 
diately called  in,  and  attended  to  him. 

1st  Witness,  Joseph  Dudley. — 1  saw  Hayes  receive  his  death  wound;  he  was 
knocked  down  and  kicked,  and  beaten  with  a  stick,  on  the  26th  of  March ;  what 
I  seen  was  horrible  from  time  to  lime ;  I  sleep  in  same  ward,  and  I  did  then ; 
if  it  was  knoHti  that  I  said  anything  about  it  I  would  be  turned  out;  a  man 
named  Sharp  saw  it  as  well  as  me,  but  I  don't  know  where  he  could  be  found. 
This  is  the  exact  words  of  the  witness.  •  ' 

2nd  Witness,  Joseph  Sharp,  who  will  corroborate  Dudley,  is  now  an  inmate  of 
the  Holborn  Union,  and  is  come-atable. 

3rd  Witness,  Waughy  the  carpenter  of  the  house. — Hayes  was  a  murdered  man, 
I  saw  hitii  knocked  down  and  kicked  both  by  Sculthorpe  and  Langson,  more 
like  a  beast  than  a  human  being ;  he  must  have  had  the  constitution  of  a  horse 
or  he  would  have  been  dead  long  ago. 

4th  Witness,  George  Wood. — ^I  saw  Hayes  receiving  very  bad  usage ;  it  was 
horrible,  but  I  must  not  speak. 

dth  Witness,  George  Swanson^  optician. — I  saw  Hayes  ill-used,  and  made  to 
stand  in  the  urinal  for  punishment. 

6th  Witness,  Frank  CiementSy  bootmaker. — I  saw  them  knock  him  about,  poor 
fellow,  and  use  him  shameful. 

I  am  in  the  name,  George  Williams ;  I  did  intend  to  stop  more  than  a  few 
days,  but  I  been  so  ill  that  I  am  forced  to  remain  a  little  longer. 

I  remain,  &c. 
(signed)         F.  J.  Magee. 

7th  Witness,  James  Stevens^  a  journeyman  baker,  can  be  found  at  the  club- 
house ;  saw  Hayes  beaten,  and  his  excrement  put  in  his  mouth. 
423-  A  8th  Witness, 
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8th  Wituess,  Mr  Harvey y  cabinetmaker^  lives  in  the  neighbourhood,  and  can 
be  found  any  time. — 1  saw  Hayes  cruelly  used. 

This  is  aU  the  endence  that  1  can  confidently  rely  on  at  present,  but  when 
the  inquiry  takes  place,  I  will  be  able  to  assist  you  further  if  you  can  have 
in  the  room,  on  the  part  of  Hayes,  I  may  do  some  good,  as  I  will  know  all 
witnesses. 

Please  to  write  a  liiie  to  me,  for  I  have,  with  the  master's  assistance,  placed 
them  under  surveillance. 

Write  as  soon  as'  you — 

F.  J.  Magce. 


—  No.  2.  — 

Letter  from  the  Poor  I^w  Board  to  Dr.  Lankester. 

Poor  Law  Board,  Whitehall,  S.W., 
Sir,  24  April  1866. 

-  I  AM  directed  by  the  Poor  Law  Board  to  state  that  their  attrition  has  be^i 
drawn  to  the  circumstance  that  an  inquest  was  held  before  you  on  Thursday 
last,  at  the  workhouse  of  the  parish  of  St.  James,  Clerkenwell,  on  the  body  of 
James  Hayes,  late  a  pauper  inmate  of  that  .establishment. 

1  am  directed  to  request  that  you  will  have  the  goodness  to  furnish  the  Board 
with  a  copy  of  the  depositions  taken  by  you  on  that  occasion,  together  with  a 
copy  of  the  verdict  of  the  jury. 

I'he  Board  will  be  happy  to  remit  to  yOu  the  usual  fee  for  furnishing  these 
documents,  upon  being  informed  of  its  amount. 

I  am,  &c. 
Dr.  Lankester,  Coroner  for  Middlesex,  (signed)        H.  Fleming, 

8,  Savill-row,  W.  Secretary. 


—  No.  3.  — 

Middlesex  (to  wit.) 

Depositions  of  witnesses  taken  and  acknowledged  on  behalf  of  our  Sovereign 
Lady  the  Queen,  touching  the  death  of  James  Hayes,  at  the  house  known  as  the 
Workhouse,  Farringdon-road,  in  the  parish  of  Clerkenwell,  in  the  county  of 
Middlesex  aforesaid,  on  Thursday,  the  12th  day  of  April  1866,  before  Edwin 
Lankester,  Esq.,  one  of  Her  Majesty's  coroners  for  the  said  county,  on  view  of 
the  body  ot  the  said  person  then  and  there  lying  dead. 

Jam£s  Hulthobps,  having  been  sworn  upon  the  day  and  year,  and  at  the 
place  above-mentioned,  deposed  as  follows : — 

I  reside  at  Clerkenwell  worki)ouse  ;  I  am  wardsman  of  the  receiving  ward;  1 
am  paid  an  extra  shilling  a  week ;  deceased  came  into  the  workhouse  two  years 
ago ;  he  came  here  from  the  House  of  Correction  ;  he  had  been  there  three 
months;  on  the  26th  of  last  month  he  fell  out  of  bed  at  three  o'clock  in  the 
afternoon ;  I  went  and  put  him  to-bed  ;  he  fell  on  to  the  left  knee,  and  bruised 
it ;  the  doctor  saw  it  the  same  night ;  the  skin  was  not  broken ;  at  last  it  began 
to  mortify,  and  he  died  on  the  5th  instant,  at  five  o'clock  in  the  afternoon;  he 
was  41  years  of  age  ;  he  was  a  labourer;  the  body  seen  by  the  jurors  is  that  of 
the  deceased,  James  Hayes. 

i\LB£RT  Thompson,  having  been  sworn,  deposed  as  follows  : — 

I  am  master  of  this  workhouse;  deceased  was  admitted  in  November  1868  ; 
he  was  in  a  paralysed  and  imbecile  condition ;  I  saw  deceased  on  the  26th  of 
March ;  I  believe  the  fall  was  quite  an  accidents 

Henrt  John  Brown,  having  been  sworn,  deposed  as  follows  : — 

I  am  F.R.C.S.E.,  registered,  and  surgeon  to  this  workhouse. 
I  was  called  to  deceased  on  the  26th  of  March.     He  had  a  severe  bruise  on 
the  left  knee ;  he  was  in  quite  an  imbecile  and  idiotic  condition. 

The 
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The  fell  was  a  pure  accident. 

After  the  fell,  inflamTnation  took  place,  and  then  mortification  took  place,  and 
he  died  on  the  6th  of  April. 

Cause  of  Death  : — Mortification  from  sloughing  of  a  wound  from  a  fall. 

I  ordered  hira  mutton  chops,  beef  tea,  arrowroot,  beer,  &c,  I  cannot  recollect 
exactly  what  I  giive  him  ;  I  have  about  250  patients  in  my  books.  There  are 
about  520  persons  in  the  house. 


—  No.  4.  — 

Middlesex,  to  wit. 


An  inquisition,  indented,  taken  for  our  Sovereign  the  Queen>  at  the  house 
known  by  the  name  of  the  Workhouse,  Farringdon-road,  in  the  parish  of 
Clerkenwell,  in  the  county  of  Middlesex,  on  the  12th  day  of  April,  in  the 
29th  year  of  the  reign  of  our  Sovereign  Lady  Victoria,  by  the  grace  of  God 
of  the  United  Kingdom  of  Great  Britain  and  Ireland,  Queen,  Defender  of  the 
Faith,  before  Edwin  Lankester,  Esquire,  one  of  the  coroners  of  our  said  Lady  the 
Queen,  for  the  said  county,  on  view  of  the  body  of  James  Hayes,  now  here  Ijing 
dead,  upon  the  oaths,  of  the  several  jurors  whose  names  are  here  underwritten, 
and  seals  affixed,  good  and  lawful  men  of  the  said  county,  duly  chosen,  and  who 
being  now  here  duly  sworn  and  charged  to  inquire  for  our  said  Lady  the  Queen, 
wl^en,  where,  and  by  what  means,  the  said  James  Hayes  came  to  his  deaths  do^ 
upon  their  oaths  say,  that  on  ihe  6th  day  of  April,  in  the  year  aforesaid,  at  the 
parish  foresaid,  in  the  county  aforesaid,  the  said  James  Hayes  was  found  dying, 
and  did  die^  of  the  mortal  efiecta  of  mortification,  from  a  bruise  on  the  leg  ;  and 
the  said  jurors  say  the  said  bruise  was  produced  by  a  fall  from  his  bed,  and  the 
s^d  jurors  further  say  the  said  death  arose  from  accidental  causes. 

In  witness  whereof,  as  well  the  said  coroner  as  the  foreman  of  the  said  jurors 
.md  the  rest  of  the  said  jurors,  have  to  this  inquisition,  set  their  hands  and  seals, 
on  the  day  and  year,  and  at  the  place,  first  above  written. 

Edwin  Lankester^  (v.R.)  Coroner.  James  Fitch.  (v.B.) 

fVilliam  White  Hawkins.  (v,B.)  Enoch  Cattle.  (v.B.) 

Edward  Cornish.  (v.E.)  Samuel  Shergold.  (V.B.) 

John  Folkard.  (v.B.)  Joseph  Dehnam.  (v.B.) 

WiUidm  Mann.  (V-B.)  Friedrich  Rheinlander.  (v.B.) 

'  Martin  J.  Boon.  (.V.B.^  John  Serrell.  (▼•»•) 

Roger  Reaney.  ('^•^•)  Thomas  Lanp.  (V.B.) 


—  No.  6.  — 

Letter  from  the  Poor  Law  Board  to  Dr.  Lankester. 

Sir,  Poor  Law  Board,  Whitehall,  S.W.,  80  April  1866. 

I  AM  directed  by  the  Poor  Law  Board  to  acknowledge  the  receipt  of  your 
letter  of  the  26th  instant,  in  which  you  transmit  to  them  a  copy  of  the  depo- 
sitions taken  at  the  inquest  held  before  you  on  the  body  of  James  Hayes, 
deceased. 

'  I  am  directed  to  express  the  thanks  of  the  Board  for  the  documents  in 
question,  and  to  enclose  a  Post-office  order  for  1  /.  1  s.,  the  amount  of  your  charge 
for  the  same. 

I  am,  &c. 
Dr.  Lankester,  Coroner  for  Middlesex,  (signed)         Enfield^  Secretary. 

23,  Great  Marl  borough-street. 
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—  No.  6.  — 

Letter  from  the  Poor  Law  Board  to  the  Clerk  to  the  Guardians,  Parish  of 

St.  James,  Clerkenwell. 

Sir,  Poor  Law  Board,  Whitehall,  S.W.,  30  April  1866. 

I  AM  directed  by  the  Poor  Law  Board  to  state,  that  they  consider  it  right  to 
send  to  the  Guardians  of  the  parish  ol'  Clerkenwell,  a  copy  of  a  communication 
which  has  been  addressed  to  the  Board  respecting  the  death  of  James  Hayes, 
lately  an  inmate  of  the  workhouse  of  that  parish. 

The  Board,  on  the  receipt  of  the  communication  in  question,  wrote  for  a  copy 
of  the  depositions  taken  at  the  inquest  held  by  the  coroner,  and  such  depositions 
in  no  way  reflect  on  the  officers  of  the  workhouse,  or  show  any  neglect  or  ill- 
treatment  of  the  pauper  in  question. 

I  am,  &c. 
To  E.  Scargill,  Esq.,  (signed)         Enfield,  Secretary. 

Clerk  to  the  Guardians  of  the 
Parish  of  Clerkenwell. 


—  No  7.  — 

Letter  from  the  Clerk  to  the  Guardians  (Clerkenwell),  to  the  Poor  Law  Board. 

Parish  of  Clerkenwell,  Board-room,  Workhouse, 
My  Lord  Viscount,  Farringdon-road,  E.C.,  11  May  1866. 

I  AM  directed  by  the  Guardians  of  the  Poor  of  this  parish  to  acknowledge  the 
receipt  of  your  Lordship's  communication  fron)  the  Poor  Law  Board,  respecting 
the  death  of  James  Hayes,  lately  an  inmate  of  this  house,  and  also  of  a  copy  <rf 
statements  relative  thereto,  from  a  man  who  signs  them  as  F.  J.  Magee,  but  who 
obtained  admission  here  under  the  name  ot  George  Williams. 

On  the  receipt  of  the  above,  the  Guardians  commenced  a  strict  inquiry  into 
the  circumstances,  the  result  of  which  was  a  unanimous  concurrence  in  the 
following  resolution : — 

''Ihat  the  Poor  Law  Board  be  informed  that  the  Guardians  having 
thoroughly  investigated  the  case,  and  examined  various  witnesses  upon  the 
subject,  are  of  opinion  that  there  is  no  ground  for  the  allegations  made  bj 
the  man  Magee,  aUas  Williams." 

I  am,  &c. 
(signed)         Edwd.  Scargill, 
Viscount  Enfield,  Secretary,  Clerk  to  the  Guardians. 

Poor  Law  Board. 


—  No.  8.  — 

Letter  frx)m  the  Poor  Law  Board  to  the  Clerk  to  the  Guardians  (Clerkenwell). 

Poor  Law  Board,  Whitehall,  S.W., 
Sir,  2  June  1866. 

1  AM  (iirected  by  the  Poor  Law  Board  to  acknowledge  the  receipt  of  your 
letter  of  the  11th  ultimo,  containing  a  copy  of  a  resolution  of  the  Guardians  of 
the  Poor  of  the  parish  of  Clerkenwell,  to  the  eflFect  that  having  thoroughly 
investigated  the  case,  and  examined  various  witnesses  on  the  subject,  the 
Guardians  are  ot  opinion  that  there  is  no  ground  for  the  allegations  made  by 
F.  J.  Magee,  respecting  the  circumstances  attending  the  death  of  James  Hayes, 
late  an. inmate  of  the  workhouse. 

I  ant  directed  to  request  that  the  statements  of  the  witnesses  who  were 
examined  by  the  Guardians  in  this  matter,  may  be  forwarded  to  the  Board  for 
their  perusal. 

I  am,  &c. 
To  E.  Scargill,  Esq.,  (signed)         H.  Fleming, 

Clerk  to  the  Guardians  of  the  Poor  of  the  Secretary. 

Parish  of  Clerkenwell. 
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—  No.  9.  — 

Lbtter  from  the  Clerk  to  the  Guardians  (Clerkenwell),  to  the  Poor  Law  Board • 

Parish  of  Clerkenwell,  Clerk's  Office, 
Sir,  Farringdon-road,  13  June  1866. 

In  compliance  with  the  request  of  the  Poor  Law  Board,  contained  in  your 
communication  of  the  2nd  instant,  No,  18539a,  I  send  herewith  the  statements 
of  the  persons  questioned  relative  to  the  alleged  ill-treatment  of  James  Hayes, 
who  died  in  this  house,  as  they  were  taken  by  one  of  the  members  of  the  Board 
of  Guardians. 

I  remain,  &c. 
H.  Fleming,  Esq.,  Secretary,  (signed)         Edwd.  Scargilly  Clerk. 

Poor  Law  Board. 


—  No.  10. — 

Statement  of  Witnesses  examined   by  the   Guardians  (Clerkenwell),  on   the 
subject  of  the  Death  of  James  Hayes. 

What  is  your  name  r — Williams. 

You  have  written  a  letter  to  the  Poor  Law  Board,  respecting  the  ill-treatment 
of  James  Hayes,  lately  an  inmate  of  this  house  ? — Yes. 

Did  you  ever  see  him  ill-used  ? — No. 

If  you  did  not  see  him  ill-used,  how  do  you  know  he  was  r — I  got  evidence  by 
talking  with  Waugh,  the  carpenter,  and  Dudley. 

Did  you  ever  complain  to  any  one  in  the  house  of  any  cruelty  being  exer- 
cised towards  Hayes  ? — I  told  the  wardsmau,  in  the  presence  of  the  master,  that 
it  was  well  for  him  (Hayes)  that  he  was  out  of  his  misery,  for  he  was  a  murdered 
man.  Other  witnesses  saw  him  receive  the  wound  on  his  leg  which  caused  his 
death. 

Did  you  ever  make  any  complaint  to  Mr.  Farnall? — The  last  time  Mr. 
Farnall  was  going  through  the  house,  I  was  standing  before  the  fire,  and  he 
came  up  to  me  and  shook  hands,  but  what  I  said  I  now  refuse  to  state. 

Did  you  ever  hear  of  Hayes  being  ill-treated  before  death? — I  believe  the 
master  is  in  possession  of  facts. 

Was  there  any  reason  why  you  did  not  communicate  with  the  master  ? — (No 
answer.) 

Was  you  aware  that  such  ill-treatment  was  used  towards  Hayes  before  his 
death  ? — I  was  not  aware  of  such  cruelty  till  after  his  death. 

Is  it  not  your  duty  to  give  evidence  of  such  treatment  before  death  ? — I  was 
not  in  the  ward  at  the  time.  I  failed  in  my  duty,  and  did  not  communicate 
with  the  medical  officer  or  the  master. 

When  did  you  first  know  of  these  statements  ? — ^The  day  after  Hayes*  death. 

How  long  before  Hayes'  death  did  you  know  of  he  being  ill-treated  ? — ^About 
a  month. 

Did  you  hear  more  than  once  of  ill-treatment  ? — Yes.  A  man  known  by  the 
name  of  Dummy  has  been  ordered  by  the  master  to  empty  excrement  and  pots, 
and  the  master  stopped  it  several  times.  The  doctor  then  ordered  him  two 
ounces  of  gin,  and  he  then  gave  it  up.  Taylor,  the  wardsman,  said  he  would 
do  it,  and  he  did.     I  said  to  him,  '^  You  have  done  things  which  you  ought  not 

to  do,"  and  he  told  me  to  kiss  his (such  an  expression  I  never  had  before 

made  to  me).  Another  said  he  would  throw  me  down  stairs  and  break  my 
neck,  for  my  interference.     Dudley  knows  of  it. 

When  did  you  see  Dudley? — Yesterday;  but  did  not  communicate  with 
him. 

What  was  your  motive  in  writing  to  the  Poor  Law  Board  ? — The  thanks  of 
the  public  and  the  well-wishes  of  the  poor  inmates. 

Did  you  ever  receive  any  remuneration  for  information  given  ? — Yes ;  from 
Mr.  Forster,  3/.;  Sir  Thomas  Henry,  13/.  ;  Mr.  Farnall,  3/.;  and  many  other 
sums,  which  are  secret.     Mr.  Farnall  I  know  personally.     Lady  Forster  shook 
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hands  with  me,  and  said  she  wished  there  were  more  Magees  and  less 
Gibbons. 

How  do  you  mean  personally ;  is  he  in  any  way  related  ?— When  I  say  I  know 
him  personally,  I  mean  if  I  meet  him  he  shakes  hands,  and  I  can  address  him  as 
any  one  of  you  gentlemen  here. 

now  did  you  first  become  acquainted  with  Mr.  Famall  ? — From  the  case  at 
St.  Giles's. 

What  brought  you  here  ? — I  came  in  ilL  I  have  communicated  with  Mr. 
Farnall.  I  have  complained  to  the  master  and  matron,  and  Mr.  Croucher  hag 
heard  me.  Did  you  not,  Mr.  Croucher,  hear  me  ask  to  have  a  little  more  tea  put 
in  my  pot 

Have  you  any  complaint  against  the  master  ? — No. 

Why  did  you  collect  information  ? — Humanity. 

Did  you  communicate  with  the  master  upon  cruelty  before  the  death  of  Hayes  ? 
— Yes. 

[The  master  was  here  called  in,  and  stated  that  Williams  had  spoken  to  him 
on  the  subject,  but  he  (Williams)  refiised  to  give  any  evidence  before  writing 
to  the  Poor  Law  Board.  He  mentioned  but  one  witness  (Sharp),  and  that  was 
on  the  Friday  previous  to  his  writing.  At  the  same  time  he  (the  master)  wished 
it  to  be  understood  that  all  persons  who  are  aware  of  anything  wrong  immediately 
upon  going  my  rounds,  if  reported,  has  the  grievance  remedied,  if  possible.] 

What  was  your  object  in  changing  yonr  name  from  Magee  to  Williams? — 
Because  I  did  not  want  my  name  to  be  known  as  the  man  who  was  in  St.  Giles's 
affair. 

6e0RG£   Sw ANSON. 

Did  you  know  the  man  Hayes  r — Yes. 

Did  you  ever  see  him  ill-used  ? — I  have  seen  Langstone  kick  his  backside.  I 
am  very  inexperienced,  and  believe  it  was  more  larking  than  cruelty. 

Did  it  hurt  him  ?— No. 

Was  he  kicked  with  a  shoe  ? — Langstone  merely  raised  his  foot,  and  moved 
him  on  before  him. 

Was  it  long  before  death? — It  was  but  a  few  months  before  his  death. 

Did  you  ever  see  him  placed  in  the  urinal  ? — Yes. 

By  whose  order  ? — Langston. 

Hayes  was  considered  a  dirty  man  ? — Very. 

He  could  come  out  of  the  urinal  if  he  liked  ?— Yes. 

It  was  not  any  punishment  ? — No ;  I  beckoned  him,  and  he  retired  to  his 
ward. 

Did  3rou  communicate  with  the  master? — I  told  him. 

Did  you  ever  see  Hayes  used  in  a  cruel  manner  ?—  No. 

Should  you  upon  seeing  anyone  ill-treated  report  the  same  r — I  should  have 
reported  and  resisted  it. 

Frank  Clbmments. 

Did  you  know  Hayes  ?  —  No ;  I  have  not  been  in  the  ward  for  last  three 
months. 

Do  you  know  Williams  ?— Yes. 

Again,  did  you  not  know  the  man  Hayes  ?— I  know  nothing  of  him. 

Did  you  ever  say  to  Williams  that  you  saw  Hayes  knocked  down  and  beaten 
with  a  stick  ? — I  do  not  know  Hayes  ;  but  Williams  came  to  him,  and  asked  him 
to  give  him  his  Christian  name,  and  he  put  something  down  on  a  piece  of  paper, 
and  put  it  in  his  pocket.  I  asked  him  what  it  was  for,  and  said,  "  Do  not  put 
my  name  down  to  anything  I  never  saw.*' 

While  you  were  in  the  ward  did  you  ever  see  Langston  or  Sculthorpe  ill-treat 
any  of  the  inmates  in  the  ward  r — No,  certainly  not. 

Thomas  Waugh,  Carpenter. 

Do  you  know  a  man  by  the  name  of  Magee  ? — No, 

Do  you  know  Williams  ? — ^Yes. 

Did  you  ever  see  the  man  Hayes  ill-treated  r — No. 

Nor  heard  of  it?— No. 

You  never  conveyed  to  Williams  that  Hayes  wag  ill-treated-^Certainly  not. 

Did 
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Did  you  ever  at  any  time  say  that  Hayes  was  a  murdered  maa  ?— Never  said  so.. 

Was  any  evidence  taken  while  you  were  in  the  carpenters'  shop  ? — No ;  I  was 
away  at  the  house  in  Clerken  well-close.  I  am  prepared,  i^  required,  to  be  put 
upon  my  oath  as  to  the  above. 

JosBPH  Dudley. 

Did  you  know  Hayes  ?  —I  knew  him. 

Did  you  ever  ^^ee  him  beaten  with  a  broomstick  ? — No  ;  but  I  have  seen  him 
kicked  by  Langston,  and  the  blood  showed  on  his  leg. 

You  mean  to  say  that  the  skin  was  knocked  off,  and  it  was  an  abrasion  ? — 
Yes. 

Do  you  know  Magee  ? — Yes. 

Will  you  state  what  transpired  between  you  and  him  respecting  Hayes  ? — 
Nothing. 

Did  he  ask  you  any  questions  ? — No. 

Are  you  prepared  to  say  he  was  a  murdered  man,  and  that  you  saw  him  receive 
his  death  wound  ? — No  such  thing. 

Was  you  ever  threatened  that  if  you  informed  you  should  be  turned  out  ? — 
All  false. 

To  what  extent  had  cruelty  been  used  towards  Hayes  ? — He  had  been  knocked 
about  by  Langston. 

Did  you  ever  communicate  with  the  master? — No,  I  treated  it  as  too  light  a 
matter  to  tell  the  master. 

Did  you  see  Hayes  on  the  22d  March  knocked  down  and  beaten  with  a  stick! 
— No,  I  did  not ;  I  sleep  in  same  ward. 

If  you  saw  any  inmate  ill-treated,  would  you  be  afraid  to  communicate  it  to 
the  master? — Certainly  not ;  the  whole  of  the  statement  in  the  letter  is  utterly 
false  with  the  exception  of  the  kick,  and  I  am  prepared  to  be  put  on  oath  if 
required. 

George  Wood. 

Did  you  know  Hayes  ? — Yes. 

Did  you  ever  see  him  ill  treated  ? — No,  I  never  made  any  complaints  in  my 
life.  I  only  saw  Sculthorpe  larking  in  the  receiving  ward  and  anticking  about ; 
I  have  seen  him  in  the  yard.  The  people  used  to  take  him  down ;  I  never  saw 
him  kicked  ;  I  never  saw  any  violence  used.  I  have  seen  him  anticking  about^ 
and  have  seen  him  stuck  against  the  wall,  holding  a  broom.  If  I  had  seen  him 
ill-used  1  should  have  complained  to  master,  and  should  also  have  checked  any 
one  doing  so.     I  do  not  think  he  was  in  his  right  mind* 

Were  you  ever  told  you  must  not  speak  ? — No  such  thing. 

Joseph  Sharp,  Inmate  of  Holbom  Union. 

Did  you  ever  see  Hayes  ill-used  ? — Yes, 

How? — Struck  over  body  and  legs  by  Langston,  with  a  broom  handle. 

How  long  ago? — ^About  middle  of  March  or  latter  end. 

If  you  thought  him  badly  used,  why  did  you  not  report  it? — There  was  only 
one  wardsman  present,  and  it  was  no  good  speaking  to  him ;  I  was  not  in  a 
position  myself  to  do  so,  as  my  clothes  were  taken  from  me  on  account  of  a 
disease  I  was  suffering  from,  and  thought  it  was  best  to  be  quiet,  as  the  least  said 
was  soonest  mended.  Sculthorpe  sometimes  would  strike  him,  but  Langston,  the 
helper,  would  pull  him  out  of  bed,  I  think  an  imbecile. 

Do  you  think  his  death  was  caused  by  being  beat  violently  ? — Sufficient  to  hurt 
bones  or  wounds ;  he  had  neither  medicine  nor  beef  tea,  but  sometimes  a  linseed 
poultice  on  his  leg.     This  is  the  first  time  I  have  said  anything. 

Were  you  at  the  inquest? — No,  I  was  not  called. 

Why  did  you  not  express  a  wish  to  be  on  the  inquest  ? — Because  others  in  the 
ward  could  give  better  evidence. 

Do  you  think  the  authorities  would  have  protected  you  ? — Yes. 

Do  you  think  it  was  cruelty  ? — It  was  wanton  mischief.  Langston,  came  into 
the  ward  one  afternoon  and  pulled  Hayes  out  of  bed ;  he  had  before  dirtied  on 
the  floor ;  Charley  was  called  forward  to  pick  up  the  excrement,  and  rubbed  it 
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over  fais  moutli  and  face,  ancl  hall-hour  after  washed  it  off,  Langstone  holding 
him  dowtt. 

What  day  was  it  when  you  saw  this  ? — Cannot  8ay. 

Why  did  you  not  report? — Because  I  only  saw  the  master  about  once  in  three 
days,  and  the  doctor  once  a  day.  Hayes  was  told  to  pick  up  tiie  excrement 
himself  and  bring  it  to  Charley,  which  he  did,  and  rub  it  over  his  mouth  and 
face. 

What  were  you  before  you  came  into,  this  house? — A  cabinet-maker,  employed 
at  Mr.  Thompson's,  Club-row,  Bethuall  Green ;  and  lost  my  character  because  1 
left  my  work  unfinished.  (That  from  the  time  of  his  entrance  to  his  discharge 
he  was  entered  on  the  books  as  imbecile,  and  ultimately  will  become  a  con^ 
firmed  lunatic— Dr.  Brown.; 

SCULTHORPB. 

Did  you  know  Hayes  ? — Yes. 

Who  is  Charley  h — A  paralyzed  patient,  cannot  move  about ;  he  is  placed  in  a 
chair,  and  there  he  sits ;  he  can  use  his  hands  but  very  little,  so  much  so  that  he 
can  scarce  raise  them  to  his  head. 

The  witness  Sharp,  states  that  Langstone  has  been  seen  to  beat  and  knock 
Hayes  about ;  is  such  the  case  ? — Never,  in  my  presence. 

How  often  does  the  master  come  into  the  ward  ? — Twice,  and  sometimes  three 
times  a  day.  As  to  Sharpe,  I  think  him  quite  incapable  of  giving  evidence,  for 
jif  told  any  thing  one  day  he  knew  nothing  on  the  day  following. 
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LAMBETH    WORKHOUSE. 


RETURN  to  an  Order  of  the  Honourable  The  House  of  Commons, 
dated  9  July  1 866  \—for^ 


COPY  "  of  a  Correspondence,  commencing:  April  1865,  between  Thomas 
Rowley t  Labour  Master  of  the  T^ambeth  Workhouse,  and  the  Poor  Law 
Board,  and  between  the  Poor  Law  Board  and  the  Board  of  Guardians  of  the 
Lambeth  Workhouse,  relating  to  certain  Charges  against  the  Manage- 
ment of  the  Workhouse." 


Poor  Law  Board,!  RALPH  A.  EARLE, 

28  Jul  J  1866.  J  Secretary. 


No.  1. 

Letter  from  Thomas  Rowley  to  the  Poor  Law  Board. 

89,  Vauxhall-street,  Upper  Kennington-lane, 
My  Lords  and  Gentleiiien,  6  April  1865. 

I  HAVE  filled  the  situation  of  taskmaster  for  two  years  and  three  months,  and 
wish  to  lay  the  following  before  you  for  investigation : — 

During  that  time  the  master  has  only  been  at  his  office  twice,  and  that  was  in 
January  1863.  At  63  a.m.  it  is  a  very  rare  thing  to  see  the  master  or  matron  at 
the  proper  time,  that  is  to  say,  one  six  months  at  8  and  the  other  at  7  a.m. ; 
mostly  from  three-quarters  to  one  hour  after  the  lime:  the  front  of  the  ofiKce 
blocked  up  with  inmates  and  visitors. 

The  master's  children,  two  daughters  and  a  son,  have  lived  in  the  house  from 
last  Midsummer  till  January  1865  ;  the  girls  go  to  school,  and  are  fetched  to  the 
house  every  Saturday  afternoon  by  an  inmate  named  Furley,  who  is  dressed  in 
plain  clothes,  a  suit  given  to  him  by  the  master,  and  takes  them  to  school  on 
Monday  morning ;  the  son,  a  boy  about  eight  or  nine  years,  has  been  at  the 
house  the  whole  time,  and  is  still  here ;  and  during  the  time  of  the  three  children 
being  there,  a  son  of  the  master  from  Peterboro*  stopped  at  the  house  for  a 
month,  also  the  matron's  father  for  seven  weeks ;  the  children's  boots  have  been 
mended,  and  the  boys'  clothes  made  in  tailors'  shop ;  there  is  a  Miss  Manley 
been  living  there  for  the  last  three  weeks,  and  is  still  there ;  the  master  has  a 
servant  named  Ann  Carley,  and  three  inmates  acting  as  servants,  and  are  kept 
up  till  1 1  and  half-past  every  night,  and  some  times  later,  their  names  Scholes- 
ford  and  Wybern.  Two  large  boxes,  made  in  the  carpenter's  shop,  with  han- 
dles and  locks,  for  the  matron's  sister,  Miss  Benson,  when  she  went  to  Prussia, 
value  1  /.  each,  1863 ;  also  a  large  box  made  for  the  Miss  Days,  with  handles 
and  lock,  value  15^.,  Christmas,  1864. 

Inmate  named  Ashley,  carpenter,  not  done  any  work  for  the  house  for  the  last 
six  weeks ;  he  has  been  repairing  and  French  polishing  furniture  belonging  to 
the  matron's  father,  and  working  in  the  master's  apartments. 

The  wasteful  expenditure  of  the  parish  money  on  the  master's  apartments ;  a 
tin  globe  and  flexible  tube,  cost  1/.  0  ^.  4(2.,  let  in  the  ceiling  to  take  the  heat  of 
the  gas  up  the  chimney. 
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The  master's  apartments  was  painted  only  the  summer  before  last,  and  they 
did  not  want  it,  the  ceilings  being  distempered,  and  paint  cleaned,  they  would 
look  very  well : — 

£. 
5  J  gallons  turps-        »------! 

2J      „       oil - 

2  firkins  size        -------... 

Ultramarine  blue  -------- 

Whiiing     ---------- 

Lake  .--.------ 

Vermillion  ---------- 

Copal  varnish      --------- 

Mnstic      „  --------- 

While  lead,  2--; 2 

Varnish,  green    --------- 


8. 

d. 

6 

3 

7 

6 

3 

— 

ft 

-. 

4 

- 

8 

— 

5 

- 

2 

— 

10 

6 

10 

— 

4 

6 

£.  6  15     9 


A  large  pigeon  house,  made  in  the  carpenter's  shop,  value  £,  1(K 

There  has  been  complaints  of  the  quality  of  the  meat.  I  have  heard  Mr. 
Purssey,  one  of  the  guardians,  complain  to  the  matron  three  times  that  the 
mutton  was  not  what  it  should  he ;  the  butcher  was  paid  a  good  price,  &c.,  for 
it.  But  that  is  not  to  be  wondered  at,  when  I  have  seen,  and  others,  pheasants, 
fowls,  geese,  rabbits,  and  a  sucking  pig,  come  in  the  sheep's  bellies. 

The  same  by  the  greengrocer  The  officers  get  mutton  and  potatoes  four  days 
out  of  seven,  while  the  master  and  his  family  gel  every  dainty  of  the  season. 
What  a  very  nice  thing  for  a  officer  to  send  out  to  buy  two  pennyworth  of  greens. 
Friday,  31st  ult.,  the  cook  asked  the  matron  if  the  officers  should  have  any  other 
vegetable,  but  the  matron  said  ''  No,  the  greengrocer's  bill  would  be  heavy 
this  week  ;*'  but  not  with  what  we  had.  The  storekeeper,  Mr.  M^Kentty,  heard 
this,  and  came  to  the  mess-room  and  told  the  officers  of  it. 

And  a  most  disgraceful  and  inhuman  practice  is  this :  I  have  seen  poor  persons 
come  with  medical  orders  for  wine  and  other  things,  and  have  to  wait  from  one 
to  two  hours ;  the  porter  dare  not  send  up-stairs  for  the  master  or  matron  to 
sign  them,  for  the  distributor  could  give  them. 

There  was  a  case  last  Thursday,  31st  ult. ;  a  poor  woman  came  with  a  medical 
order.  I  heard  tell  Mr.  Liiley,  the  porter,  she  could  not  wait ;  for  the  perron 
was  so  ill  she  could  not  stop.  I  said  to  Mr.  Liiley,  "  If  I  was  m  your  place  1 
should  send  it  up,  and  then  if  anything  happens  it  will  be  off  your  shoulders/* 
Mr.  Liiley  rang  the  master's  bell,  and  the  servant,  Ann  Carley,  came  downj  but 
she  said  she  dare  not  take  it  in,  for  the  master  and  matron  had  only  just  sat 
dawn  to  tea ;  so  the  poor  woman  went  out  and  said  she  would  come  again,  for 
she  dare  not  wait. 

[The  admissions  passed  February  28  at  8.10  p.m* 
The  admissions  passed  March  SI  at  8^0  p.m. 

By  Mr.  Reeves,  a  lad  in  the  master's  office  ;  a  very  nice  way  of  doing 
things.] 

The  late  storekeeper,  Mr.  Hester,  left  because  he  would  not  do  a  book, 
which  is  made  of  cartridge  paper,  and  headed  the  same  as  the  master's  book, 
which  he  should  keep  himself  as  a  check  on  the  storekeeper.  This  book  is  called 
by  the  officers  the  cooking  book,  that  is,  it  is  made  up  to  suit  the  master,  and 
then  he  enters  it  in  his  own  book  when  the  things  have  been  nicely  hashed  by 
Mr.  Reeves,  M'Kentty,  and  an  inmate  named  Meredith.  What  should  Mr. 
Reeves  know  what  is  given  out  of  the  store?  But  that  don't  matter,  it  is  aD 
cooked  up  in  this  cartridge  book. 

[Also  10  gallons  of  ale,  booked  to  the  officers  every  week ;  we  see  it  go  in  the 
cellar,  and  that  is  about  all.     Price  1/.  10^.] 

Some  time  ago  the  officers  had  a  pound  of  bacon  each  per  week  for  breakfast, 
and  a  pound  of  meat  stopped  from  each  for  it.  The  master  took  it  off,  stating, 
as  a  reason,  the  guardians  coiikl  not  allow  because  it  was  so  dear;  but  the  master 
has  not  taken  it  off  himself,  for  I  have  seen  five  or  six  rashers  being  cooked  in 
the  kitchen,  and  eggs  out  of  number.     Mr.  M*Kentty  said  the  nmster  and  his 
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family  had  200  eggs  the  other  week ;  and  the  same  by  the  meat ;  nine  officers 
get  84  or  9  lbs.,  while  the  master  gets  20  lbs.  No  matter,  it  can  all  be  made 
right  in  the  cooking  book.  It  is  a  well-known  fact  in  the  mast^'s  office  that  he 
has  not  touched  his  book  since  last  audit. 

Waiting  your  reply, 

I  am,  &c 

To  the  Poor  Law  Commissioners.  (signed)         Thos.  Rawiej. 

p^S. — At  the  request  of  the  guardians  I  left  a  copy  with  Mr.  VV.  T.  Logan 
this  day,  6th  April  1865,  at  St.  Mary's  Workhouse,  Lambeth. 


No.  2. 

Letter  from  the  Poor  Law  Board  to  Thomas  Rawlejf. 

Poor  Law  Board,  Whitehall,  S.W., 
Sir,  18  April  1865. 

I  AM  directed  by  the  Poor  Law  Board  to  acknowledge  the  receipt  of  your 
letter  of  the  6th  instant,  in  which  you  complain  of  the  proceedings  of  the  master 
and  matron  of  the  workhouse  of  the  parish  of  St.  Mary,  Lambeth,  and  to  inform 
you  that  the  subject  of  that  communication  shall  receive  the  consideration  of  the 
Board. 

I  am,  &c. 
Mr.  T.  Rawley,  89  Vauxhall-street,  (signed)         Enfield,  Secretary. 

Upper  Kennington-lane. 


No.  3. 

Letter  from  the  Poor  Law  Board  to  the  Clerk  to  the  Guardians  of  the  Parish 

of  St.  Mary,  Lambeth. 

Poor  Law  Board,  Whitehall,  S.W., 
Sir,  18  April  1865. 

I  AM  directed  by  the  Poor  Law  Board  to  transmit  to  the  Guardians  of  tlie 
parish  of  St.  Mary,  Lambeth,  the  accompanying  copy  of  a  letter  which  has  been 
addressed  to  the  Board  by  Mr.  Thomas  Kawley,  late  taskmaster  of  the  work- 
house, complaining  of  the  general  conduct  and  proceedings  of  the  master  and 
matron  of  that  establishment. 

The  Board  will  be  glad  to  he  furnished  with  any  observations  which  the 
Guardians  may  desire  to  offer  on  the  subject  of  the  enclosed  communication. 

W.  T.  Logan,  Esq.,  I  am,  &c. 

Clerk  to  the  Guardians  of  the  (signed)         JSnfield,  Secretary. 

Parish  of  St.  Mary,  Lambeth. 


No.  4. 

Letter  from  the  Clerk  to  the  Guardians  of  the  Parish  of  St.  Mary,  Lambeth, 

to  the  Poor  Law  Board. 

My  Lords  and  Gentlemen,  Lambeth  Workhouse,  26  April  1865. 

1  AM  directed  by  the  Board  of  Guardians  for  the  parish  of  Lambeth  to  acknow- 
ledge the  receipt  of  your  letter  of  the  18th  instant  (No.  11,587),  and  its  accom- 
panying copy  of  a  letter  addressed  to  your  Board  by  Thomas  Rawley,  the  late 
taskmaster  at  this  workhouse,  and  to  acquaint  you  that  the  Board  of  Guardians 
are  now  engaged  in  the  investigation  of  the  allegations  contained  in  such  letter, 
and  will  in  the  course  of  a  few  days  be  prepared  to  report  the  result  of  their 
inquiries. 

I  have,  &c. 
To  the  Poor  Law  Board,  (signed)         IV.  2\  Logan,  Clerk. 

Whitehalli  London. 
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No.  5. 

Letter  from  the  Clerk  to  the  Guardians  of  the  Parish  of  St.  Mary,  Lambeth, 

to  the  Poor  Law  Board. 

My  Lords  and  Gentlemen,  Lambeth  Workhouse,  4  May  1865. 

With  reference  to  your  letter  of  the  18th  April  last  (No.  11,587),  audits 
accompanying  copy  of  a  letter  addressed  to  your  Board  by  Mr.  Thomas  Rawley, 
the  late  taskmaster  at  this  workhouse,  I  am  directed  by  the  Board  of  Guardians 
to  acquaint  you  that  they  have  called  upon  the  master  (Mr.  Day)  for  his  explana- 
tions, in  answer  to  the  allegations  contained  in  such  letter,  and  I  am  to  transmit 
herewith  for  your  information  the  master's  replies  thereto. 

I  have,  &c. 
The  Poor  Law  Board,  (signed)         JV.  T.  Logatiy  Clerk. 

Whitehall,  London. 


Enclosure  in  No.  5. 


Mr.  Day  (the  Master)  replies  to  the  allegations  contained  in  Mr.  Rawlet/s  letter,  addressed 
The  Poor  Law  Board,  dated  6  April  1865. 

1.  For  the  first  three  years  of  my  office  as  master,  I  invariably  attended  to  business  at 
six  o'clock  in  the  morning,  but  I  found  that  I  could  not  continue  doing  so,  such  early  rising 
being  injurious  to  my  health.  I  always  see  applicants  at  my  office  on  Monday  morning  at 
seven  o'clock  in  summer,  and  between  that  hour  and  eight  o'clock  in  winter.  I  m^y  have 
been  occasionally  a  few  minutes  behind  time  before  commencing  the  ordinary  morning 
business. 

Visitors  never  have  occasion  to  wait,  as  the  porter  is  privileged  to  pass  them  through  to 
the  inmates  they  wish  to  see. 

2.  My  two  daughters  came  from  school  for  the  Midsummer  holidays  last  year,  and  I  was 
desirous  of  changing  their  school,  and  was  not  successful  for  six  months,  during  which 
time  they  remained  with  me  at  this  house.  I  found  a  suitable  school  at  Christmas  last,  and 
they  left.  They  go  on  Monday  morning,  and  return  on  Saturday  evening.  I  have  supplied 
Furley  with  my  own  left-off  clothing  during  the  winter  months,  and  have  sent  kim  to  and 
fro  with  the  children  as  a  protection.  My  son  is  a  day  boarder  at  Dr.  Pinche's,  Walcot- 
place,  and  has  recenily  slept  at  this  workhouse. 

Mr.  Bonser  (the  matron's  father)  was  here  about  five  weeks,  pending  arrangements  then 
making  for  his  final  residence. 

My  son,  from  Peterborough,  having  a  holiday,  came  to  visit  me,  and  remained  about 
eight  days. 

I  have  had  small  repairs  done  in  the  tailors'  shop,  such  as  sewing  on  buttons,  &c.  My 
boy's  clothes  ate  not  made  or  mended  there.  I  have  had  the  heels  of  one  pair  of  boots 
mended  in  the  shoemakers'  shop,  and  the  same  for  the  children. 

I  have  been  unable  to  leave  my  apartments  for  several  weeks  in  consequence  of  a  bad  1^^ 
and  during  one  month  of  the  time,  jVliss  Manley  was  in  the  house  for  the  purpose  of 
assisting  Mrs.  Day,  and  as  a  companion  to  her. 

3.  1  have  a  domestic  servant  paid  by  the  Board,  and  I  also  have  the  services  of  two 
inmates,  simply  for  ihe  purpose  of  training  them  (or  domestic  servants,  in  which  I  have 
been,  in  one  or  two  cases,  successful,  and  have  obtained  situations  for  them. 

4.  Two  boxes  were  made  in  the  carpenter's  shop,  but  not  for  the  matron's  sister;  they 
were  for  two  children  who  went  to  Australia  by  order  of  the  Board  to  join  their  friends, 
and  were  sent  with  those  children  to  Liverpool.  I  have  never  had  a  box  made  in  this  house 
for  my  children. 

6.  Ashby  (an  inmate)  has  been  employed  by  me  during  the  time  my  apartments  were 
under  repair  only  for  a  short  time,  not  for  six  weeks  as  stated.  1  have  three  sitting  rooms, 
three  bed  rooms,  and  kitchen,  oil  of  which,  together  with  the  staircases,  have  been  repaired 
and  painted  as  stated,  though  not  at  the  cost  i-epresented,  as  much  of  the  material  has  been 
left  and  returned  to  the  workhouse  store. 

The  only  furniture  that  Ashby  has  repaired,  was  a  chiffonier  given  to  Mrs.  Day,  which^ 
on  being  brought  into  the  workhouse,  was  accidentally  injured.  This  repair  did  not  occupy 
but  a  few  hours. 

6.  A  pigeon-house  was  made  a  short  lime  ago,  but  not  by  my  direction,  and  is  now  on 
the  premises  ;  its  value  is  about  3/.  I  have  never  purchased  pigeons,  and  believe  that  there 
are  none  on  the  premises,  except  those  who  occasionally  come  for  the  crumbs  which  are 
about  the  yards. 
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7.  It  is  not  true  that  I  have  received  bad  mutton  from  the  contractor.  On  one  occasion 
I  had  sent  a  brace  of  pheasants,  but  not  from  the  butcher,  and  have  not  received  fowls  or 
rabbits  in  the  way  described.  I  have  not  received  more  than  three  fowls  during  the  past 
18  months,  and  one  of  those  was  received  during  my  recent  iUness.  A  sucking-pig  was 
sent  and  used  at  my  own  table.  All  these  were  weighed  in  with  the  meat  at  the  contract 
price. 

8.  I  supply  to  the  officers  what  vegetables  I  think  necessary,  and  occasionally  vary  the 
description. 

9.  It  is  untrue  that  a  woman  went  away  without  necessaries  ordered*  I  have  never  given 
instructions  not  to  be  disturbed  unnecessarily  while  at  meals,  but  always  attend  to  business 
of  a  character  requiring  prompt  attention. 

10.  On  two  occasions,  during  my  illness,  Mr.  Reeves  did  pass  the  inmates  to  the  wards 
as  directed  by  the  medical  officer.  On  one  occasion,  one  inmate,  and  the  other  five.  On 
both  these  occasions  Mrs.  Day  was  suffering  from  temporary  illness. 

11.  I  keep  a  rough  book  which  is  necessary  in  case  of  errors  arising,  and  the  results^ 
when  proved  coirect,  are  entered  in  my  fair  book.  I  am  assisted  in  this  work  by  my  clerk 
and  the  assistant  master  (but  not  by  an  inmate)  in  the  preparation  of  statistical  and 
other  returns,  but  invariably  satisfy  myself  of  the  correctness  of  the  information  given  by 
those  officers.     All  through  my  illness  I  have  attended  to  my  books  weekly. 

1*2.  I  discontinued  the  use  of  bacon  by  the  officers  in  consequence  of  the  cost,  and,  with 
reference  to  the  number  of  eggs  said  to  be  consumed  in  my  department,  I  can  only  say  that 
it  is  simply  untrue ;  a  number  of  which  are  used  in  puddings,  and  for  the  officers. 


No.  6. 

Letter  from  the  Poor  Law  Board  to  the  Clerk  to  the  Guardians  of  the  Parish 

of  St.  Mary,  Laml)eth. 

Poor  Law  Board,  Whitehall,  S.W., 
Sir,  15  May  1865. 

I  AM  directed  by  the  Poor  Law  Board  to  acknowledge  the  receipt  of  your 
letter  of  the  4th  instant,  forwarding  the  statement  of  Mr.  Day,  master  of  the 
workhouse  of  the  parish  of  Lambeth,  in  reply  to  the  allegations  of  Thomas 
Rawley,  late  taskmaster  at  that  establishment. 

I  am  directed  to  state  that,  before  farther  considering  the  subject,  the  Board 
are  desirous  of  being  informed  of  the  opinion  of  the  guardians  upon  the  repre- 
sentations contained  in  Mr.  Day's  statement. 

I  am,  &c. 
W.  T.  Logan,  Esq.,  (signed)        Enfield,  Secretary. 

Clerk  to  the  Guardians  of  the  Poor 
of  the  Parish  of  Lambeth. 


No.  7. 

Letter  from  Thomas  Rawley  to  the  Poor  Law  Board. 

89,  Vauxhall-street,  Upper  Kennington-lane, 
My  Lords  and  Gentlemen,  Lambeth,  15  May  1865. 

I  BEG  most  respectfully  to  draw  your  attention  to  a  letter  from  me^  dated  6th 
April,  in  which  I  prefer  certain  charges  against  the  master  and  matron  of 
Lambeth  workhouse.  In  answer  to  this,  your  reply  of  the  18th  April  states  that 
such  charges  should  receive  investigation.  Since  that  time  I  have  received  no 
farther  notice  from  you,  gentlemen,  or  the  Board  of  Guardians^  though  I  have 
made  frequent  application  to  the  latter ;  but  hearing  that  the  master's  defence 
has  come  under  your  consideration,  I  beg  humbly  to  solicit  a  copy  of  the 
same. 

Trusting  you  will  accede  to  this  just  request, 

I  have,  &c. 
To  the  Poor  Law  Board.  (signed)         Thomas  Rawky. 
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No.  8. 

Let TEii  from  the  Clerk  to  the  Guardians  of  the  Parish  of  St.  Mary,  Lambetli* 

to  the  Poor  Law  Board. 

Lambeth  Workhouse, 
My  Lords  and  Gentlemen,  19  May  1865. 

I  AM  directed  by  the  Board  of  Guardians  for  tlie  parish  of  Lambeth  to  acknow- 
ledge the  receipt  of  your  letter  of  the  )5th  instant  (No.  15728  b)  upon  the 
subject  of  the  charges  made  by  Mr.  Rawley,  late  taskmaster,  against  Mr.  Day, 
the  master  of  this  workhouse,  and  Mr.  Day's  reply  thereto,  forwarded  to  your 
Board  with  my  letter  of  the  4th  instant,  and  I  am  to  acquaint  you  that  Mr. 
Rawley 's  allegations  and  Mr.  Day's  reply  have  been  fully  considered  by  the 
Board,  and  they  have  come  to  the  conclusion  that  some  of  the  statements  made 
by  Mr.  Rawley  are  frivolous  and  vexatious,  but,  at  the  same  time,  the  Board  are 
of  opinion  that  the  master  has  acted  contrary  to  order  by  having  relatives  and 
others  residing  in  the  workhouse  without  permission,  and  the  Board  have 
severely  reprimanded  him  for  the  same,  and  have  r^^ason  to  hope  that  such 
irregularities  will  not  again  occur. 

I  have,  &c. 
The  Poor  Law  i3oard,  Whitehall,  (signed)         W.  T.  Logun^ 

London.  Clerk. 


No.  9. 

Letter  from  Thomas  Rawley  to  the  Poor  Law  Board. 

89,  Vauxhall-street,  Upper  Kennington-lane, 
My  Lords  and  Gentlemen,  Lambeth,  25  May  1865. 

I  BEQ  most  respectfully  that  you  will  pardon  the  liberty  I  take  in  again  ad<- 
dressing  you  concerning  the  charges  preferred  by  me  against  the  master  aiid 
matron.  In  the  first  place,  I  earnestly  beg  that  you  will  consider  that,  pending 
this  inquiry,  through  want  of  testimonials  from  you,  I  am  unable  to  obtain  any 
employment,  consequently  am  anxious  to  ^ve  every  fresh  evidence  to  hasten 
your  decision.  The  following  additional  facts  now  laid  befare  you  I  can  sob*- 
stantiate  by  both  witnesses  and  documentary  evidence. 

During  the  time  I  acted  as  storekeeper  I  jiave  such  quantities  of  provisions  to 
the  master  that  I  thought  it  expedient  to  ascertain  if  such  quantities  were 
charged,  but  found  they  ^^ere  not.  I  also  made  inquiries  as  to  stock  of  articles 
in  store,  and  found  the  greatest  disparity  existing  bei\Aeen  the  real  stock  and  that 
shown  in  the  master  s  book  ;  thus,  for  instance,  when  I  first  entered  upon  the 
temporary  duties  of  storekeeper,  the  master  lold  me  that  I  should  have  had 
(according  to  his  book)  1,000  eggs  in  stock,  while  really  there  was  none.  As  a 
proof,  gentlemen,  of  what  I  assert,  were  you  to  have  the  real  stock  taken,  you 
would  find,  I  am  confident,  though  not  so  much  as  then,  still  an  enormous 
deficiency  existing. 

I  also,  in  assisting  Mr.  Hester,  when  he  first  came,  saw  the  sanoe  practice 
continuing,  and  as  Mr.  Hester  was  in  the  habit  of  keeping  private  account  of  all 
stores  given  out  by  him,  1  can  produce  the  entiies  of  the  distribution  of  the 
following  articles  to  the  master,  but  not  allowed  to  be  charged.  On  the  1st 
October  1864,  40  lbs.  raw  sugar  for  making  elderberry  wine,  in  addition  to  the 
weekly  supply  of  6  lbs.  loaf  sugar,  and  in  the  space  of  a  fortnight  as  many 
as  138  eggs  were  supplied. 

On  the  24th  December  1864  I  was  requested,  with  the  master's  clerk,  to 
take  stock  of  articles.  On  giving  the  stock  of  sugar  to  the  master,  he  made 
inquiries  as  to  40  lbs.  loaf  sugar  lately  sent  in  from  the  grocer.  After  some 
time  it  was  discovered  that  the  matron  had,  with  sundry  other  articles,  taken  it 
from  the  stores  unknown  to  me,  who  acted  as  storekeeper;  this  the  matron 
alleged  to  be  for  the  Christmas  puddings.     I  don't  mean  to  throw  any  doubt  on 
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the  assertion  of  the  matron,  but  simply  to  draw  your  attention  to  the  manner 
that  articles  may  be  obtained,  even  without  the  knowledge  of  the  storekeeper. 
Trusting  yoa  will  give  these  additional  facts  your  fullest  consideration, 

I  am,  &c. 
To  the  Poor  Law  Board.  (signed)         Thomas  Rowley. 

P.S.  A  copy  of  the  above  letter  was  sent  to  the  Board  of  Guardians  on  Wed- 
nesday, 3d  May,  but  not  receiving  any  reply  ui:>on  it  from  the  guardians,  \  also 
made  application  to  the  Board  of  Guardians  for  a  copy  of  the  master's  defence  on 
the  16th  of  May,  the  reply  on  the  18th  only  stating  the  subject  was  now  under 
the  consideration  of  the  Board  of  Guardians  and  the  Poor  Law  Board,  and  not 
hearing  from  your  Board  since  the  18th  of  April.  Trusting  you  will,  gentlemen, 
give  these  new  facts  your  fullest  consideration,  and  grant  my  request  of  the  15th 
instant,  a  copy  of  the  master^s  defence. 


No.  10. 

Letter  from  Thomas  Rawley  to  the  Poor  Law  Board. 

89,  Van  xh  an -street, 
Upper  Kennington-lane,  Lambeth, 
My  Lords  and  Gentlemen,  6  June  1865. 

I  HAVE  waited  patiently  for  the  last  fortnight  for  a  reply  to  my  request  of  the 
26th  May.  May  I  be  allowed  to  state  that  the  only  inference  I  can  draw  frora 
this  silence  is,  the  affair  seems  to  be  ^'  hushed  up/' 

I  called  on  Mr.  G.  Ward,  2,  Grosvenor  Villas.  Loughborough  Park,  on  the 
18th  May,  he  being  a  guardian ;  I  bad  been  through  the  wards  of  the  workhouse 
more  times  than  any  other  guardians  ;  I  took  a  book  for  him  to  see,  containing 
many  entries  of  stores  drawn  by  the  master,  and  to  ask  him  what  was  going  to 
be  done  in  the  matter ;  he  said  the  guardians  were  waiting  for  the  Poor  Law ; 
and  he  asked  me  if  I  had  sent  a  copy  of  the  letter,  dated  3d  May,  to  the  Poof 
Law  Board,  as  be  hoped  I  would  not;  '^  for  I  think  it  would  be  much  better  to 
bsve  it  settled  quietly  :  ifr  will  be  a  warning  to  the  master  and  matron  as  loi^ 
as  they  live,  for  the  master  and  matron  has  confessed  to  all  "  (I  said,  '^  As  you 
like'*)>  "  ^^  I  will  intercede  with  the  Board  and  try  what  I  can  do  for  you." 

1  called  on  Mr.  Ward  again  on  the  24th  May,  to  heap  the  result.  '*  He  could 
not  do  anything  for  me,  and  I  must  do  as  I  please."  Now,  gentlemen,  I  think 
it  is  quite  time  that  this  affair  was  settled. 

Trusting  you  will  favour  me  with  a  reply  to  this,  and  let  me  know  if  you  have 
come  to  a  decision  on  the  affair, 

I  have,  &c. 

To  the  Poor  Law  Board.  (signed)         Thomas  Rawlei/. 


Enclosure  to  No.  10. 


My  Lords  and  Gentlemen, 

I  WISH  to  drsEW  yoor  attention  to  a  case,  viz.  :^- 

On  the  15tb  of  April,  a  young  man,  accompanied  by  a  sickly  wife,  bearing  in  her  arms 
llie  dead  body  of  her  child,  presented  himself  at  the  Lanibeth  workhouse  widi  a  reiie?ing 
officer's  order  (Mr.  Fairless)  for  the  admission  of  the  three. 

1  he  master  refused  to  admit  them  without  a  medical  certificate  of  the  child's  dtath  ;  and, 
notwithstanding  repeated  assertions  on  (he  pait  of  the  husband  as  to  his  ability  of  obtaining 
one  from  the  house  surgeon  (the  man  having  lutely  left  the  itouse),  the  niasster  >ent  him  10 
the    out-door  doctor  who  had  attended  the  child  but  for  a  lew  days;  the  man  could  not 

Irocure  one  from  him,  and  after  being  absent  three  hours,  returned  with  the  house  surgeon, 
f r.  BuUer,  who  immediately  gave  a  certificate.  During  this  time  (that  is,  for  the  space  of 
three  hi>ure),  the  poor  woman  had  been  kept  by  the  master  waiting  m  xhe  entrance  hall  with 
the  dead  body  of  her  child  in  her  arms.  The  husband  reported  to  the  Board  ot  Guardians, 
bat  I  don't  know  if  they  made  any  report  on  it.  1  Imd  a  great  mind  to  have  sent  the  case  to 
the  editor  of  a  daily  paper.  I  don't  think  it  a  very  kind  act  of  the  master,  but  i  leave 
it  in  your  hands. 
The  man's  name  is  Hoyde. 
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No.  U. 

Letter  from  the  Poor  Law  Board  to  Thomas  Rawley. 

Poor  Law  Board,  WbitehaU  (S,  W.), 
Sir,  20  June  1865. 

I  AM  directed  by  the  Poor  Law  Board  to  acknowledge  the  receipt  of  your 
letters  of  the  25th  ultimo,  and  5th  instant,  in  reference  to  the  charges  made  by 
you  against  Mr.  Dav,  the  master  of  the  workhouse  of  the  parish  of  Lambeth. 

I  am  directed  to  state  that  the  Board,  having:  brought  under  the  notice  of  the 
guardians  your  charges  against  the  master,  and  having  received  his  explanation, 
together  with  a  communication  from  the  guardians  on  the  subject,  do  not  think 
it  necessary  to  take  any  further  proceedings  in  the  matter. 

I  am,  &c. 
Mr.  Thomas  Rawley,  (signed)         H.  Fleming, 

89,  Vauxhall-street,  Upper  Kennington-lane,  Secretary. 

Lambeth. 


No.  12. 

Letter  from  Thomas  Rawley  to  the  Poor  Law  Board. 

89,  Vauxhall-street,  Lambeth,  S., 
My  Lords  and  Gentlemen,  6  June  1866. 

I  HERBwiTH  enclose  Mr.  M*Kenty's  letters,  having  his  wish  I  should  do  so;  I 
have  shown  them  to  about  500  of  the  most  respectable  ratepayers  of  Lambeth 
who  are  at  a  loss  to  know  the  reason  your  Board  did  not  investigate  my  charges 
against  the  master  and  matron ;  but  I  am  not  at  all.  The  guardians  themselves 
would  be  in  the  mess.  What  book  is  the  account  in,  of  their  feast  on  contract- 
day  ;  call  over  day,  both  at  Lambeth  and  Norwood  House,  when  fish,  flesh, 
and  tarts,  pies,  made  in  the  bakehouse;  and  also  every  Board-day,  bread, 
cheese,  ale,  and  I  have  seen  ox  tongues  cooked  for  them,  but,  of  course,  all  can 
be  charged  in  the  (cooking  book)  ;  and  all  I  can  say  is,  gentlemen,  I  am  quite 
prepared  to  prove  all  I  stated  in  my  former  letters  by  independent  witnesses  ; 
and  as  for  the  master's  explanations  are  all  false,  and  sro  you  would  find  if  it  had 
been  investigated.  Besides,  why  should  Mr.  Ward,  after  seeing  my  book,  and 
quite  surprised  at  the  entries  of  goods  from  the  stores  for  the  master  and  matron, 
and  his  family  living  for  six  months  in  the  house,  and  then  not  only  wishing  but 
asking  me  to  let  it  rest,  for  the  master  and  matron  confessed  to  all  1  had 
charged,  and  it  would  be  a  warning  to  them.     Waiting  your  reply, 

I  am,  &c. 
To  the  Poor  Law  Board.  (signed)         Thomas  Rawley. 


Enclosure  1,  in  No  12. 
To  the  Chairman  and  Members  of  the  Poor  Law  Board. 

Sir,  and  Gentlemen,  1 5  July  1865. 

I  BBQ  most  respectfully  to  submit  the  following  statement  to  your  Honourable  Board, 
and  request  their  consideration  of  the  same. 

I  have  filled  the  position  of  storekeeper  at  Lambeth  Workhouse  for  the  last  six  months, 
and  after  becoming  thoroughly  conversant  with  my  duties,  I  discovered  a  great  de6ciency 
in  the  stock  of  provisions  in  consequence  of  the  master  drawing  quantities  gready  in  excess 
of  what  was  charged,  and  he  would  not  allow  me  to  charge  the  same ;  after  speaking 
repeatedly  to  the  master  upon  this,  I 'deemed  it  advisable  to  report  it  to  the  chairman 
of  the  Board  of  Guardians. 

Up  to  this  time  no  complaints  had  been  made  by  the  master  as  to  my  qualification  for 
my  situation ;  but  now  he  reports  me  as  being  incompetent  to  keep  the  accounts.  As  a 
plain  proof  of  the  fallacy  of  this  statement,  the  books  kept  by  me  were  audited  by  the  Poor 
Law  auditor  up  to  Lady-day  last,  no  errors  existing. 

Upon  the  unproved  statement  of  the  master  the  Board  have  ordered  me  to  i*esign  ; 
although  having  complied  with  this  order  of  the  Board  I  am  at  a  loss  to  understand  why  I 
should  suffer  this  injustice. 

I  beg  most  respectfully  to  solicit  your  interference,  so  that  it  may  not  pass  without 
investigation. 

I  have,  See 
(signed)        P.  lUPKenty. 
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Eaclosure  2^  in  No.  12. 

My  dear  RawJey,  Colney  Hatch,  4  August  1866. 

I  BNCLOSB  all  the  documents  I  am  in  posses^ba  of,  and  I  am  afraid  the  ratepayers  of 
Lambeth  will  be  deficient  iu  their  understanding,  and  unable  to  make  the  use  that  could  be 
made  of  them  were  they  in  proper  hands ;  but  if  they  like  to  pay  poor  rates  without  having 
a  proper  understanding  as  to  now  the  money  is  disposed  of,  it's  no  business  of  mine — 1  don't 
pay;  although  I  served  the  parish  honestly  while  I  was  in  their  employ,  and  as  a  matter 
of  course  had  to  decamp  because  I  would  not  make  factitious  entries  in  the  books,^  and 
account  for  the  deficiency  of  stock :  bat  no  matter — what  is  gained  over  the  devil's  back  is 
sure  to  be  spent  through  his  belly. 

I  cannot  fathom  how  Mr.  Logan  sufiers  himself  to  be  led  by  the  no^e  simply  for  a 
mutton  chop,  or  tJbe  small  quantity  of  cheese  he  uses ;  but  I  suppose  he  has  had  lunch  so 
long  at  thei  parish  expense,  that  he  is  hardly  avrare  that  he  bias  no  earthly  ri^ht  to  either 
cheese  or  chops  from  the  stores  of  the  workhouse ;  but  perhaps  he  imagines  that  it  comes 
out  of  the  Master'a  pocket,  not  the  ratepayers'.  But  enough  for  the  prime  minister  of  the 
guardians ;  they  are  obliged,  through  ignorance,  to  support  whatever  decision  he  may  come 
to  regarding  anything  whatever. 

As  regards  the  Master  and  Matron^  a  more  miserable  pair  could  not  be  found  on  this 
earth,  1  believe  ;  yet  it's  their  common  interest  to  hang  together  in  all  things  such  has  lately 
come  under  the  notice  of  the  Poor  Law ;  and  they  will  continue  in  their  course  till  some 
better  man  than  W.  T.  I^ogan  assumes  tiie  duties  ef  Cierk  to  the  €hiardiatis,  and  such 
men  as  Mr.  Brien  will  be  considered  an  unfit  person  for  the  trust  of  **  a  guardian  to  the 
poor." 

You  will  better  mention  from  me,  that  the  Matron  was  in  the  habit,  during  my  time,  of 
going  to  the  stores  by  herself^  and  taking  away  tea,  sugar,  wine,  gin,  eggs^  &c.,  which  was 
a  very  irregular  proceeding:  that  was  after  objeciing  to  me  keeping  a  memorandum  book  for 
my  own  information.  I  cannot  say  they  stole  it,  but  it  was  made  away  some  way  or  other, 
aud  doue  auuiy  with  pert  of  the  proof  that  would  have  shown  their  extravagance.  1  could  not 
say  that  their  meissenger  took  any  of  it  outside  to  old  Mr.  Bouncer,  in  the  bag  that  he 
used  to  carry  out  full  and  came  back  empty ;  it  might  have  contained  wind.  It  would  be 
well  if  Mr.  (rreig'a  evidence  was  called  upon,  on  the  subject  of  the  Sacrament  wine.  I  can 
state  upon  oath  that  on  Lady-day  quarter  last  less  th«tn  two  pints  were  used,  and  he  ordered 
me  ta  charge  *^  nine,"  and  m  two  weeks  in  the  Michaelmas  quarter,  1864,  he  (the  master) 
charges  three  hundred  and  thirty-three  pounds  of  meat  iu  excess  of  what  was  actually 
issued  and  what  was  put  down  as  waste;  that  would  account  for  Mr.  Logan's  chop  for  one 
year,  and  allow  old  Mr,  or  young  Mr.  Bouncer  a  chop  each  for  six  months.  This,  if  dis- 
covered, would  be  put  down  as  an  error,  a  heavy  one  for  ratepayers. 

The  master  also  says  that  his  table  is  unlimited ;:  if  that  is  the  case,  why  is  he  afraid  to  let 
it  be  charged  to  officers,  and  request  that  it  may  be  accounted  for  by  charging  inmates  a 
larger  quantity  thani  they  really  had.  Yet  without  investigation  the  Guardians  support  him 
against  all  comers,  allow  him  to  act  with  impunity  in  all  things,  and  then  call  themselveis  a 
Christian  body.     God  forgive  them !     Amen. 

I  remain,  &c 
(signed)        P.  M'Keniy, 

Late  Storekeeper  L.  W. 
And  now  an  attendant  at  Colney  Hatch  Asylum. 


Copt  of  Stock  taken,  by  the  former  StorekeepM*,^  Mr^  Hester,  our  10  December  1BG4. 


Cbeese,  Oondas  .        -        .        .        . 
„      Cheshire  .        -        .        . 

Batter-      - 

Eggs         ,        ....    900 
Potatoes    -        -        -        -  1  Ton 

Tea 

Sugar        •--.-. 
Loaf  Sugar         •        .        .        •        . 
Cofiee        ...... 

Riot  --...- 

Arrowroot  ---.«. 


Cwis,  qrt,    Ib$. 
1       0      6 
0       2     23 
3       2    20 


1 
2 
O- 
0 
0. 
2 


0  22 

2  0 

(y  24 

0  19 

0  a 

2  17 


Sago 

Pepper  Black      -        .        •        .         . 

„      White 

Mb8(ai>d    -...*-. 
Salt 

Peas-        .        -        -        .     iJSfecki 
Oataeal     -        -        .         -     2      », 

Bariey 

•Vinegar   -        -         i  Cask  (50  pioto) 
i  Porter        ...      3}Puiicheoo8 


Cwtt.  qrs,   lbs. 


0 

a 

0 

o- 

5 


1  10 

0  22 

0  81 

0  18- 

0  0 


0     14 


*  Fifty  ptoto  of*  vinegar  waa  the  existing  stock  of  vinegar  on  the  above  date.  If  what  was  eharged'  since  1 0th  December  1864 
till  22d  April  1865  had  ever  been  issued,  32  pints  of  the  50  could  not  possibly  have  remained.  This  stock,  if  competed  wiA. 
the  master's  book  on  the  above  date,  a  great  deficiency  would  be  found. 

(signed)        P.  M*Kenty, 

Storekeeper, 

Lambeth  Workhouse* 
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Stock  taken  bj  me. 

Peter  WKen% 

accompanied  by  the  Mastered  Clerk,  on  81  December  1864. 

ARTICLES. 

Rbma-eks. 

ARTICLF.8. 

Rbmakks. 

Ct0<#. 

i^,\ht. 

CwU,  qrs.  Ihs, 

Chee«e  -        -         -        - 

2 

1     16 

Defidenl. 

Pease    -        -  5  Bnsheli 

.« 

Batter  ^        -        - 

2 

8       6 

Oatmeal         ... 

2       2       0 

Lard      -         -        -        T 

0 

0       8 

Deficient 

Hops     .... 

0       0    20 

Eggs     .        -           1,800 

— 

Soap      -        -        -        . 

11       3       4 

Tea       -         -         ^        - 

0 

8    21 

Deficient. 

Starch  .... 

0      0     12 

Sugar    -        -        -         - 
Coffee    .... 

1 

0     20 

Deficient. 

Blacking,  1  Box,  minoa  20 

0 

0    22 

Skina. 

Rice     ...        - 

1 

8    28 

Deficient. 

Blue      .        .        .        - 

0       0       9 

Arrowroot      •        •        . 

1 

8      2 

Deficient. 

Black  Lead    -        -        - 

0      0       8 

Sago     .         -         -         - 

0 

1     18 

Deficient. 

Candka          .        -        • 

0       0     14 

BarleT  -        -        •        . 

0 

0     14 

Linseed  Meal  -        -        . 

0       3       0 

, 

Cocoe   .... 

0 

0     16 

Hearthstones  •      2  Gross 

-. 

Pepper ...        - 

0 

0    28 

Salt       ...        . 

10      0       0 

Mustanl         ... 

0 

0     16 

(TmeCopj.) 

P.  M*Kenip,  Lambeth  Workhovse. 
N.i?.— Tikis  itoek^  if  compared  with  the  first  week  of  Lady-day  quarter,  would  aiao  ihow  a  great  defideocy. 


Extract  from  the  Stock  taken  in  the  Provision  Store,  Lambeth  Workhoiuey  on  22  April  1865y 

shoeing  Deficiencies, 


ARTICLES. 


Cheese 
Tea  - 
Sugar 
Vinegar 
Lard. 


Stock  as  shown 

by  the 

Blaster's  Prorision 

Receipt  and 

Consumptioa  Accoont. 


848  181 

160  11 

364  6 

186  0 

45  0 


Stock  Existing. 


£&f.  01, 

902  0 

119  0 

275  0 

32  0 

86  8 


Defideocy. 


Lb$,  oz, 

146  18i 

41  11 

79  6 

164  0 

8  8 


RBMAmxs. 


And  reported  by  mt,  Peter  U*Kenty,  Storekeeper,  LambeUi  Workhouse,  to  J.  Doulton,  Esq.,  Chairman  to  the  fioaid  of 
Guardians  of  the  parish  of  St.  Mary's  Lambeth. 


On  1  May  1866. 


P.  M*K€nty, 


No.   13. 

Letter  from  the  Clerk  to  the  Guardians  of  the  Parish  of  St.  Mary,  Lambeth^ 

to  the  Poor  Law  Board. 

My  Lords  and  Gentlemen,  6  June  1866. 

I  BEG  to  forward  you  a  copy  of  testimonial. 

**  Board  of  Guardians,  Parish  of  Lambeth,  Day  of  Weekly  Meeting, 
Tuesday,  10  a.m.,  Mr.  W.  T.  Logan,  Clerk,  Lambeth  Workhouse. 

*'  Lambeth  Workhouse,  17  November  1865. 
•*  Tms  is  to  certify  that  Thomas  Rawley  was  elected  taskmaster  at  this  work- 
house on  the  30th  December  1862,  and  that  he  resigned  on  the  28th  February 
last,  and  that  he  honestly  discharged  the  duties  of  that  ofiBce  during  the  above 
period. 

'^  Signed,  by  order  of  the  Board, 

"  W.  T.  Logan,  Clerk." 
To  the  Poor  Law  Board. 
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No.  14. 

Letter  from  Thomas  Rowley  to  the  Poor  Law  Board. 

89,  Vauxhall-street, 
Upper  KenniDgton-lane,  Lambeth, 
My  Lords  and  Gentlemen,  21  June  1865. 

I  BEG  to  acknowledge  the  receipt  of  your  letter  of  the  20th  instant,  in  reference 
to  the  charges  brought  by  me  against  Mr.  Day,  the  master  of  St.  Mary's  Work- 
house, Lambeth,  and  I  humbly  beg  the  favour  of  a  copy  of  Mr.  Day's  explana- 
tions. 

I  have,  &c. 
To  the  Poor  Law  Board.  (signed)        Thomas  Rowley. 
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ROMAN  CATHOLIC  ORPHANAGE  (NORWOOD). 


RETURN  to  an  Order  of  the  Honourable  the  House  of  Commons, 
dated  24  Julv  I8665— ;/br, 

COPY  of  "CoRRBSPONDBNCE  between  the  Managers  of  the  Roman  Catholic 
Orphanage  at  Norwood  and  the  Metropolitan  Board  of  Guardians, 
in  reference  to  carrying  into  effect  the  Provisions  of  the  Act  26  &  26  Vict, 
c.  43,  as  regards  Roman  Catholic  Children." 


Poor  Law  Board,! 
7  August  1866.  J 


H.  FLEMING, 

Secretary. 


Correspondence  between  the  Managers  of  the  Catholic  Orphanage,  Nor- 
wood, and  the  Metropolitan  Board  of  Guardians,  in  reference  to  carrying 
into  effect  the  Provisions  of  the  Act  25  &  26  Vict.  c.  43,  as  regards  Catholic 
Children,  being  Girls. 


List  of  Boards  applied  to. 


PAQB. 


Wandsworth  and  Clapham  Union  • 
St.  George  the  Martyr,  South wark 
Fulham  and  Hammersmith  Union 
St.  Pancras,  Middlesex 
Stepney  Union      -        -        -        - 
St.  Marylebone,  Middlesex    - 
St.  Mary  Abbotts,  Kensington 
Whitechapel  Union        -        .        - 
City  of  London  Union  -        -        - 
St  Mary's,  Islington    -        -        - 
Lambetli  Parish    -        -        -        - 


PAGE* 


8 

East  London  Union 

.      8 

5 

St  James,  Clerkenwell 

.      8 

5 

St.  Margaret  and  St.  John,  Westminster      8 

5 

St  Giles,  Bloomsbury 

-       9 

6 

St  Luke,  Chelsea 

.       9 

6 

St.  James,  Westminster 

-       9 

6 

West  London  Union    - 

-     10 

7 

St  Saviour's,  South\vark     - 

.     10 

7 

St  George  in  the  East 

.     10 

7 
7 

St  Luke,  Shoreditch   - 

-     10 

Form  of  Application  to  Boards  of  Guardians,  under  Act  25  &  26  Vict.  c.  43. 

Catholic  Orphanage,  Norwood, 
Gentlemen,  Surrey,  1864. 

I  have  been  desired  by  the  superioress  of  this  institution  to  inform  you  that 
she  had  a  portion  of  the  establishment  certified  by  the  Poor  Law  Board,  in 
accordance  with  the  Act  25  &  26  Vict.  c.  43,  *^  as  fitted  for  the  reception  of 
such  children  or  persons  as  may  be  sent  there  by  the  guardians  of  any  parish 
or  union,  in  pursuance  of  the  said  Act ;''  and  I  have  to  state  that  the  managers 
are  ready  to  receive  such  Catholic  children,  being  girls,  as  may  now  be  or 
hereafter  become  chargeable  to  the  (parish  or  union),  the  Board  paying  for  the 
education  and  maintenance  of  such  children,  at  the  rate  and  in  the  manner 
provided  for  in  the  1st  section  of  the  above-mentioned  Act. 

I  therefore  respectfully  solicit  the  Board  to  carry  out  the  provisions  of  the 
Act  in  tbe  case  of  the  Catholic  girls  belonging  to  your  (parish  or  union). 

I  enclose,  gentlemen,  for  your  information,  a  copy  of  the  certificate  of  the 
Poor  Law  Board,  and  also  a  statement  which  will  fully  explain  the  nature  and 
objects  of  this  institution ;  and  I  would  particularly  refer  you  to  the  peculiar 

5^0.  A  advantages 
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advantages  which  the  Catholic  children  will  derive  by  being  transferred  to 
Catholic  orphanages. 

I  need  not  dwell  upon  the  great  importance  of  preserving  in  poor  Catholic 
children  the  religious  sentiment,  without  which  they  can  never  become  useful 
members  of  society ;  neither  is  it  necessary  for  me  to  point  out  how  difficult  it 
is  to  preserve  this  religious  sentiment  in  children  who  are  educated  in  schools 
which  (to  use  the  words  of  the  Act)  are  conducted  on  the  principles  of  a  religious 
denomination  to  which  such  children  do  not  belong. 

I  trust  therefore  that  you  will  give  this  subject  your  favourable  consideration, 
and  that  you  wil  extend  to  the  Catholic  children  belonging  to  your  (parish  or 
union)  those  benefits  which  the  wisdom  of  the  Legislature  intended  to  confer 
upon  them  by  this  enactment. 

I  have  &c. 
(signed)         W.  fF.  Doyle,  Hon.  Sec, 


Enclosure,  No.  1. 
(Copy  of  Certificate.) 

To  the  Managers  of  the  School  known  as  the  Catholic  Orphanage,  situated  at  Norwood, 
in  the  county  of  Surrey ;  and  to  all  others  whom  it  may  concern. 

Whereas  there  is  a  school  established  at  Norwood,  in  the  county  of  Surrey,  known 
as  the  Catholic  Orphanage,  for  the  reception  and  education  of  Catholic  female  orphans, 
and  an  application  in  wnting  having  been  made  to  the  Poor  Law  Board,  according  to  the 
provisions  of  the  Act  of  the  26th  year  of  the  reign  of  Her  present  M^esty,  intituled^ 
*^  An  Act  to  provide  for  the  Education  and  Maintenance  of  Pauper  Children  in  certain 
Schools  and  Institutions,"  in  that  behalf,  the  Board  appointed  one  of  their  inspectors  to 
visit  the  said  school,  and  to  examine  into  its  condition:  and  whereas  the  said  inspector, 
having  visited  such  establishment  and  examined  the  same,  has  made  his  report  to  the  said 
Board :  now  therefore  the  said  Board,  being  satisfied  with  that  report,  hereby  certify  that 
such  school  is  fitted  for  the  reception  of  sucn  children  or  persons  as  may  be  sent  there  by 
the  guardians  of  any  union  or  parish,  in  pursuance  of  the  said  Act. 


©Dated  this  27th  day  of  January  in  the  year  1864. 
(signed)        IL  Flemings 
Secretarv  tn  the^  Poor  ] 


Secretary  to  the  Poor  Law  Board. 


Enclosure^  No.  2. 

Catholic  Pauper  Childrexi,  under  Act  25  &  26  Vict,  c  43. 

Gentlemen,  Catholic  Orphanage,  Iforwood,  Surrey. 

I  BEG  to  draw  your  attention  to  a  recent  Act  of  Parhament  (25  &  26  Vict,  c  43), 
intituled  **  An  Act  to  provide  for  the  Education  and  Maintenance  of  Pauper  Children  in 
certain  Schools  and  Institutions,"  and  of  which  I  enclose  a  copy. 

The  measure  was  introduced  and  carried  by  Sir  Stafibrd  Northcote  and  others,  with  the 
view  of  enabling  Boards  of  Guardians  -to  send  children  to  certain  certified  charitable 
institutions,  whidi  may  be  conducted  on  the  principles  of  the  religious  denomination  to 
which  such  children  beloBg; 

This  being  the  case,,  it  is  hoped  that,  if  the  Catholic  bodv  provide  institutians,  guardians 
will  avail  themselves  of  the  provisions  of  this  Act  to  transrar  the  Catholic  children  to  such 
institutions  as  may  be  certified  by  the  Poor  Law  Board,  and  thus  avoid  the  mainr  diffi- 
culties which  have  arisen  from  ihe  difference  of  religions  amongst  the  iimuites  of  work- 
house schools. 

As  a  proof  that  this  wns  the  object  of  the  Le^slatnre,  I  may  mention  Aat  in  a  letter 
received  by  me  from  Sir  Stafford  Northoote,  that  gentleman  says:  ^  It  was  oertismly  con- 
templated by  ua  that  the  Act  would  enable  benevolent  BAmsn  Catkolica  to  estebUah 
similar  institutions,  for  the  reception  of  children  of  their  own  Ber8iiitfiaa»  and  to  oondMil 
them  without  embarrassment.  ♦  ♦  ♦  ^^  i^  will  oe  a  mattec  of  satisfactiiHL 
to  me  if  it  should  be  an  incidental  consequence  of  the  Act  to  which  you  refer,  that  bene- 
volent Roman  Catholics  found  themselves  in  a  position  to  receive,  and  Boards  of  Guardiansr 
were  willing  to  send,  such  children  to  such  institutions  as  you  speat  o£* 

With  this  object  in  view,  the  Community  of  LacUea  whe^  have  establiAed  the  Cai&oBcr 
Orphanage  for  Females^  at  Sforwood,  have  applied  ioe  and  received  the  nacenary  certifi- 
cate from  the  Poor  Law  Board  (of  which  a  eopy  i&  annexed),  whiht  Iiosd  P«lr&aAd  oAfB 
influential  Catholics  axe  eetabliahing  an  orphanage^  to.  be  cectiifiadf.  far  the  receptiiHi  #£ 
boys. 

The 
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The  following  extracts  from  a  letter  addressed  by  the  superioress  of  the  Catholic  Orphan- 
age at  Norwood  to  the  Poor  Law  Board,  will  fully  explain  the  nature  and  objects  of  the 
institution : — 

^^  The  object  of  the  institution  is  to  take  orphan  and  poor  Catholic  children,  and,  whilst 
iiffording  them  an  asylum,  to  giye  them  that  education  and  training  (according  to  their 
capacities)  which  will  best  fit  them  for  the  various  situations  of  life  upon  which  they  are 
to  enter. 

**  The  children  are  taught  needlework,  household  work,  cooking,  washing,  ironing,  &o., 
and  are  formed  generally  to  fulfil  the  various  duties  of  domestic  servants. 

**  The  present  bmldings  have  been  designed  expressly  with  the  view  of  accommodating 
a  large  number  of  children,  and  consist  of  class  rooms,  dormitories,  refectories,  kitchens, 
chapel,  &C.,  all  being  properly  heated,  lighted,  and  ventilated. 

*'  Our  special  object  m  desiring  to  receive  the  Catholic  children  from  unions,  under  the  Act 
25  &  26  Vict  c.  43,  is  to  give  them  that  reli^ous  training  which,  as  Catholics,  they  can- 
not receive  in  the  workhouse  schools,  and  which  the  Legislature  has  desired  to  secure  to 
them  in  institutions  conducted  by  persons  of  their  own  belief.  ' 

"  I  may  also  add,  with  respect  to  our  orphans,  that,  when  they  are  placed  in  the  world, 
we  do  not  consider  that  all  ties  are  severed,  but  we  continue  to  watch  over  them,  endea- 
vouring to  obtain  every  year  from  their  mistresses  an  account  of  them,  and  each  year 
rewardmg  them  according  to  their  characters  and  length  of  time  they  retain  their  situa- 
tions. 

"  We  have  also  on  the  grounds  of  the  institution,  but  detached,  a  large  house  in  which 
we  propose  to  establish  a  servants'  home  for  our  orphans  when  out  of  service.  We  leave 
to  the  future  to  decide  how  far  the  benefits  of  the  home  will  be  extended  to  children 
received  under  this  Act ;  but  I  have  no  doubt  they  will,  at  least,  extend  to  those  of  the 
class  called  permanent  pauper  children  (orphan  and  deserted  children),  who  may  be  placed 
by  the  institute  in  situations. 

'^  In  the  home  various  industrial  occupations  will  be  provided  imtil  fresh  situations  are 
obtained,  and  the  girls  to  whom  its  benefits  are  extended  need  never  again  become  paupers, 
uidees  by  their  own  misconduct.  •* 

It  will  be  seen  from  tiie  foregoing,  that  if  the  provisions  of  this  Act  are  fairly  carried 
out  by  Boards  of  Guardians,  they  will  be  relieved  from  the  inconveniences  which  beset 
the  question  regarding  the  education  and  training  of  Catholic  pauper  children,  whilst  an 
end  will  be  put  to  the  anomalous  state  in  which  poor  Catholic  children  are  placed  in  the 
wcriLhouse  seoools. 

I  am,  &C. 
(signed)         W.  W.  Doyle,  Hon.  Sec. 


REPLIES. 


Reply  from  the  Wandsworth  and  Clapham  Board  of  Guardians. 

3,  Church  Buildings,  Clapham  Common, 
Sir,  6  April  1864. 

I  AM  directed  by  the  Board  of  Guardians  of  this  Union  to  acknowledge  the 
receipt  of  your  letter  of  the  30th  ultimo,  with  the  documents  accompanying  it, 
and  I  am  to  acquaint  you  that  the  Board  bare  appointed  a  day  on  which  it  is 
intended  to  take  the  subject  into  consideration.  VVith  reference  to  the  request 
contained  in  your  letter  of  the  29th  ultimo  for  a  list  of  the  guardians,  1  send  you 
herewith  one  of  the  printed  lists,  but  I  am  to  state  that  it  is  the  wish  of  the 
Board  that  all  communications  with  the  Board  be  in  writing. 

I  am^  &c.. 
(signed)         Cr.  F.  Mertiman,  Qerk. 
W.  W.  Doyle,  Esq.,  Hon.  Sec, 
Roman  Catholic  Orpbanagej  Norwood, 
Susrey. 
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Further  Reply  from  the  Wandsworth  and  Clapham  Board  of  Guardians. 

3,  Church  Buildmgs^  Clapham  Common, 

Sir,  27  April  1864. 

I  AM  directed  by  the  Board  of  Guardians  of  this  Union  to  acquaint  you  that, 

having  taken  your  letter  of  the  30th  of  March  last  into  consideration,  they  do 

not  deem  it  necessary  to  add  anything  to  the  acknowledgment  of  its  receipt 

already  made  by  my  letter  of  the  6th  instant. 

I  am,  &c. 
W.  W.  Doyle,  Esq.,  Hon.  Sec,  (signed)      George  Fred.  Merrimau , 

Roman  Catholic  Orphanage,  Norwood,  Clerk. 

Surrey. 


From  Mr.  Doyle  to  Mr.  Merriman,  Clerk  to  the  Wandsworth  and  Clapham 

Board  of  Guardians. 

Cathohc  Orphanage,  Norwood,  Surrey. 
Sir,  3  May,  1864. 

I  AM  in  receipt  of  your  letter  of  the  28th  ultimo,  which  I  have  laid  before 
the  managers  of  this  institution,  and  I  am  desired  by  the  superioress  to  request 
a  more  explicit  reply  from  you  to  the  application  contained  in  my  letter  of  the 
30th  March,  soliciting  the  Wandsworth  and  Clapham  Board  of  Guardians  to 
carry  into  operation  the  provisions  of  the  Act  25  &  26  Vict.  c.  43,  in 
the  case  of  the  Catholic  children  (being  girls)  belonging  to  their  Union,  by 
sending  them  to  this  orphanage  which  has  been  duly  certified  by  the  Poor  Law 
Board. 

In  your  letter  of  the  6th  ultimo,  acknowledging  the  receipt  of  this  application 
you  state,  **  I  am  to  acquaint  you  that  the  Board  have  appointed  a  day  on 
which  to  take  the  subject  into  consideration,**  and  in  your  communication  of 
the  27th  ultimo,  referring  to  the  application,  you  say,  ^*  they  (the  Board)  do  not 
deem  it  necessary  to  add  anything  to  the  aclmowledgment  of  its  receipt  already 
made  by  my  letter  of  the  6th  instant." 

It  not  being  very  clear  from  the  above  in  what  position  the  question  now  stands, 
1  shall  feel  obliged  if  you  will  inform  me  whether  the  Board  decline,  in  this 
case,  to  carry  into  effect  the  provisions  of  the  above-mentioned  Act,  or  whether 
the  managers  are  to  understand  that  the  subject  is  still  under  the  consideration 
of  the  Board. 

Awaiting  the  favour  of  an  early  reply, 

I  remain,  &c. 
G.  F.  Merriman,  Esq.,  Clerk,  (signed)        W.  IV.  Doyle,  Hon.  Sec. 

Wandsworth  and  Clapham  Union. 


Further  Reply  from  the  Wandsworth  and  Clapham  Board  of  Guardians. 

3,  Church  Buildings,  Clapham  Common, 
Sir,  13  May  1864. 

I  AM  directed  by  the  Board  of  Guardians  of  this  Union,  with  reference  to  your 
letter  of  the  3rd  instant,  to  send  you  copy  of  a  letter  addressed  by  them  to 
Sir  P.  Molesworth,  Bart.,  who  is  now  in  correspondence  with  them  relative  to 
the  children  of  James  and  Bridget  Ward. 

I  am^  &c. 
W.  W.  Doyle,  Esq.,  Hon.  Sec,  (signed)        G.  F.  Merriman, 

Roman  Catholic  Orphanage,  Norwood,  Clerk. 

Surrey. 
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Wandsworth  and  Clapham  Union. 

Sir,  Clapham  Common,  30  April  1 864. 

I  AM  directed  by  the  Board  of  Guardians  of  this  union  to  acknowledge  the 
receipt  of  your  letter  of  the  28th  instant,  and  to  acquaint  you  that  when  any 
particular  case,  with  its  full  particulars,  is  brought  under  the  notice  of  the  Board  of 
Guardians  by  a  written  communication  from  any  person  authorised  to  interfere 
in  the  question,  such  case  will  be  duly  considered  by  the  guardians. 

I  am,  &c. 
Sir  P.  W.  Molesworth,  Bart.,         (signed)         George  Fredk.  Merriman, 
Park  Hill,  Clapham.  ,  Clerk. 


Reply  from  Saint  George  the  Martyr,  Southwark. 

13,  Union-street,  Southwark,  S.  E., 
Sir,  30  April  1864. 

I  AM  directed  by  the  guardians  of  the  poor  of  St.  George-the-Martyr,  South- 
wark, to  acknowledge  the  receipt  of  your  letter  of  the  19th  instant,  requesting 
the  guardians  to  carry  out  the  provisions  of  the  Act  25  &  26  Vict.  c.  43,  in  the 
case  of  the  Catholic  children  (being  girls)  belonging  to  this  parish,  by  sending 
them  to  the  Catholic  Orphanage  ;  and  in  reply  thereto  I  am  to  state  that  the 
guardians  cannot  comply  with  such  request. 

I  am,  &c. 
W.  W.  Doyle,  Esq.,  (signed)         John  H.  Fitch. 

Catholic  Orphanage,  Norwood,  Surrey. 


Reply  from  the  Fulham  Board  of  Guardians. 

Dear  Su-,  Fulham,  26  May  1864. 

Permit  me  to  inform  you  that  your  letter  of  the  20th  April  last,  was  taken 
into  consideration  by  the  guardians  of  the  poor  of  this  union  at  their  meeting 
on  Thursday  the  12th  instant,  and  that  it  was  decided  by  seven  votes  to  three 
that  the  application  be  not  acceded  to. 

I  am,  &c. 
W.  W.  Doyle,  Esq.,  (signed)         Edwin  Avery, 

Catholic  Orphanage,  Norwood,  Surrey.  Clerk. 


Reply  from  the  Parish  of  Saint  Pancras,  Middlesex. 

King's-road,  Pancras-road,  N.  W., 
2  July  1864. 

Sir,  Parish  Girl3  to  Catholic  Orphanage. 

Replying  to  your  communication  of  24th  June  last,  requesting  that  the 
Roman  Catholic  girls  chargeable  to  this  parish  should  be  placed  in  the 
Orphanage,  Norwood,  and  be  paid  for  by  the  parish,  I  am  to  inform  you  that 
the  directors  of  the  poor  decline  to  avaU  themselves  of  the  oflFer. 

Yours,  &c. 
(signed)        James  Parker, 
W.  W.  Doyle,  Esq.,  Hon.  Sec,  Assistant  Qerk. 

Catholic  Orphanage,  Norwood^ 
Surrey. 
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Reply  from  the  Stepney  Board  of  Guardians. 

Sir,  Board-room,  RatcliflF,  E.,  15  July  1864. 

I  AM  directed  by  the  Board  of  Guardians  to  acknowledge  the  receipt  of  your 
letter  of  the  24th  June  last,  in  which  you  ask  that  the  Roman  Catholic  guis 
chargeable  to  this  union  may  be  sent  to  the  Catholic  Orphanage,  Norwood, 
Surrey,  under  the  provision  of  the  Act  of  25  &  26  Vict.  c.  43. 

In  reply,  the  guardians  direct  me  to  state  that  your  application  has  been  duly 
considered  by  them,  but  that  it  cannot  be  complied  with. 

I  am,  &c. 

(signed)         W.  H.  Swepstane, 
W.  W.  Doyle,  Esq.,  Honorary  Secretary,  Clerk. 

Catholic  Orphanage,  Norwood, 
Surrey. 


Reply  from  St.  Marylebone  Workhouse,  VV. 

Sir,  St.  Marylebone,  W.,  25  July  1864. 

T  AM  directed  by  the  Board  to  acknowledge  the  receipt  of  your  applicatioa 
for  the  removal  of  the  Roman  Catholic  girls,  at  present  in  receipt  erf  in-door 
relief,  to  the  Catholic  Orphanage,  Norwood,  Surrey,  and  to  inform  you  that  the 
same'having  been  considered  by  the  directors  and  guardians  of  the  poor  of  this 
parish,  the  following  resolution  was  passed  thereon  : 

"That  the  Board  having  carefully  considered  the  letter  of  the  Honorary 
Secretary  of  the  Catholic  Orphanage,  Norwood,  deem  it  inexpedient  to  accede 
to  his  request,  as  the  Board  have  already  provided  sufficient  school  accommo- 
dation," 

I  have,  &c. 
(signed)        Joseph  Bedford, 
W.  W.  Doyle,  Esq.,  Secretary. 

Catholic  Orphanage,  Norwood,  Surrey. 


Reply  from  the  Parish  of  St.  Mary  Abbotts,  Kensington. 

1,  Devonshire-terrace,  Kensington, 
Sir,  9  August  1864. 

I  AM  directed  by  the  Board  of  Guardians  of  the  Poor  of  Kensington  to 
acknowledge  the  receipt  of  your  letter  of  the  5tli  instant,  wherein  you  state  that 
the  Superioress  of  the  Catholic  Orphanage,  at  Norwood,  in  Surrey,  has  had  a 
portion  of  it  certified  by  the  Poor  Law  Board,  in  accordance  with  the  Act,  the 
26  &  26  Vict.  c.  43,  '•  as  fitted  for  the  receptiou  of  such  children  or  persons  as 
may  be  sent  there  by  the  guardians  of  any  parish  or  union  in  pursuance  of  the 
said  Act ;"  and  that  the  managers  are  ready  to  receive  such  Catholic  children, 
being  girls,  as  may  now  be,  or  hereafter  become  chargeable  to  Kensington 
parish,  the  Board  paying  for  the  education  and  maintenance  of  such  children 
at  the  rate  and  in  the  manner  provided  by  the  first  section  of  the  above-men- 
tioned Act. 

The  guardians  desixe  me,  while  acknowledging  the  receipt  of  your  letter,  also 
to  inform  you  that  they  will  give  the  subject-naatter  of  it  their  best  consider- 
ation. 

I  have,  &c. 
(signed)         Samuel  Cornell, 
W.  W.  Doyle,  Esq.,  Honorary  Secretary,  Clerk. 

Catholic  Orphanage,  Norwood, 
Surrey. 

No  further  reply  could  ha  obtained  from  this  Board. 
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Reply  from  the  Whzteobapdt  Board  of  Guardians. 

Sir^  Whitechapel  Union,  30  August  1864» 

The  guardians  of  this  union  have  had  under  consideration  your  applications 
of  the  24th  June  last,  to  carry  into  effect,  in  the  case  of  Catholic  chiloren  (being 
gfrls)  chargeable  to  the  union,  the  provisions  of  the  Act  25  &  26  Vict*  a  43, 
and  also  your  favour  of  13th  instant* 

The  guardians  of  this  union  possess  an  industrial  school,  so  that  all  children 
abore  two  years  of  age  are  sent  there,  and  thus  removed  from  the  contaminating 
influence  of  a  workhouse.  The  guardians  therefore  decline  to  incur  the  expense 
of  the  transit  of  these  children  to  and  from  the  Orphanage. 

The  admissions  and  removals  of  children  into  the  industrial  schools  and 
therefrom  to  be  deliyered  to  their  parents,  are  very  frequent,  and  having  to  send 
so  great  a  distance  would,  in  the  opinion  of  the  guardians,  be  productive  of 
great  inconvenience  a&well  as  incvmsed  expense,  ami  they  therefore  do  not  feel 
justified  in  acceding  to  your  request, 

I  am^  &c. 
(signed)         G.  Adamson^ 
W.  W.  Dc^lcy  Esq^  Honorary  Secretary,  Clerk. 

Cathdic  Orpham^e,  Norwoody 
Surrey. 


Reply  from  the  St*  Mary  Axe  Board  of  Guardians, 

Sir,  51,  St.  Mary  Axe,  7  September  1864. 

I  AM  directed  by  the  Board  of  Guardians  of  the  City  of  London  Union  to 
acknowledge  the  receipt  of  yom:^  letter,  dated  the  5th  instant,  in  which  you 
ask  them  to  send  the  Roman  Catholic  girls  in  receipt  of  in-door  relief  to  the 
Catholic  Orphanage  at  Norwood;  and  in  reference  thereto  I  am  to  state  that  all 
the  children  chargeable  to  this  imion  are  sent  to  the  Central  London  District 
School  at  Han  well,  and  that  the  guardians  have  no  children  in  their  union  work- 
house. 

I  am,  &c« 
(signed)         John  Bomring^ 
W.  W.  Doyle,  Esq.,  Horrorary  Secretary^  Glerk* 

Catholic  Orphanage,  Norwood^ 
Surrey. 


Reply  from  the  Islington  Parish- 
Liverpool-road,  Islington,  N., 
Sir,  16  September  1864. 

I  BEG  to  inform  you  that  your  letter  of  the  10th  instant,  with  the  enclosed, 
were  considered  at  a  meeting  of  the  trustees  of  this  parish  held  this  day,  and 
it  was  decided  that  the  application  should  not  be  granted. 

I  am,  &C. 
(signed)         Wm.  Hicks ^ 
W.  W.  Doyle,  Esq.  Ckrk. 


Reply  from  the  Parisiv  of  Lsmbeth  Board  of  Guardians. 

Sir,  Lambeth.  Workhouse  22  Septembo  1864.  >j 

With  reference  to  your  letter,  dated  10th  ultimo,  I  am  directed  by  the 
Board  of  Guardians  for  the  parish  of  Lambeth  to  annex  hereto,  for  your  infor- 
mation, extract  from  the  minutes  of  proceeding  o£  the  Board  at  a  spedal 
meeting  held  on  the  20th  instant. 

I  am,  &c. 
(signed)        /iPl  T.  Logan^  Clerk. 
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Extract  from  the  Minutes  of  Proceedings  of  the  Board  of  Guardians^  at  a 
Special  Meeting  held  on  20  September  1864. 

"  The  Board  having  been  specially  summoned  to  take  into  consideration  a 
communication  from  Lord  Peter,  and  from  Mr.  Doyle,  upon  the  subject  of 
placing  Roman  Catholic  children  in  receipt  of  in-door  rehef  in  schools,  pro- 
vided for  their  reception  at  North  Hyde,  near  Southall,  and  at  Norwood, 
Surrey,  under  the  provisions  of  the  Act  25  &  26  Vict.  c.  43,  and  to  come  to 
such  determination  as  may  be  deemed  expedient;  it  was  resolved,  unani- 
mously, that  after  due  consideration  this  Board  do  not  consider  it  necessary  to 
come  to  any  resolution  upon  the  subject.*' 


Reply  from  the  East  London  Union  Board  of  Guardians. 

Devonshire-square,  Bishopsgate, 
Sir,  16  August  1864. 

In  answer  to  yours  of  the  13th  instant  I  beg  to  inform  you  that  the  appli- 
cation from  the  managers  of  the  Catholic  Orphanage  was  laid  before  this 
Board  ;  no  resolution  was  come  to  upon  the  subject,  and  the  future  considera- 
tion of  the  application  was  adjourned  sine  die. 

I  am,  &c. 
W.  W.  Doyle,  Esq.,  (signed)         Henry  Chapman^ 

Honorary  Secretary.  Assistant  Clerk. 


Reply  from  the  Parish  of  St.  James,  Clerkenwell. 

Farringdon-road,  late  Coppice-row, 
Sh*,  V  8  October  1864. 

In  answer  to  yours  of  yesterday's  date  I  beg  to  say  that  your  previous  com- 
munication of  the  10th  ultimo  was  submitted  to  the  guardians  at  their  meeting 
on  the  13th,  but  no  resolution  come  to  thereon. 

We  have  no  children  at  present  in  this  house  suitable  for  admission  into  the 
Catholic  Orphanage,  but  if  we  should  have,  I  think  there  would  be  no  objection 
to  diminish  the  numbers  in  this  house  by  sending  them,  but  the  amount  per 
case  would  be  a  very  moderate  one. 

I  am,  &c. 
(signed)         Edwd.  Scargill, 
W.  W.  Doyle,  Esq.,  Honorary  Secretary,  Clerk  to  the  Guardians. 

Catholic  Orphanage,  Norwood;^  S» 


Reply  from  St.  Margaret  and  St.  John,  Westminster. 

Sir,  York-street,  S.W.,  8  October  1864. 

Upon  inquiry,  I  find  your  letter  of  the  10th  instant  was  submitted  to  the 
Board  of  Guardians  of  the  poor  at  their  meeting  following  its  receipt ;  at  that 
time  I  was  recruiting  my  health  in  the  north,  and  I  likewise  find  that  no  reso- 
lution was  come  to  on  the  subject  thereof. 
Apologising  for  not  replying  before, 

I  remain,  &c. 
(signed)         Edwd.  Spooner. 
W.  W.  Doyle,  Esq.,  Honorary  Secretary, 
Catholic  Orphanage,  Norwood, 
Surrey. 
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Reply  from  the  St.  Giles  and  Bloomsbury  Parish. 

Vestry  Qerk's  Office,  W.C, 
Sir,  5  October  1864. 

Your  letter  of  the  10th  September,  with  the  circular  enclosed,  relative  to 
the  Catholic  Orphanage,  Norwood,  was  read  last  evening  at  a  meeting  of  the 
directors  of  the  poor  of  these  parishes. 

Beyond  making  a  minute  of  the  application,  with  a  view  to  further  commu- 
nications, should  the  directors  in  any  case  desire  to  avail  themselves  of  the 
Orphanage,  the  directors  made  no  order  on  the  matter. 

I  am,  &c. 
(signed)         T.  D.  Robinson^ 
W.  W.  Doyle,  Esq.  Vestry  Clerk. 


Reply  from  the  St.  Luke,  Chelsea. 


Chelsea  Workhouse,  S.W., 
Sir,  13  October  1864. 

In  reply  to  your  letter  of  7th  instant,  I  beg  to  inform  you  that  your  letter 
of  5th  September  and  its  enclosures  were  received,  and  laid  before  the  Board 
of  Guardians. 

I  am,  &c. 
(signed)        fV.  L.  JDi^gens,  Clerk. 
W.  W.  Doyle,  Honorary  Secretary, 
Catholic  Orphanage,  Norwood,  Surrey. 


Further  Reply  from  St.  Luke,  Chelsea. 

Chelsea  Workhouse,  S.W., 
Su-,  5  December  1864. 

In  reply  to  your  letter  of  28th  ultimo,  requesting  to  be  informed  the  deci- 
sion at  which  the  guardians  of  this  parish  have  arrived  with  reference  to  your 
application  of  the  5th  of  September  last,  I  beg  to  inform  you  that  the  matter 
is  still  under  consideration. 

I  am,  &c. 
(signed)         W.  Z.  Diggens, 

Clerk  to  the  Guardians. 
W.  W.  Doyle,  Esq.,  Hon.  Secretary, 
Roman  Catholic  Orphanage,  Norwood. 


Reply  from  St.  James*,  Westminster. 

Sir,  Poland-street,  Oxford-street,  14  October  1864. 

Your  letter  of  the  10th  ultimo,  with  the  accompan}ing  certificate  and  state- 
ment, having  been  laid  before  the  governors  and  directors  of  the  poor,  I  am 
instructed  to  acquaint  you  that  the  Board,  after  due  consideration  of  the 
subject,  decline  to  comply  with  the  application,  deeming  it  inexpedient  to  avail 
themselves  of  the  permissive  powers  of  the  statute  referred  to,  to  transfer  the 
children  chargeable  to  the  parish  to  any  other  mamagement. 

I  am,  &c. 
(signed)         G.  Buzzard,  Clerk. 
W.  W.  Doyle,  Esq.,  Honorary  Secretary, 

Catholic  Orphanage,  Norwood,  Surrey. 
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West  London  Union. 
No  reply  could  be  obtained  from  this  Board. 


St.  Saviour,  Southwark. 
No  reply  could  be  obtained  from  this  Board. 


St.  George  in  the  East. 
No  reply  could  be  obtained  from  this  Board. 


St.  Luke,  Shoreditch. 
No  reply  could  be  obtained  from  this  Board. 
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PADDING.TON    WORKHOUSE. 


RETURN  to  an  Order  of  the  Hommrable  The  House  of  Cozninons, 
dated  9  July  1866  J— :/or,     • 

Copy  "  of  the  Evidence  taken  in  the  riecent  Poor  Law  Inquiry  at  PaddingtOHy 
and  the  Report  of  Mr.  Farnall  thereupon  " 


Poor  Law  Board,  Whitehall,!  RALPH  A.  EARLE, 

7  August  1866.  J  Secretary. 


—  No.  1.  — 

REPORT  of  H.  B.  Farnall^  Esq.,  c.b..  Poor  Law  Inspector  to  the  Poor  Law 
Board,  on  an  Inquiry  held  by  him  into  certain  alleged  Mismanagement  of  the 
Sick  Poor  in  the  Paddington  Workhouse. 

Poor  Law  Board,  Whitehall,  S.W., 
My  Lords  and  Gentlemen,  28  July  1 866. 

I  BEG  to  inform  you  that,  in  accordance  with  your  instructions,  I  instituted  an 
official  inquiry  on  the  22d,  23d,  25th,  and  28th  ult.,  at  the  Board  Room  of  the 
Paddington  Workhouse,  into  certain  alleged  mismanagement  of  the  sick  poor  in 
that  establishment. 

On  each  occasion,  many  of  the  guardians  were  present,  attended  by  their  clerk, 
and  represented  by  their  counsel,  Mr.  Montagu  Bere.    - 

The  allegations  adverted  to  were  made  by  Jane  Bateman,  formerly  a  paid 
nurse  in  the  infirmary  for  females  ia  the  Paddington  Workhouse,  and  were  brought 
under  your  notice  by  the  Earl  ©f  Carnarvon  on  behalf  of  the  Metropolitan  Work- 
house Infirmary  Association ;  and  Mr.  Ernest  Hart,  an  honorary  secretary  of  that 
association,  was  present  during  the  whole  of  the  inquiry. 

I  annex  the  affidavits  of  Jane  Bateman,  a  paid  nurse  in  the  Paddington  Work- 
house during  the  month  of  May  last;  of  Edward  Symes  Thompson,  Physician  at 
the  Hospital  for  Consumption ;  of  Eliza  Ann  Nickel,  superintendent  of  the 
General  Nursing  Institution,  Henrietta-street ;  of  Emily  Knipe,  an  inmate  of  the 
Paddington  Workhouse ;  of  Harriet  Coster,  formerly  superintendent  of  Saint 
Pancras  Infirmary  J  of  Mary  Mac  Donald,  an  inmate  of  the  Paddington  Work- 
bouse  j  of  James  Paget,  surgeon  to  St.  Bartholomew's  Hospital;  of  Henry 
Maudesley,  m.d,  of  the  University  of  London ;  of  Mary  Windsor,  formerly  an 
inmate  o^  the  Paddington  Workhouse ;  of  Louisa  Jane  Parry,  a  lady  visitor  to 
this  workhouse ;  of  Matilda  Margaret  Greathead,  a  lady  visitor  to -this  workhouse; 
of  Lady  J.  C.  Stephen,  a  lady  visitor  to  this  workhouse ;  of  Francis  Edmimd 
Anstie,  m.d.,  of  the  London  University;  of  John  Bennett,  a  guardian  of  Pad- 
dington ;  of  Robert  Edward  Gaye,  medical  officer  of  the  Paddington  Workhouse, 
and  of  Donald  Cormack,  the  master  of  that  workhouse. 

I  also  annex  the  copy  of  a  letter  from  the  clerk  to  the  Paddington  guardians 
to  Mrs.  Jane  Bateman,  accompanied  by  an  extract  from  the  minutes  of  the 
guardians,  which  will  show  your  Board  that  Mrs.  Bateman  was  a  nurse  upon  trial 
at  the  Paddington  Workhouse,  and  that  the  guardians  did  not  retain  her  beyond 
the  month  because  they  say  they  found  her  ^'  inefficient  in  midwifery  ;"  together 
with  certificates  from  Dr.  Pollock  and  Dr.  Thompson,  showing  that  Mrs.  Bate- 
oaan  is  an  active,  efficient,  and  thoroughly  trained  nurse,  and  has  had  considerable 
experience  in  midwifery. 

The  allegations  of  Mrs.  Bateman  were  as  follows : 

1st,  That  the  sick  wards  are  scattered  over  the  ho^se. 
5^7.  A  2d.  That 
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2d.  That  in  the  '*  old  hospital  wards  '*  as  many  as  three  sick  children^ 
with  various  complaints,  some  of  them  of  an  infectious  character,  have  been 
put  to  sleep  together. 

3(1.  That  the  sick  are  not  classified  at  all,  but  that  the  aged,  young,  infirm, 
chroniciilly  and  acutely  sick  are  all  mixed  up  together.  That  she  lias  known 
an  aged  patient,  of  dirty  habits,  and  covered  witli  lice,  to  have  been  warded 
with  sick  children,  and  a  noisy  lunatic  to  disturb  a  ward  full  of  sick  people, 
night  and  day  for  three  weeks. 

4th.  That  in  addition  to  giving  all  the  medicines  at  the  stated  hours  to 
the  sick  in  these  various  and  distant  waids,  her  duties  included  a  certain 
amount  of  dispensing,  the  personal  distribution  of  all  the  clean  and  dirty 
linen,  both  of  the  wards  and  the  inmates,  and  the  distribution  of  stores. 

5th.  That  she  was  consequently  unable  to  perform  the  ordinary  duties  of 
nursing,  and  the  pauper  nurses  on  whom  she  had  to  rely  were  incompetent, 
cruel,  required  to  be  bribed  by  the  patients,  and  tre?ited  them  with  in- 
humanity. 

6th.  She  particularly  refers  to  the  case  of  an  old  woman  whom  she  found 
in  the  wards,  with  extensive  bed  sores,  and  in  a  state  of  tilth,  lying  on  a 
bard  straw  mattress.  She  obtained  an  air  mattress  for  this  patient,  but 
could  not  obtain,  while  she  was  there,  any  mackintosh  either  for  this  or  for 
other  patients,  who  urgently  required  it. 

7th.  She  mentions  also  the  case  of  a  paralysed  patient  who  fell  twice  in 
one  night  out  of  bed,  for  want  of  assistance,  and  for  whom  a  night  nurse 
was  applied  for,  but  none  was  granted. 

8th.  She  states  that,  in  a  particular  instance,  the  soap  of  the  lying-in 
ward  was  n^ade  away  with  by  the  pauper  nurses,  so  that  for  four  days  the 
infants  could  not  be  properly  washed. 

9th.  Generally  she  describes  the  sick  poor  as  suffering  greatly  from  the 
want  of  proper  supervision  and  care,  and  from  the  venality  of  the 
nurses. 

The  annexed  affidavits  prove,  as  it  seems  to  me,  the  following  facts : — 

1st.  That  the  sick  wards  are  not  scattered  over  the  house,  but  are  con- 
tained in  two  distinct  infirmaries,  one  called  the  new  infirmary,  and  the 
other  called  the  old  infirmary. 

2nd.  That  in  the  old  infirmary  as  many  as  three  sick  children,  with 
various  complaints,  some  of  them  being  of  an  infectious  character,  have 
been  put  to  deep  together. 

3rd.  lliat  the  sick  are  not  classified,  but  that  the  aged,  young,  infirm, 
chronically  and  acutely  sick  are  or  have  been  warded  together  in  the  same 
room,  and  that  an  aged  patient,  of  dirty  habits,  and  with  vermin  on  her, 
named  Stannett,  was  warded  with  sick  children,  and  that  a  noisy  lunatic, 
named  Luke,  disturbed  the  sick  inmates  of  a  ward  by  night  and  day  for 
three  weeks. 

4th.  That,  in  addition  to  giving  all  the  medicines  at  the  stated  hours  in 
the  different  female  sick  wards,  Mrs.  Bateman  had  a  certain  amount  of 
dispensing  to  do,  together  with  the  personal  distribution  of  all  the  clean 
and  dirty  linen,  both  of  the  wards  and  the  inmates,  and  the  distribution 
of  stores. 

5th.  1  hat  Mrs.  Bateman  was  consequently  unable  to  perform  satisfac- 
torily to  herself  the  duties  of  nursing,  and  that  some  of  the  pauper  nurses 
on  whom  she  had  to  rely  were  incompetent,  and  behaved  harshly  and  cruelly 
to  some  of  the  patients,  and  that  the  lady  visitors  occasionally  gave  the 
pauper  nurses  small  sums  of  money  to  »ecure  their  kindness  and  attention 
to  the  sick. 

6th.  That  a  woman  named  Ward  was  afflicted  with  bed  sores,  but  waa 
obliged  to  lie  on  a  straw  mattress  until  Mrs.  Bateman  obtained  an  air  mat- 
tress for  her,  and  that  while  Mrs.  Bateman  was  nurse  she  was  not  supplied 
with  mackintosh  sheets  for  dirty  patients. 

7th.  That  a  paralysed  patient,  named  Dunsford,  fell  twice  out  of  bed  in 
one  night  for  want  of  assistance,  and  for  whom  a  night  nurse  was  ordered, 
but  not  supplied. 

8th.  That  a  pauper  nurse  made  away  with  the  soap  with   which  the 

infants 
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infants  in  her  ward  should  have  been  washed,  and  that  consequently  the 
infants  under  her  care  were  not  properly  washed. 

Thus  far,  tlierefore,  the  charges  made  by  Mrs.  Bateman,  with  ihe  exception 
of  the  first  charge,  are,  in  my  opinion,  proved;  but,  independently  of  these 
charges,  it  is  now  my  duty  to  bring  the  following  additional  facts,  which  were 
elicited  in  the  course  of  this  inquiry,  under  your  notice. 

There  are  no  paid  night  nurses,  so  that  the  sick  poor  are  left  to  the  care  of 
pauper  nurses  by  night. 

The  guardians  frequently  visit  the  sick  wards,  and  ask  the  inmates  whether 
they  have  any  complaints  to  make ;  but  the  inmates  invariably  make  no  com- 
plaints,  although,  when  the  guardians  have  left  the  wards,  they  talk  to  one 
another  of  what  they  could  have  told  the  guardians. 

Mr.  Gave,  the  medical  officer  of  the  workhouse,  has  classified  his  patients 
to  the  best  of  his  ability,  but  has  not,  he  says,  fully  succeeded  ;  he  has  warded 
children  suffering  from  itch  with  children  who  were  healthy,  because  the  Infir- 
maries are  too  small ;  he  is  of  opinion  that,  under  certain  circumstances  lunatics 
should  be  mechanically  restrained,  but  Dr.  Maudsley  is  of  opinion  that  lunatics 
should  not,  under  any  circumstances,  be  so  restrained;  Mr.  Gaye  is  also  of 
opinion  that  Mrs.  Bateman,  the  only  paid  nurse  in  the  female  sick  wards,  had 
not  too  much  to  do,  and  that  paid  night  nurses  are  unnecessary ;  but  he  con- 
siders that  night  nurses  (not  paid)  should  be  appointed  for  dirty  cases. 

Mr.  Gaye  does  not  enter  itch  cases  in  his  medical  book  unless  they  require 
extra  diet. 

The  master  ordered  mackintosh  sheets  on  the  1st  of  May,  and  obtained  them 
on  the  1st  of  June. 

Mary  Mac  Donald,  a  sick  pauper,  was  removed  from  one  ward  to  another  in 
the  infirmaries,  without  the  authority  of  the  medical  officer,  as  he  believes. 
Mary  Mac  Donald*s  friends  were  not  permitted  to  see  her,  and  some  of  them 
were  detained  for  an  hour  and  a  half  at  the  gate  before  they  saw  her,  because 
the  master  of  the  workhouse  was  of  opinion  that  no  indulgence  should  be 
shown  to  Mary  Mac  Donald,  because  **  neither  Mac  Donald  herself,  nor  her 
friends,  would  give  any  account  of  her  settlement." 
The  sick  patients  give  beer  to  the  pauper  nurses. 

A  pauper  nurse,  when  called  up  at  night  by  the  sick  patients,  did  not  attend 
to  the  calls  of  all  the  patients,  but  only  to  such  calls  as  she  thought  proper  to 
attend  to. 

The  sick  inmates  complain  to  the  lady  visitors  of  cruelty  on  the  part  of 
the  pauper  nurses,  but  the  lady  visitors  do  not  report  these  complaints  to  the 
guardians. 

The  matron  does  not  visit  the  sick  wards  every  day. 

I  beg  to  direct  your  attention  to  the  evidence  of  Mr.  Paget,  both  as  regards 
the  nursing  and  the  minimum  cubical  space  necessary  for  each  sick  person  in 
the  infirmaries  of  this  or  any  other  workhouse. 

I  beg  to  advise  your  Board  to  point  out  to  the  Paddington  Board  of 
Guardians : 

That  they  should  appoint  an  adequate  staff  of  paid  nurses  for  both  the  male 
and  female  infirmaries,  and  that  pauper  inmates  of  the  workhouse  should  be 
employed  only  as  servants. 

That  the  matron  should  be  directed  to  carry  out  the  provisions  of  Article  210, 
Nos.  6  and  6,  of  the  General  Consolidated  Orders. 

That  the  medical  officer  should  be  directed  to  enter  in  his  Medical  Relief 
Book  the  names  of  all  sick  persons  in  the  workhouse  under  his  treatment, 
whether  they  require  extra  diet  01  not ;  that  he  should  not  require  any  officer 
to  dispense  medicines  to  the  sick,  as  he  himself  is  responsible  for  the  **  treat- 
ment of  the  sick  poor,"  and  that  infectious  cases  should  be  separated  from  the 
other  inmates. 

That  the  master  of  the  workhouse  should  be  informed  that  in  cases  of  sickness 
or  necessity,  inmates  should  be  pennitted  to  see  their  friends  on  other  than  the 
appointed  visiting  days. 

That  the  provisions  of  Article  101  of  the  general  consolidated  orders  should  be 
strictly  obeyed. 

I  cannot  close  this  report  without  informing  you  that  an  attempt  was  made  to 

convict  Mrs.  Bateman  of  immorality,  while  acting  as  a  nurse  at  St.  Pancras  Work- 
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house,  but  that  the  evidence  annexed  proves  that  such  charge  was  groundless, 
and  that  a  charge  of  indiscretion  only  could  be  maintained. 

I  have  also  to  inform  your  Board  that,  although  the  guardiwis  discharged 
Mrs.  Bateman,  because  she  was  **  inefficient  in  midwifery,"  the  advertisement, 
through  which  she  was  appointed,  did  not  require  such  efficiency  as  a  qualifica- 
tion, nor  was  Mrs.  Bateman's  efficiency  tested  during  the  moftth  she  held  office 
at  the  Paddington  Workhouse. 

I  have  &c., 

To  the  Poor  Law  Board,  (signed)         H.  B.  Famall, 

Whitehall.  Poor  Law  Inspector. 


—  No.  2.  — 

DEPOSITIONS  taken  by  H.  B.  Farnall,  Esq.,  c.b.,  Poor  Law  Inspector,  at  an 
inquiry  held  by  him  on  the  22nd,  23rd,  25tb  and  28th  June  1866,  at  the 
Paddingh'on  Workhouse. 


Thb  Deposition  o{  Jane  Bateman,  taken  on  oath  before  me  Harry  Burrard Famall,  Poor 
Law  Inspector,  at  the  Board  Room  of  the  Paddingtoa  Workhouse,  tbis  22ad  day  of 
June  1866, 

Who  says : — 
1  WAS  trained  for  three  years  at  King's  College  Hospital,  and  I  entered  on  my  duties 
here  on  the  30 th  of  April  last  as  nurse.  I  never  was  instructed  here  as  to  my  duties,  nor  was 
I  shown  the  rules  and  regulations  of  the  Poor  Law  Commissioners  on  this  point.  From 
the  time  1  left  the  hospital,  about  six  years  ago,  until  I  came  here,  I  was  in  private  service^ 
but  entirely  as  nurse.  My  duty  was  confined  to  the  patients  in  the  infirmary ;  there  are 
two  infirmaries,  one  is  the  old  infirmary,  and  the  other  is  the  new.  1  had  the  female  patients 
under  my  care,  f(*r  there  is  a  paid  male  nurse  for  the  male  side  of  the  infirmary ;  I  am  not 
aware  that  there  are  any  sick-wards  excepting  those  in  the  infirmaries.  I  have  myself  seen 
three  children  in  tme  bed ;  one  had  inflamed  eyes,  the  other  water  on  the  brain,  and  the 
third  chicken-pox ;  two  slept  at  the  head  cf  the  bed,  and  tiie  youngest  slept  at  the  foot  of 
the  bed,  this  was  the  child  with  water  on  the  brain,  and  aged  two  years,  this  case  existed 
yfhen  1  left.  This  was  in  the  old  hospital ;  all  the  beds  in  the  old  hospital  were  then  full, 
and  in  several  of  the  other  beds  there  were  two  in  a  bed,  one  being  a  cnild,  and  the  other 
being  an  adult ;  each  child  was  an  infant,  and  they  were  thus  bedded,  so  as  to  be  taken 
care  of;  of  the  three  children  who  slept  together  as  described,  two  were  up  during  the  day 
time;  I  did  not  tell  the  medical  oflSlcer  of  this;  I  did  not  know  that  it  was  my 
duty  to  Import  to  the  medical  officer  anything  that  I  thought  was  wrong.  There  are 
in  that  part  of  the  infirmaries  which  I  had  to  attend  to,  four  large  wards  in  the  new  infir- 
mary, two  lying-in  wards  and  two  small  wards  in  the  old  hospital,  and  while  I  was  here  the 
aged,  young,  and  infirm,  chronically  and  acutely  sick  were  all  mixed  up  together  in  the  four 
large  wards.  In  the  old  infirmary  there  were  usually  from  two  lo  three  in  a  bed,  and  these 
were  really  children.  I  have  known  an  aged  female  patient  named  Stannett,  of  dirty  habits, 
and  covered  with  lice,  warded  in  a  room  in  the  old  infirmary,  and  she  slept  alone,  but  in  the 
same  ward  there  were  beds  occupied  at  the  ^ame  time  by  several  children ;  she  was  warded 
ihus  for  I  think  about  three  weeks,  she  was  also  a  woman  of  dirty  habits,  she  was  in  bed 
by  day  and  night;  there  was  no  paid  night  nurse  either  for  this  ward  or  any  other  ward. 
I  think  that  altogether  I  had  usually  as  many  as  70  patients  to  attend  to.  The  medical 
officer  saw  Stannett  in  this  bed,  and  in  this  ward,  but  he  did  not  know  of  her  dirty  state, 
nor  was  it  known  until  her  Imen  went  to  the  wash ;  when  it  was  found  out, she  was  thoroughly 
cleaned,  but  she  had  been  removed  from  the  children's  ward  before  it  was  found  out,  aim 
then  every  body  told  me  what  a  dirty  woman  she  was;  it  was  about  the  second  week  after 
she  was  removed  iVom  the  children's  ward,  that  it  was  found  out.  I  have  known 
a  noisy  female  lunatic,  namely  Luke,  disturb  the  sick  people  in  the  ward  where 
she  was  for  three  weeks;  she  was  never  specially  watched  at  night;  but  she  was 
put  to  sleep  in  a  small  ward,  which  is  entered  by  a  door  leading  from  the  sick 
"ward  into  it,  this  is  a  small  room  situated  between  two  padded  rooms  for  violent 
lunatics,  and  an  old  woman  slept  in  this  small  ward  in  a  separate  bed  near  the 
lunatic  ward.  My  own  room  was  nowhere  near  this  ward,  but  I  have  heard  the  noise  I 
speak  of  even  in  my  own  bed-room  at  night.  The  old  woman  spoken  of  was  very  aged  and 
scarcely  right  in  her  head,  but  there  was  no  one  specially  appointed  to  watch  this  case  at 
night.  Two  attempts  were  made  to  get  Luke  into  Hanwell,  but  she  was  sent  back  both 
times.  I  do  not  know  whether  any  attempt  was  made  lo  get  her  into  any  other  asylum, 
and  these  attempts  to  iiet  her  into  an  asylum  were  made  during  the  three  weeks  1  have 
spoken  of:  Luke  was  very  bad,  and  was  tied  down  night  and  day,  and  passed  everything 
under  her,  and  she  lay  in  that  state  until  the  morning,  when  she  was  changed ;  and  I  myself 
have  seen  her  in  the  dirty  state  described,  and  she  had  a  very  sore  back ;  the  doctor 
eicamined  her  back  and  gave  bis  orders;  1  never  heard  him  give  orders  that  Luke  should  be 
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watched  at  night;  but  about  a  fortnight  after  I  had  been  bene,  and  before  berback  got  very 
bady  I  got  an  air  bed  for  her  by  order  of  the  doctor.  She  got  iaio  an  asyivm  aboat  a  week 
belbre  I  left.  I  myself  gave  the  medicines  to  tbe  aick,  bat  I  did  not  gire  the  stimolantd ; 
[  gave  thetii  to  the  pa4)per  nurses  and  the  pauper  nurses  ^ve  then  to  the  sick.  I  merer 
saw  any  of  the  pauper  nurses  intoxicated^  but  oocasknally  they  got  a  holiday  and  then  they 
came  back  in  good  time  and  were  well  behaved*  What  I  mean  by  giving:  medicines  in  the 
distant  wards  is,  that  I  bad  to  go  firom  the  new  infirmary  to  the  old  iufinnary ;  tbey  are 
connected  by  a  covered  passage,  and  it  would  take  me  about  two  minutes  to  go  from  the 
new  infirmary  to  the  old  infirmary.  What  I  mean  by  dispensing  is,  that  I  had  to  go  to  the 
surgery^  take  the  medicine  from  the  laige  bottles^  put  it  into  small  bottles  for  the  patients, 
and  carry  the  bottles  on  a  tray  to  tbe  patienits;  and  1  put  labels  on  the  small  bottles.  In 
my  opinion,  as  a  hospital  nurse,  there  shouU  be  two  paid  nurses  to  70  patients,  and  also 
one  night  nurse  for  them.  I  had  to  take  an  inventory  of  all  the  linen  in  the  infirmary  and 
to  send  it  to  the  wash,  and  re-distribute  it  when  it  came  back ;  but  I  had  pauper  assistants 
to  help  roe.  I  had  11  pauper  assistants,  and,  upon  tbe  whole,  they  did  pretty  welL 
The.  lying-in  ward  was  under  my  care,  and  there  I  had  the  greatest  trouble  with 
the  pauper  nurse  named  Appleby,  but  sbe  was  removed  from  tlKit  ward  a  few  days 
before  I  left;  but  I  had  two  or  three  times  befoie  complained  to  the  master  of  Appleby; 
sbe  used  to  water  the  tea,  as  I   was  told  by  tbe  inmates  of  the  lying-in  ^ard.     Tbe 

Eatients  in  this  same  ward  told  me  that  they  found  a  pint  of  made  tea  under  the 
ath,  and  I  told  the  master  of  this.  There  was  a  Matilda  Tingiey,  and  one  Anderson, 
and  Emma  Pound,  who  told  me  of  this.  I  distributed  tbe  household  stores  in  the 
infirmary.  In  conse<|uence  of  my  various  duties  1  conki  not  do  much  nursing,  but  I  did 
not  complain  to  the  medical  officer  nor  to  any  one  about  this.  I  was  only  elected  on 
probation  for  one  month*  I  did  not  wish  to  leave  my  situation  here;  it  had  put  me  to  some 
cost  to  lake  it ;  I  save  up  a  situation  where  I  had  worked  for  five  years  to  come  here.  The 
guardians  visited  the  infirmaries  every  week,  but  not  expecting  to  get  further  aid  I  said 
nothing.  I  believe  the  duties  had  been  done  by  one  paid  nurse  for  seven  yearns  belore  I 
took  them.  I  do  not  consider  that  my  pauper  assistant  nurses  were  competent,  but  never- 
theless I  was  obliged  lo  entrust  them  to  dress  sore  legs ;  they  were  entrusted  to  dress 
Luke's  back,  and  I  have  seen  that  done.  I  have  seen  the  medical  officer  examine  the  sore 
legs ;  a  good  many  dressed  their  own  sores ;  nor  did  I  ever  hear  the  medical  officer  com- 
plain of  the  way  it  was  done.  Some  of  my  nurses  were  over  70.  One  was  called  Vernum, 
and  her  previous  occupation  was  to  sell  pots  and  pans ;  she  was,  I  think,  about  70.  She 
was  in  one  instance  particularly  cruel,  as  I  thouglit,  to  one  of  the  patients — I  mean  to  Mrs. 
Ward.  Mrs.  Ward  had  been  ^ying,  but  lingering  on,  for  two  or  three  days ;  she  had  a  very 
bad  back  and  slept  on  an  air  bed ;  and  when  I  went  round  the  vmrd  where  she  was  one 
afternoon,  I  observed  that  her  pillow  had  been  taken  away,  and  she  looked  very  ghastly, 
and  asked  Vernum  where  the  pillow  was,  and  she  said,  '*  She's  nearly  gone,  and  I  always 
take  the  pillows  away  to  make  them  go  the  quicker,  and  I  have  taken  her  pillow  away."  I 
had  the  pillow  put  back  immediately,  but  Ward  died  half  an  hour  afterwards.  I  never  saw 
any  other  act  of  crueUy.  Vernum  was  there  when  you  (Mr.  Famall)  inspected  these  wards 
the  other  day ;  but  I  did  not  report  her  to  you ;  I  reported  this  case  to  the  master  im- 
mediately; but  Vernum  was  not  removed  from  the  infirmaries;  the  master  said,  **  If  we 
get  rid  of  her  we  shall  perhaps  get  one  as  bad."  A  patient  named  Ellen  Wliite  told  me 
that  Vernum  used  to  drink  the  gin  which  was  for  the  patients.     Vernum  told  me  that  the 

Eatients  used  to  give  her  a  little  gin.  The  assistant  pauper  nurses  were  allowed  a  pint  of 
eer  daily.  A  woman  called  Blisset,  and  also  Tingiey,  told  me  that  the  pauper  nurses 
treated  the  child  of  a  woman  who  was  gone  to  Hanwell  with  cruelty.  ITiis  woman  told  me 
that  these  nurses,  one  of  whom  was  Appleby,  that  they  forced  a  spoon  down  the  child's 
throai,  and  held  it  up  by  its  clothes,  and  swung  it  about.  I  told  the  matron  of  this,  and 
she  immediately  removed  the  girl.  When  I  came  to  this  workhouse  I  found  Mrs.  Ward 
with  extensive  bed  sores,  and  in  a  state  of  filth  ;  that  filth  was  the  discharge  from  her  sores, 
and  she  was  lying  on  a  straw  bed,  over  which  there  was  a  blanket  and  a  sheet,  and  I  got  an 
air  bed  for  her,  which  did  very  well  for  her ;  she  said  she  found  great  ease  Iroai  it;  there 
was  no  mackintosh  sheet  under  her.  When  I  found  what  bad  cases  there  were,  I  asked 
for  a  mackintosh  sheet,  but  before  this  I  had  never  seen  a  mackintosh  sheet,  excepting  one 
for  the  labour  bed.  There  was  a  paralysed  patient,  named  Dimsford,  who  fell  twice  out  of  bed 
in  one  night  for  want  of  assistance ;  she  was  trying  to  get  out  of  bed,  but  being  unable  to 
do  so  without  aid,  she  fell.  I  showed  this  case  to  the  medical  officer,  and  he  said  some 
one  should  sit  up  with  her,  or  sbe  would  some  night  fall  out  of  bed  and  break  some  of  her 
bones.  I  sent  one  of  my  pauper  nurses  to  the  matron  to  tell  her  of  this,  the  pauper's 
name  was  Wyatt,  but  no  notice  was  taken  of  my  application,  and  two  or  ihree  days  after- 
wards I  left  this  workhouse.  The  pauper  nurse,  A|)pieby,  would  not  give  the  patients  in 
her  ward,  namely,  the  lying-in  ward,  any  soap;  and  one  of  the  patients,  I  think  Blisset, 
came  and  told  me  that  neither  she  nor  the  babies  had  had  any  soaf)  for  three  days,  but 
I  had  given  Appleby  a  sufficient  supply  for  the  week ;  the  supply  was  left  to  me,  and  I 
supplied  sufficient. 

Cross-examined  by  Mr.  Hart — The  cries  of  Luke  were  heard  in  tbe  adjoining  sick  ward^ 
and  disturbed  the  patients.  There  was  one  in  the  sick  ward,  an  epileptic  patient,  and  she 
used  to  fall  in  fits  in  the  ward.  Sume  of  the  other  patients  in  this  ward  were  very  ill, 
and  some  sat  up  by  day.  The  sores  of  Ward  were  of  recent  date ;  she  bad,  I  understood, 
been  in  the  infirmary  about  three  weeks  when  1  came  here.     I  found  she  had  these  sores 
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the  first  day  I. came ;  I  was  told  these  sores  came  on  very  rapidly ^  and.  that  Ward  had  no 
kept  her  bed  more  than  two  or  three  weeks.  If  a  patient  has  sores,  and  lies  on  a  straw 
bed,  that  would  cause  such  sores  to  increase  rapidly.  Patients  with  sores  ought  to  have 
mackintosh  sheets.  I  applied  to  the  matron  for  some  a  day  or  two  after  I  came  here,  and 
I  applied  more  than  once,  and  the  matron  told  me  that  the  master  had  applied  for  them 
but  they  had  not  been  sent;  but  I  never  s^ot  one;  there  was  but  one  in  the  labour  room  ; 
but  I  cut  up  two  old  pillows  and  made  them  go  as  far  as  I  could,  with  the  leave  of  the 
matron.  1  gave  the  medicines  three  times  a  day ;  if  any  medicine  was  given  at  night,  it 
was  given  by  a  pauper  nurse.  With  regard  to  the  woman  who  fell  out  of  bed,  when  the 
pauper  was  a>ked  to  put  her  bed  near  to  her  ^he  refused,  and  snid  she  could  not  sleep  near 
that  stinking  bed,  nor  get  out  of  bed  every  10  minutes.  Nur^^e  Appleby  u^ed  to  spite  a 
woman  in  the  lying-in  ward,  Tinpley;  she  gave  her  all  fat  meat;  and  this  woman  was 
confined  that  night,  and  she  had  taken  medicine  that  day.  Appleby  was  removed  that 
day.  I  spoke  to  the  matron  about  it.  Mrs.  Magee  took  Appleby  s  place  ;  Magee  is  old, 
between  60  and  70.  The  guardians  discharged  me  at  the  end  of  the  month  for  which 
I  was  appointed  on  probation ;  and  when  I  was  thus  discharued,  I  was  called  into  the 
Board  room,  and  the  chairman,  Mr.  Pre>cott,  said,  *^  You  were  tried  on  probation  for  one 
month  ;  we  find  you  have  too  much  to  <!<»  (or  words  to  that  effect),  and  your  engHgement 
will  cease  on  Monday."  I  remtmber  your  (Mr.  Farnall)  saying  to  me,  when  you  last 
inspected  this  house,  **  Have  you  not  more  to  do  th;in  you  can  do?"  ;tnd  I  said,  •*  Yes, 
more  than  I  can  do  as  it  ought  to  be  done.^'  1*he  male  nurse  did  not  hear  you  speak  to 
me.  I  wrote  to  Mr.  Prescott,  the  chairman,  to  ask  why  I  was  discharged,  and  he  answered 
me  by  letter.  Up  to  the  time  of  my  being  discharged,  no  midwifery  case  had  taken  place 
in  the  infirmaries.  No  one  had  examined  me  as  to  my  proficiency  in  midwifery,  and  no 
one  had  found  fault  with  me.  When  I  was  here  I  produced  my  testimonials.  I  was  a 
nurse  at  the  St.  Pancras  Workhouse  for  six  months  soon  after  I  left  the  hospital.  If 
anything  went  wrong  there,  it  was  my  duty  to  complain  to  th^  paid  superintending  nurse 
of  the  \%ard  I  was  in,  and  here,  therefore,  1  thought  it  my  duty  to  complain  to  the  matron. 

Cios^s-Examined. — I  am  44  years  of  age.  I  had  15  beds  to  attend  to  in  the  medical 
wards  of  the  hospital,  and  10  in  the  surgical ;  there  all  the  people  were  very  ill,  and  I  did 
the  nursing.  There  was  then  no  lying-in  ward  there;  I  took  some  lessons  at  ^' Queen  Char- 
lotte's" as  a  nurse,  but  to  learn  the  docior's  part,  I  was  present  at  five  or  six  such  lessons. 
I  have  acted  as  monthly  nurse,  one  was  a  lady  in  Montagu-square,  Mrs.  Urquhart ;  and 
Mrs.  Gregory,  at  Princes  Gate,  and  other  cases,  about  six  or  seven  cases.  I  never  attended 
a  confinement  at  which  a  doctor  was  not  present.  After  I  left  the  hospital  in  June  1860, 1 
went  to  St  Pancras  in  October  1861.  In  the  meanwhile  I  went  to  Colney  Hatch  as  an 
attendant,  and  I  was  paid;  I  staid  one  month  there  and  left.  I  left  of  my  own  accord  ; 
and  then  I  went  to  Lady  Byron's  establishment,  and  was  paid;  but  this  was  too  fur  away 
from  my  child.  I  am  a  widow.  I  stayed  there  six  weeks.  I  was  in  Great  Ormond-street, 
and  there  I  was  paid;  and  then  I  went  to  St.  Pancras;  there  I  was  paid  nurse  to  the 
mule  ward,  and  thtie  there  were  25  or  24  beds,  with  two  proper  nurses,  females;  it  was  No. 
6  ;  the  beds  were  occupied  day  and  night  I  had  to  dress  the  wounds,  and  had  charge  of 
the  linen  and  the  stores,  and  collected  and  distributed  the  dirty  linen.  My  duties  were 
told  to  me.  1  left  St.  Pancras  of  my  own  accord ;  they  removed  me  from  the  male  ward 
into  the  children's  ward,  and  so  I  left  Five  years  I  worked  tor  iMrs.  Andrews  in  North 
Audley-streei.  I  have  no  testimonial  from  Mrs.  Andrews,  nor  have  T  asked  for  one;  I 
have  not  required  one.  I  have  no  testimonials  from  the  ladies  I  attended  as  monthly  nurse. 
I  was  examined  by  three  or  four  gentlemen  here  before  1  was  appointed,  as  to  my  capa- 
bilities. I  was  asked  if  I  knew  when  it  was  necessary  to  send  for  the  doctor  in  midwifery 
cases,  and  I  said  I  did,  and  so  I  do ;  and  I  said,  if  the  doct'>r  was  not  present,  and  it  was  a 
straightforward  birth,  I  could  take  it,  ''"d  previously  to  this  I  had  seen  the  matron.  I  did 
not  tell  the  matron  that  I  knew  nothing  about  midwifery.  I  did  not  tell  the  matron  that 
I  had  told  the  guardians  that  I  knew  all  about  midwifery,  but  that  in  leality  I  knew  nothing 
about  it.  I  did  say  that  I  had  nevt  r  been  alone  without  the  doctor,  and  she  said,  *'  Let  hira 
come,  he  is  paid."  I  left  on  the  4th  of  June.  1  was  given  notice  to  quit  on  the  23d  of 
May.  Elizabeth  Tingley  was  taken  in  labour  the  Thursday  before  I  left.  I  went  to  the 
matron  about  Tingley  about  eight  or  nine  on  Thursday  evening ;  I  told  her  Elizabeth 
Tingley  was  ill,  and  1  said,  **It  is  a  straightforward  labour,  but  do  a^  you  like,  and,  if  you 
like,  send  for  the  doctor."  I  did  not  say,  *•  Do  you  think  lam  a  donkey?"  It  was 
a  strai(>.htforviard  case;  it  was  a  cafie  1  could  have  managed,  but  the  doctor  came; 
the  doctor  did  not  tell  me  he  h«id  been  sent  for  just  in  lime.  I  saw  the  place 
advertised  in  the  papers,  and  I  applied  for  it.  When  the  guardians  told  me  I  was 
to  go,  I  asked  them  to  let  me  stay  a  week,  for  I  was  surprised,  as  no  fault  had  been 
found  with  me.  I  had  more  to  do  than  I  could  pr«»perly  do.  I  never  complained  ot 
this  to  anyone  excepting  to  Mr.  Farnall,  and  he  asked  me.  The  guardians  or  a  committee 
visited  thf  sick  wards  every  Fri(iay ;  but  they  did  not  put  questions  to  the,  they  told  me  to 
ask  for  anything  I  wanted,  and  I  should  have  it  I  never  asked  the  guardians  for  any- 
thing) which  I  did  not  get  I  was  never  asked  whether  I  uas  comfortable.  The  guardians 
talked  to  the  patients.  When  I  fit»t  came,  they  asked  me  if  my  room  was  comfortable, 
but  nothing  about  n)y  duties.  I  never  told  Mr.  Bennett  how  the  paupers  were  treated. 
I  have  seen  Mr.  Bennett  in  the  infirmary;  about  a  fortnight  after  I  came  I  saw  Mr.  Bennett 
in  the  infirmaiies.  I  did  not  complain  to  him  of  the  difficulty  I  had  in  managing  the  pauper 
patients;  nor  did  I  say,  **  It  will  all  come  right  in  time.'^     I  never  told  Mr.  Bennett  the 
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patients  were  too  well  off.  I  s^aid  I  was  surprised  to  see  them  all  with  white  counterpanes^ 
and  everything  so  clean.  I  did  not  say  to  the  surgeon  that  they  were  too  well  off.  The 
matron  told  me  that  the  guardians  went  round  and  pampered  the  patients  up.  I  never  said 
it  till  the  matron  did.  I  do  not  believe  I  talked  to  the  matron  since  then^  twice.  I  never 
said,  "  I  never  saw  such  a  lot  of  pampered-up  fantastical  lot  of  paupers  m  my  life."  I  did 
not  say,  "  You  make  fools  of  them,  and  they  expect  more  attention  than  ladies ;"  and, "  If  I 
stop  here,  Til  take  care  they  don't  have  11."  I  did  not  think  they  were  pampered  up.  I 
told  the  matron  how  the  male  nurse  behaved  to  ine.  I  said  to  the  matron,  that  I  had  been 
very  much  ill-used  in  tins  building,  and  that  I  would  let  the  guardians  know  it  before  I  left; 
and  I  did  tell  them.  The  chaplain  came  occasionally  into  sick  wards ;  I  may  have  seen  him 
there  two  or  three  times  a  w^ek,  but  I  never  spoke  to  him.  Ladies  used  to  visit  these 
wards,  and  I  have  spoken  to  them ;  I  did  complain  to  them,  when  they  asked  me  whether 
1  had  too  much  to  do.  Lady  Steven  came  twice  a  week,  and  asked  me  if  I  had  not  too 
much  to  do,  and  I  said,  **  Yes,  as  I  should  like  to  do  it"  I  said  that  without  more  help  I 
did  not  see  how  things  could  be  better  managed.  I  did  not  ask  anyone  for  more  help.  I 
hud  between  70  and  80  patients,  and  they  occupied  the  same  rooms  by  day  and  night ; 
there  were  three  or  four  in  a  ward  that  could  not  get  up.  At  one  time  I  should  have  six 
or  seven  severe  cases  to  look  after.  One  case  had  tits ;  one  was  epileptic ;  one  a  lunatic ; 
one  with  pleurisy  in  the  side ;  one  in  consumption  ;  one  with  bed-sores  and  fits ;  and  one 
paralysed ;  some  were  very  aged.  Six  deaths  took  place  while  I  was  here ;  three  of  whom 
were  children,  two  being  newly  bom.  I  began  my  work  at  6*30  a.m.,  giving  the  medi- 
cine, and  saw  it  given  before  1  left  the  ward ;  this  took  me  30  minutes.  None  of  the 
patients  complained  excepting  about  the  noise.  At  seven  I  went  to  breakfast,  and  then 
made  my  bed  ;  but  independently  of  the  sick  in  the  infirmaries  some  of  the  people  in  the 
body  of  the  house  came  to  me  for  their  n)edicine,  and  I  gave  it  to  them.  I  was  two  or 
three  hours  daily  in  the  surgery.  Ward  and  Luke  were  the  only  two  with  bed-sores. 
Williams,  the  male  nurse,  never  detected  me  in  making  a  mistake  in  medicines.  I  have, 
by  the  doctor's  orders,  given  morphine,  but  I  never  made  a  mistake  about  that.  There  is 
a  nurse  called  Edmunds  in  themhrmary;  she  never  prevented  my  making  a  mistake  in 
medicine;  t^he  never  stopped  me  from  giving  h  lotion  instead  of  the  proper  mixture.  When 
I  went  round  the  wards  I  gave  the  liiedicine.  There  were  two  or  three  cases  of  sore  l^s 
in  each  roum  in  the  infirmary.  One  or  iwo  were  bad,  the  others  sligl^t;  I  never  examined 
these  sores  without  the  doctor ;  he  came  every  day  between  twelve  and  one.  1  went  round 
the  wardh  with  the  doctor,  took  his  instructions  and  carried  them  out ;  then  one  hour  for  my 
dinner;  then  round  the  wards  again  with  medicine.  The  diny  linen  wa'*  collected  every 
Monday,  and  was  brought  to  me,  and  getting  through  this  work  took  me  two  hours;  the 
linen  came  back  on  a  Saturday;  I  was  not  accustomed  to  this  sort  of  work,  but  I  was 
getting  used  to  it,  and  should  soon  have  done  it  in  shorter  time.  On  a  Thursday  I  had  to 
?evise  the  clean  bed-linen,  sending  it  out  on  a  Friday ;  this  took  about  one  hour  and  30  minutes. 
The  stores  did  not  take  long ;  I  went  once  a  week  for  them.  The  i^timulants  were  sent  to  me 
by  the  master  on  a  tray,  each  in  its  own  bottle.  The  tea  was  sent  once  in  cups  on  a  tray. 
The  doctor  put  the  labels  on  the  bottles  when  he  was  there;  1  asked  him  this 
as  a  favour.  I  never  asked  for  instructions  as  to  my  duties.  I  had  no  testimonials 
from  Saint  Fancras;  I  did  not  ask  for  them.  The  three  children  of  whom  I  have  spoken 
bad  not  the  ringworm  as  far  as  I  know ;  there  were  some  bad  ringworm  cases ;  one  was  a 
big  girl,  she  had  a  bed  to  herself.  I  only  remeuiber  two  such  cases  in  the  infirmai ies.  I  spoke 
to  the  pauper  nurses  about  the  three  children  sirepinu;  in  one  bed ;  there  was  not  any 
empty  bed  then  in  the  wards.  One  o\  the  children  was  seven  or  eight  years  old  ;  one  was 
three  or  four;  and  the  other  about  two,  with  water  on  the  lirain.  1  spoke  to  the  pauper 
nurse  about  these  three  children,  and  she  said  she  had  no  empty  bed,  and  did  not  know 
what  to  do  with  them  ;  she  did  not  say  they  all  had  ringworm,  and  were  put  in  this  bed  to 
keep  them  separate.  I  did  not  mention  this  case  either  to  the  guardians,  the  master, 
matron,  or  medical  officer ;  these  three  slept  in  this  one  bed  for  a  week  or  ten  days.  It 
was  Keely  who  had  the  chicken-pox  ;  there  were  six  beds  in  this  ward,  and  there  was  no 
room  for  another ;  there  were  three  beds  occupied  by  an  adult  and  an  infant  Stannett  had 
been  wardswoman  of  the  children's  ward ;  she  was  in  bed  with  a  bad  leg  when  I  came,  and 
she  was  removed  from  the  ward  in  about  a  fortnight.  She  walked  to  the  other  ward  ;  I 
did  not  know  that  the  bed  she  left  was  dirty.  When  I  came,  here  she  was  in  the 
children's  ward,  but  I  did  not  know  she  was  dirty  while  she  was  in  the  ward  with  the 
children.  When  I  heard  the  noise  of  Luke,  I  did  not  get  up  to  try  and  stop  it.  She  was 
tied  down  night  and  day  in  a  strait-waistcoat.  There  were  about  14  patients  in  the 
insane  ward,  including  Luke,  and  of  these  three  were  lunatics;  the  rest  were  sane.  The 
pleurisy  case  was  there,  and  she  was  there  one  or  two  nights  with  Luke.  The  doctor  ex- 
amined Luke's  back,  and  ii  got  a  great  deal  better  before  she  went  away.  The  doctor  saw 
this  bark  generally  daily.  Luke  left  for  Hanwell  the  day  after  I  was  dismissed.  May  24th. 
I  won't  say  the  pleurisy  woman  was  there  with  Luke.  The  nurse  in  th(?  lying-in  ward 
was  called  Appleby,  and  she  (the  matron)  said  she  had  no  one  else  to  put  there.  Appleby 
begged  my  pardon,  and  cried,  and  I  looked  it  over.  I  made  the  complaint  about  Appleby. 
the  first  week  I  came.  I  told  the  matron.  The  matron  did  not  say,  **  If  you  Bnd  anything 
wrong  I  will  discharge  the  nurse  at  once."  A  few  days  after  I  complained  again  of  Appleby 
to  the  matron,  and  she  said,  **  Wait  till  Magee  comes  home,  and  I  will  remove lier."  The 
third  time  was  about  the  fat  meat,  and  then  she  was  removed.  I  complained  three  times 
about  Appleby  to  the  matron.  The  pauper  nurse  had  to  dress  Mrs.  Ward's  back,  and  I 
have  seen  this  sometimes.    This  was  Vernum.     They  did  not  change  the  patients  as  often 
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as  tbey  sliould ;  there  m^re  no  draw  sheetsu  I  cnzmat  give  ismy  instance  in  whidn  tlie  p&wper 
i>orses  were'  inccMBpetent  to  do  anytlHng  I  or  the  doctor  told  them.  I  may  say  that  the 
wetted  atraw  beds  were  not  changed  ^  often  as  they  shonld  hare  been.  Th«y  were  dried,. 
aiKl  put  under  then  iigain.  Vemum  aeot  Ldce's  bed  to  be  dried,  and  then  it  was  pat  under 
Luke  again  ;  and  ^li^n  I  asked  for  clesux  siraw  they  said  there  was  Done;  tbey  (fid  their 
i¥ork  in  a  very  cvious  way.  The  doeltor  at  SL  Pancras  told  me  I  whs  to  go,  and  I  had  at 
vieek's  notice.  I  was  told  that  the  reason  I  was  to  go  was  because  I  would  nut  rub  in 
QuitDoent  on  children  in  the  itdi.  I  said  1  would  rather  go  than  do  it,  and  I  went.  There 
was  an  accusation  that  1  had  men  in  my  rooons  late  at  night.  I  was  not  accused  of  being 
intoxicattd.  Mrs.  Coster,  tlie  doctor's  wife,  said  on  my  leaving,  and  openly  in  the  wardsy 
that  I  left  without  a  stain  on  my  diaractei. 

(signed)         Jane  Batemmu, 
23  June  1866. 


Jane  Bateman,  re-sworn,  says : 

Mbs.  Anixrews'  was  an  establishment  fvoaa  wheiice  nurses  were  sent  to  tliose  who  wanted 

nurses*    The  nurses  lived  at  Mrs.   Andrews'  if  Ihey  liked.     I  did  not  live  there,  ajni 

preferred  to  live  out  on  account  of  my  child,  and  because  I  had  a  house  of  my  own..    When 

at  Mrs*  Andrews',  I  was  sent  to  nurse  a  sick  child  in  Marylebone-road ;  this  child  did  nol 

die  while  I  nursed  it,  it  diied  a  few  days  afker  I  left  it.     Tlie  child's  father  complained  of 

the  way  I  tteated  ih^  child«  and  he  communicated  this  to  Mrs.  Amirews^  and  I  told  Mrs. 

Andrews  I  would  not  take  another  case  frovi  her.     I  sent  my  diKightet!  with  a  note  to 

Mrs.  Andrews,  to  a^k  for  my  money,  and  to  say  that  I  had   other  employ nent ;  and  this 

I  got  from  the  Nursing  Institution,  Heorietta-street^  Covent  Garden.     The  lady  aa|>erin- 

tendenc  there  i&  a  Mrs.  NicboU,  and  I   was  sent  by  her  to  Mr.   Southey'sy   Iver  Heathf, 

Uxbrielge;  he  is  paralysed  and  imbecile.     I  was  with   him  12  weeks.     No  complaints 

were  made,  ihat  I  know  of,  of  my  having  treated  this  gentleman  unkindly  and  improperly. 

Mrs.  NichoU  did  not  say  thai  complaints  had  been  ni»de  to  her  of  tliis  diiaracter.    Thia 

was  the  last  case  I  had  from  tlMs  institution.     1  Isft  ihe  ^d  or  4th  of  February  1866; 

I  do  not  know  that  Mrs.  NichoU  struck  my  name  ofFher  list  of  nurses  on  account  of  thid 

case.     I  asked  the  doctor^  the  medical  ofl^er,  {oi  instructicms  in  midwifery.    Luke  was  tied 

down  night  and  day  in  what  I  call  a  strait-waistcoat.     I  never  beard  the  noiedical  officer 

gjive  an  order  to  restrain  Luke  in  this  way.     Luke  was  here  before  I  came  l^re,  and  was 

tied  down  when  I  can^e.     I  never  asked  the  matron  for  a  night  narse  for  Luke.     I  did  not 

ask  Tor  a  night  nurse  for  her,  it  d^  not  eiuer  my  mind.    Mrs.  Waid'a  sores  were  very  bad 

when  I  came,  auct  they  were  dressed ;  the  dressing  did  not  agree,  and  the  medical  officer 

changed  it.     Mrs.  Vernum  put  on  the  dressing,  and  the  sores  got  better,  and  she  was  put 

on  an  air  bed ;  she  was  on  a  ptraw  bed  when  1  caaoe.     Bed-soves  occur  ia  hospitals,  but 

those  people  who  get  tender  ia  the  back  get  a  water  pillow  and  a- mackintosh.     MrsL 

Ward  did  not  get  fresh  skeeia  every  day.    The  medical  officer  saw  Mrs.  Ward  every  day, 

and  so  did  I ;  we  used  to  put  clean  things  under  her,  but  we  had  no  deaw  sheets.     I  asked 

the  matron  for  aoiae,  and  I  got  three  a  few  days  bcifore  I  lie  ft.     Mrs*  Ward's  pillow  was 

horsehair.     With  regard  to  Dunsiord,  who  fell  out  of  bed  twice,  she  slept  on  a  straw  kedk 

She  could  spealu    The  medical  officer  swd,  **  If  no  one  can  wajbch,  can  you  not  tie  her  ia 

with  a  sheet?  "  but  that  I  did  not  hN>ve  done  ;  it  was  two  or  three  days  befofe  1  left 

When  I  spoke  to  Appleby  about  the  soap,  slie  said  she  had  used  it  in  wa«hifig  two  petti^ 

coajts.    I  never  saw  any  iioney  ^oap  for  tlie  cliikken;  they  adwaya  had  the  common  yellow 

soap.     The  people  who  came  over  to  me  for  medicines  from  the  body  of  the  house  were 

not  sick  enough  to  be  put  into  tl^  infirmary,  but  if  they  had  been  sick  there  was  no 

room  in  the  iimrmary.     I  left  on  the  4th  of  Jane  (Monday)^  and  the  Thursday  folk^wing 

I  went  to  Dr.  Thompson.     I  told  hjjn  I  had  left,  for  I  wanted  something  else.     [  told  him 

I  had  left  here,  as  they  said,  on  account  of  my  ignorance  in  midwifery,  but  as  no  case  had 

occurred  while  I  was  here,  I  did  uot  know  how  that  could  be;  then  be  showed  me  a  ^>ewfir 

paper  about  the  Strand  Uiuoa  inquiry,,  about  Mrs.  Beeton,  and  then  asked  me  questions 

about  thi&  infirmary ;  he  ask  me  how  the  nursing  was  done  ;  I  told  him  one  paid  nurse  was 

not  sufficient.     I  did  not  tell  him  the  pauper  nurses  were  cruel,  or  that  three  children  slept 

in  a  bed;  he  wished  me  to  see  Mr.  Hart,  and  I  wenft  immediately  to  see  Mr.  Hart,,  and  he 

questioned  me,  and  I  answered  him.     Mr.  Hart  put  down  what  1  &aid>  nnd  read  it  over  to 

me.     Mr.  Hart  read  over  to  me  the  statement  which  I  have  just  heaed,  and  I  saidi  I  was 

ready  tr>  swear  to  that  statement.    I  did  not  tell  Mr.  Hart  anything  that  I  have  not  already 

stated  in  my  evidence  before  Mr.  FarnalL 

Cro>s-examined  by  Mr.  Hart — I  never  had  seen  you  until  I  made  that  statement  to 
you ;  nor  dvd  I  see  you  again  until  I  saw  you  yesterday  here.  You  read  over  the  statemeot, 
and  you  asked  me  if  I  was  ready  to  swear  to  it,  and  I  ^ai(i,  '^  Yes.''  I  had  no  reason  to 
believe  that  1  should  receive  a  farthing  for  what  I  was  doing.  They  said  yesterday  that 
^  they  said  at  St.  Pancras  that  I  had  men  iu  my  room,  and  I  explaioeid  this  by  sayifig  thuft 
*  when  1  went  to  tlie  infirn^ry  there,  I  found  a  man  there  with  a  bad  leg  (he  was  luiddle-aged 
and  had  been  a  playfellow  of  my  brother  at  school),  ajid  he  made  himself  known  to  me, 
and  through  kiK)wing  him  tlius  I  became  firieadiy  with  him^  and  one  Sunday  evening 
he  asked  ukc  to  write  a  letter  for  him ;  he  could  not  write ;  his  name  waa  Jc^sefph 
Tutty ;   he  came  to  my  room  with  some  coals,  and  sat  down  and  told  me  what  he  wanted 
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written,  and  I  wrote  it  He  never  sat  down  in  my  room  but  that  once ;  he  came  often  with 
coals  to  my  room  to  save  the  woman,  and  so  they  raised  a  scandal;  and  Mr.  Morrison,  Hie 
master,  sent  for  me  and  he  said,  **  There's  a  grave  charge  against  you,"  and  then  I  acknow- 
ledged that  I  had  Tutty  in  my  room  for  the  purpose  explained.  I  do  not  know  a  man 
called  Wilson  there  ;  I  do  not  know  that  his  name  was  not  Tutty ;  he  was  in  the  ward  I 
had  to  attend  to.  1  was  very  exasperated,  but  when  I  threatened  that  I  would  make  these 
persons  prove  their  words,  the  subject  was  hushed  up.  T))is  business  was  not  referred  to  the 
guardians ;  I  offered  to  go  before  them,  and  I  said  I  would  not  lay  under  such  a  charee^ 
and  then  Mrs.  Coster  made  the  statement  about  me  which  I  have  already  made.  The 
medical  officer  knew  that  Luke  was  tied  down,  and  he  never  told  me  to  untie  her.  Mrs. 
NichoU  told  me  that  Mrs.  Andrews  had  given  a  very  good  character  of  me  to  the  Nursing 
Institution  in  Henrietta  Street.  * 

(signed)         Jane  Bateman. 


The  De:P08ITI0N  of  Edward  Symes  Thompson^  taken  ou  oath  before  me,  Harry  Burrard 
Farnally  Poor  Law  Inspector,  at  the  Board  Room  of  the  Paddington  Workhouse,  this 
23d  day  of  June  1866, 

Who  says : — 
I  AH  one  of  the  physicians  at  the  Hospital  for  Consumption  at  Brompton,  and  formerly 
on  the  staff  of  King's  College  Hospital.  I  was  house  physician  when  Mrs*  Bateman  was 
a  nurse  there,  and  I  have  known  her  since.  I  ^ve  Mrs.  Bateman  a  testimonial  of  good 
character  to  you.  (Mr.  Hart  examining.)  This  Tetter  is  dated  about  the  5th  or  6th  of  this 
month ;  Mrs.  Bateman  came  to  me,  and  told  me  that  she  had  been  somewhat  abruptly 
discharged  from  her  duties  as  nurse  in  this  workhouse,  the  day  after  Mr.  Famall  and 
Dr.  Smith  had  inspected  the  infirmaries  of  this  workhouse,  and  on  my  putting  some 
questions  to  her,  she  made  some  statements  to  me  relative  to  the  management  of  the 
infirmaries  here,  and  I  then  advised  her  to  see  my  friend,  Mr.  Hart,  on  this  business. 
Mrs.  Bateman  did  not  call  on  me  principally  about  her  dismissal  from  this  workhouse^ 
but  about  employment  for  herself.  I  have  a  very  high  opinion  of  Mrs.  Bateman's  truth- 
fulness. My  opinion  of  her  kindness  to  patients  is  also  very  high ;  and  I  have  had  many 
evidences  of  this ;  I  consider  her  to  be  a  competent  and  well-trained  nurse ;  I  believe  her 
to  be  of  steady  habits,  and  good  character ;  nor  are  there,  in  my  opinion,  any  grounds 
whatever  for  attributing  to  her  habits  of  intemperance.  I  would  now  trust  her  with 
cases  in  my  own  private  practice,  and  1  have  done  so.  I  believe  she  is  a  widow.  I  know 
her  child.  She  supports  her  child,  who  is  now  apprenticed ;  and  she  has  consulted  me 
about  her  child's  health.     I  believe  her  to  be  a  good  mother. 

Cross-examined. — Mrs.  Bateman  lives  in  Dorset-street;  I  frequently  see  her;  I  have 
only  once  employed  her,  about  a  year  a^o ;  I  saw  her  three  or  four  times  when  she  was 
with  Mrs.  Andrews ;  I  have  seen  her  eight  or  ten  times  since  she  left  the  hospital,  and 
when  she  came  to  consult  me  in  the  morning;  I  have  also  seen  her  once  or  twice  in  the 
evening.  She  told  me  that  she  had  made  communications  to  Mr.  Famall,  when  he 
inspected  this  workhouse,  and  that  her  impression  was,  that  she  was  discharged  on  account 
of  those  communications.  I  asked  her  about  the  ventilation  of  these  infirmaries.  I  do 
not  know  whether  she  is  a  good  midwife.  I  know  Mr.  Hart  is  interested  in  workhouse 
infirmaries,  and  so  I  sent  Mrs.  Bateman  to  him.  She  told  me  that  she  was  discharged^  as 
it  was  assigned,  from  ignorance  of  midwifery. 

(signed)        E.  Symes  TTiomps&n,  m.d. 


The  Deposition  of  Eliza  Ann  Nickel,  taken  on  Oath  before  me,  Harry  Burrard  Famall, 
Poor  Law  Inspector,  at  the  Board  Room  of  the  Paddington  Workhouse,  this  22d  day 
of  June  1866, 

Who  says : — 

I  AM  the  lady  superintendent  of  the  Oeneral  Nursing  Institution  in  Henrietta-street, 
and  have  been  so  lor  two  years.  I  have  to  jud^e  of  the  efiiciency  of  the  nurses  as  to 
character ;  the  doctor  has  to  see  as  to  efiiciency.  Mrs.  Bateman  came  to  me  in  the  month 
of  November  last,  or  thereabouts.  The  late  secretary,  Mr.  Hamilton,  had  an  interview 
with  Mrs.  Andrews,  and  he  reported  to  me  that  it  was  sufficiently  satisfactory  for  me  to 
employ  her,  and  I  did  employ  ner.  I  sent  her  to  a  paralvsed  gentleman  at  Uxbridge. 
Mr.  William  Southey,  the  brother  of  this  gentleman,  called,  and  said  that  if  I  would 
change  Mrs.  Bateman  for  another,  it  would  De  more  agreeable,  and  she,  Mrs.  Bateman, 
was  not  satisfactory,  and  he  said  he  did  not  think  she  was  kind  to  the  patient.  Imme- 
diately after  Mr.  Southey's  complaint  I  sent  another  nurse.  I  had  sent  Mrs.  Bateman 
out  to  other  cases  besides  this ;  but  she  did  not  stay  so  long  in  her  places  as  other  nurses 
do ;  if  the  guardians  had  applied  to  me  for  a  reference,  I  should  not  nave  considered  Mrs. 
Bateman  suitable,  not  kind  or  enduring  enough.  A  gentlemen  came  to  our  institutipA 
for  a  nurse,  and  begged  me  not  to  send  Mrs.  Bateman  as  she  had  not  been  kind  ^  hia 
little  son,  nor  carried  out  the  doctor's  orders ;  but  after  this  I  sent  Mrs.  Bateiai^n  to  Mn 
Southey.    I  lived  for  three  yeW9  iu  Pi^ddingtou  with  Miss  Hi^ton^  ancl  J  iremember 
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coming  before  tbe  guardians  about  a  consumptive  male  out*pauper,  and  the  guapdiaas 
admitted  him  into  the  workhouse  in  a  dying  state  shortly  after  I  saw  him.  I  did  not  see 
liim  in  the  infirmary ;  but  I  have  been  in  the  infirmary  of  this  workhouse  about  four  or 
five  years  since.  I  thought  ihe  infirmaries  were  moaels ;  I  thought  the  whole  arrange- 
ments good.  I  had  seen  other  workhouses.  I  had  seen  the  Hampstead  workhouse.  J 
was  with  Mrs.  Andrews  in  North  Audley-strcet.  The  man  who  came  in  in  a  dying 
state  recovered  sufficiently  to  leave  the  house  and  do  light  work ;  he  called  and  said 
every  one  had  been  kind  to  him  in  the  house;  that  he  had  formed  a  wrong  opinion  be£»re 
going  in,,  and  that  he  was  very  glad  he  bad  taken  our  advice  and  went  in. 

Cro8»-exarained. — I  don't  know  how  long  Mrs.  Bateman  was  with  !Mr8.  Andrews.    We 

fave  Mrs.  Bateman  half-a-guinea  a  week,  and  we  got  a  guinea  a  week  for  her  services  : 
ut  she  might  have  lived  in  our  institution  if  she  liked.  I  explained  to  Mrs.  Bateman 
the  rules  of  our  establishment.  I  had  no  personal  means  of  judging  of  Mrs.  Bateman's 
kindness  to  patients,  excepting  from  my  perception  of  character  generally.  I  never  saw 
her  performing  the  duties  of  nurse.  1  have  never  visited  the  master  and  matron  of  this 
workhouse,  nor  have  I  seen  them  for  three  or  four  years ;  it  was  only  this  day  that  I 
heard  I  was  to  be  called  here.  I  should  scarcely  believe  of  this  house  that  a  lunatic 
patient  was  tied  down  night  and  day  for  three  weeks.  I  should  call  it  quite  improper 
that  a  patient  with  bed  sores  should  lie  on  a  straw  bed  without  a  mackintosh.  I  should 
not  call  it  right  to  permit  a  filthy  idiot  to  wander  about  a  sick  ward  if  she  ooidd  be  put 
elsewhere ;  one  reason  why  I  think  Mrs.  Bateman  not  so  good  a  nurse  as  others,  is  that 
she  did  not  stay  so  long  in  her  places  as  other  nurses.  I  have  no  grounds  for  supposing 
Mrs.  Bateman  to  be  an  intemperate  woman. 

(signed)        E.  A.  Nickel. 


The  Deposition  of  Umihf  Knipe,  taken  on  oath  before  me,  Harry  Burrard  FamaHy 
Poor  Law  Inspector^  at  tbe  Board  Room  of  the  Paddington  Workhouse,  this  22d 
day  of  June  1866, 

Who  says : — 
1  CAME  into  this  workhouse  about  three  weeks  since.  I  was  warded  in  Mrs.  Edmund's 
ward.  My  complaint  was  pleurisy  in  the  side ;  there  never  was  a  lunatic  in  the  ward 
while  I  was  there.  I  have  been  treated  with  every  kindness  by  all  parties.  I  never  saw 
any  unkindness  on  the  part  of  the  pauper  nurse,  nor  her  assistant  I  have  nothing  to 
complain  of.  I  am  going  out  to-day,  and  whep  I  came  in,  people  thought  I  should  never 
come  out  any  more ;  but  I  attribute  my  getting  well  to  the  care  and  attention  I  have 
received  here.  Some  gentlemen  came  round  everv  week.  One  gentleman  asked  me  how 
I  was,  and  thej  asked  me  openly  in  the  ward  if  there  was  any  complaint  to  make,  but  I 
bad  no  complamt. 

Cross-examined  by  Mr.  JTar^— There  is  a  girl  in  tiie  ward  called  Read  who  has  fits, 
but  she  seems  rational  enough  in  her  w^ys.  WTien  she  has  fits  she  lays  hold  of  something 
and  screams.     I  have  seen  her  lay  hold  of  the  beds  with  the  patients  in  them.     No  dyinff 

Sttients  were  in  the  ward  while  I  was  there.     Read  was  there  all  the  time  I  was.     Read 
d  not  disturb  me  ill  as  I  was.     Read's  fits  happened  sometimes  three  times  a-day,  but 
it's  very  uncertain. 

Her 
(signed)         Emily  x  Knipe, 
mark. 


The  Deposition  of  Harriet  Coster^  taken  on  oath  before  me,  Harry  B%irrard  FamaKy 
Poor  Law  Inspector,  at  the  Board  Room  of  the  Paddington  Woi^house,  this  25th 
day  of  June  1866, 

Who  says: — 
I  WAS  lady  superintendent  of  the  Saint  Panoras  Infirmary.  Mrs.  Bateman  was  a 
nurse  there ;  she  was,  I  think,  night  nurse  at  first,  and  afterwards  a  day  nurse.  She  had 
32  patients  to  take  care  of  in  her  ward,  and  she  had  two  pauper  helpers  by  day,  and  one 
by  night,  and^  she  had  to  attend  to  the  bed  linen  of  that  ward,  and  she  was  responsible  for 
all  the  stock  in  her  ward.  She  had  as  much  as  any  nurse  oitght  to  have  to  do,  and  as 
much  as  she  was  able  to  do.  She  had  to  see  all  the  food  distributed  to  the  patients  at 
Saint  Pancras,  and  to  fetch  all  medicines  from  the  dispensary  herself.  We  had  no  proof  of 
immorality  against  Mrs.  Bateman ;  she  had  been  in  the  habit  of  having  one>ofi;he  male  patients 
of  her  ward  in  her  own  room  ;  that  room  served  £9r  sitting  and/bed^ooon.  I  think  this 
man  was  between  40  and  50.  There  was  an  investa^tion  into  iihis  matter ;  the  purport 
was  that  she  had  acted  indiscreetiy,  and  this  I  know,  for  I  saw  the  man  coming  out  of  her 
room  after  eight  in  the  evening,  when  he  should  have  been  in  bed.  The  guardians  did 
Bot  dismiss  Mrs.  Bateman  after  the  investigation,  but  she  was  removed  by  &e  consent  of 
the  guardians  to  another  ward.  I  feel  siore  the  Guardians  of  Saint  Panoras  would  mt 
have  continued  in  their  service  ia  nurse  found  to  be  guilty  lof  iMwinrnlitif  The  chance 
^^ainst  Mbs.  Bateuum  oould  (not  be  proved,  jmd  it  waus  'thoronghly  inv^esti^ted  -at  l£e 
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tune.  She  said  that  the  reason  thia  man  was  in  her  room  was,  that  die  midrt  write 
a  letter  home  for  him,  he  bein^  unable  to  write ;  he  said  that  he  came  trom  the 
tame  part  of  the  country  that  she  came  from.  J  was  neither  present  at  the  investigation 
nor  asked  any  questions  about  it.  When  Mrs.  Bateman  left  the  Saint  Pancras  Workliouse 
I  did  not,  to  the  best  of  my  recollection,  go  into  the  ward  and  say,  "  Mrs.  Bateman  leaves 
this  workhouse  without  the  least  stain  on  her  character'' ;  but,  practically,  in  my  opinion,  this 
did  not  leave  a  stain  on  her  character.  A  nurse  would  be  at  liberty  to  write  a  letter  for  a 
patient,  and  I  have  known  it  done  on  several  occasions.  The  nurses  are  occupied  during 
the  day ;  after  8  p.  m.  they  are  off  duty,  and  then  a  paid  night  nurse  goes  on  duty,  fi; 
was  not  proved  tfet  this  man  was  in  Mrs.  Bateman's  room  more  than  once  after  8  p.  m. 
I  have  seen  this  man  carry  coals  to  Mrs.  Bateman's  room.  I  know  of  no  reason  why  I 
shoukl  not  be  enabled  to  give  Mrs.  Bateman  a  character  for  morality  for  anything  that 
eccurred  at  Saint  Pancras  Workhouse ;  I  never  saw  Mrs.  Bateman  intoxicated,  nor  did  I 
hear  she  had  been  so  while  at  the  Saint  Pancras  Workhouse. 

Cross-examined  by  Mr.  FamalL — My  husband  has  entrusted  me  with  a  letter  to  you, 
but  I  do  not  know  what  there  is  in  the  letter.     (Letter  read.) 

Cross-examined  by  Mr.  Bere. — I  have  seen  this  man,  to  whom  I  have  alluded,  carry 
things  into  Mrs.  Bateman's  room  by  day.  The  cases  in  Mrs.  Bateman's  ward  were  those 
for  a  physician  ;  there  were  generally  consumptive  cases  there,  people  who  were  for  the 
most  part  of  the  day  in  bed,  and  thev  required  a  great  deal  of  attention.  She  fetched  the 
stimulants  from  me  at  the  door  of  the  ward.  We  had  a  paid  nurse  named  Thomas ;  she 
was  under  my  superintendence;  I  considered  her  to  be  a  very  efficient  nursd.  I  never  heard 
of  cruelty  on  her  part  to  the  patients.  I  consider  her  a  better  nurse  than  Mrs.  Bateman. 
Thomas  had  a  stronger  class  of  patients,  suffering  probably  from  ulcers,  and  it  required 
more  determination  to  manage  them  than  those  whom  Mrs.  Bateman  had  to  manage. 
She  refused  to  obey  the  doctor's  orders.  She  was  desired  to  rub  in  sulphur  ointment  to 
diildren  with  itek  and  refused  to  do  it,^  and  then  the  doctor  reooDunended  she  should  go. 
When  she  left  Saint  Ponerae  Workhoufle>  I  could  have  given  Mr&  Baiteman  a  charaetsr 
for  being  honest,  and  sobers  and  clean. 

Cross-examined  by  Mr.  HarL — I  did  not  reprimand  this  man  for  carrying  things  to 

Mrs.  Bateman's  room  by  day ;  this  is  done  commonly  in  other  wards ;  the  one  charge  wa» 
that  this  man  was  in  her  room  at  8  p.  m. 

(signed)  Harriet  Coster. 


The  Deposition  of  Mary  MacDonald,  taken  on  oath  before  me,  Harry  Burrard  Farnall, 
Poor  Law  Inspector,  at  the  Board  Boom  of  the  Paddington  Workhouse,  this  25th  day 
of  June  1866, 

Who  says  :— 
I  AM  29,  and  I  came  here  about  the  dth  of  Januuy ;  I  came  from  Connaught-terrace^ 
Edgware-road,  where  I  was  with  a  friend.  lam  now  in  ward  51;  when  I  first  came 
here  I  was  in  Mrs.  Edmunds's  ward,  and  from  there  I  went  up  into  the  old  hosmtal,  and 
that  is  where  Idie  children  are ;  I  was  there  about  four  months ;  some  of  the  children  there 
were  sick,  and  some  were  not«  There  was  Mrs.  Stannett  there,  in  bed  for  a  great  part 
of  the  time ;  she  was  a  dirty  woman ;  she  had  also  a  bad  leg,  and  she  had  vermin  in  that 
ward  while  1  was  there ;  a  woman  called  Sargent  saw  the  vermin  on  Stannett's  flannel 

Eetticoat,  which  she  wore  over  her  nightdress.  Stannett  was  formerly  a  wardswoman, 
ut,  as  she  had  a  bad  leg,  the  matron  put  a  woman  named  Hall  as  a  wardswoman,  but 
Mrs.  Stannett  would  not  allow  Hall  to  interfere  ;  Stannett  and  Hall  did  not  agree ;  Hall 
came  into  the  ward  to  the  children  in  Stannett's  ward,  but  did  not  attend  to  the  children. 
There  was  a  helper,  called  Emma  Burt,  but  Burt  had  a  breaking  out  all  over  her  arm^, 
and  she  told  me  she  had  it  all  over  her  body.  I  have  seen  four  children  in  one  bed  at 
night,  two  at  the  head  and  two  at  the  feet ;  two  were  ill,  one  with  a  diseased  knee  bone  and 
one  with  an  irruption  at  the  back  of  the  head,  and  the  other  two  were  pretty  well ;  all 
four  slept  together.  Mrs.  Eversden,  the  paid  nurse,  knew  this ;  all  the  beds  were  full. 
Li  the  same  bed  that  four  slept  I  have  seen  three  sleeping ;  then  one  had  an  irruption  all 
over  her ;  one  had  the  itch,  and  the  other  had  the  ringworm ;  there  were  four  women  in  the 
Ward ;  there  were  six  beds  in  the  ward,  namely,  for  four  women  and  for  five  or  six 
children ;  this  was  in  April ;  ringworm  was  the  chief  illness.  I  have  not  seen  the  n^atrom 
ilk  these  wards  for  six  weeks  at  a  time,  but  lately  oftener,  and  this  since  Eversden  went ; 
slra  depended  on  her  ;  this  was  on  account  of  the  ststirs,  as  I  have  been  told.  Stannett 
dad  not  treat  the  children  at  all  kindly  when  she  could  get  about ;  she  has  struck  them, 
and  she  has  insulted  me  for  taking  their  part.  I  have  Known  the  children  cry  for  drink 
at  night,  and  I  have  got  out  of  bed  to  give  it  to  them ;  but  I  am  a  cripple,  and  wear  irons, 
saA  it's  very  difficult  for  me  to  widk ;  but  I  told  this  to  the  matron,  and  now  the  helper 
sleeps  in  the  ward.  My  cousin  Bichard  Tapsall  came  to  this  workhouse  to  see  me,  and 
he  was  refused  admittance ;  but  before  this  ne  ptud  me  a  visit  here,  and  then  he  saw  me ; 
when  be  was  refused  admittance  he  wrote  to  tell  me  so,  and  I  wrote  to  him  to  tell  him  to  be 
sore  and  come  on  tike  visiting  day,  and  to  tell  the  master  that  which  he  had  told  me,  that 
be  was  goin^  to  Australia ;  fa^  had  been  to  Australia  before,  and  I  believe  he  is  now  gone 
t»  Austndia;  tUs  m  abovt  six  week»ago;  he  aaid  there  was  a  little  property  to  which  our 
517.  B  2  family 


Digitized  by 


Google 


12  REPORT,  &c.  RELATIVE  TO  THE  MANAGEMENT  OF 

family  was  entitled,  and  he  wanted  to  see  me  about  this.  I  told  Miss  Greathead  about  tiiief, 
and  I  mentioned  it  to  two  of  the  guardians  who  came  to  see  me.  I  have  never  been  able 
to  see  my  cousin  since  I  first  saw  him ;  the  papers  about  the  property  are  now  in  the  hands 
of  a  gentleman  who  has  taken  an  interest  in  the  matter.  When  the  guardians  came  to 
see  me,  they  said  it  was  very  hard  1  could  not  see  my  friends.  Other  friends  have  been 
to  see  me  lately ;  this  was  before  ray  cousin  came ;  some  friends  came  to  see  me  on  the 
last  visiting  day,  my  cousin's  sister  and  her  mistress ;  they  came  to  the  gate  of  the  work- 
house, and  there  they  remained  for  an  hour  and  a-half,  and  then  I  was  sent  by  the  master  to 
come  down  to  the  gate,  but  I  was  too  excited  and  too  ill  to  go,  for  I  had  not  been  down- 
stairs for  four  monSis,  being  a  cripple;  so  I  sent  to  say  that  1  could  not  come,  and  the 
answer  was  that  I  was  to  come ;  and  then  the  matron  came,  with  the  paid  nurse,  into  my 
ward,  and  then  I  asked  the  matron  to  let  my  friends  come  to  me,  for  I  could  not  go  to 
them,  and  then  they  were  allowed  to  come  to  me.  I  have  been  removed  from  the 
up  stairs  to  a  down  stairs  ward  within  the  last  three  weeks.  The  matron  has  made  one  or 
two  nasty  remarks  as  she  passed  my  bed  since  1  made  this  complaint,  such  as,  ^^  I  know 
you  ";  she  has  said  this  twice.  I  know  Mrs.  Bateman,  the  paid  nurse ;  I  found  her  kind ; 
she  was  very  kind  to  all,  and  particularly  to  the  children,  and  did  her  duty  as  far  as  I  saw. 
I  was  sorry  when  she  left,  for  the  children  were  taken  great  care  of  by  her, 

(signed)        Mary  MacDonald. 


The  Deposition  of  Mary  MacDondld,  taken  on  Oath  before  me,  Barry  Burrard 
Farnallj  Poor  Law  Inspector,  at  the  Board  Room  of  the  Paddington  Workhouse,  thia 
28th  day  of  June  1866, 

Who  says : —  ^    ^  ' 

I  had  been  over  three  weeks  in  Connaught-terrace  before  I  came  here;  it  is  a 
servants'  home ;  the  master  of  the  house  and  family  are  Mends  of  mine.  I  was  over 
one  week  in  the  first  ward  here ;  but  the  nurse,  Edmunds,  warded  me  up  stairs  with- 
out the  knowledge  of  the  doctor ;  I  was  over  four  months  up  stairs ;  I  did  not  ask  to  come 
down ;  I  did  not  refuse  to  go  down  stairs  when  the  doctor  proposed  it ;  I  did  not  teU  the 
doctor  about  the  three  children  in  one  bed.     Mr.  Prescott  and  Mr.  Philpot,  two  of  the 

Fiardians,  came  to  my  ward  very  often,  and  were  very  kind ;  they  did  not  ask  me  whether 
had  anything  to  complain  of;  there  were  children  with  itch  in  my  ward,  and  I  knew  it 
was  itch,  because  I  saw  it,  and  I  saw  the  lotion  used  for  it ;  there  were  three  children 
there  at  one  time ;  they  were  not  in  the  same  bed ;  there  were  two  of  them  in  one  bed, 
and  the  other  in  a  bed  where  there  were  two  children  at  the  head,  and  one  at  the  foot. 
The  paid  nurse,  Eversden,  thus  bedded  them.  The  itch,  I  think,  lasted  for  one  month, 
or  thereabouts :  they  camd  into  the  ward  with  it ;  I  was  in  the  ward  when  two  of  them 
came  in ;  while  I  was  in  this  ward  Mrs.  Stannett  caught  the  itch  from  these  children ; 
Mrs.  Stannett  asked  me  if  it  was  the  itch  she  had ;  she  was  the  only  one  who  caught  it 
that  I  know  of.  When  I  first  came  into  this  workhouse  the  person  I  now  see  here  (Mr. 
Harttree)  and  a  Mr.  Percy  asked  me  questions  as  to  where  I  came  from,  and  1  answered 
truthfully,  and  I  did  not  refuse  to  say  what  I  had  been  doing,  and  where  I  came  from* 
I  saw  my  cousin  Tapsall  once,  and  he  has  been  twice  since  and  been  refused  admission. 
After  I  first  saw  him  he  came  again,  but  I  can't  tell  how  long  after.  Mrs.  Hall,  before 
I  came  into  the  ward,  was  appointed  to  look  after  me,  but  that  Stannett  would  not  allow. 
I  have  read  the  letter  now  put  in  from  my  cousin  Tapsall's  mistress. 

(signed)        Mary  MacDanabL 


The  Deposition  of  James  Paget^  taken  on  oath  before  me,  Harry  Burrard  Famall, 
Poor  Law  Inspector,  at  the  Board  Room  of  the  Paddington  Workhouse,  this  28th 
day  of  June  1866, 

Who  says : — 
I  AM  Surgeon  to  Saint  Bartholomew's  Hospital,  and  I  am  cognizant  of  all  the  details  of 
hospital  management.  I  have  looked  at  the  list  of  sick  people  now  put  into  my  hands, 
containing  female  patients ;  these  80  cases  are  under  the  care  of  one  paid  nurse,  and 
11  pauper  assistants;  I  certainly  think  that  one  paid  nurse,  with  11  pauper  assistants, 
could  not  properly  attend  to  these  patients ;  looking  at  this  list,  I  certainly  consider  that 
a  certain  number  of  instructed  night  nurses  are  absolutely  necessary ;  leaving  such  cases 
as  these  at  night  without  such  nurses  as  I  have  spoken  of  would  involve  hardship,  and  if 
any  of  these  patients  were  confined  to  their  beds,  this  hardship  would  be  increased.  I 
consider  that  the  introduction  of  epileptic  patients  in  considerable  proportion  amongst 
these  patients  would  be  injurious ;  a  lunatic  m  a  ward,  where  there  were  sick  people,  who 
sang  by  night  and  day,  would  be  injurious  to  the  patients.  There  is  no  memcal  reason 
why  water  should  not  be  given  to  bed-ridden  patients  suffering  from  thirst;  there  is  no 
meaical  reason  why  bed-ndden  patients  should  not  have  as  much  water  as  they  require  to 
quench  their  thirst.  It  is  not  consistent,  excepting  witii  very  careful  and  skimil  nursings 
and  frequent  change  of  posture,  that  patients  with  bed  sores  should  be  put  on  straw  beds; 
taking  off  pressure  from  such  sores  is  a  matter  of  importance.    The  use  of  mackintosh  is 
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of  yery  great  importance  in  cases  of  patients  soiling  their  beds ;  no  such  patient  should  be 
left  in  such  a  state  till  the  morning.  If  such  things^  as  I  have  said  ought  not  to  be  done 
in  a  hospital^  were  done^  then  the  management  would  be  bad^  and  some  of  them  would 
involve  great  distress.  In  London  hospitals  the  cubical  space  to  each  patient  varies  from 
ly200  to  1^500  feet  of  air ;  but  I  think  this  estimate  fallacious  unless  the  air  is  kept  moving 
day  and  night;  when  that  space  is  provided,  it  is  useless  without  good  nursing.  I  know 
that  the  result  of  Dr.  Parke's  experiments  is  that  not  less  than  2,000  cubic  feet  of  air  per 
hour  is  necessary;  so  that  if  1,000  feet  of  space  was  supplied,  the  whole  air  must  be 
changed  twice  per  hour.  I  know  that  with  the  best  construction  it  would  be  exceedingly 
difficult  to  do  this,  and  accordingly  the  Barrack  and  Hospital  Commissioners  have  come  to 
a  decision  of  which  I  approve.  In  some  of  the  Paris  hospitals  the  space  is  larger  than 
this,  but  I  believe  them  to  be  less  healthy  than  those  in  London,  because  of  the  defective 
nursing  and  want  of  open  windows  by  night  and  day ;  they  are  deprived  of  sufficient 
movement  of  fresh  air ;  the  less  the  space  me  more  necessity  for  the  introduction  and 
movement  of  fresh  air,  but  the  movement  of  the  air  must  be  skilfully  managed. 

Cross-examined. — ^With  500  cubic  feet  of  space,  I  doubt  whether  you  could  move  the 
fix  fast  enough  without  risk  of  draft  injurious  to  weakly  or  old  persons.  Supposing  that 
one  case  occurred,  of  each  of  the  things  that  I  have  heard  of  here,  in  one  year/men  I 
should  not  speak  of  it  as  general  bad  management.  Bed  sores  occur  in  hospitals ;  in  such 
cases  the  patient  should  be  put  on  an  air  or  water  bed,  and  the  sores  should  be  carefully 
dressed.  To  80  patients  we  should  have  three  or  four  highly  instructed  paid  nurses  and 
nine  or  twelve  well  instructed  paid  nurses,  and  this  is  the  case  at  Saint  Bartholomew's ; 
the  number  of  the  cases  to  be  cured  does  not  determine  the  number  of  tbe  nurses 
necessary. 

(signed)        James  Paget 


The  Deposition  of  Henry  MaudsUj/y  taken  on  Oath  before  me,  Harry  Burrard  Famall, 
Poor  Law  Inspector,  at  the  Board  Boom  of  the  Paddington  Workhouse,  this  23d 
day  of  June  1866, 

Who  says  r^ — 
I  AH  an  M.D.  of  the  University  of  London,  and  I  was  for  some  time  a  medical  officer 
in  the  West  Biding  Asylum,  and  there  were  then  some  thousand  patients  there ;  I  was 
for  three  years  resident  medical  superintendent  of  the  Manchester  Boyal  Lunatic 
Asylum,  and  I  am  editor  of  the  "  Journal  of  Mental  Science."  I  should  decidedly  con- 
sider that  it  was  not  consistent  with  proper  treatment  to  restrain  an  insane  patient  for 
three  weeks,  or  even  one  week,  in  a  strait  waistcoat  at  night,  or  to  fasten  them  to  the 
bed  under  ordinary  circumstances.  I  say  decidedly  that  it  is  improper  to  leave  such  a 
patient  in  their  filth  during  the  night ;  in  such  cases  it  is  necessary  to  find  a  night  nurse, 
and  such  night  nurse  could  prevent  any  injury  being  done. 

Cross-examined. — I  was  a  fortnight  in  the  Marylebone  Workhouse  about  ten  years 
ago ;  I  was  assistant  medical  officer  taking  temporary  duty.  If  I  had  a  violent  lunatic  to 
attend  to,  I  should  put  that  case  in  a  single  room,  and  put  a  night  nurse  to  watch  it ;  but 
I  should  use  no  restraint  whatever.  The  'Use  of  the  strait  waistcoat  makes  the  patient 
more  violent  and  dangerous  and  dirty.  This  practice  has  prevailed  in  every  county 
lunatic  asylum  for  many  years. 

(signed)        Henry  Maudsley. 


The  Dbposition  of  Mary  Windser,  taken  on  Oath  before  me,  Harry  Burrard  Farnall, 
Poor  Law  Inspector,  at  tiie  Board  Boom  of  the  Paddington  Workhouse,  this  25th  day 
of  June  1866, 

Who  says : — 

I  am  now  living  at  No.  44,  Clarendon-street.  I  went  out  of  this  workhouse  in 
April  last;  I  was  wardswoman  for  two  years  in  No.  51  ward;  I  niight  have  had  a 
li^e  more  drink  at  one  time  than  another;  sometimes  the  patients  were  poorly,  and 
could  not  drink  all  their  beer,  and  then  they  gave  it  to  me ;  I  never  was  so  tipsy  as  not 
to  be  able  to  do  my  duty  as  nurse ;  the  patients  never  complained  of  my  being  drunk ; 
some  patients  complained  of  my  unkindness,  for  there  are  some  who  wiU  not  be  contented, 
do  what  you  would  for  them ;  some  of  the  patients  got  brandy  and  wine,  but  I  never  got 
any  of  that ;  sometimes  I  gave  the  patients  some  of  my  beer ;  many  a  haL^int.  Mrs. 
Parry  never  complained  to  me  of  my  being  drunk,  but  she  has  told  me  i  was  a  kind 
nurse,  and  that  the  patients  told  her  tms ;  this  she  told  me  last  Saturdav.  I  have  occa- 
donidly  received  a  few  halfpence  from  the  patients'  friends  ;  sixpence  is  the  most  at  one 
time,  perhaps  a  shilling  in  a  month ;  I  should  scorn  the  action  to  ask  for  sixpence,  or  for 
anythmg ;  Mrs.  Parry  has  given  me  money ;  I  should  say  about  4  s.  or  5  s.  a-year, 
because  1  was  kind  to.  my  patients,  and  not  to  make  me  so.  Mrs.  Edmunds  was  kind 
to  all  the  patients.  I  am  60  next  February ;  I  work  at  laundry  work ;  I  was  not  paid  by 
the  guardians ;  I  was  put  on  No.  3  diet,  but  I  preferred  taking  the  house  diet,  for  fear  the 
patients  should  think  I  picked  my  dinner;  I  had  a  helper,  named  Wyatt,  and  she  was  not 
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crticl ;  she  had  her  temper  sometimes.    I  slept  in  the  ward ;  if  anything  w»  vandng  I 

fot  out  of  bed  immediately  and  got  it;  the  moment  I  got  out  of  bed  they  weMe  all  at  me^ 
ut  I  would  not  do  anything  that  was  not  required ;  ik>  one  ever  bribed  me-  to  be  kiac^ 
nor  did  I  require  to  be  bribed ;  and^  in  fact^  the  less  friends  the  pan{>^r8  had,  the  move? 
kindly  I  treated  them ;  I  would  rather  be  in  the  body  of  the  workhouse  tban  in  tko 
infirmaries^  for  there  I  should  hare  my  rest. 

Cross-examined  by  Mr.  Hart. — When  I  got  out  of  bed  they  may  have  wanted  water.. 
I  remember  the  case  when  Mrs.  Edmunds  had  a  struggle  with  one  of  the  inmates^  just 
about  5  p.m.,  and  she  called  for  help,  and  I  went  immediately,  and  I  found  Mrs.  Edmundi 
there,  trying  to  pacify  the  inmate  ;  1  tried  to  restrain  this  woman,  and  she  bit  my  hand  ; 
she  was  Edmunds's  helper,  and  would  not  work,  and  they  put  her  in  the  padded  roonv 
where  she  ought  to  be  ;  she  walked  through  my  room  the  next  morning,  and  I  was  glad 
I  had  nothing  to  do  with  her.  I  should  not  mind,  if  I  was  ill,  coming  in  here  if  I  was  to 
die,  and  if  the  nurse  would  behave  to  me  as  I  behaved  to  my  patients.  I  sat  up  five  weeka 
night  and  day,  and  never  took  my  clothes  off  excepting  to  change,  and  I  never  laid  down 
all  that  time,  but  sat  in  a  chair.  There  was  a  lady  who  used  to  come  to  see  Hicks,  imd 
flbe  paid  me  two  shillings  owing  to  me  by  Hicks  for  a  few  flowers  which  I  had  bought  for 
her ;  Hicks  was  fond  of  flowers,  and  she  was  the  person  I  sat  up  with ;  and  at  last  she 
died ;  but  before  she  died  she  thanked  me  and  the  paid  nurse.  The  matron  came  through 
tiie  wards  in  the  morning,  and  if  anything  was  wanted  the  nurse  spoke  to  the  matron,  and 
Ihe  things  were  got.  The  guardians  came  through  the  wards  and  spoke  to  most  of  tiie 
patients,  and  then  the  master  was  generally  there^  but  a  long  distance  off,  sometimes 
fcoking  at  a  shelf.  I  never  heard  any  of  the  patients  comjdain  to  the  guardians,  but  they 
would  talk  as  soon  jeis  the  guardians  were  gone  ;  they  would  say  what  they  might  have  told 
the  guardians,  but  did  not ;  I  used  to  say,  "  Why  did  not  you  ?  "  but  they  used  to  turn  it 
off;  sotaetimes  they  complained  to  me,  but  I  did  not  tell  the  guardians. 

(signed)         Mary  Windser. 


The  Deposition  of  Louisa  Jane  Parry,  taken  on  Oath  before  me,  Harry  Burrard 
Farnally  Poor  Law  Inspector,  at  the  Board  Room  of  the  Paddington  Workhouse,  this 
25th  day  of  June  1866, 

Who  says  :— 
I  AM  a  lady  visitor  here,  and  have  been  so  for  about  four  years.  My  object  in  visiting 
k  ko  read  to  the  sick  poor  of  this  house.  I  have  visited  most  of  the  female  wards,  and 
<Kie  of  the  mal«  wards.  I  have  heard  all  the  evidence  hitherto  given  at  this  inquiry. 
I  heard  the  evidence  of  Jane  Bateman,  I  have  heard,  but  I  have  not  seen  it,  of  three 
and  four  children  lying  in  the  same  bed  at  the  same  time.  I  heard  this  from  an  inmate 
whose  name  I  do  not  wish  to  mention,  for  I  think  persecution  might  follow.  The  pers<Ma 
who  told  me  was  Mary  Ann  Macdonald.  I  did  not  visit  the  ward  known  as  the  Insane 
Ward.  I  visited  principally  wards  77  and  51,  female  wards.  I  remember  one  pauper 
nurse  in  77  was  called  Thomas ;  the  nurse  now  is  called  Morgan.  In  77  ward  several 
were  bed-ridden,  and  one  had  strong  epileptic  fits ;  and  one,  in  Dr.  Mackenzie's  time,  had 
cancer;  hers  was  an  offensive  case,  and  other  cases  were  there.  In  51  a  woman  named 
Windser  was  pauper  nurse,  and  now  the  nurse's  name  is  Bevan.  They  were  paupers. 
Thomas  was  considered  extremely  cruel,  and  very  unkind,  and  the  matron  removed  her. 
There  was  an  old  bed-ridden  woman  in  Thomas's  ward  called  Knowles,  and  Knowles 
has  continually  complained  to  me  of  Thomas  knocking  her  about.  Knowles  is  still  here. 
Morgan,  I  believe,  is  about  70  years  of  age.  There  are  usually  12  or  14  patients  under 
Morgan,  and  several  of  them  are  bed-ridden,  so  Morgan  has  to  lift  them  or  help  them. 
I  hare  not  y^t  seen  sufficient  of  Morgan  to  for  man  opinion  of  her.  Windser,  I  am  told, 
drank ;  the  other  patients  told  me  this,  and  they  said  she  was  very  often  tipsy ;  the 
patients  in  Windser's  room  had  stimulants  ordered  for  them ;  I  have  reason  for  thinkinff 
they  did  not  get  all  the  stimulants  thus  ordered,  because  I  do  not  see  how  Windser  could 
have  got  tipsy  without  taking  some  of  the  stimulants.  The  patients  have  told  me  that 
Windser  took  their  stimulants.  There  are  no  paid  or  unpaid  night  nurses  in  the  wards 
which  I  visit.  I  believe  that  the  consideration  with  which  the  patients  are  treated  by 
the  pauper  nurses  depends  a  good  deal  upon  whether  the  patients  can  in  any  way  reward 
these  nurses,  and  patients  have  told  me  this,  and  I,  therefore,  have  frequently  given 
patients  shillings  to  give  to  pauper  nurses  to  secure  this  consideration,  and  I  have  also 
given  the  pauper  nurses  shillings,  asking  them  to  be  attentive  to  some  particular  poor 
creature.  I  nave  asked  the  patients  why  they  did  not  complain  to  the  guardians,  luid 
they  said  it  was  of  no  use  ;  they  said  that,  though  they  believed  the  guardians  were  most 
kind  gentlemen  generally,  they  would  maJce  theu*  complaints  known  to  the  master  of  the 
workhouse,  and  that  tbe  guardians  would  listen  to  his  tale  and  believe  it.  I  have  reason 
to  believe  that  the  patients  were  afraid  of  the  pauper  nurses.  The  patients  have  told  me 
that  Mrs.  Bateman  was  very  kind.  I  have  had  complsunts  made  to  me  by  patients  of 
want  of  sleep  through  the  noise  of  epileptic  and  imbecile  patients  at  night.  I  have  heard 
that  the  pauper  nurses,  who  slept  in  the  sick  wards,  did  not  attend' to  the  sick  people  at 
night.  A  patient,  named,  I  believe,  Jane  Esdail,  who  is,  I  believe,  consumptive  and 
f heumatic;  complains  to  me  that  she  feels  as  if  she  should  be  suffocated  at  night,  because 
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fihe  slips  down  fiom  her  bed  pillow  and  cannot  raise  herself  again ;  Eedail  generally  criea 
when  ahe  speaks  about  her  illness.  Esdail  a{q)ear8  to  me  to  be  about  40 ;  she  is  t« 
ward  51 ;  sne  was  formerly  a  housemaid  in  a  respectable  iamily  in  this  neighbourhood. 
I  have  seen  and  visited  a  case  of  small-pox  in  the  lying-in  ward;  this  was  in  Dr. 
JVIackenzie's  time,  and  ^re  were  other  infants  and  women  in  the  same  ward^  at  the  same 
■time ;  I  was  told  that  it  was  a  case  of  small-pox,  and  accordingly  I  and  my  family  were 
vaccinated ;  this  is  about  two  years  since.  I  have  not  spoken  to  the  matron  about  ajoy 
of  the  nurses  at  any  time  ;  I  have  not  complained  about  things  in  this  house,  for  I  did  not 
think  my  complaining  would  be  attended  to.  I  once  spoke  to  the  master  of  this  lumge^ 
who  said  I  had  been  breaking  the  rules  of  the  house,  and  I  did  not  £nd  him  by  any  means 
xrivil  or  polite.  On  Good  Friday  it  is  the  habit  in  this  workhouse  to  give  cross  buns  to 
the  inmates  here ;  I  was  then  a  lady  visitor  in  the  able-bodied  women's  ward,  amongst 
iv^hom  there  was  a  variety  of«age^  some  past  50,  and  I  said,  "  I  daie  say  you  will  be  having 
your  buns  on  Grood  Friday,**  and  they  said,  "  We  never  have  them,  as  we  are  looked  upom 
as  good-for-nothing  creatures,  and  not  wortiiy" ;  so  I  said, ''  I  will  bring  some  on  Good 
FrSay  and  give  them  to  you,"  and  did  so.  About  the  following  week  my  niece,  who 
visits  this  workhouse  with  me,  came  here  to  me  in  a  state  of  agitati<»:i,  and  said,  "  The 
master  of  the  workhouse  had  been  very  impertinent  to  me  about  the  buns  you  brought  to 
the  workhouse,"  and  said,  that  if  you  did  such  a  iJiing  again,  he  should  deaire  the  porter 
±0  Jock  you  out  of  the  house,  and,  "  Tell  your  aunt,  or  whoever  she  may  be,  to  come  to 
me  when  she  comes  up  next  time  to  the  house."  So  the  next  time  I  came  I  asked  to 
flee  him,  and  I  was  shown  into  his  room,  when  he  questioned  me  as  if  I  had  been  a  crimi- 
nal,  and  he  said,  ^  It  is  quite  against  the  rules  the  ladies  bringing  anything  here  " ;  and  I 
said,  ^^  I  thought  we  might  bring  cakes  and  oranges  " ;  but  he  said,  "  Well,  you  undeiv 
stand  me,  you  are  not  to  bring  anything  into  the  houae,  particularlv  ioito  1^  able-bodied 
women's  wards,  for  they  are  a  very  good-for^-nothing  set  of  people,  and  the  guardian^ 
would  be  very  angry  if  they  knew  you  had  done  this ;  they  do  not  approve  of  Sie  ladiei 
visits  at  all,  and  if  you  don't  take  care^  they  will  not  he  allowed  to  come  here  " ;  and 
then  he  dismissed  me,  that  is,  I  left  the  room.  I  remember  on  one  ocoasien,  about  twe 
years  since,  visiting  an  old  man  here  to  read  to  him,  but  I  found  he  had  no  nigfatdreiB 
gn^  and  the  boy  who  attended  him  told  me  that  the  dneas  was  being  dried,  and  I 
saw  it  hangix]^  outside  the  wimdow.  I  did  not,  therefore,  visit  that  ward  laSterwitr^ 
I  have  made  no  complaints  to  the  matron  nor  to  the  nursee.  I  came  here  without 
regularity  of  visits;  mj  object  was  to  read  to  the  patients.  I  did  not  know  it  wae 
CorDidden  to  give  money  to  the  officials,  nor  did  I  know  persons  receiving  it  would 
be  dismissed.  I  have  not  given  money  20  times;  I  have  ^ven  Mrs.  Windser  money 
more  than  once ;  Mrs.  Higgs  told  miC  that  Windser  drank,  and  that  she  was  verj 
eften  tipsy ;  she  was  not  a  nurse  when  I  furst  vidted  here ;  I  think  ahe  must  have  been 
a  nurse  for  two  years ;  she  is  not  aniu'se  now.  I  thought  that  the  pauper  aumes  gettutf 
tipsy  here  was.  such  a  common  thing  that  I  did  not  anake  it  a  subjiect  oi  coirrersation.  1 
have  not  aeen  anv  of  them  drunk ;  I  thought  it  a  practice  that  ought  to  be  stopped,  but 
I  did  not  complaux,  I  thought  it  of  no  ufle  complaining ;  I  did  not  complain.  The  small- 
pox, was  in  the  summer  time;  it  was  an  infant;  I  did  not  sufier  from  this  visit;  tim 
waxdswoman  told  me  it  was  small-pox ;  it  was  a  little  child  in  bed.  I  did  not  suggest 
to  Esdail  to  ask  for  a  night  nurse ;  the  nurse  of  this  patient  might  have  been  Worsley. 
{Mein.  She  was  so.)  I  told  the  master  I  was  sorry  for  breaking  the  rales,  but  iJiat  I  did 
not  know  the  rules.  I  think  the  sick  poor  should  be  better  attended  to.  1  have  not 
thought  about  the  schools. 

(sigiied)        Lomim  J.  Parry. 


The  DEPOSiTioir  of  MtiUlda  Jdargard  Oreaiheai^  takm  cm  Oath  before  me,  Hcarrjf 
Burrard  FarnaU^  Poor  Law  Inspector,  at  the  Board  Boom  ^of  the  Paddington  Work- 
house, this  25th  day  ^f  June  1866, 

Who  says: — 
I  am  a  lady  visitor  here,  and  have  been  so  for  four  years,  in  the  insane  ward,  ifo.  78^ 
and  in  No.  54.  I  hav^  visited  the  insane  ward  when  Luke  was  warded  in  a  room  off  it ; 
I  have  Tieard  Luke  making  noises,  and  such  noises  would  decidedly  disturb  the  sick ;  she 
sang  very  loud ;  I  heard  from  several  of  the  patients  that  they  were  disturbed  by  Luke 
at  night.  Luke  was  restrained  in  her  bed,  I  fancy,  in  what  is  <5alled  a  strait  waistcoaL 
I  have  seen  her  confined  by  day ;  she  was  here  about  three  weeks  ;  Edmunds  was  the 
imrse  of  this  ward.  I  have  seen  other  patients  in  the  sick  wards,  similarly  restrained. 
I  remember  one  patient  was  restrained  m  ward  51 ;  she  had  a  strait  waistcoat  on;  it  is 
fwo  years,  or  thereabouts,  since.  I  did  not  notice  the  patient  warded  in  the  next  bed  to 
tSns  patient.  I  have  seen  a  patient  tied  down  to  the  bed,  by  means  of  a  sheet.  Mrs. 
Vernum  was  nurse  in  the  ward  I  visited.  I  don't  remember  Mrs.  Ward  I  thought 
Mrs.  Vernum  a  very  cruel  woman,  because  I  saw  her  behaving  cruelly  to  an  old  woman ; 
1jh5s  is  a  year  ago.  Mrs.  Vernum  pushed  the  woman  down  on  her  bed  ;  this  woman  was 
80  years  of  age,  and  spoke  very  harshly  to  her ;  she  was  said  to  have  died  of  thrush.  I 
spoke  to  Mrs.  V  emtim  about  this,  and  she  answered  very  insolently  ;  I  said  to  her,  "  You 
nave  no  right  to  treat  that  old  w(»nan  like  a  dog  ;*'  and  she  said  '*  It's  no  business  of  yours." 
I  *fhen  went  to  the  matron,  and  I  told  her  that.  1  did  not  think  Vernum  was  fit  to  be 
dirarse in  any  ward.  'I  said \  fhoi\ght her  cruel;  she  replied^  very  politely,  as  Bhe  always 
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did,  "  It  was  impossible  to  find  pauper  nurses  at  all  efficient;  that  it  would  be  almost 
impossible  to  remove.  Vemum,  but  I  will  reprimand  her,"  which  she  did.  The  patients 
here  complained  to  me  constantly  of  thirst  at  night,  and  I  saw  Luke  suffering  from  thirst. 
I  said  to  her,  **  Woidd  you  like  some  water  ?  ^  and  she  said  "  Oh,  yes,"  so  I  asked  the 
pauper  helper  in  the  ward — she  is  called  **  Sally" — ^for  a  mug  to  give  the  poor  woman  some 
water ;  her  mouth  looked  like  leather ;  Sally  said  **  Oh,  no,  I  dare  not !  Mrs.  Edmunds  would 
be  at  me  if  I  did."  A  patient,  Margaret  Vasey,  gave  me  a  mug,  and  I  got  some  water 
for  Luke.  I  knew  that  there  were  orders  that  omy  a  certain  quantity  of  water  was  to 
be  given  to  the  bed-ridden  patients ;  at  least  they  often  told  me  so.  It  is  only  firom 
hearsay  that  I  know  this.  1  know  that  Mrs.  Edmunds  gets  dnmk,  for  the  matron  has 
told  me  so ;  and  when  she  has  been  drinking,  the  patients  tell  me  she  is  crueller.  Edmunds 
can  neither  read  nor  write ;  she  is  the  pauner  nurse  of  the  insane  ward.  On  going  one 
day  on  my  weekly  visit  to  the  insane  wara,  I  observed  one  of  the  patients  trembling  and 
in  a  great  state  of  excitement.  I  asked  her  what  was  the  matter,  and  she  told  me  that 
just  before  I  had  come  in,  '^  they  had  put  a  ^1  into  the  padded  room  who  was  no  more 
insane  than  she  was,  and  that  she  had  been  shamefully  treated."  She  added  that  Edmunds 
and  the  girl  had  been  fighting  previously,  and  that  it  had  frightened  her  so  it  had  made 
her  feel  quite  ill.  She  then  told  me  the  girl  was  the  new  helper,  and  that  she  thought, 
being  Irish,  Mrs.  Edmunds  disliked  her  from  the  first  She  said  she  was  angry  with  the 
girl  lor  refusing  to  do  some  work  she  considered  imfair,  and  they  had  been  quarrelling 
about  it ;  and  at  last,  when  they  were  in  the  small  room  between  the  ward  and  the  padded 
rooms,  with  the  door  partially  shut,  she  and  the  other  patients  heard  the  sound  oi  blows 
and  a  struggle.  It  was  her  belief  that  the  fight  began  by  Edmunds  knocking  the  girl 
against  the  wall,  as  she  had  a  frightful  bruise  on  her  chin ;  but  this  occurred  while  the 
door  was  to,  so  she  could  not 'be  sure  how  she  came  by  the  bruise.  She  said  they  had  a 
frightful  struggle,  during  which  Edmunds  called  out  mat  the  girl  was  **  mad,"  ana  called 
in  assistance  Irom  the  opposite  ward  in  putting^  her  into  the  padded  room,  where  she  was 
dragged  with  great  violence,  and  locked  in.  She  told  me  the  master  was  obliged  to  be 
sent  lor,  but  whether  to  assist  in  putting  her  in,  I  do  not  know.  She  told  me  Edmunds 
was  kind  to  some  of  the  patients  fif  they  didn't  give  muck  trouble),  but  her  temper  was 
fearfully  violent,  and  she  believea  it  was  made  more  so  by  drinking  spirits.  On  this  I 
went  to  Mrs.  Cormack  and  told  her  the  whole  story,  adding  that  I  had  often  heard  that 
Edmunds  was  so  frightfully  violent  that  I  was  sure  she  was  not  fit  to  be  trusted  with 
the  care  of  the  sick,  and  uiat  the  patients  had  frequently  complained  that  the  scenes 
they  were  constantly  witnessing  made  them  quite  ill.  I  then  begged  her  to  have  the 
girl  taken  out  of  the  padded  room.  She  thanked  me  for  my  information,  and  said  she 
would  see  about  it ;  but,  as  for  removing  Edmunds,  it  was  so  difficult  to  find  a  pauper 
nurse  who  could  do  anything,  that  it  would  be  impossible,  if  she  did,  to  replace  her,  I 
complained  to  the  matron  of  Vemum  and  Edmunds.  I  have  visited  also  in  the  old 
infirmary,  and  twice  a-week  within  the  last  two  months.  There  are  two  or  three  women 
and  a  girl  there  besides  the  children ;  the  girl  is  now  removed.  Mary  Macdonald,  the 
girl  named,  is  a  cripple,  both  her  legs  are  in  irons ;  she  was  warded  in  an  up-stairs  room,  so 
she  could  not  go  down  to  take  exercise ;  if  she  had  been  down-stairs,  she  might  have  got 
down  into  the  garden ;  she  was  two  months  or  thereabouts  in  this  word ;  she  has  been 
removed  within  the  last  fortnight.  I  do  not  know  the  reason,  she  is  now  warded  down 
stairs.  Mary  Macdonald  has  complained  to  me  that  her  friends  were  not  permitted  to 
see  her ;  this  is  within  the  last  two  months  or  thereabouts.  I  wrote  to  one  of  the  guardians 
about  this,  to  Mr.  Prescott.  I  wrote  about  two  months  or  six  weeks  since.  (Here  a 
paper,  written  by  the  witness,  was  read  about  this  letter,  and  the  witness  says  it  is  the 
purport  of  the  letter  sent  to  lifc.  Prescott)  I  have  seen  two  children  sleeping  together, 
aged  probably  four  and  six.  Mary  Macdonald  told  me  that  more  than  two  chudren  slept 
in  a  bed  I  used  to  see  Stannett  in  her  bed  in  the  children's  ward,  and  she  was  supposed 
to  be  then  the  wardswoman,  as  Mary  Macdonald  said;  she  had  a  bad  leg;  she  is  quite 
an  old  and  infirm  woman ;  this  is  six  weeks  since ;  a  week  since  Stannett  was  warded  in 
No.  54,  in  bed  I  should  say  Stannett  was  past  70,  she  was  quite  helpless  in  the  children's 
ward ;  there  was  a  helper  there  as  well.  Stannett  objected  to  any  one  else  interfering* 
The  children  are  warded  up  stairs.  I  remember  I  was  advised  not  to  touch  some  children, 
for  it  was  said  they  had  the  itch ;  the  children  were  altogether;  the  itch  cases  were  not 
separated  from  the  others.  I  never  saw  the  matron  in  the  wards.  Mr&  Stannett  was  very 
unkind  to  the  children.  I  have  heard  her  speak  crossly  to  them,  harshly,  that  is ;  the 
helper's  ntoie  is  Burt  Burt  is  a  most  ignorant, low  person,  I  should  say;  she  is  a  young 
woman.  I  have  visited  for  four  years  here,  always  in  the  same  wards.  I  stay  generally 
in  the  workhouse  an  hour  and  a-half.  I  never  saw  an  act  of  cruelty  on  me  part  of 
Edmunds,  but  I  have  seen  her  treat  the  insane  patients  roughly  and  harshly.  I  have 
seen  Edmunds,  who  was  undressing  one  of  the  insane  patients  who  had  just  come  into  the 
ward,  and  instead  of  trying  to  soothe  the  patient,  who  struggled  against  this  with 
Edmimds,  Edmunds  spoke  harshly  to  her  as  if^she  was  a  wild  ammal,  and  on  this  occasion 
I  spoke  landly  to  the  girl,  and  she  became  more  gentle.  She  was  then  being  undressed; 
this  is  about  two  years  since ;  she  went  to  Hanwell  shortly  after ;  it  was  a  veiy  bad 
case.  I  never  saw  Mrs.  Vemum  cruel  excepting  in  the  case  named  already.  I  was 
angry  with  ]V&s.  Vemum  about  this  case,  and  I  remonstrated  sharply  with  her.  I  am 
sure  I  complained  to  the  matron  of  both  Edmunds  and  Vemum.  1  think  that  no  bed- 
ridden patient  should  be  permitted  to  go*  without  water  at  night,  whatever  the  allowance 
by  day  may  be.    I  do  not  know  whether  bed-ridden  patients  should  have  water  whenever 
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they  ask  for  il  I  do  not  know  that  Edmunds'  duties  required  her  either  to  read  or  to 
write.  Man^et  Vasey  told  me  what  I  wrote  down,  and  has  been  given  by  me  in 
evidence.  1  was  told  this  within  the  last  five  months.  I  do  not  know  the  name  ol  the 
helper ;  she  has  left  the  workhouse.  Edmunds  behaves  kindly  to  some  of  the  patients^ 
when  they  don't  pve  her  too  much  trouble.  I  have  seen  about  10  children  in  the  old 
infirmary.  One  of  the  two  children  whom  I  saw  together  in  bed  had  inflamed  eyes ;  the 
other  cmld  had  broken  her  leg,  which  had  been  badly  set  I  saw  Mary  Macdonald  first 
in  the  insane  ward.  She  did  not  know  why  she  removed  from  the  insane  ward  to  the 
old  infirmary.  She  complained  of  bein^  removed,  for  Edmunds  was  kind  to  her.  This 
is  about  two  months  since.  Mary  Macdonald  told  me  first  about  her  cousin  about  five 
weeks  since ;  she  said  her  cousin  came  twice  to  the  gate,*  and  both  times  saying  he  was 
shortly  going  to  Australia.  I  wrote  to  Mr.  Prescott  almost  immediately  after  the  cousin 
came.  1  wrote  to  Mr.  Prescott  about  five  weeks  since.  I  have  no  answer  f  Mr.  Prescott 
is  ill).  Mary  Macdonald  was  upstairs  about  April  and  May.  I  saw  the  children  in  itch 
about  two  years  ago ;  these  children  in  itch  were  running  about  with  the  other  children 
in  the  passage.  I  heard  Mrs.  Bateman's  evidence,  and  I  cannot  contradict  any  part  of  it. 
I  heard  the  patients  speak  of  Mrs.  Bateman's  kindness. 

(signed)         Matilda  Margaret  Greathead. 


The  Deposition  of  Jane  Catherine  Stephen,  taken  on  Oath  before  me,  Harry  Burrard 
Farnan,  Poor  Law  Inspector,  at  the  Board  Room  of  the  Paddington  Workhouse,  this 
23d  day  of  June  1866, 

Who  says : — 

1  HATB  been  a  lady  visitor  at  this  workhouse  for  10  or  12  years,  chiefly  in  the  lying-in 
wards,  and  in  No.  64  ward,  which  is  in  the  female  infirmary ;  but  I  occasionally  visit  all 
the  wards.  I  have  often  been  in  the  female  insane  ward,  almost  always  when  I  visit  this 
workhouse  ;  a  woman  named  Edmunds  is  the  pauper  nurse  of  that  ward  ;  she  is,  I  should 
think,  about  60  years  of  a,s;e.  The  patients  in  tliHt  ward  are  not  all  insane,  some  are  con- 
sumptive, and  there  are  many  other  complaints;  there  have  been  patients  bed-ridden  for 
months  in  that  ward.  I  remember  Luke  in  the  room  adjoining  that  ward,  but  there  is  a 
communicating  door  which  is  always  open  ;  many  of  the  patients  told  nie  they  were  dis- 
turbed by  Luke.  Luke  was  there,  I  think,  for  three  or  fijur  wt^eks.  One  of  the  patients^ 
a  Mrs.  Brown,  a  widow,  particularly  complained  to  me  that  she  was  kept  awake  by  Luke* 
Some  other  ]}atients  also  complained  to  me.  Other  lunatic  patients  are  frequently  kept  in 
this  same  ward ;  they  are  kept  there  for  two  or  three  days  until  sent  to  an  asylum,  and 
very  often  they  disturb  the  patients  in  No.  78.  I  never  t^aw  Edmunds  intoxicated,  nor. 
have  the  patients  complained  to  me  of  that,  nor  have  they  complained  to  me  of  Edmunds 
being  cruel  to  them;  but  I  have  known  her  very  kind  to  two  or  three  patients  in  trying 
cases.  I  have  seen  her  rather  rough,  and  some  of  the  patients  have  told  me  that  she  was 
cruel  to  other  patients.  I  remember  an  imbecile  patient  for  months  in  No.  64.  I  do  not 
remember  her  name.  She  disturbed  the  other  patients  dreadfully,  and  I  have  heard  the 
noise  she  made ;  but  I  was  told  by  the  patients  that  they  were  much  n)ore  disturbed  at 
night  by  her — she  used  to  howl,  as  it  were.  I  think  she  was  here  in  1866.  I  remember 
her  death;  she  died  in  this  workhouse.  I  have  heard  that  some  of  the  pauper  nurses,  when 
tliey  went  out  for  a  holiday,  came  back  intoxicated.  I  have  been  told  that  the  patients 
were  obliged  to  bribe  the  pauper  nurses^  and  I  have  observed  pauper  nurses  follow  the 
iriends  of  the  patients  out  of  the  ward,  but  I  never  saw  money  pass  on  such  occasions.  I 
have  decidedly  reason  for  believing  that  the  patients  are  afraid  to  make  complaints,  for 
when  they  have  complained  to  me  I  have  said,  ''Why  do  you  not  complain  to  the 
guardians,  when  they  come  round  weekly?'*  and  they  said,  *' We  dare  not;'*  they  did  not 
say  why.  I  never  saw  Appleby  drunk.  Mrs.  Eversden,  a  former  paid  nurse,  told  me  that 
the  nurse  of  the  lying-in  ward  got  intoxicated  when  she  went  out  for  a  holiday,  but  I  do 
not  think  that  this  was  Appleby.  1  have  two  or  three  times  reported  Vemum,  a  pauper 
nurse,  to  the  matron,  as  speaking  very  roughly  to  the  patients,  even  before  me.  After 
Ward's  death,  I  told  the  matron  that  I  had  heard  what  a  dreadful  state  Ward's  back  was 
in,  and  that  I  heard  she  had  been  neglected  by  Vernum,  and  by  Mrs.  Eversden,  the  paid 
nurse;  but  Eversden  was  gone  then.  I  always  thought  Virnum  exceedingly  unfit  for  a 
nurse^  and  I  have  reported  this  to  the  matron,  whom  I  always  found  exceedingly  kind  in 
listening  to  my  complaints.  Vernum's  unfitness  consisted  in  her  roughness  and  awkward- 
ness, and  her  deficiency  in  all  tfic  qualities  of  a  good  nurse.  I  was  told  she  was  formerly 
a  hawker,  and  carried  crockery  about  the  country.  She  was  strong,  but  not  young,  She 
was  about  50,  I  think.  I  suggested  to  the  matron  that  Vemum  should  be  removed,  and 
the  matron  said  she  had  inquired  of  the  patients  if  Vernum  was  kind,  and  they  said  she 
was,  and  that  there  was  no  other  person  in  the  workhouse  who  could  replace  Vemum,  and 
be  better  than  she  was.  Vemum  is  now  a  pauper  nurse.  1  know  a  female  patient  named 
Birks.  She  complained  to  roe  that  she  had  not  received  some  letters  which  had  been 
written  to  her  by  another  patient,  who  had  left  the  workhouse.  She  mentioned  two  letters 
that  she  was  anxious  about  I  saw  the  supposed  writer,  and  she  asked  me  to  speak  to 
Birks  about  letters  written  to  her,  and  I  did  so,  and  Birks  said  the  had  not  r^e^ved  the 
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tetters.  The  writer's  name  was  Harriet  Bayne^*  I  told  Bides  to  write  aeain  to  Haynes  ; 
she  did  so,  and  got  an  B^tawer.  H^iyiies  told  me  she  bad  written  two  kiters  before  tv 
Birks.     I  have  just  heard  you  {Menu:  Mr.  Hart  was  exanakiiii^  the  witaeBs)  read  a  p«va« 

Sraph  from  the  ^  Pall  Mall,**  ilth  June  186e.  I  ihink,  from  a  certaki  timitarity  of  ev«rt»^ 
lat  that  paragraph  alludes  to  a  case  uhich  took  place  in  tbts  viorkbause.  There  ift  m 
young  woman  in  this  workhouse^  named  Hogarth ;  she  has  heen  here  tliree  years^  and! 
suffers  from  fits.  She  has  a  widow  sister  to  cofoe  to  see  ber  every  Sunday^  and  suddenly 
ishesc  visits  were  stopped.  Hogarth  told  rae  of  this^  and  was  distressed.  She  did  not  satjp 
who  slopped*  the  viiMis.  She  said  she  had  spoken  to  Mw  Pre«cott  about  this  when  he  went 
pound,  aod  Mr.  Prescott  $^id  tht^re  was  ih>  reason  why  these  visits  should  be  stopped,  aodh* 
would  see  about  it;  and  the  next'Sunday  I  saw  Hogarth.  She  told  me  shshftd  agam  sees 
Mr.  Prescott,  who  told  her  that  he  did  not  know  wl)y  the  visits  wei«e  stopped.  When  I  spoke 
to  the  master  about  Hogarth's  case,  he  said  there  were  often  too  muu^.  witorsk  I  am  myseUf 
idways  in  this  wt^rk house  on  Sundays^  and  that  was  the  day  in  questiaii.  I  never  saw  moiw 
ihan  three  or  four  visitors  on  that  day  here  in  that  ward  where  Hogarth  wasj  and  the  maeler  said 
tJint  Hogarth's  sister  should  come  back.  I  here  said,  that  1  tliougitt  it*  a  pity  ttlie  iuHMOe^ 
of  the  lying-in  ward  were  not  permitted  to  attefwl  chapel  iii  the  workhouae- on  Sundays* 
Some  of  the  people  in  this^  ward  are  there  for  five  or  six  weeks  before  iheir  confinement,  but 
not  often  so ;  but  if  so,  there  are  no  airing  yards  for  this  cl^uss;  these  wards  are  up-^tairs. 
I  have  thought  that  some  occupation  should  be  found  for  the  young  women  in  this  ward  ; 
they  have  no  occupation  excepting  cleaning  their  wards,  but  the  matron  has  given  them 
something  to  do  when  she  could,  and  she  had  done  so  at  my  request.  I  do  not  think  that 
the  matron  can  do  all  the  various  duties  of  her  position ;  she  has  too  much  to  do.  She  has 
no  time  to  exercise  a  proper  supervision  over  the  infirmaries,  but  she  would  if  she  could* 
The  lady  visitors,  of  whom  I  am  one,  applied  to  ihe  guardians,  through  the  Rev.  Mr.  Mihie, 
the  then  chaplain,  to  be  permitted  to  fit  up  an  additional  ward'  fijr  the  infirm,  women  iathe 
body  of  the  house,  with  such  furniture  as  would  give  them  more  comfort  than  they  then 
had ;  x^e  wish  to  give  them  arm  chairs.  The  guardians  said  they  would  confer  with  us, 
alid  fixed  a  day»  and-  one  guardian  kept  the  appointment ;  this  is  (bur  or  fitve  yeacs  siQce:;  he 
said  he  would  Ui  us  know  what  the  other  guardiaof«  thought  abouA  it ;  hik  we  weret  QOl 
aJldwed  to  caiT>^  out  our  views,  the  guardians-  saying  that  they  would  do  all  that  was  nece^ 
9uj^  and  I  beliive  some  ann  chaii*s  were  sent  for,  and  one  sush  chair  wa».  placed.  iA  ewth 
waitl,  there  being  three  or  four  in  the  ai^ed  women's  wai*d,  and  a  small  1ookiiig*gla^  ;  this 
one  chair  genei^ally  stands  unused  in  the  ward;  there  are  about  14  or.  1^  beds^  1  observed 
Mrs.  Batemaa's  conduct  here ;  she  appeared  to  ukd  to  be  kind  to  the  patients,  and  decidedl]| 
anxious  to  do  her  duty  ;  ^he  seemed  industrious,  and  was  always  employed  when  I  saw  her* 
jSome  of  the  patients  have  spoken  to  me  of  her  kindness;  this  implied!  that. her  kindness 
wa&  greater  than  that  which  they  had  been  accustomed  to  by  a  paid  nurae.  I  wish  to  add* 
ibaA  in  Ho«  64  ward  there  are,  or  were,  patients  suffering  under  very  diievent.  diseases  aa4 
of  various  ages.  I  remember  a  girl  named  Matthews ;  she  died  in  that  wajnl  of  consumption; 
apd  opposite  to  her  there  was  a  woman  cf  9S ;  and  there  was  an  idiot  there ;  and  another 
patient  had  a  bad  leg,  and  has  been  in  thia  ward  for  about  eight  years^  Ajid  there  waa 
another  imbecile  named  Jenkins,  and  Vernum  was  very  rough  to  Jeakins.;  Jenkins  woubl 
walk  about  the  room  talking  incoherently,  and  this  occurred  while  the  young  gicl  was  dying 
of  coosumption;  and  I  heard  from  the  nurse  tliat  Jenkins  walked  about  the  wai;d  all  night« 
\  have  seen  Jenkins  restrained  in  this  ward  by  being  tied  to  a  bench ;  a  string  wa^  put  round 
the  rail,  and  fastened  round  Jenkins's  waist;  but  I  don't  think  this  hurt  her,  or  was  crue)» 
but  it  had  the  effect  of  keeping  her  quiet. 

Cross-examined. — The  infirmaries  are  in  one  respect,  viz.,.  in  the  introduction  of  screeoa^ 
much  improved  since  I  have  been  a  visitor  here*  There  are  now  two  paid  nuvses,.  formerly 
tliere  was  but  one.  The  lady  visitors  did  not  recommend  the  screens^  the  giia<*dians  did 
that.  Mrs.  Eversden  always  said  she  had  a  great  deal  to  do ;  sbe  was  at  first;  sole  Qu»e» 
but  the  last  two  or  three  years  of  her  time  there  was  a  male  nurse  appokUecl.  I  do  uQk 
vecollect  whether  she  ever  complained  of  too  mud i  work  aft^  tbat  appoiAtment-  Siiic# 
tjie  guardians  declined  to  accet>t  our  proffered  furniture  we  have  made  no  complaints  ta 
the  guardians.  I  have  twice  written  to  Mr.  Pivscott  about  the  inmateaof  the  infirmary 
here ;  the  first  letter  I  wrote  on  the  24th  of  May  ;  it  waa  misdirected,,  aad  tjierefore  mis- 
carried ;  he  called  the  next  day  about  this,  but  I  was  not  at  home ;  then  1  wrote  the  second 
letter  about  the  27th  of  June ;  I  have  since  learnt  that  Mr.  Prescott  is  ill,  but  I  waa 
iaducetd  to  write  to  him  in  consequence  of  his  great  kindness  to*  an  out-door  patiper  ia 
whom  I  was  interested.  When  I  have  had  any  complaints  to  make  I  have- made  them  to 
the  matron,  who  has  always  met  them  ds  well  as  &he  could ;  we  could  not  see  the  guardians  ^ 
we  think  they  do  not  like  our  interference.  We  enter  our  visits  in  a  book :  we  cannot 
enter  all  we  want  in  that  book,  for  we  want  a  general  alteration  in  the  whole,  management 
of  the  sick  and  aged  people  in  almost  all  particulars.  I  think  the  nursing  staff  insumcient 
here.  1  do  not  know  one  of  the  guardians  privately,  I  have  never  compUined  to  th^ 
guardians  about  Vernum.  Hogarth  is  unmarried.  I  mentioned  her  case  in  society :  so  fat 
a^  the  account  in  the  ^'Pall  Mall  Gazette"  goes,  it  mentions  a  widow,  whicb  Hogarth  is  not^ 
The  master  did  not  boast  to  me  of  having  thinned  the  visitors.  I  think  it  is  a  strong  term 
tD>  apply  to  Hogarth's  case,  that  it  was  ''brutal;"  but  it  waS: cruel  and  csuised  pain.  Tha 
master  said  be  thought  he  was  the  culprit  in  the  case,^  aad  it  should  be  altered..  I  beUeve 
lusitors  to  the  inmates  are  allowed  once  a  month,  under  ordinajry  ciroumBtances,  but 
Hogartli's  sister  had  visited  bar  for  three  years  every  Sunday.  Theiie  were^  I  tbiuk^  14  or 
15.  beds   in  No.  54%     Xn  this  w«iFd    there  waa  Green,  a  paralytic   and  rheumatic  case ; 
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Matthewfiy  ayoimg  womaii  ni  consum|4ieii ;  J^tfkinaii,  ^m  imbecile.  I  nBOieakber  Luke  ia 
the  v^ard  ;  other  IiukUics  iitve  been  iVeque«4tljr  in  ibat  ward,  and  Uiey  disturbed  Ibe  fmtients 
hv  nigUt.  I  do  not  know  ubetber  tiiere  are  any  other  wards  where  the'lunalieB  could  be 
putced ;  even  if  in  the  padded  rooms  tbe  Jioise  would  have  been  heard.  I  don't  know  how 
many  arm  chairs  there  are  in  Edmunds*  ward;  before  we  made  ouroflfer  lo .the guardians 
there  was  one  arm  chair  in  the  lyiug^a  wai*d ;  after  confinement  there,  w#men  are  allowed 
to  stay  in  tbe  infirmary  if  U^ey  are  goiug  out  in  4i  few  days  after  the  usual  three  weeks. 

(  signed)        Jane  Catherine  Stephen. 


Tax  DEFosinoii  of  Fmnds  Edmund  Ansticj  taken  on  Oath  before  Harry  Bwrrard  Fw^mH^ 
Poor  Law  Inspector^  at  the  Board  Room  of  the  Paddmgtcm  Workhouse,  this  22d  day  <£ 
JoM  1866, 

Who  says : — 
t  am  an  M.  D.  of  London  University,  and  Fellow  of  tbe  College  of  Physicians,  and  Assist*- 
ant  Physician  to  Westminster  Hospital.  I  have  visited  the  infirmary  of  this  workhouse 
a'bout  12  months  since.  My  tm^pression  of  these  infirmaries  was  tliat  they  were  clean- 
looking  and  well  lighted,  and  generally  satisfactory ;  and,  with  the  exception  of  tl)e  cubic 
space  to  each  patient,  and  the  space  for  each  bed,  the  ventilation  is  fairly  provided  for. 
There  was  no  classification  at  all,  with  the  exception  of  the  sexes;  chronic  cases  were  ivarded 
witb  acute  cases:  the  master  said  to  me,  "We  mix  all  kind  of  cases  here,  fever  and  alL" 
The  provision  of  towels  for  tbe  patients  was  very  short ;  in  No.  54  I  found  only  one  round 
towel  per  week,  no  small  towels,  and  the  patients  did  not  use  towels  of  their  own  that  1 
know  of.  Ko.  54  wiil  accommodate  16  patients.  1  saw  the  nurses,  m.,  the  pauper  nurses ; 
itbey  were  all  elderly  people^  and  several  feeble,  as  I  thought  I  am  acquainted  with  the 
management  of  wards  in  hospitals.  I  have  heard  here  the  list  of  duties  which  Mrs.  Bate* 
man,  the  nurse,  has  to  perform,  and  I  think  that  with  such  duties  it  is  impossible  for  her  io 
perform  efficiently  Ahe  duties  of  a  nurse.  I  have  beard  the  evidence  given  of  the  classifica- 
tion of  sick  patients  in  the  infirmary,  and  1  consider  that  such  is  detrimental  to  the  recovery 
of  the  patients.  With  these  exceptions  Lhave  mentioned,  I  think  the  Paddington  infirma- 
ries are  the  best  I  have  inspected,  and  the  wards  are  the  best.  I  visited  a  great  many 
workhouses,  perhaps  20  workhouseii^  and  I  told  my  employers  that  Paddington  was  tbe 
best  workhouse  I  had  seen.  There  is  some  difference  of  opinion  as  to  the  classification  of 
fever  cases  amongst  medical  men.  I  know  Dr.  Mackenzie  by  repute,  he  was  a  good  and 
able  man.  I  know  be  was  of  opinion  that  fever  cases  should  not  be  classified.  I  found  each 
patient  had  500  cubic  feet,  but  I  consider  1,000  tbe  minimum,  and  that  minimum  seven  tif 
the  most  eminent  medical  men  have  adopted.  I  did  not  myself  measure  the  wards  in  the 
infirmary,  but  ihe  master  said  tu  me,  *'Tbe  average  cubic  feet  is  600  feet."  I  paced  the 
floor  of  a  room^  and  indeed  of  almo>t  all  the  wards  ;  I  did  not  then  take  down  the  number 
of  persons.  I  counted  the  beds  and  there  were  16  in  each  of  the  four  principal  wards.  I 
find  one  had  14  beds.  I  cannot  give  you  an  account  of  the  disease  of  each  patient.  I  was 
four  hours  here,  from  one  to  five,  or  thereabouts.  Very  few  were  in  the  wards  from  age 
iilone.  I  think  that  nearly  every  (me  of  tbe  cases  in  the  infirmary  required  nursin(^«  I 
spoke  to  tbe  matron  about  the  towels.  I  saw  the  nurse  in  54  ward,  but  she  is  too  old,  she 
is  naturally  strong  built.  1  wish  to  say  that  this  was  a  preliminary  visit  here,  and  that 
before  publishing  my  report  1  shall  pay  another  visit,  and  accurately  measure  the  wards, 
btrt  I  believe  the  master's  account  of  measurement  to  be  correct. 

(signed)         Francis  Edmund  Anstie. 


TiiE  DKPO^^lTI0N  of  John  Bennett,,  taken  on  Oath  before  me,  Harry  Burrard  Farmatt, 
Poor  Law  Inspector,  at  the  Board  Room  of  the  Paddington  Workhouse,  this  28th  day 
of  June  1S66, 

Wiio  says  :— 

I  AM  a  goatdian  oFlhe  parish  of  Paddington,  and  have  been  so  for  about  five  years.  For 
the  fir^it  two  or  iSiTee  years  I  was  in  the  habit  of  very  regularly  visiting  the  workhouse 
wards  here ;  T  am  ia  the  hubit  of  visiting  the  hospitals  as  a  governor,  and  of  seeins:  how  the 
fiick  are  managed  and  treated  there ;  I  have  for  the  last  five  or  six  years  continually  visited 
the  London  Hospital,  and  St.  Mary's  Hospital,  the  former  for  nearly  It)  years ;  and  I  give 
neatly  the  whole  of  my  thne  to  works  of  charity,  and  of  this  description.  On  visitingthe 
irick  wards  here  my  habit  is  to  speak  to  each  of  the  patients,  asking  them  wbeiher  they 
liave  any  complaints  to  make.  I  have  bad  complaints  made  to  me  by  the  patients,  and 
I  fcave  inve«ftigated  tfiem,  Hnd  haTe  endeavoured  to  remedy  them.  I  have  never  liad  any 
tjomplarais  made  to  me  by  the  patients  of  cruelty  on  the  part  of  the  officials,  nor  of  the 
pnnper  nurses.  Some  official  of  tbe  workhouse  precedes  us  in  our  visits ;  we  have  no  keys 
t)f  these  sick  wards,  but  1  have  generally  spoken  to  the  patients  when  tbe  master  or  matron 
have  left  the  room.  I  have  particularly  inquired  of  the  paid  nurse  if  anything  was  wanting. 
A  *sick  patient  ulways  -obtains  any  diet  ordered  by  the  medical  officer,  and  all  stimulants 
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that  are  ordered  by  the  medical  officer.  My  opinion  of  the  efficiency  of  pauper  nurses  is  as 
^ood  as  nine-tenths  of  the  paid  nurses  that  I  have  met  with  in  hospitals  and  similar  institu- 
tions. I  tliink  there  is  room  for  great  improvement  of  the  paid  nurses ;  the  duties  of 
pauper  nurses  are  to  some  extent  of  a  menial  character.  I  had  a  pauper  nurse  from  the 
workhouse  for  the  London  Hospital,  and  I  was  glad  to  get  her ;  she  remained  three  or  four 
weeks  at  the  London  hospitals^  and  left  with  good  testimonials.  The  sick  wards  of  work- 
houses labour  under  many  disadvantages  which  the  hospital  wards  do  not ;  for  instance,  an 
incurable  case  may  be,  and  has  been,  occasionally  sent  here  from  St  Mary's  and  other 
hospitals,  and  we  cannot  refuse  such  cases.  I  have  seen  lunatics  in  this  workhouse,  and 
I  don't  know  that  there  is  any  place  to  put  such  lunatics  in  than  the  padded  rooms,  and 
the  little  rc»om  between  them  (off  No.  78  ward) ;  these  padded  rooms  were  built  with  the 
sanction  of  the  Poor  Law  Board.  The  lunatics  who  are  sent  here  remain  here  only  until 
we  can  get  a  magistrate's  order  for  an  asylum.  I  go  into  the  children's  ward ;  I  take  an 
interest  in  children;  1  have  seen  children  with  ringworm  in  their  wards.  No  complaint 
has  been  made  to  me  that  three  children  with  infectious  diseases  were  put  into  the  same  bed 
to  sleep.  I  was  chairman  of  the  committee  who  examined  Mrs.  Bateman's  testimonials. 
She  was  asked  certain  Questions  relative  to  midwifery,  and  from  what  she  said  we  consi- 
dered that  she  was  capaole  of  taking  such  cases  if  of  an  ordinary  character.  Our  medical 
man  is  readily  comeatable,  and  it  is  his  duty  to  take  all  such  cases.  I  considered  from  what 
she  said,  that  she  had  been  in  the  habit  of  attending  midwifery  cases  with  a  doctor,  but  in 
the  advertisement  for  a  nurse  for  this  workhouse  no  such  duties  were  enumerated ;  but 
when  Mrs.  Bateman  was  spoken  to  about  this  situation,  she  was  told  that  it  was  no 
uncommon  thing  for  three  or  four  such  cases  to  occur  in  24  hours,  and  the  medical  officer 
or  his  assistant  may  be  absent.  I  once  saw  Mrs.  Bateman  after  she  took  her  duties  here; 
she  complained  of  the  difficulty  she  had  in  managing  the  paupers  then;  she  said  that  they 
were  not  like  paupers,  for  they  were  far  too  well  off.  1  said,  our  own  rule  is  kindness, 
but  persevere,  and  I  think  you  will  succeed.  I  do  not  believe  that  the  pauper  nurses  here 
are  incompetent,  cruel,  require  to  be  bribed  by  their  patients,  or  that  they  treat  them  with 
unkindness.  I  do  riot  believe  that  the  sick  poor  suffer  greatly  from  the  want  of  proper 
supervision  and  care,  and  from  the  venality  of  the  nui-ses ;  nor  have  any  complaints  been 
made  to  me  by  anybody  as  to  such  things ;  if  such  things  had  existed,  I  believe  they  must 
have  come  to  my  knowledge. 

Cross-examined  by  Mr.  Hart. — I  know  that  in  hospitals — say  the  London  Hospital — 
we  have  30  patients  under  one  paid  nurse,  but  she  has  no  paid  assistant  nurses ;  the  cases 
are  all  of  one  particular  kind.     At  St.  Mary's  Hospital  we  have  about  20  patients  to  each 
paid  nurse.     I  know  of  no  instance  where  a  paid  nurse  has  anything  to  do  with  the  dis- 
pensary in  hospitals.     I  believe  there  is  always  a  paid  dispenser.     There  are  usually  about 
150  cases  in  St  Mary's  Hospital.     We  did  not  pay  the  nurse  we  took  into  tiie  Lock 
Hospital  from  the  workhouse;  I  advised  that  she  should  not  be  paid,  but  that  when  she  left 
she  should  have  clothes  given  her  so  as  to  set  her  up.     I  think  the  salary  of  a  paid  nurse 
there  would  be  t>0/.  or  16/.  per  annum.     She  fulfilled  her  duties  efficiently  at  the  hospital; 
she  would  not  have  been  paid   anything  in  this  workhouse  as  a  nurse.     There  is  a  con- 
siderable demand  for  paid  nurses.     Any  pauper  in  this  house  who  was  offi?red  a  salaiy  of 
16/.  as  a  nurse  would  immediately  leave  us ;  but  there  are  no  such  cases  as  these.     A  good 
nurse  in  a  hospital  is  worth  20/.  and  her  rations.     We  don't  pay  our  pauper  nurses  here. 
(A  circular  from  the  Poor  Law  Board  as  to  paid  nurses  was  put  in.)    All  the  duties  done 
in  hospitals  are  paid  for.     Incurable  cases  can  be  and  ought  to  be  nursed  as  well  as  other 
cases ;  nor  are  guardians  absolved  from  takins;  care  that  they  shall  be  nursed.     In  visiting 
hospital  wards  no  official  accompanies  us ,-  the  doors  are  not  locked,  and  the  governors  go 
in  as  they  please ;  but  I  have  taken  care  to  ask  the  female  nurse  whether  I  might  properly 
enter  the  ward.     I  don't  remember  Mrs.  Stannett.     I  do  not  remember  seeing  the  nurse  of 
the  children's  ward  in  bed.     No  pauper  nurse  who  is  confined  to  her  bed  can  be  considered 
a  pauper  nurse.     I  should  call  the  denial  of  water  to  the  bed-ridden  patients  a  cruelty.     I 
have  examined  the  beds,  but  I  did  not  know  that  Ward  was  on  a  straw  bed  with  a  sore 
back.     I  did  not  know  until  I  had  heard  it  here  that  Dunsford  fell  twice  out  of  bed  in  one 
night.     I  did  not  know  that  Luke  disturbed  the  (patients  with  her  cries  by  day  and  by 
night.     I  did  not  know  that  mechanical  restraint  was  used  for  Luke,  but  I  have  seen 
lunatics  restrained  here.     I  visited  here  three  years  ago  a  good  deal,  but  I  do  not  know  any 
case  that  was  habitually  restrained.     I  know  that  an  idiot  was  once  warded  in  a  ward  here 
with  sick  people.     I  remember  an  idiot  named  Read ;  she  used  to  be  an  object  of  derision  in 
the  streets,  and  she  was  at  first  taken  in  here  for  charity's  sake ;  she  was  warded  in  one  of  the 
sick  wards.     I  do  not  know  that  the  matron  has  ever  reported  to  the  guardians  cruelty  on 
the  part  of  a  pauper  nurse  named  Vernuui ;  but  there  can  be  no  question  that  if  the  matron 
knew  of  a  case  of  cruelty,  reported  to  her  by  Lady  Stephen,  she,  the  matron,  should  have 
reported  it  to  the  guardians.     I  never  heard  that  Mrs.  Bateman's  request  for  a  night  nurse 
for  Dunsford  was  reported  to  the  guardians.     I  never  heard  that  Miss  Greathead's  com- 
plaints of  Edmunds  were  conveyed  to  the  Guardians  by  the  matron.     I  should  not  approve 
of  any  such  treatment  of  children;  that  three  sick  children,  one  of  whom  had  an  infections 
disease,  should  sleep  in  one  bed,  still  less  of  four  in  a  bed.     Children  in  itch  should  not,  in 
my  opinion,  be  warded  with  children  who  were  not  in  the  itch.     No  classification  of  the 
patients  has  been  lately  made  here  that  I  know  of.    When  I  visit  hospitals  I  sometimes 
find  nurses  in  the  wards. 

(signed)        John  BennetL 
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Thb  Deposition  oi  Robert  Edward  Gaye,  taken  on  Oath  before  me,  Harry  Burrard 
Famallf  Poor  Law  Inspector,  at  the  Board  Room  of  the  Paddington  WorKhouse,  this 
28th  day  of  June  1866, 

Who  says : — 
I  AM  medical  officer  here,  and  have  been  so  since  the  24th  of  June  1865.     I  succeeded 

Dr.  Mackenzie.     When  I  came  here  I  found  no  classification  of  diseases  in  the  sick  wards ; 

I  altered  this,  and  I  have  tried  to  classify  the  patients  since;  the  chest  diseases,  for  instance, 
in  one  ward,  and  the  surgical  diseases  in  another,  and  the  rheumatic  and  epileptic  in 
another,  and  the  aged  in  another.  The  list  now  put  in  shows  the  classification  of  diseases 
now,  but  the  unwillingness  of  patients  to  be  removed  from  one  ward  to  another  has  pre* 
vented  my  fully  carrying  out  my  plans,  &nd  the  cause  of  this  has  been  to  a  great  extent  the 
unwillingness  of  a  patient  to  leave  a  certain  pauper  nurse,  and  I  have  no  right  to  suppose 
that  this  unwillingness  springs  from  a  disinclination  to  be  under  another  pauper,  but  from 
the  wish  to  remam  under  the  same  nurse,  and  also  for  having  been  for  so  many  years  a  patient 
in  the  same  ward ;  for  instance,  a  woman  named  Randall  refused  to  leave  a  sick  ward  (I 
think  it  was  Edwards's\  and  the  ward  she  was  to  be  removed  to  was  unknown  to  her ;  there 
are  four  women's  wards.  Mary  M acdonald  was  removed  from  a  downstairs  room  to  an  in- 
fectious room  without  my  orders,  as  I  believe.  I  remember  seeing  her  in  the  old  hospital  with 
the  children ;  she  was  there  for  several  weeks ;  I  can't  say  how  long ;  when  she  was  in  the 
upstairs  room  I  proposed  to  move  her,  but  I  did  not  tell  her  that  the  move  was  to  be  to  a 
downstairs  room  so  far  as  I  can  remember.  The  reason  I  wished  to  remove  her  was  that 
she  is  an  adult  and  was  warded  with  the  children,  which  is  irregular.  I  do  not  enter  the 
children  in  my  medical  book  unless  on  extra  diet ;  itch  cases  would  not  be  entered  on  the 
book,  but  if  I  had  a  sick  case  in  the  infirmary,  not  on  extra  diet,  I  should  enter  it  in  my 
medical  book.  Itch  cases  usually  last  here  for  two  or  three  days,  but  I  have  known  cases 
last  longer  than  that ;  but  I  do  not  remember  any  cases  of  itch  here  lasting  one  month* 
I  remember  two  cases  of  itch  while  Mary  Macdonald  was  here ;  they  did  not  last  over  one 
week,  as  far  as  I  <;an  remember.  If  they  had  lasted  one  month  I  should  have  known  it. 
I  visit  these  wards  every  day.  I  never  saw  three  children  in  the  same  bed;  it  was  never 
reported  to  me  that  three  children  slept  in  the  same  bed,  one  of  whom  had  the  itch.  I 
remember  a  child  with  inflamed  eyes  and  one  with  a  diseased  knee-bone  in  the  same  bed ; 
but  there  ^as  no  third  child  in  the  ^ame  bed  that  I  ever  saw.  I  am  positive  that  when  the 
two  children  adverted  to  were  here  that  there  was  no  case  of  chicken-pox  or  cow-pox; 
both  the  children  adveited  to  were  scorbutic.  The  nurse  tried  to  keep  them  apart,  they 
were  always  playini^  together ;  but  playing  together  would  do  them  no  harm ;  this  disease 
is  contagious  but  not  infectious.  I  remember  Stannett;  within  the  last  14  days  I  have 
treated  her  for  itch.  I  cannot  tell  whether  i  have  treated  her  for  itch  before.  [  remember 
her  in  Mary  M  acdonald 's  room,  the  children's  ward;  but  I  don't  remember  that  she  had 
the  itch  then.  I  remember  Stannett  being  removed  from  the  children's  ward  by  my  order. 
I  don't  know  whether  she  had  vermin  about  her.  I  remember  Luke  coming  in  to  the 
infirmary.  While  Luke  was  in  the  infirmary  I  believe  that  seven  of  the  patients  who  are 
there  now  were  there  when  she  was  there ;  namely.  Brown,  aged  79,  with  a  bad  1^  and 
partially  imbecile ;  Coe,  the  helper ;  Prince,  aged  72 ;  Spencer,  who  has  bad  legs ;  White, 
aged  80,  who  is  paralysed^  imbecile,  and  bed-ridden ;  Perry,  aged  62,  sufiering  from  debility  ; 
and  Edmunds,  the  nurse,  aged  49.  I  do  not  recollect  a  consumptive  case  there  then.  I 
saw  Luke  on  the  14th  or  15th  of  April.  She  was  not  then  restrained;  I  never  ordered  her 
to  be  restrained,  but  I  have  seen  her  under  restraint  by  order  of  nurse  Edmunds.  I  did 
not  order  the  restraint  to  be  removed,  for  she  was  properly  restrained.  Under  any  cir- 
cumstances I  should  have  restrained  Luke.  Siie  was  restrained  to  prevent  her  biting  her 
hands.  A  strait-waistcoat  was  never  used  on  Luke.  Mr.  Farnall  and  Dr.  Smith,  when 
inspecting  this  workhouse  together,  saw  Luke  restrained,  and  Dr.  Smith,  whose  attention  I 
particularly  called  to  the  case,  and  to  whom  I  explained,  in  the  presence  of  Mr.  Farnall,  that 
Luke  had  been  returned  twice  to  this  workhouse  from  the  Hanwell  Asylum  on  account  of 
having  a  rash  upon  her,  said  he  thought  it  was  a  great  pity  that  the  Hanwell  officials  were 
so  particular  about  a  trifling  msh  of  that  description.  When  these  gentlemen  were  present 
Luke  was  restrained,  and  Dr.  Smith  made  no  objection.  Mary  Luke  was  in  the  habit  of 
singing.  I  do  not  remember  the  patients  in  her  ward  complaining  that  they  were  kept 
awake  by  Luke.  I  have  examined  Luke's  bed  frequently ;  i  never  found  it  wet.  I  did 
not  think  that  a  special  night  nurse  was  requisite  for  Luke.  I  never  saw  her  tied  down  in 
bed.  I  never  have  given  any  orders  as  to  the  quantity  of  water  to  be  given  to  bed-ridden 
patients.  In  many  instances  an  unlimited  supply  of  water  would  not  be  a  good  thing 
for  them.  No  patient  ever  complained  to  me  of  being  unable  to  obtain  water  ta 
drink.  Luke  had  liberty  always  when  it  was  safe  to  give  Uberty  to  her;  but  Igave 
no  order  for  the  sleeve  jacket;  I  left  that  to  the  nurse.  I  remember  Mrs.  Ward 
suffering  from  bed-sores  ;  she  had  fits  of  epilepsy ;  she  was  also  very  aged.  Mrs.  Bateman 
told  me  of  Ward  having  bed-sores,  but  she  had  had  bed-sores  before  that,  and  I  treated  them, 
and  they  got  much  better,  but  they  never  got  well ;  when  Mrs.  Bateman  called  my  atten- 
tion to  Ward's  sores,  I  do  not  recollect  that  she  was  lying  on  a  straw  bed.  I  cannot  recol* 
lect  who  ordered  her  to  be  put  on  an  air  bed ;  I  remember  ordering  Ward  into  the  infirmary, 
and  I  saw  her  bed-sores  properly  attended  to  and  dressed  from  the  first  I  ordered  Vemum 
to  dress  them  first  with  flour,  and  then  with  fullers'  earth ;  1  believe  that  Vemum  told  me 
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that  the  flour  did  not  agree  with  the  sores,  and  then  1  ordered  ointment,  and  then  white 
oxide  of  zinc,  and  I  found  that  Vernum  carried  out  my  orders  ;  bed-sores  are  met  with  in 
)[io«|)it%\lr^,  and  also  in  iprivate  practice.  I  Iwd  one  case  Rem  here  wok  nerf  bad  iMrinioves  te&m 
k  hotipiftHl ;  it  was  Pa)<rick  Daley  ;  he  is  now  well,  aod  was  curt-d  iiere;  be  inA  ako  wvrteia 
on  him,  as  I  was  told.  I  rememi)er  Dunsford's  case;  I  remember  9i  comptaiilt  beitig  Huule 
to  ii:e  that  Dun^ford  fell  twice  out  of  bed  in  one  night,  and  I  told  them  to  pass  a  square 
sheet  over  her,  so  that  she  might  not  fall  out  of  bed,  and  to  send  for  a  night  aurse,  miid  to 
clf&w  ttNr  adjoining  bed»tead  closer  to  Dunsford's.  1  liave  a  •recoUeciioQ  of  VeriMftm  «a\€ng 
MUnethiiig  about  this.  I  examined  Dansford's  bed»  and  wbea  I  exaoMiied  it  it  was  met  ia  n 
4irty  state«  I^ttiisfonl  is  |)ai-alysed  ;  she  made  no  coiupiaiiits  te  me.  When  I  ha^e  i»rdeied 
Aigbt  nnrsesi  I  have  obtained  them ;  tlie  imrses  thus  4MBt  came  from  the  body  -of  tiie  wbrk^ 
fa(Mt«e,  Mnd  were  iio4  tJiie  mtrses  of  the  unfirmanes.  I  liaye  never  Jaeen  refiined  anyiUi^  i 
4iat«^  asked  for  for  my  patients;  I  remember  oysters  being  ordered  by  me  for  ^a  poor  oU 
«vuman,ftnd  although  they  were  1«.  6d.  a<<lozen,  they  were  obtained ;  she  oonsoaifd  abeut  Id 
m  day.  1  oiider  iu  sone  ouses  half  a  pint  of  w'me,  or  a  qaartar  of  a  pint  of  brandy,  or  iw# 
|fiots  of  :beer  fm  (Mt  patiettt.  Out  of  the  average  -of  80  caaes  in  the  female  iafirmaryy  aboct 
Itu  Dequare  extra  attendasce,  b«Kt  the  great  proportion  of  tbe^e  cases  are  chreaic  oases,  aad 
baraiy tic,  and  aiied  and  rheumatic  c.ises.  I  have  seen  several,  if  not  all,  Ihe  Paris  boapitalfl. 
t  8&y>  tbatt  knowing  the  management  of  these  kospitais,  »nd  thechaftcterof  Mrs.  Batemaft's 
ORtient^,  she  had  not  too  much  to  do ;  I  do  not  think  it  necessary  to  have  a  paid  nigbi  nurse 
for  Ahti  femaile  infiimary  Jiere.  Zi  is  not  Mrs.  Bateman's  dii^y  to  ge  to  the  suf^ry  aad 
ebange  the  medii  iaie  fucMii  large  to  small  bottles ;  as  a  mie  this  is  done  by  the  miAe 
nurbe  for  both  males  and  females.  If  females  came  for  medicine  to  the  infirmaries  it 
anould  bt'  the  duty  of  the  male  narse  to  fiU  them ;  perhaps  five  or  six  tnight  so  cenw,  or  it 
May  be  eight  or  nane^  it  would  take  aliout  ^n  nunutes  Ibo  -do  this,  for  all  wottld  net  biing 
iiottiieB.  Mra.  Batemati  has  told  me  that  ihe  patients  got  more  atlentio«  by  half  heite  td^n 
mt  Kitig's  College.  She  did  not  complaiu  to  me  of  ike  «r^ight  of  her  duties ;  she  frequently 
naid  that,  but  never  said  she  had  ioo  much  to  do.  I  saw  her  nfter  she  had  notice  to  leave, 
and  then  slie  said  she  had  been  iil^f  eated  by  the  ^ardinns ;  Ait  meant  that  she  had  si^ 
fM»ed  that  she  was  to  lemain  here,  but  that  she  had  been  ke^A  only  to  the  end  of  the 
month ;  she  did  not  complain  to  me  then  of  ill^^rentment  to  the  paupers.  On  one  occasion 
she  said,  *'  Tve  just  seen  the  matron,  and  1  understand  yo4]  attend  the  midwifery  <jLses»>and 
ao  I  shall  send  for  you  in  those  cases.'*  She  said  that  she  had  been  with  medical  n^n,  and 
that  she  thought  she  -could  manage  a  straiirhtforward  case,  but,  in  my  opinion,  she  ought 
•lotto  Irave  taken  m  stiaightforward  case.  1  told  her  that  Mr.  Philpot,  a  guardian,  a  pbajv 
anaceuticul  cbemit^,  had  a^ed  her  if  she  could  attend  to  a  case  of  false  presentation  in  the 
nbsence  of  the  medical  officer,  and  that  she  said  ^*  Yes.*'  She  told  me  i^he  could  not  take 
aach  a  case.  1  do  not  thinik  that  Mrs.  Bateman  could  distinguish  between  a  straightforwaiid 
ease  atnd  difficult  case.  I  remetcber  Tingiey  being  confimeu^  I  was  called  in;  that  was  a 
Btrai^h  I  forward  but  tedious  case.  Mrs.  I3ateman  was  not  capable  of  dealing  wilh  such  a 
case  ;  I  did  nc^  say  ihat  I  had  heea  sent  for  only  just  in  time.     I  think  it  essential  that  a 

Eaid  nurse  should  havte  a  <tborough  knowledge  of  midwifery.  The  present  nurse  has  this 
nowledge,  I  bekeve;  three  oases  came  in  almost  immediately  after  slie  came.  I  live  a  hule 
ever  a  mile  from  this  ;  I  have  named  a  (qualified  depaty.  Mrs.  Bateman  had  nothing  to  do 
mith  dispensing,  and  I  know  that  there  is  no  ground  for  stating  that  the  pauper  nurses  are 
^^nel,  incompetent,  iind  reqniie  to  he  bribed.  The  sick  poor  are  not  sivfTering  from  want  of 
aBUptTvision  and  care,  but  ttie  contrary.  I  beard  Miss  Greathead's  evidence  about  Woraley; 
I  thought  I  ought  to  see  Worsley,  and  she  told  me  she  never  slipped  down  in  her  he^  nor 
iwas  likely  to  be  euffocated,  and  had  not  said  so, 

Oross-exaorined  hy  Mr.  HwU — Tlie  classificatiifn  of  the  female  patients  is  now  as  |^;ood 
^ns  the  foor  wards  at  my  disposal  will  allow.  The  itch  cases  got  up  to  the  children's  ward^ 
iKcanse  it  was  the  best  place  we  ooidd  pitt  them  in;  itch  is  very  infectious ;  if  a  case  of 
uUdi  in  a  ward  lasts  a  week,  it  is  not  no  infections  as  at  first>  I  saw  the  children  by  day  and 
net  by  night.  1  never  saw  three  diildren  in  a  bed  by  day;  what  became  of  them  at 
nightie  notktnow.  I  had  a  child  with  cciwpox,  and  there  was  a  cliild  with  an  inflamed 
eye,  which  was  leeched,  that  was  the  scoii)ntic  case,  aqd  there  was  also  a  child  with  water 
tob  the  brain.  There  were  five  or  six  beds  in  Stannett's  ^ard ;  it  is  my  duty  to  ward  all 
sick  people.  1  •canuM  tell  how  aaany  people  I  have  warded  in  thai  room,  nor  do  I  know 
'hem  many  that  ward  was  sanctioned  to  hold ;  the  greatest  number  1  have  seen  th^e  is 
letght  or  nine;  I  cannot  swear  how  many  have  slept  in  that  ward.  The  rule  was  brokem 
in  sending  an  adult  into  the  chiidi'en's  n^ard,  hat  it  was  necessary  to  do  this,  for  there  wfis 
-no  room  m  the  infirmaries ;  and  also  in  the  case  of  a  iiK>tfaer  wishing  to  be  with  ber  chiidi. 
i  remember  Stannett;  she  was  the  narse,  and  while  she  was  nurse  her  leg  got  bad,  and  I 
|Mit  her  to  bed  there,  and  then  1  tdd  Mrs.  Edmonds  to  get  another  woman,  and  1  think 
<^ie  got  Burt,  bat  I  cannot  recoUecr.  I  «lid  not  know  Stannett  to  be  a  woman  of  dirty 
'iia'bitti ;  I  i>ever  saw  vermin  on  her  ;  I  heard  of  it  aA^^-waitls ;  Stannett  was  nearly  70«  I  b^ 
4ieve.  Dnnsford's  <compIaint  is  paralysis  of  the  leg  on  one  side ;  I  ordered  a  night  nurse 
'tar  ber  ;  I  did  not  get  the  night  nnrse ;  the  next  day  I  found  she  was  better.  I  remember 
rMrs.  Winser  saying  that  all  tiie  patients  catted  out  to  her  the  moment  she  got  oat  of  bed. 
-hfoA,  this  does  not  convey  the  impression  to  ray  mind  that  they  required  a  n^ht  nurse.  I 
4ieard  Mr.  Paget's  evidence  about  night  nurses,  but  our  day  nurses  act  as  night  nurses; 
cOvr  day  nui-ses  go  to  bed  and  go  to  aleep,  and  if  they  are  called  they  get  up ;  I  remember 
'Mrs.  Winser's  evidence  on  this  point;  I  think  it  would  be  an  improvement  to  have  specially 
:nppointed  night  worses  to  ait  up  in  the  sick  vrards.     I  know  ihe  use  of  mackintoshes  for 
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ii»  sick ;  I  dU  ik4  know  tba^  we  hmA  none  wken  Mrs.  Bnteman  came  here ;  I  db  not 
know  whether  mackitttosh  sheets  were  supplied  to  Mrs.  Bateman;  under  certam  conditions 
BMkckiaitosh  sheets'  are  useiiil ;  we  bate  mackifHoftfa  pillows.  In  my  time  there  were  paid 
sight  nurses  in  hospilalSy  and  1  have  not  heard  that  they  were  dotie  away  with.  The  first 
necMsity  in  bed-sores  is  to  take  off  pressure;  there  was  no  pressnre  on  Ward's  bed-8(Ke*,' 
they  were  on  heo  back;:  shescancaly  ever  kiid  quiet  for  aminu^e^  and  I  belfeve  tha^  air 
pQIbws  were  supplied  to  her.  1  justiFy  all  the*  restraint  lo  whit.-h  Luke  was  subjected  in- 
ker case ;  I  did  nat  report  tO' the  guardians  that  she  wan  restrained ;  I  (Hd  not  know  tliat 
ki  was  my  d^ity  so^  to  repom.  ta  the  guardians,  or  that  it  was  the  dtity  of  the  master  po  to 
laportt  tOitbe  guaidians.  I  ha«e  never  had  a  coj^y  of  ray  duties  put  fi^amy  hands;  there 
i«a  r^urn  of  luoaiiesmadev  If  I  had  here  every  sort  of  Hccommodation  for  lunacy  case's, 
I  sboiilxi  stili  have  restrained  Lnke.  IF  I  had  been  present  when  Luke  asked  R>r  watery 
I  vecy  probably  should  have  yfiven  it  Ut  hev.  It  is  a  very  improper  thing  ibr  a  patient  to 
be  left,  in  bis  dirt  till  the  morning;  there  should  be  niijht  nursea  specially  to  attend  to 
such  cases.  There  are  200  or  300  large  bottles  in  the  dispensary,  and  1  should  say  thai,, 
upon  an  avenuje,  about  la  small  bottles  are  filled  from  laroje  bottles  daily.  The  pills  are 
ready  made,  and  probably  two  or  three  sets  of  piils  would  be  requiied  daily;  probably 
three  or  four  lotions,  and  t^auioc  three,  oiniunentiu  L  da  uaL  i;emember  seein^*  Mrs.  Bate- 
man  thus  fillini^  small  bottles.  I  was  not  consulted  as  to  the  dismissal  of  Mrs.  Bateman. 
I  do  not  know  the  cubical  feet  of  the  inArotarJes.  I  do  not  know  the  cubical  feet  in  the 
children's  ward.  1  know  nothing  about  the  superficial  feet  to  each  ward.  On  r«  flection,  I 
canuot  say  whether  the.  bed^sQpes  of  Ward  wece  sbowBjme  first  by  Mrs*.  EdinwMfe  tm  Mr^.V 
Bateman. 

(signed)         Robt  E.  Gaye. 


Tits  LhsposiTioi*'  of  Donald  Cormack^  taken  on  oath  before  me,  Harry  Burrard  Famalt> 

•   Poer  taw  Inspector,  at  the  Board  Room  of  tlie  Paddington  Workhouse,  this  28th  *ay: 

of  June  1866,  ' 

Who  says : — 
I  AM  the  master  of  this  workhouse,,  Mtd  have  been  so  for  17  years,  and  my  wife  matron 
for  the  same  time.  1  he  first  paid  nurse  was  here  when  I  was  first  here,  and  she  attended  to 
all  the  sick  wards ;  but  the  new  infirmaries  were  not  then  built.  There  used  to  be  29  beds 
only  in  the  old  infirmary  ;  but  besides  these  wards,  there  were  two  other  wards,  she  had  to 
look  after  in  the  body  of  the  house,  containing  22  beds;  and  she  alsti  did  the  dispensing; 
she  made  up  the  mixtures.  Medicines  were  then  provided  by  the  medical  officer;  they  are 
not  now.  We  have  now  in  the  female  sick  wards  80  beds;  the  work  is  all  together  now,  and 
no  dispensing.  We  have  about  66  beds  in  the  male  infirmary,  and  there  is  a  male  paid 
nurse  there.  If  any  medical  appliance**  are  wanted,  I  report  to  the  guardians,  but  in  causes 
<rf  emergency,  the  guardians  requite  me  to  immediately  supply  such  appliances  myself.. 
Mr.  (iay  told  me  that  ha  wanted  mackintosh  sheets  and  air  pillows;  and  I  hnmediately  got 
samples  of  pillows  and  a  sample  of  sheets,  and  showed  them  to  the  Board  of  Guardiians, 
and  the  same  afternoon  I  went  and  gave  orders  for  the  sheets  and  pillows.  This  was  the  16th 
of  May,  and  I  know  tjidt  goods  came  on  the  1st  of  June.  The  matron  told  me  that  Mrs. 
Bateman  had  said  tiiat  sHe  wanted  an  air  bed  for  Ward,  and  there  was  one  in  store,  and  it 
was  immediately  supplied.  The  matron  generally  selects  the  pauper  nurses,  and  they  are 
to  obey  the  paid  nurse.  I  select  the  male  nurses*  If  the  medical  officer  or  the  paid  nurse 
told  me  they  wanted  a  special  night  nurse,  Z  should  supply  that  nurse  at  once.  Pauper 
nurses  all  receive  beer,  and  most  of  them  extra  rations,  and  the  females  a  different  dress. 
I  generally  see^  the  paupec  nurses  come  bade  after  %  holiday ;  and  abomk  once  in.  six  months^ 
one  may  come  back  intoxicated..  I  hove  not  seen  a  mMse.  iniexicated  in  the  house.  Some- 
times u  patient  who  was  envious  tells  me  that  a  nurse  had  been  dmnk,  and  I  have 
imtnedtately  inquired^  and  generadiy  I  haye  discovered  a  little  ill-feeling.  I  remember 
a  female  nurse  called  tii^mes  on  one  occasion  got  drunk,  and  the  paid  laundress  was 
tba  (iause  of  this.  I  know  that  Mra.  Ever^decv  who  was  a  paid;  nurae>  waa^,  as 
I  considered,  habitually  treated  by  the  patients  oc  their  friends ;.  and  I  goQ  9u. 
clear  case  against  her  and  reported  her  to  the  guardiana,  ajid  she  waft  reprL-[ 
manded;  this  was  in  1861.  The  pauper  nurses  gel  a  few  halfpence,  but  I  have 
cautioned  people  about  this;  if's  ft>rbidden  to  bring  anything  in  here;  I  believe  the  pauper 
nurses  would  behave  well  without  being  bribed;  if  I  knew  a  nurse  was  bribed,  and  showed 
favour  in  consequence,  1  should  turn  ber  away  at  once ;  it  is  18  months  since  I  found  a  male 
nurse  and  a  patient  agreed  for  the  nurse  to  take  his  stimulants,  and  I  dismissed  him  as  a 
nurse;  I  know  of  no  other  cases  of  this  character;,  no  complaint  ever  reached  me  of  a  nuise 
taking  a  patient's  stimulants.  I  remember  Hogarth's  cases,  but  I  stopped  visiting  on  a 
Sui^diiy  generally  amongst,  those  who  were  nptsick^  and  this  was  without  the  orders  of  the 
guardians.  The  rule  ia  that  the.  inmates  who  are  not  sick  should  see  their  fiiends  on  the 
^rst  Thursday  of  the  month.  Hogarth  was  epileptic,  but  acted  as  a  helper  in  tjiet  wai:d;  ahe 
was.  very  ill  when  she  first  came  in  and  then.  she.  recovered.;,  she  is  stillepileptic;  the  order. 
J  gave  as  to  visitors  was  a  general  order,  and  not  an  ordeu  as  to  Hogarth.  Lady  Stephen 
spoke  to  me  about  this,  and  then  Hogarth's  sister  was  readmiited;  I  hud  no  feeling agaibstr 
Hogarth,t^^  I  ^di^^b^^^^  ^bi"^  I  h^d  thinned  the  number  of  visitors  on  a  Sunday.  I 
told  Mrs.  Parry  that  the  able-bodied  women  gave  more  trouble  than  all  the  rest  of  them 
put  together.  At  the  age  6r60,  women  are  not  warded  as  able-bodied,  and  we  have 
separate  wards  for  them.  The  reason  why  Mary  Macdonald's  cousin  was  not  admitted  to 
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see  ber  the  second  time,  was  because  neither  Macdonald  herself  nor  her  friends  would  give 
any  account  of  Mary  Macdonald's  settlement,  and  this  bein^:  the  case  I  saw  no  reason  for 
indulgence;  but  I  desired  her  friends  to  come  before  the  Board  of  Gruardians  on  any 
Wednesday.  Macdonald  was  in  the  sick  ward  at  the  time,  and  on  the  doctor^s  book  for 
extra  diet.  There  is  a  pauper  named  Burt,  but  I  don't  recollect  any  letters  being  lost;  I 
did  not  stop  them  ;  generally  they  are  brought  to  me ;  I  never  stopped  any  letters;  I  did 
not  know  that  Luke  was  restrained  imtil  I  saw  her,  when  I  went  into  the  wards  with  Mr. 
Famall  and  Dr.  Smith.  Mr.  Famall  was  here  on  the  21st  of  May;  Luke  came  in  as  a 
paralytic,  and  then  became  insane ;  she  was  sent  three  times  to  Hanwell,  and  twice  without 
success.  The  paid  nurse  should  hare  reported  to  the  matron  that  she  had  restrained  Luke; 
I  think  the  matron  must  have  heard  it ;  V  never  remember  asking  the  guardians  for  any- 
thing which  I  did  not  get;  I  have  always  freely  communicated  wiA  the  medical  officer  and 
the  guardians;  I  know  some  ladies  wished  to  supply  some  extra  furniture  for  the  poor. 

Cross-examined  by  Mr.  Hart — I  would  do  anything  I  could  to  ameliorate  the  distress 
of  Hogarth,  or  of  any  other  pauper. 

(signed)        2>.  Carmack. 


—  No.  3.  — 

Letter  frona  the  Clerk  to  the  Paddington  Guardians  to  Mrs.  Jane  Bateman^ 
referred  to  in  Mr.  FamalVs  Report 

Madam^ 

In  reply  to  your  inquiry,  addressed  to  the  Chairman^  as  to  the  reason  of  the 
Board  of  Guardians  not  confinning  your  appointment^  I  am  directed  to  send 
you  an  extract  from  the  minutes  of  the  23d  instant,  wherein  the  reason  is  set 
forth. 

I  append  the  extract  accordingly,  and  remain, 

Madam, 

Yours,  &c. 
(signed)        Henry  Avelingj  Clerk. 
Mrs.  Bateman,  Paddington  Workhouse. 


(Extract) 

**  Mrs.  Jane  Bateman,  the  nurse  upon  trial  for  a  month,  from  the  30th  of  April  last, 
being  found  inefficient  in  midwifery,  was  sent  for,  and  informed  by  the  Chairman  that  the 
Board  did  not  propose  to  retain  her  beyond  the  month." 

Extracted  from  the  Minutes  of  the  Board,  dated  23  May  1866. 

(signed)         Henry  Aveling,  Clerk. 


—  No.  4.  — 

Certificates  from  Dr.  Pollock  and  Dr.  Thonwson  to  Mrs.  Bateman,  referred 

to  m  Mr.  FamalVs  Report. 

52,  Upper  Brook-street,  Grosvenor-square, 
26  June  1866. 
Mjis.  Bateman  has  been  known  to  me  for  somt^  years  as  a  careful,  steady^ 
and  respectable  nurse,  and  as  she  has  had  charge  of  several  patients  of  mine,  I 
can  testify  personally  to  her  good  conduct. 

(signed)         J.  E.  Pollock,  m.d., 
Physician  to  the  Hospital  for  Consumption,  &;c., 
Brompton. 


52,  Upper  Brook-street,  Grosvenor-square,  W., 
25  April  1864. 
Mrs.  Batebcan  has  been  in  charge  of  a  patient  of  mine  for  the  last  10 
weeks,  and  has  given  me  perfect  satisfaction.     I  can  strongly  recommend  her 
as  a  careful  and  experienced  nurse. 

(signed)        /.  JS.  Pollock,  m.d. 
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8,  Upper  George-street,  Portman-square,  W., 
June  1866. 
I  HAVE  known  Mrs.  Bateman  for  nine  years  as  an  active  and  eflSeient  nurse. 
She  was  thoroughly  trained  at  King's  Cfollege  Hospital,  in  the  surgical  and 
medical  wards ;  and  at  the  Queen  Charlotte's  Lying-in  Hospital  had  consi- 
cterable  experience  in  midwifery. 

She  is  an  honest,  respectable,  and  reliable  person,  fully  fitted  for  private 
nursing,  and  likely  to  do  credit  to  any  institution  with  which  she  may  be 
connected. 

(signed)        E.  Squires  Thompson^  m.d., 
Assistant  Physician  to  the  Hospital  for  Consumption, 
Brompton,  &c.  &c. 


—  No.  5.  — 

Letter  from  W.  T.  Coster  to  Mr.  Farnall,  Poor  Law  Inspector. 

Central  London  District  School, 
Cuckoo   Farm,    Han  well,    Middlesex,  W. 
My  dear  Sir,  23  June  1866. 

Mrs.  Coster  having  been  requested  to  attend  at  the  Paddington  Work- 
house to-day  to  give  evidence  touching  the  inquiry  you  are  making  in  that 
establishment,  I  think  it  right  to  make  her  the  bearer  of  the  enclosed  copy  of 
a  report  I  made  to  the  Directors  of  the  Poor  of  St.  Pancras,  on  the  2d  of 
April  1861,  with  reference  to  Mrs.  Bateman,  who  was  formerly  a  nurse  in 
the  Infirmary  of  St.  Pancras  Workhouse,  at  which  time  I  held  the  appoint- 
ment of  surgeon  to  the  workhouse  and  infirmary  of  that  parish. 

Believe  me,  &c. 
(signed)         W.  T.  Coster. 


Copy  of  a  Report  presented  to  the  Directors  of  the  Poor  of  St  Pancras,  on 
the  2d  April  1861,  by  ff^.  T.  Coster,  Surgeon. 

^^  Nurse  Bateman,  who  was  recently  reprimanded  by  the  Discharge  Com- 
mittee for  improper  conduct,  and  ordered  to  be  placed  in  another  ward  in  the 
Infirmary,  has  again  misconducted  herself  by  refusing  to  attend  to  the  patients 
diaced  under  her  care.  She  being  generally  inefficient,  I  beg  to  suggest  to  the 
Board  that  her  services  be  dispensea  with. 

(signed)        ''  W.  T.  Coster." 


—  No.  6.  — 
Memorandum  of  Mr.  Famall. 


The  Iresident  having  received  these  papers,  gave  them  to  me  yesterday,  and 
instructed  me  to  institute  an  official  inquiry ;  I  therefore  wish  to  make  these 
papers  public. 

(signed)        H.  B.  Famalt. 


The  "  Papers  "  (i  and  2),  referred  to  in  the  above  Memorandum. 

(!•) 
Dear  Mr.  ViUiers,  m  Grosvenor-etrcet,  W.,  11  June  1866. 

I  HAVE,  on  behalf  of  the  Metropolitan  Workhouse  Infirmary  Associatioi),  to  forward  you 
another  statement  from  a  late  bead  nurse  of  the  Paddington  Workhouse.  That  statement  is 
given  m  brief,  but  all  the  necessary  details  can  be  drawn  out  by  an  examination  of  Mrs. 
Bateman.  I  hope  that  you  will  agree  with  me  in  thinking  an  immediate  inquiry  to  be 
desirable,  and  the  more  so,  that  the  circumstances  alleged  to  have  taken  place  are  of  quite 
lecent  date. 

I  am,  &c. 
The  Hod.  C.  ViUiers.  Carnarvon. 
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(a.) 

Mrs.  Bateman,  46  Dorset-street,  Baker-street, 
States, — 

That  8l)e  has  had  considerable  experience  in  hospital  nursing  at  King's  College  Hospital 
and  other  institutions,  and  also  in  pnvate  families,  and  possesses  excellent  testimonials. 

She  was  appointed  paid  head  nurse,  on  probation,  about  six  weeks  smce,  at  the 
Paddington  Worldioase,  and  left  on  Monday  last  without  any  imputation  on  her  character. 

She  states,— 

1.  That  the  sick  wards  are  scattered  over  the  house. 

2.  That  in  the  ''  old  hospital  wards  "  as  many  as  three  sick  children,  with  various  com- 
plaints, some  of  them  of  an  infectious  character,  have  been  put  to  sleep  together,  while  she 
was  there,  and  that  she  was  informed  that  as  many  as  five  have  had  to  sleep  together. 

3.  That  the  sick  are  not  classified  at  all»  but  that  the  aged,  young,  infirm,  chronically  and 
acutely  sick,  are  all  mixed  up  together.  That  she  has  known  an  aged  patient  of  dirty  habits, 
and  covered  with  lice,  to  have  been  warded  with  sick  children^  and  a  noisy  lunatic  to  disturb 
a  ward  full  of  sick  people  night  and  day  for  three  weeks. 

4.  That  in  addition  to  giving  all  the  medicines  at  the  stated  hours  to  the  sick  in  these 
various  and  distant  wards,  her  duties  included  a  certain  amount  of  dispensing,  the  personal 
distribution  of  all  the  clean  and  dirty  linen  both  of  the  wards  and  the  inmates,  and  the 
distribution  of  stores. 

5.  That  she  was  conseauently  unable  to  perform  the  ordinary  duties  of  nursing ;  and  the 
pauper  nurses  on  whom  sne  had  to  rely  were  incompetent,  cruel,  required  to  be  bribed  by 
the  patients,  and  treated  them  with  inhumanity. 

6.  She  particularly  refers  to  the  case  of  an  old  woman  whom  she  found  in  the  Wards^ 
with  extensive  bed  sore^,  and  in  a  state  of  filth,  lying  on  a  hard  straw  mattress.  She 
obtained  an  air  mattress  for  this  patient,  but  could  not  obtain,  while  she  was  there^  any 
mackintosh,  either  for  this  or  for  other  patients  who  urgently  required  it. 

7.  She  mentions  also  the  case  of  a  paralysed  patient,  who  fell  twice  in  one  night  out  of 
bed  for  want  of  assistance,  and  for  wnom  a  night  nurse  was  applied  for,  but  none  was 
granted. 

8.  She  states  that,  in  a  particular  instance,  the  soap  of  the  lying-in  ward  was  made  away 
with  by  the  pauper  nurse,  so  that  for  four  days  the  infants  could  not  be  properly  washed. 

9.  Generally,  she  describes  the  sick  poor  as  suffering  greatly  from  the  want  of  proper 
supervision  and  care,  and  from  tlie  venality  of  the  nurses. 

These  statements  Mrs.  Bateman  is  ready  to  support  by  evidence  upon  oath^  and  to  give 
such  further  information  as  may  be  required. 

Ernest  Hart, 

69,  Wimpole^treetf 
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ROTHERHITHE    WORKHOUSE    INFIRMARY. 


RETURN  to  an  Order  of  the  Honourable  The  House  of  Commons, 
dated  19  July  1866  \—foT^ 

"  COPIES  of  the  Report  of  the  Inquiry  lately  held  by  the  Metropolitan 
Inspector  into  the  Complaints  of  Miss  Beeton  against  the  Management 

of  the  ROTHBRHITHE  WoRKHOUSE  InFIRMARY  :'* 

^^  And,  of  the  Report  of  the  Guardians  on  their  previous  Investigation  into 
the  Complaints  of  the  same  Person,  and  the  Correspondence  relating 
thereto." 


Poor  Law  Board,!  H.   FLEMING, 

7  August  1866.  J  Secretary. 


—  No.  1.— 

Report  of  H.  B.  Famallj  Esq.,  c.b..  Poor  Law  Inspector  to  the  Poor  Law 
Board,  into  the  Complaints  of  Matilda  Beeton^  against  the  Management  of 
the  Rotherhithe  Workhouse  Infirmary. 

Poor  Law  Board,  Whitehall,  S.W. 
My  Lords  and  Gentlemen,  5  July  1866. 

In  accordance  with  your  instructions,  I  have  instituted  an  official  inquiry 
into  the  allegations  contained  in  a  statement  *  made  by  Matilda  Beeton,  late 
the  paid  nurse  of  the  Rotherhithe  workhouse,  and  which  was  brought  under 
your  notice. 

I  held  this  investigation  at  the  Board-room  of  the  Rotherhithe  workhouse  on 
the  15th,  18th,  19th,  and  20th  ultimo,  and  on  each  of  these  occasions  most  6f 
the  guardians  were  present,  attended  by  their  clerk. 

Mr.  Hart,  an  honorary  secretary  to  the  Association  for  the  Improvement  of 
Workhouse  Infirmaries,  and  Mr.  Morrison,  solicitor  to  the  master  and  matron  6f 
the  workhouse,  were  alsQ  present  and  took  part  in  the  proceedings. 

The  charges  made  by  Miss  Beeton  were  as  follows : — 

1 .  That  she  had  no  paid  nor  unpaid  night  nurses. 

2.  That  she  had  four  pauper  nurses,  all  of  whom  were  old  and  inexpe- 
rienced. Two  of  these  four  nurses  could  read,  but  neither  of  them  could 
write.  Three  of  them  got  drunk  when  they  had  the  means  of  doing  so, 
and  the  fourth  was  a  confirmed  drunkard,  and  beat  and  ill-used  the  helpless 
patients. 

3.  That  when  she  first  took  office  at  Rotherhithe  many  of  the  sick  patients 
were  dirty,  and  their  bodies  "  crawling  with  vermin." 

4.  That  she  complained  to  the  master  and  matron  of  the  workhouse 
both  of  the  conduct  of  the  pauper  nurses  and  of  the  condition  of  the 
patients ;  but  that  the  matron  told  her  that  she  (Miss  Beeton)  "  must  get 
used  to  all  that,  as  workhouses  were  not  like  hospitals." 

5.  That  the  matron  did  not  visit  the  sick  wards  more  than  about  once 
a  fortnight,  and  the  master  not  more  than  once  in  five  or  six  weeks. 

6.  That  there  were  no  waterproof  sheets,  no  air-cushions,  no  bed-rests, 
no  night-stools,  and  but  one  bed-pan ;  no  feet  nor  stomach  warmers,  no 
basins,  the  bed-ridden  patients  having  to  wash  themselves  in  their  urinals ; 

that 

*  This  statement  is  set  out  at  p.  24. 
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that  there  was  a  bad  wpplT  trf  tuwLla,  mifi  itart  these  were  used  for  every 
clean  and  du1:y  purpose ;  that  the  sheets  were  only  changed  once  in  three 
weeks,  excepting  on  beds  that  were  soiled,  and  that  she  (Miss  Beeton)  was 
obliged  to  make  the  pauper  nurses  wash  the  soiled  sheets  in  the  infirmary 
at  night;  that  poultice  rags  seemed  almost  unknown;  that  she  had  great 
difficulty  in  getting  such  rags  from  the  matron,  and  that  more  than  once 
she  (Miss  Beeton)  cut  up  a  sheet  for  poultice  rags,  while  at  the  same  time 
the  matron  soid  rags. 

7.  That  the  beds  were  of  flock,  and  hard,  and  that,  when  wetted, 
"  would  smell  so  foul,  that  the  wards  seemed  xmbearable,  and  th^  maggots 
would  crawl  from  them  by  handreds^.*' 

8.  That  the  sick  diet,  was  wholly  insufficient,  the  mutton  broth  and  beef 
tea  being  **  a  mockery  T  that  the  meat  w«s  oftener  tlmn  not  cme  lump 
of  fiat ;  that  the  port  wine  wbs  bad ;  that  the  ^a  and  brsMidy  were  always 
mixed  with  water  before  they  were  served  to  her  (Miss  Beeton) ;  that  the 
beer  was  very  good,  but  that  the  patients  did  not  always  get  the  quantity 
which  was  ordered  for  them,  and  that  milk  was  not  heard  of  in  the  sick 
wards  until  her  arrival  there. 

9.  That  the  patients  were  allowed  to  wear  their  own  night-dresses  if 
fhey  could  afford  to  pay  for  the  washing  of  tbem,  and  that  she  (Miss  Bee- 
ton) found  that  they  often  had  to  sell  their  nourishment  to  do  this ;  that 
she  mentioned  this  circumstance  to  the  matron,  who  said,  "  There  is  no 
harm  in  it;  patients  might  as  well  spend  their  pence  so  as  any  way 
else." 

10.  That  she  heard  the  pauper  laundresses  got  so  drunk  that  they  were 
umA)te  to  w6rk,  and  thdt  she  had  heutl  this  irdm  the  matrdn. 

IL  That  a  poor  man  died  m  t^e  inflmBBiry  who  was,  in  her  opinion, 
insufficiently  nourished. 

independently^  however,  of  these  allegations.  Miss  Beeton  entertained  an 
opinion  that  ooeof  the  pauper  nurses,  named  Britton^  gave  opium  to  the  pauper 
patients^  with  a  view  to  shortening  their  lives ;  and  Miss  Beeton  also  believed 
&at  a  male  paoper  inmate  of  the  workhouse  was  suffocated  in  a  ditch  near  the 
workhouse  premises^  and  tiiat  no  imiuest  was  held  on  this  oocadon. 

I  annex  the  depositions  of  Matilda  Beeton,  formerly  nurse  at  this  workhouse ; 
of  Thomas  Foster  Firth,  medical  offibcer  of  this  workhouse ;  of  Robert  Jones, 
chaplain  of  the  workhouse ;  of  George  Nichols^  formerly  the  medical  officer 
of  this  workhouse ;  of  RobCTt  Thomas  Nidiols,  formerly  assistant  to  Mr.  PG- 
chok  the  medical  office ;  of  John  Sandwell,  the  assistant  to  the  master  of  the 
workhouse ;  of  Mary  Ann  Sandwell^  the  matron  of  the  workhouse ;  of  Himnah 
Graham,  an  inmaite  of  the  infirmary  of  the  workhouse;  of  George  G^ret.  an 
Inmate  of  the  workhouse ;  of  Maria  Field,  a  pauper  nurse  in  this  workhouse  ; 
of  Robert  Strannack,  chairman  of  the  board  of  gi3tarc&tns ;  of  WiUiam  James 
Blake,  a  guardian  of  the  poor  of  tiiis  parish ;  of  Jane  Sharpe^  an  imnate  of  the 
workhouse  ;  of  the  Bev.  Edward  Clery,  a  Catholic  priest  who  visited  this  work- 
house ;  of  Henry  John  Hambrook*  the  beadle  of  the  parish  of  Rotherhithe  ;  of 
Harriet  Capes,  a  nurse  in  the  ii^rmary ;  and  of  Eliza  Leary,  an  inmate  of  the 
workhouse ;  and  to  all  of  which  I  beg  to  direct  your  attention. 

In  order  to  facilitate  yoiu*  examination  of  the  depositions  adverted  tO|»  I  now 
give  you  an  analysis  of  each  deposition,  in  the  following  form : — 

Matilda  Beeton  deposes^  tint  Ae  had  50  patients  to  tttte&d  to;  that  tbsre  were  four 
female  pauper  nurses,  all  old  and  inexperienced ;  neither  of  these  four  could  write,  but 
two  of  them  could  read;  that  she  had  no  night  nurses;  that  of  the  four  nurses  adverted 
to,  one  was  a  confirmed  drunkard  and  beat  the  patients,  vAio  wate  <y)iiBequeatly  afiraid  of 
ha-,  and  gave  her  iheir  beer  to  induce  her  to  be  kind  to  them;  thatths  three  ouier-nurses 
got  drunk  when  they  had  die  means;  that  aaoklw<SBaa,a^ed£(05  under  the  eitfe  of  witness, 
was  completely  ^^  alive  with  vermin ; "  that  many  of  the  ower  patients  were  in  a  dirty  state, 
and  that  when  she,  the  witness,  complained  to  the  matron  of  tnis,  the  matron  said,  *^  Work- 
houses are  not  like  hospitsds  ;^  that  an  imbecile  woman,  named  FwHbum,  wae  scoit  to  the 
kuSrmary  in  a'  dirty  state,  some  of  her  toe  nails  measuring  two  inches  and  a  ludf  in  length, 
the  big-toe  nails  having  worn  the  second  toes  bare  to  the  bone ;  liiat  this  imbecile  was 
diBB^I^ged  out  of  bed  to  the  water-closet,  aad  cruelly  treated^  by  a  pauper  nurse,  named 
.'Bffltton,  who  beat  her  when  witness  was  out  of  the  way ;  that  witness  reported  aD  these 
things  to  the  matron,  but  got  no  redress ;  that  the  matron  did  not  visit  the  sick  wards 
more  than  once  a  fortnight ;  and  she  has  known  the  master  not  to  visit  the  wards  more 
than  once  in  six  weeks ;  that  there  was  an  insufficiency  of  everythiag  necessary  for  the 
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siok  throughout  the  whole  mfinxiary ;  that  the  sheets  were  oolj  chaoged  once  in  three 
weeks,  -and  that  if  sheets  were  soilecC  the  pauper  nurses  washed  them  in  a  pail  ajt  night  so 
as  to  be  ready  for  the  morning ;  that  she  had  great  difficulty  in  obtaining  rags  for  poUmces ; 
that  the  beds  were  made  of  flock,  and  "  when  wetted  would  smell  so  foul  that  the  wards 
seemed  unbearable,  and  that  the  maggots  would  crawl  from  them  by  hundreds;"  that  the 
sick  diet  was  insufficient,  the  mutton  broth  and  beef  tea  being  only  a  **  mockery ;"  that 
the  gin  and  brandy  were  always  mixed  with  water  before  they  were  served  to  witness  tfinr 
her  patients ;  that  the  beer  was  good,  but  the  patients  did  not  always  get  it  when  it  im» 
ordered  for  them ;  that  some  of  the  patients  who  wore  their  own  night-dresses  had  to  pay 
for  their  being  washed,  and  that  the  matron  said  there  was  no  harm  m  that,  as  they  •*  might 
as  well  spend  their  pence  so,  as  any  way  else ;  "  that  the  matron  told  witness  that  the 
laundresses  got  drunk ;  that  before  witness  left,  a  male  patient  died  on  the  floor  of  his 
bedroom  while  being  led  to  the  water-closet,  there  being  no  night-stool  in  the  fflck  ward ; 
that  witness  did  not  complain  to  the  guardians  of  the  cruelty  and  dnmkenness  of  the 
pauper  nurses,  although  some  of  the  guardians  occasionally  visited  the  sick  wards,  and 
this  because  the  guarmans  desired  her  to  prefer  her  complaints  to  the  master  and  mtukcon, 
and  because  she  did  not  know  the  rules  of  the  Poor  Law  Commissioners  as  to  her  dutias, 
the  clerk  haying  failed  to  give  her  a  copy  of  such  rules ;  l^t  the  master  and  matron 
appeared  to  treat  her  complaints  with  contempt ;  that  not  being  able  to  obtain  water* 
proof  sheets  from  the  master,  she  applied  to  the  guardians  and  got  them  directly  ;  that 
the  new  infirmaries  were  opened  just  as  the  witness  took  office ;  that  the  stunulants 
sent  for  the  patients  were  never  the  foil  measure  ordered;  that  witness  did  not  tell 
iiie  medical  officer  of  the  cruelty  and  ill-conduct  of  the  nurses;  that  witness  has 
written  notes  to  the  master  asking  for  necessaries  for  the  patients  at  the  time  when 
the  guardians  were  sitting,  that  the  master  did  not  show  the  notes  to  tlie  guardians, 
for  he  said  he  ^'  knew  the  guardians  would  not  allow  them ;  ^  that  the  medical  (^oer  and 
the  matron  knew  that  some  of  the  sick  patients  washed  in  their  urinals  ;  that  when  witness 
complained  of  the  mmtton  broth  and  beef  tea  it  was  remedied ;  that  witness  was  prevented 
from  looking  at  the  medical  officer's  report-book  by  the  assMtant  mf  fiter ;  that  the  milk 
was  short  in  quantity,  for  that  if  three  pints  were  ordered  about  two  pints  only  came,  bnt 
that  witness  did  not  tell  the  medical  omcer  of  this ;  that  some  patients  passed  their  motions 
under  them  at  night,  and  that  such  motions  sometimes  remained  there  till  the  morning, 
because  there  were  no  night  nurses,  and  that  witness  has  seen  three  or  four  sfadi  oases  of 
a  xnoming ;  that  witness  feels  that  the  comfort  of  a  paid  nurse  depends  on  the  terms  she 
is  on  witib  the  master  and  matron,  and  that  it  is  a  serious  thing  for  a  nurse  to  report  her 
superior  officers  to  the  guardians ;  that  a  patient,  80  years  of  age,  died  suddenly  in  the 
innrmary  while  swallowing  large  pieces  of  meat  upon  which  he  was  dining,.and  that  witness 
foimd  a  piece  stioldng  in  we  man  s  throat,  but  that  there  was  no  inquest  held  on  this  man,; 
that  mutton  chops  omered  by  the  medical  officer  for  patients  were  not  regularly  supplied 
to  them,  and  th^  the  assistant  master  scolded  witness  for  telling  the  medical  officer  of  this ; 
that  an  old  man,  who  died  in  the  infirmary  four  days  after  witness  oame,  had  not  enoug'h 
nourishment,  his  nourishment  being  one  pint  of  arrowroot  made  with  water,  and  two 
ounces  of  so-called  port  wine  in  24  hours,  and  that  this  man  was  unable  to  swallow  solids  ; 
that  witness  left  the  service  of  tlie  guardians,  and  that  they  gave  her  a  tewtSmcjuitl  of  good 
character. 

ThomcLs  Foster  Firth  deposes,  that  he  is  the  medical  officer  of  the  workhouse,  and  visits 
it  ahnost  daily ;  that  he  has  never  complained  to  the  guardians  of  any  mismanagement  in 
the  infinnary ;  that  he  has  made  suggestions  as  to  requirements  for  the  infirmary  which 
have  been  carried  out ;  that  he  never  heard  of  any  cruelty  practbed  in  the  infirmary, 
although  he  knew  the  nurses  against  whom  complaints  were  made ;  that  he  had  never  seen 
dian  drunk ;  that  the  patients  had  proper  poultices ;  that  he  does  not  remember  the 
wards  smelling  unbearably,  or  that  his  attention  was  directed  to  the  beds ;  that  he  knows 
the  mutton  broth  used  to  be  bad  and  cold ;  that  Miss  Beeton  had  complained  to  him  that 
the  stimulants  were  not  so  strong  as  they  should  have  been ;  that  he  has  had  to  complain 
of  the  sick  not  getting  the  beer  which  he  ordered  for  them ;  tha4^  the  man  who  died  sud- 
denly at  dinner  died  solely  from  decay  of  nature,  but  that  witness  did  iM>t  examine  th^ 
man  afler  death ;  that  he  remembers  tae  nan  who  died  on  the  floor  of  the  bed*ro(Hn,  for 
he  was  dying  when  witness  saw  him ;  that  the  patients  a«e  very  kindly  treated  in  this 
workhouse ;  that  he  never  saw  IJiem  wash  in  their  urinals ;  that  be  has  bo  faith  in  pauper 
nurses,  and  that  it  is  impossible  &r  one  paid  nurse  to  loofk  after  the  patients  by  night  and 
by  day,  but  that  they  should  be  watched  at  night  by  pnn)er  nurses ;  that  the  infirm  wards 
in  the  body  of  the  house  are  not  w^hat  witness  would  like  them  to  be ;  that  he  ean  order 
anything  he  pleases  for  his  patients ;  that  the  man  who  died  on  the  floor  of  his  bed-room 
ought  not  to  have  been  removed  from  his  bed  to  the  waterdoset,  but  that  a  bed-pan  should 
have  been  used,  and  that  so  removing  him  may  have  accelerated  his  death ;  that  he  does 
not  know  whether  there  were  then  night-stools  in  the  infirmary ;  that  he  remembers  Miss 
Beeton  saying  she  had  to  get  rid  of  one  of  the  nurses,  but  does  not  know  what  for. 

Robert  Jones  deposes,  that  he  is  the  chapkin  of  t^e  worichouse,  and  visits  the  infirmary 
at  least  onee  a  week ;  that  he  never  he^  any  complaints  of  cruelty ;  that  there  never 
was  a  better  nurse  than  Miss  Beeton,  and  that  her  character  is  ununpeadiable ;  that  he 
never  experienced  any  bad  smells  in  the  infirmary ;  that  Miss  Beeton  complained  to  him 
of  the  filthy  state*  of  one  of  the  patients ;  that  Miss  Beeton  and  the  master  have  quarrelled, 
and  that  therefore  her  evidenee  is  exaggerated,  and  that  the  evidence  of  the  paupers  who 
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Kave  been  examined  is  also  exaggerated^  but  that  he  has  no  evidence  to  show  that  it  is  so ; 
that  he  believes  one  of  the  nurses  may  have  beaten  the  patients,  as  any  one  might  punish 
a  dirty  child. 

George  Nichols  deposes,  that  he  was  formerly  medical  officer  of  this  workhouse ;  that 
he  remembers  the  pauper  nurse  Britton,  who  is  accused  of  cruelty,  but  has  no  reason  to 
suppose  she  was  cruel;  that  he  never  saw  her  drunk;  that  the  master,  matron,  and 
assistant  master  were  always  kind  to  the  poor;  that  pauper  nurses  ought  not  to  be  trusted 
with  stimulants,  for  both  he  and  the  guardians  have  seen  them  brought  home  to  the  work- 
house drunk  after  a  holiday,  but  that  nevertheless  there  was  no  paid  nurse  while  he  was 
medical  officer  here. 

Robert  ThomcLs  Nichols  deposes,  that  he  was  assistant  to  George  Nichols';  that  the 
master  and  matron  were  kind  to  the  inmates ;  that  the  pauper  nurses  appeared  to  behave 
well ;  that  he  never  heard  they  ill-used  the  poor. 

John  Sandwell  deposes,  that  he  is  assistant  to  the  master  (a  medical  certificate  was  pro- 
duced stating  that  the  master  was  suffering  severely  from  dropsy  and  heart  disease,  and 
lliat  therefore  it  would  be  dangerous  to  put  him  under  examination^;  that  he  entrusted  the 
pauper  nurses  to  carry  the  stimulants  from  the  workhouse  -to  the  infirmaries ;  that  he  did 
not  Know  Britton  was  cruel ;  that  he  did  not  know  a  pauper  had  been  sent  in  a  filthy  state 
to  the  infirmary ;  that  Miss  Beeton  told  him  that  if  he  did  not  remove  Britton  she  would 
immediately  quit  the  workhouse,  and  that  he  therefore  reinoved  Britton ;  that  he  went 
every  morning  into  the  men's  infirmary ;  that  Miss  Beeton  has  never  shown  any  vindic- 
tiveness  to  him ;  that  he  did  not  know  that  paupers  had  paid  for  washing  their  night- 
dresses ;  that  he  had  no  fault  to  find  with  Miss  Beeton ;  that  if  mutton  chops  were  not 
served  when  ordered  it  was  an  oversight,  and  if  stimulants  were  not  supplied  when  ordered 
it  was  an  oversight,  but  that  such  oversights,  when  ascertained,  were  immediately  recti- 
fied, and  witness  only  remembers  Miss  Beeton  complaining  once ;  that  he  left  the  care  of 
the  infirmary  to  Miss  Beeton ;  that  he  is  over-worked,  and  is  sometimes  employed  in 
writing  till  eleven  at  night;  that  he  or  his  father  reported  to  the  guardians  all  the 
requirements  which  Miss  Beeton  made ;  that  he  does  not  recollect  her  asking  for  bed- 
rests, or  badns,  or  night-stools ;  that  he  heard  of  maggots  being  in  one  bed  only,  that  they 
were  very  few,  and  tie  bed  was  immediately  destroy^ 

Mary  Ann  Sandwell  deipo&eB,  that  she  has  been  11  years  matron  of  this  workhouse; 
does  not  remember  any  one  being  sent  to  the  infirmary  in  a  dirty  state,  but  did  not  ex- 
amine the  woman  who  was  said  to  have  been  so  sent ;  that  one  pair  of  sheets  was  supplied 
at  a  time  for  each  bed  in  the  infirmary,  and  that  this  pair  was  to  serve  for  three  weeks, 
but  more  would  have  been  supplied  if  asked  for;  that  there  were  always  rags  for  the 
poultices,  and  that  the  rags  she  sold  were  her  own ;  that  the  maggots  were  in  one  bed 
only ;  that  she  did  not  know  that  paupers  paid  for  their  night-dresses  bein^  washed;  that 
she  did  not  know  Britton  was  unkind,  but  had  heard  she  was  rather  u&ind;  that  she 
visits  the  infirmaries  two  or  three  times  a  week. 

Hannah  Graham  deposes,  that  she  is  a  patient  in  the  infirmary ;  that  she  remembers 
Britton ;  that  she  has  frequently  seen  her  ill-use  the  sick  poor ;  that  she  has  frequently 
seen  Britton  drag  Fairburn  out  of  bed  and  pour  cold  water  on  her  and  beat  her ;  that  she 
ill-used  a  woman  named  Asher  f  now  dead)  by  putting  boiling  hot  poultices  on  her ;  that 
witness  was  too  frightened  to  tell  Miss  Beeton  of  this ;  that  the  beds  had  pieces  of  rubbish 
in  them ;  has  no  complaints  to  make  against  the  officers  of  the  houde ;  that  she  does 
not  desire  to  withdraw  any  part  of  her  evidence  [here  the  Rev.  Mr.  Jones,  who  had 
said  that  the  evidence  of  the  witness  was  exaggerated,  declined  to  ask  the  witness  any 
question] ;  that  she  knew  the  sheets  in  the  infirmary  were  sometimes  washed  there  by  the 
pauper  nurses  at  night;  that  some  of  the  patients  used  to  wash  in  their  urinals,  but  this  is 
now  discontinued. 

George  Garret  deposes,  that  he  is  the  pauper  wardsmen  of  the  men's  sick  wards ;  Cole- 
man died  in  one  of  these  wiurds  \_Mem. :  Coleman  is  the  man  who  died  on  the  floor  of  the 
bedroom]  ;  that  he  recollects  the  day  Coleman  died ;  that  Coleman  was  getting  up  to  go 
to  the  water-closet,  and  witness  told  him  he  could  not  walk,  but  he  insisted  on  walking, 
and  therefore  witness  helped  him ;  that  he  (Coleman)  dropped  on  the  floor  as  he  was 
passing  the  foot  of  the  second  bed  from  his  own ;  that  Miss  Beeton  came  in  immediately, 
and  that  she  and  some  of  the  inmates  placed  Coleman  on  his  bed  just  as  life  was  leaving 
him ;  that  there  was  no  convenience  to  put  under  him ;  that  sometimes  witness  gives 
medicines  to  the  sick,  but  cannot  read  writing,  although  he  can  read  printing ;  that  he 
had  often  watched  Coleman  by  night,  but  that  no  one  is  specially  appointed  to  watch  the 
sick  by  night. 

Maria  Field  deposes,  that  she  is  a  pauper  nurse  in  the  infirmary ;  that  she  does  not 
remember  the  beds  being  bad,  but  that  there  were  bits  of  bone  in  them  sometimes,  and  on 
one  of  them  she  had  seen  some  ma^ots ;  the  women  who  slept  in  this  bed  used  to  wet  it ; 
that  she  remembers  a  woman  named  Darby,  and  that  Darby  got  no  beer  for,  it  mi^t  be, 
six  or  eight  weeks,  but  that  Miss  Beeton  having  seen  that  beer  was  ordered  for  Darby, 
spoke  about  it. 

Robert  Strannack  deposes,  that  he  is  chairman  of  this  Board  of  Guardians,  and  was  so 
when  Miss  Beeton  was  elected  nurse  at  this  workhouse ;  that  he  told  her  the  guardians 
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did  not  know  mucli  about  infirmary  business^  and  that  therefore  she  was  to  ask  the  master 
and  matron  for  everything  she  required. 

William  James  Blake  deposes  that  he  is  a  guardian  of  the  poor^  and  was  so  when  Miss 
Beeton  was  appointed  nurse,  and  that  for  the  first  12  months  of  her  being  in  the  infir- 
maries he  from  time  to  time  visited  the  infirmaries ;  he  asked  Miss  Beeton  occasionally  if 
she  wanted  anything ;  sometimes  she  asked  for  things,  and  they  were  supplied ;  that  he 
used  to  ask  the  patients  if  they  were  satisfied,  but  they  never  made  any  complaints ;  that 
the  wards  and  the  linen  were  alwavs  clean  and  wholesome;  that  he  remembers  Miss 
Beeton  complained  that  the  food  for  the  sick  came  up  cold,  but  that  is  now  remedied ;  that 
Miss  Beeton  made  no  other  complaints  to  him,  but  that  she  was  desired  to  make  all  her 
complaints  to  the  master  and  matron;  that  he  remembers  the  case  of  tlic  man  (Coleman) 
who  died  on  the  floor  of  his  bedroom ;  that  he  knew  there  were  no  night-stools,  but  does 
not  know  whether  thev  were  ordered ;  that  he  thinks  the  pauper  nurses  are  fit  for  assistant 
nurses,  but  does  not  know  whether  they  can  read  or  wnte ;  that  there  are  no  paid  night 
nurses,  although  there  must  be  some  bedridden  patients ;  that  the  pauper  nurses  are  suf- 
ficient for  day  and  night  work ;  that  Miss  Beeton  did  not  complain  to  mm  of  opium  being 
given  to  the  sick. 

Jane  Sharpe  deposes  that  she  has  been  four  years  a  pauper  in  the  infirmary ;  that  the 
sheets  are  now  changed  once  isi  fortnight ;  that  she  remembers  the  pauper  nurse,  Britton, 
and  has  seen  her  act  very  cruelly  to  some  of  the  patients ;  that  she  has  seen  her  strip  a 
woman,  named  Fairburn,  naked,  and  beat  her  on  her  nakedness ;  that  she  did  not  tell 
Miss  Beeton  of  this,  for  she  did  not  like  to  complain ;  that  she  has  no  complaint  to  make 
against  anyone ;  that  she  remembers  when  the  pauper,  named  Darby,  did  not  get  her 
beer,  and  tiiat  a  pauper,  named  Turner,  did  not  get  her  beer,  but  that  after  a  time  they 
did  get  it,  for  Miss  Beeton  got  the  book,  and  saw  that  they  were  to  have  beer;  that 
witness  saw  maggots  come  out  of  Darby's  bed ;  that  she  had  to  pay  for  her  nightniress 
being  washed,  and  that  once  it  was  sent  back  unwashed  because  sne  had  no  money  to  pay 
for  washing  it ;  that  Miss  Beeton  told  the  matron  about  this  washing  of  witness's  night- 
dress ;  that  she  saw  the  guardians  in  the  infirmary,  but  did  not  complain  of  an3rthing. 

Edward  John  Clery  deposes  that  he  is  a  Catholic  priest,  and  visits  at  this  workhouse ; 
that  no  pauper  has  ever  complained  to  him ;  that  he  always  thought  the  paupers  were  very 
well  attended  to,  and  appeared  dean  and  comfortable ;  that  the  infirmaries  were  well 
ventilated ;  that  he  never  neard  any  complaints  about  the  master  or  nmtron;  that  he  once 
visited  the  infirmary  by  night,  and  that  tne  air  was  not  then  fouL 

Henry  John  Hambrookf  beadle  of  the  parish,  deposes  that  there  was  a  pauper  inmate  of 
this  workhouse,  called  Daniel  Fisher,  wno  was  found  dead  in  a  ditch  adjoimng  the  work- 
house garden ;  that  there  was  an  inquest,  and  that  the  verdict  was,  ^^  accidentally 
smothered." 

Harriet  Capes  deposes  that  she  is  a  pauper  nurse  in  the  infirmary ;  that  she  remembers 
Britton,  and  that  she  was  '^ nasty  tempered;"  that  she  had  always  rags  enough  for 
poultices;  that  she  has  nothing  to  complain  of ;  that  Miss  Beeton  was  hasty  sometimes. 

Eliza  Leary  deposes  that  she  is  a  patient  in  the  infirmary ;  that  the  beds  in  the  infir- 
mary were  once  not  so  good  as  they  now  are ;  for  once  they  were  hard,  and  had  bits  of 
flints  and  bones  in  them;  that  she  never  saw  maggots  in  them;  that  she  remembers 
Britton,  who  was  very  cruel  to  the  patients;  that  she  has  seen  her  beat  Fairburn 
very  severely,  and  also  two  other  paupers,  and  this  because  they  had  soiled  them- 
selves ;  that  she  had  been  told  Britton  took  opium,  but  not  that  Britton  had  given  it  to 
the  patients. 

The  annexed  evidence  proves,  as  it  seems  to  me,  the  following  facts : 

1st.  That  on  Miss  Beeton  being  appointed  nurse  at  the  Rotherhithe  Work- 
house, neither  the  guardians  nor  their  clerk  furnished  her  with  a  copy  of  her 
duties  as  prescribed  by  the  General  Consolidated  Orders  of  the  Poor  Law  Com- 
missioners. 

2nd.  That  the  guardians  instructed  the  nurse^  Miss  Beeton,  to  make  all  her 
complaints  and  her  requirements  to  the  master  and  matron  of  the  workhouse  ; 
whereas,  according  to  the  orders  adverted  to,  nurses  are  instructed  "  to  inform 
the  medical  officer  of  any  defects  which  may  be  observed  in  the  arrangements 
of  the  sick  or  lying-in  wards." 

3rd.  That  the  master  and  matron  of  the  workhouse  did  not  meet 
Miss  Beeton's  complaints,  nor  fulfil  the  requirements  which  she  made  to 
them. 

4th.  That  the  medical  officer,  although  fully  aware  that  there  were  bed- 
ridden and  helpless  patients  in  the  infirmary,  and  although  he  had  no  faith  in 
pauper  nurses,  took  no  steps  to  obtain  either  pauper  or  paid  night  nurses,  anj 
did  not  report  in  writing  to  the  guardians  any  defect  which  he  observed  i^ 
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the  arrangements  of  the  infirmary  and  in  the  performance  of  their  duties 
by  the  nurses  of  the  sick,  which  he  is  required  to  do  by  tbe  pvoTisicois  of 
Article  207,  No.  7y  of  the  General  Consolidated  Orders  of  the  Poor  Law  Com- 
missioners. 

5th.  That  neither  the  master  nor  the  assistant  master  visited  the  sleeping 
wards  of  the  male  paupei*s  at  11  o'clock  in  the  forenoon  of  every  day,  and  saw 
that  such  wards  had  been  all  duly  cleansed  and  properly  ventilated,  and  that 
tbey  did  not  visit  all  the  wards  of  the  male  paupers  before  nine  o'clock  every 
night  in  winter  and  10  o'clock  in  summer^  and  see  that  all  tbe  male  paupers 
were  in  bed,  and  that  all  fires  and  lights  therein  were  extinguished,  except  so 
far  as  was  necessary  for  the  sick,  which  they  are  required  to  do  by  the  pro- 
visions of  Article  208,  Nos.  7  and  10  of  the  General  Consolidated  Orders ; 
and  further,  that  neither  the  master  nor  the  assistant  to  the  master  strictly 
obeyed  the  provisions  of  Article  108,  which  requires  ^Hhat  the  master  shall 
obey  all  directions  which  the  medical  officer  may  give  in  writing  fiwr  the  diet  of 
any  individual  pauper ;"  for,  frequently,  beer  was  not  supplied  to  the  sick,  and 
the  quantity  of  stimulants  provided  for  them  was  less  than  that  which  was 
ordered. 

6tb.  That  the  matron  did  not  visit  the  sleeping  wards  of  the  female  paupers 
by  day  and  by  night,  as  she  is  directed  to  do  by  the  provisions  of  Article  210, 
Nos.  5  and  6  of  the  General  Consolidated  Orders ;  and  further,  that  she  did 
not  obey  the  provisions  of  Article  210,  Nos.  11  and  12  <rf  the  same  Order, 
which  oblige  her  to  give  the  necessary  directions  concerning  the  washing  of 
the  linen,  and  to  take  care  that  it  shall  not  be  dried  in  the  sick  wards,  and 
which  also  oblige  her  to  provide  the  diet  which  is  ordered  for  sick  paupers ; 
nor  did  she  inspect  the  persons  of  the  female  paupers  and  see  that  each  indi- 
vidual was  clean,  which  she  is  required  to  do  by  the  provisions  of  No.  4  of  the 
same  Article. 

7th.  That  the  pauper  nurses  supplied  to  Miss  Beeton  were  old  and  inex- 
perienced, and  that  one  of  them  beat  and  iU-used  the  helpless  patients. 

8th.  That  the  sick  patients  were  sent  from  the  body  of  the  house  to  the 
infirmary  in  a  dirty  and  very  neglected  state. 

9th.  That  the  medical  ajjpliances  of  the  infirmary  were  extremely  defective, 
and  that  the  requiremeists  of  the  niurse  were  not  fulfillied. 

1 0th.  That  the  beds  in  the  infirmary  were  very  hard,  and  that  bits  of  bone 
and  flint  were  in  some  of  them,  and  that  maggots  were  seen  on  one  of  them. 

11th.  That  the  dietary  of  pauper  patients  was  insufficient;  the  mutton 
broth  and  beef  tea  which  was  supplied  being  very  poor,  and  often  served  cold. 

12th.  That  pauper  inmates  were  allowed  to  wear  their  own  n^ht-dresses  and 
that  one,  at  least,  was  obliged  to  pay  for  the  washing  of  it. 

13th.  That  one,  at  least,  of  the  pauper  laundresses  was  addicted  to  drink. 

No  evidence  was  adduced  that  the  pauper  nurse,  Britton,  administered  opium 
to  the  sick  paupers,  but  it  was  proved  that  Britton  herself  took  opium. 

Evidence  was  adduced  to  prove  that  an  inquest  was  held  on  the  body  of  the 
man  who  was  smothered  in  a  ditch  adjoining  the  workhouse  premises. 

I  have  to  inform  your  Board  that  Miss  Beeton  took  office  as  paid  nurse  at 
the  Rotherhithe  infirmaries,  on  the  9th  of  July  1864,  and  sesigned  her  office 
on  the  16th  of  April  1865. 

I  find  that  I  inspected  the  Rotlierfaithe  Workhouse  on  the  2nd  of  January 
1865,  when  I  made  the  following  minute  in  the  visitors'  book  :  — 

"  I  have  this  day  inspected  the  workhouse ;  the  house  is  in  precisely  the  same 
state  of  cleanliness  and  order  as  usual,  but  I  am  obliged  to  add  that  the  house 
is  in  the  same  state  as  regards  its  defects ;  these  defects  I  have  frequently 
pointed  out  to  the  guardians,  and  a  reference  to  the  last  report  written  in  this 
book  by  me  will  point  out  to  the  guardians  what  those  defects  are.  The  new 
infirmaries  do  not,  as  I  think,  afford  accommodation  of  a  proper  character  for 
the  head  nurse  ;  the  underground  bath-room  is  not  fit  for  the  uses  to  which  it 
is  dedicated  and  should  be  closed  for  such  purposes  ;  in  my  opinion  the  means 
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for  warming  the  rooms  in  the  new  infirmary  are  insufficient,  and  I  beg  to  direct 
the  attention  of  ihe  guardians  and  the  medical  officer  to  this  point" 

Your  Board  will  observe  that  this  minute  has  reference  to  other  minutes 
which  I  have  made  in  the  same  book,  and  I,  therefore,  think  it  right  to  give 
you  copies  of  the  miniites  adverted  to. 


«  Rotherhithe  Workhouse,  25  July  )  860. 
**  I  HAVE  to-day  inspected  the  ircxrkhouse,  and  found  it  in  ^ood  order.     I  wish,  and 
very  earnestly  wicui,  that  I  had  the  power  to  persuade  the  guardians  to  build  a  new  work- 
house for  this  important  and  rapidly  improving  parish.     The  reason  for  building  a  uew 
woridioBse  is  alwaysi,  I  am  sorry  to  say,  a  disputed  point ;  for  when  pauperism  is  light,  the 

Siardians  say,  ^  there  is  no  necessity  for  a  new  workhouse,'  and  when  pauperism  is  heavy, 
ey  say,  *  ti»t  is  no  time  for  burdening  the  rates ;  *  and  so  the  old  Rotherhithe  Workhouse 
staads  year  after  year,  while  in  every  parish  around  it  there  is  a  new  and  commodious 
workhouse^  which  assists  the  guavtfians,  protects  the  rates^  and  affords  a  retreat  for  the 
deserving  poor. 

'^  I  have  to  direct  the  immediate  attention  of  the  guardians  and  the  medical  officer  to 
Mary  Messent ;  it  is  dear  to  me  diat  her  life  is  in  danger  here^  for  ikere  are  none  of  those 
apphfoices  and  provisaoos  in  the  house  to  meet  her  unhappy  case." 

*^  Rotherhithe  Workhouse,  25  October  1861. 
**  I  HAVE  to-day  inspected  this  workhouse,  which  I  found  in  as  good  order  as  it  is 
possible  to  keep  such  a  building. 

**  I  beg  to  rtfer  the  guardians  to  my  minute  in  this  book,  dated  25dbi  July  1860. 
**  I  thmk  no  other  workhouse  in  London  is  more  defective  than  this  in  the 'following 
respects  :— 

"  The  receivmg  wards. 
"  Hie  vagrant  wiuds. 
'•  The  baui'i^rooms. 

'*  Water-closet  aceommodation  for  the  sick  wards,  yards  for  the  con- 
valescent, and  kitchen  accommodation. 

^^  The  guardians  have  for  many  years  been  most  earnestly  solicited  to  build  a  new 
worichouse,  but  wholly  without  effect ;  still  I  hope^  almost  against  hope,  that  the  guardians 
will  see  the  real  necesoty  for  such  a  step." 

I  also  think  it  right  to  inform  you  that  I  have,  by  direction  of  your  Board, 
attended  a  meeting  of  the  Rotheiiiithe  Board  of  Guard]»ns,  and  then  urged 
them,  to  the  best  of  my  ability,  to  remedy  the  defects  to  which  the  above 
minutes  refer,  but  I  regret  to  inform  you  that  I  have  failed ;  and  as  your  Board 
has  no  power  to  compel  the  Board  of  Guardians  to  build  a  new  and  sufficient 
warkhouse,  the  old  Rotherhithe  Workhouse,  with  all  its  defects,  still  exists. 

Ib  coBclusion,  I  beg  to  inform  you  that  I  have  this  day  vfeited  the  Rother- 
hithe Workhouse,  and  found  that  the  master  has  resigned  his  situation,  and 
that  the  guardians  have  taken  no  steps  to  provide  a  paid  night  nurse  for  the 
infirmaries. 

I  have,  &c.. 

To  the  Poor  Law  Board,  (signed)         H.  B.  Farnall, 

WhitehalL  Poor  I^w  Inspector. 


—  No.  2.  — . 
Dbpositions. 

The  Deposition  of  Matilda  Beaton,  taken  on  Oath  before  me,  Harry  Burrard  Famall, 
Poor  Law  inspector,  at  the  Board  Room  of  the  Rotherhithe  Workhouse,  this  16th  day 
of  June  1866, 

Who  says :  — 
• 

I  WAS  formttly  paid  nurse  at  this  workhouse.  I  took  office  on  the  9th  of  July  1864  in 
the  infirmary,  where  I  had  50  patients,  sick  and  infirm.  With  this  number,  I  found  I  was 
really  able  to  personally  superintend  the  actual  nursing,  which  is  as  much  as  one  paid 
nurse  can  do  with  satisraction  to  herself  or  those  by  whom  she  is  employed.  For  this 
number  of  patients  I  had  four  pauper  nurses,  all  of  whom  were  old  and  inexperienced;  two 
<»ukl  r«ad  but  neither  could  write.  I  had  no  night  nurses  or  scrubbers ;  if  patients  were 
very  ill,  I  had  to  watch  them  at  night  myself,  or  make  the  pauper  nurse  do  so,  who,  perhaps, 
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had  been  working  or  scrubbing  hard  all  day.  Under  such  circumstances,  what  attention 
could  I  expect  the  sick  paupers  to  gel.  Of  the  four  nurses  allowed  me,  three  were  all  I 
could  expect  them  to  be,  drunk  only  when  they  had  the  means,  or  the  chance  of  gettiug 
anything  to  drink;  the  fourth  was  a  confirmed  drunkard,  so  much  so,  that  I  was  in 
constant  fear  of  her  doing  bodily  harm  to  the  sick  patients ;  she  would  beat  them  till  they 
were  black  with  bruises,  more  especially  those  who  were  unable  to  help  themselves,  and 
friendless.  This  nurse,  I  think,  had  had  the  charge  of  the  female  sick  ward  for  more  than 
two  years,  and  I  found  by  the  patients  that  they  lived  in  fear  of  her,  and  only  by  giving 
her  their  beer  or  other  nourishment  could  they  feel  themselves  safe  to  ask  for  the  most 
trifling  thing  to  be  done  for  them.  When  I  went  ihere,  many  of  the  sick  patients  were 
dirty,  and  their  bodies  crawling  with  vermin.  One  poor  old  woman,  age  over  80,  was 
completely  alive  with  them ;  the  first  morning  I  attended  to  the  dressing  of  her  le^,  I 
found  the  sores  full,  and  on  closer  inspection,  I  had  to  do  things  to  her  body  too  indelicate 
for  me  to  name.  I  complained  to  the  matron  and  assistant  master,  and  was  told  she  had 
always  done  very  well  till  1  came  there,  they  supposing  she  did  not  like  a  paid  nurse  over 
her,  I  must  therefore  do  the  best  I  could  with  her,  as  there  was  no  one  in  the  house  she 
could  put  in  her  place.  I  then  complained  of  the  dirty  state  the  patients  were  in,  when 
the  matron  said  I  must  get  used  to  all  that,  as  workhouses  were  not  like  hospitals*  I 
believe  the  master  and  matron  were  often  delighted  to  find  me  in  trouble  about  what 
I  thought  was  really  mismanagement  in  the  place.  When  I  had  been  there  about  four 
months,  I  had  a  pauper  sent  to  the  sick  ward  from  some  ward  up  at  the  workhouse*.  I 
understood  this  poor  creature  had  been  in  the  house  for  some  time ;  she  was  an  imbecile. 
When  she  came  to  me  she  was  very  dirty,  her  hair  matted,  her  finger  nails  long  and 
grimy,  her  toe  nails  measured,  some  of  them,  two  inches  and  a  half  lonor »  the  big  toe  nails 
had  actually  worn  the  second  toes  bare  to  the  bone.  This  poor  patient  I  believed  sensitive 
to  all  her  sufferings,  and  yet  she  was  the  victim  to  the  most  cruel  treatment  from  this 
inhuman  pauper  nurse ;  she  was  often  dragged  out  of  bed  to  the  closet,  and  would  have 
been  allowed  to  remain  there  for  an  hour  or  two  but  for  my  interference,  and  on  the 
nurse  going  to  her,  and  finding  the  bed  wetted  or  soiled,  she  would  pinch  her,  then  wait 
the  opportunity  to  beat  her,  when  I  should  be  gone  on  the  male  side  of  the  infirmary. 
One  morning  I  had  occasion  to  leave  the  infirmary  for  about  three  hours,  and  on  my 
return,  was  told  by  some  of  the  patients  that  they  fully  expected  she  would  have  killed 
her;  they  said  one  called  out  "murder,"  another  said,  "Oh!  that  poor  thing  must  die 
before  head  nurse  comes  back."  All  this  I  told  to  the  matron,  but  found  she  had  not  a 
heart  to  feel  for  the  poor  imbecile.  This  state  of  things  went  on  till  one  morning  I  sent 
for  the  master  to  come  to  the  infirmary.  Immediately  on  his  coming,  I  told  him  he  must 
that  moment  remove  the  sick  head  nurse,  or  I  would  go  and  bring  in  the  guardians  to  see 
what  could  be  done  in  the  shape  of  finding  me  another  nurse ;  the  master,  fearing  that  I 
should  do  so,  very  reluctantly  ordered  what  he  thought  a  model  nurse  to  the  body  of  the 
house. 

I  do  not  think  I  am  wrong  in  saying  many  a  poor  creature  went  to  their  home  long 
before  the  time  by  the  hands  of  this  inhuman  nurse.  It  was  my  firm  impression  that  when 
patients  had  got  bad  and  troublesome,  she  gave  opium,  put  them  on  the  left  side,  and  so 
they  passed  out  of  this  world  as  natural  deaths. 

It  appeared  to  me  the  pauper  nurse  had  the  whole  contj*ol  over  the  sick,  as  I  was  told 
by  them  the  matron  did  not  visit  the  sick  wards  more  than  about  once  a  fortnight,  and  the 
master  sometimes  not  for  weeks.  I  knew  the  master  not  to  come  in  the  wards  more  than 
once  in  five  or  six  weeks.  Such  was  the  state  of  nursing  when  I  entered  on  the  duties  there 
and  how  things  continued  some  of  the  time  I  was  there. 

Respecting  things  for  the  use  of  the  patients  there  was  an  insufficiency  of  everything 
throughout  the  whole  infirmary. 

There  were  no  waterproof  sheets,  no  air  cushions,  no  bed  rests,  not  one  night  stool,  and 
but  one  bed  pan,  no  feet  nor  stomach  warmers ;  there  were  no  basins,  patients  had  to  wash 
their  face  and  hands  in  their  chambers ;  there  was  a  bad  supply  of  towels,  the  same 
used  for  wiping  the  patients  on  had  to  serve  for  a  teacloth  and  every  clean  and  dirty 
purpose. 

The  sheets  were  only  changed  once  in  three  weeks,  except  on  beds  that  were  soiled,  and 
for  the  changing  of  those  I  had  to  make  the  pauper  nurse  wash  some  in  a  pail  every  night 
to  be  able  to  change  the  bad  patient  in  the  morning.  I  had  no  sheets  allowed  extra  for 
the  more  sick  patients,  neither  was  the  soiled  things  allowed  to  go  to  the  laundry  to  be 
washed. 

I  often  had  to  let  the  patients  lie  without  sheets  while  I  had  some  washed  and  dried, 
otherwise  they  must  have  laid  wet  and  dirty,  risking  bad  sores.  When  I  first  went  there, 
poultice  rags  seemed  almost  unknown  ;  it  was  with  the  greatest  difficulty  I  could  get  such 
things  from  the  matron,  and  have  more  than  once  taken  a  sheet  off  the  bed  and  cut  it  up 
for  poultices.  At  the  same  time  I  was  informed  the  matron  was  sending  the  rags  out  to  be 
sold  at  4  «.  6  ^.  a  bagfull. 

The  bedsteads  were  iron,  and  bars  at  the  bottom,  straw  mattresses  and  hard  flock  beds 
and  pillows ;  these  beds  when  wetted  would  smell  so  foul  that  the  wards  seemed  unbearable, 
and  the  maggots  would  crawl  from  them  by  hundreds,  such  a  bed  and  pillow  were  given 
me  to  sleep  on,  and  I  oflen  had  to  rise,  dress  myself,  and  finish  my  night's  rest  in  my  chair, 
my  bones  aching  from  the  hardness  of  the  bed. 

There  were  no  cupboards  or  lockers.  If  the  patients  could  not  eat  all  their  food  at  any 
meal,  they  would  put  it  in  a  piece  of  paper  or  rug,  and  lay  it  under  their  pillow. 

As 
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As  regards  the  sick  diet,  I  consider,  on  the  whole,  it  was  insufficient ;  the  mutton  broth 
and  beef  tea  were  only  mockery,  the  meat  was  more  often  than  not  one  lump  of  fat,  and 
nearly  cold,  so  that  a  patient  very  ill  could  not  eat  it  The  wine  given  was  called  port,  but 
very  diflFerent  to  what  I  had  given  in  hospitals ;  the  gin  and  brandy  were  always  mixed 
with  water  before  I  got  them  served  to  me.  The  beer  was  very  good;  but  the  sick 
paupers  did  not  always  get  it  when  the  medical  officer  ordered  it,  as  Mr.  Sandweil,  the 
master,  used  his  pleasure  in  serving  me  with  what  the  doctor  ordered.  I  knew  patients 
to  be  ordered  beer  for  months  and  never  taste  it. 

Milk  in  the  sick  ward  was  never  heard  of  till  I  asked  the  doctor  to  allow  it  for  arrow- 
root; then  the  master  made  a  great  fuss  about  it  On  my  going  there,  a  poor  man  was 
lying  very  bad ;  he  lived  about  four  days  after  I  took  the  duties  there ;  the  only  nourish- 
ment given  him  in  24  hours  was  one  pint  of  arrowroot  made  with  water,  and  two  ounces 
of  so-called  port  wine.  If  the  master  heard  of  a  patient  lying  very  ill,  for  days  before 
they  died  he  would  stop  their  diet,  bread  and  butter,  and  seemed  to  think  it  a  pity  to 
waste  any  kind  of  nourishment  upon  them. 

I  was  informed  that  before  I  went  there  that  if  patients  were  ordered  poultices,  and  had 
more  than  one  a-day,  they  had  to  pay  the  pauper  nurse  for  it,  or  go  without  some  of  their 
meals,  and  give  the  bread  for  their  poultices.  I  learnt  some  of  the  nurses  made  2  s.  per 
week  selling  poultices. 

I  had  forgotten  to  say  night-dresses  were  not  allowed  for  the  sick  patients,  with  the 
exception  of  three  or  four  of  the  union  blue  made  out  of  the  skirts  of  worn-out  dresses. 
Patients  were  allowed  to  wear  their  own,  if  they  could  pay  for  the  washing,  and  I  found 
they  often  had  to  sell  their  nourishment  to  do  it.  One  Monday  morning  a  poor  creature, 
who  had  been  a  cripple  86  ^^ars,  sent  her  night-dress  to  the  wash ;  she,  it  appeared,  had 
not  got  the  money  to  send  with  it,  and  the  pauper  laundress  soon  sent  it  back  with  a  mes- 
sage that  when  she  sent  the  money  the  night-dress  would  be  washed.  I  overheard  this, 
and  went  into  the  ward,  took  the  night-dress,  and  wrote  on  a  piece  of  paper,  "  Please, 
laundress,  wash  Sharpens  night-dress,  and  send  the  bill  to  the  guardians."  This  circum- 
stance I  named  to  the  matron,  when  she  said  there  was  no  harm  in  it,  as  patients  might  as 
well  spend  their  pence  so  as  any  way  else.  I  often  heard  of  those  pauper  laundresses  being 
so  drunk  that  they  were  unable  to  work  for  hours  ;  this  I  would  sometimes  hear  from  the 
matron  herself. 

About  three  weeks  before  I  left,  I  had  a  patient  die  on  the  floor  in  the  middle  of  the 
ward,  as  a  patient  was  trying  to  lead  him  to  the  closet ;  this  would  show  the  necessity  of  bed- 
pans or  night-stools  in  sick  wards. 

On  the  whole  it  did  not  seem  to  me  that  a  pauper's  life  was  regarded  in  any  other  light 
than  the  sooner  they  were  dead  the  better. 

I  was  informed  that  just  before  I  went  there  a  paupei-  had  gone  out  at  the  back  of  the 
workhouse  and  next  day  was  found  drowned  in  a  ditch  adjoining  the  workhouse  garden;  he 
was  got  out  and  put  in  the  dead  house,  no  inquest,  but  buried  as  a  respectable  natural  death; 
I  do  not  know  what  tale  is  told  to  friends  of  paupers  djring  under  the  like  circumstances. 

I  left  Rotherhithe  Workhouse  April  16,  1865.    The  names  of  the  four  nurses  alluded  to 
as  serving  me  when  I  first  came  here  are  Capes,  Colvin,   Field,  Britton.     I   have  seen 
all  these  women  drunk ;  sometimes  they  got  drunk  on  these  premises,  their  only  chance  of 
getting  anything  to  make  them  drunk  was  by  their  getting  the  beer  intended  ifor  the  sick 
poor;  there  was  plenty  of  beer  to  have  made  them  drunk  in  this  way.     Britton  is  the  pauper 
nurse  to  whom  I  allude  as  being  so  cruel.     I  say,  that  in  the  wards  I  had  to  attend  to  when 
I  first  came,  that  three  or  four  of  the  patients  had  their  bodies  crawling  with  vermin.     One 
of  them  was  a  woman  named  Freeman,  I  can't  recollect  the  names  of  the  others.     I  say 
that  the  sores  of  the  woman  with  a  bad  leg  were  swarming  with  vermin.     I  frequently  com- 
plained to  the  assistant  to  the  master,  and  to  the  matron,  of  the  cruelty  of  Britton;  this 
cruelty  was  practised  from  July  to  the  following  December  1864.     Neither  the  assistant 
to  the  master,  nor  the  matron,  redressed  this  for  me,  and  I  had  to  put  up  with  Britton's 
cruelty ;  I  never  complained  to  the  Board  of  Ouardians  of  this  cruelty.    Occasionally  the 
guardians  visited  the  sick  wards  while  I  was  there,  they  may  have  visited  the  sick  wards 
once  in  five  weeks  while  I  was  nurse,  but  I  did  not  complain  to  them  of  Britton's  cruelty, 
and  this  because  when  I  was  elected  nurse  here  I  was  told  by  the  guardians  to  make  all 
my  complaints  to  the  master  and  matron,  and  also  I  was  to  ask  the  master  and  matron 
for  all   I  wanted  for  my  patients.     I  did  not  like  to  complain  to  the  guardians,  for 
I  did  not  then  know  much  about  the  workhouse  regulations,  and  therefore  I  did  not  like 
to  complain  to  the  guardians.    When  I  have  complained  to  the  master  and  matron,  they 
have  sniiled  and  treated  my  complaint  more  with  contempt  than  anything  else ;  but  when 
I  speak  of  the  master  I  mean  the  assistant  to  the  master,  for  I  very  seldom  saw  the  master, 
and  at  this  time  the  master  could  only  get  about  a  little.    The  imbecile  to  whom  I  have 
alluded  as  being  in  so  filthy  a  state  was  named  Fairbum;  she  died  in  the  infirmary  while 
I  was  there;  I  saw  her  dragged  out  of  bed  in  the  way  1  have  described,  by  Britton  and  a 
pauper  assistant  I  had  then ;  she  was  called  "  Mary,"  and  I  think  she  is  now  in  this  house. 
*'  Mary "  herself  is  almost  an  imbecile.    I  have  stopped  Britton  when  I  have  seen  her 
beating  the  imbecile  alluded  to,  viz.,  Fairbum.     I  told  the  matron  of  this,  but  she  did 
nothing  to  remedy  it     I  have  said  that  I  thought  some  of  mj  patients  died  before  their 
time  through  cruelty,  and  I  mention  the  case  of  a  woman  suffering  from  running  abcesses 
in  the  body,  all  over  the  body,  who  was  cruelly  treated  by  Britton,  and  this  woman  fretted 
over  Britton's  conduct  to  her  and  so  got  worse.    Britton  was  in  the  habit  of  taking  opium, 
and  this  she  bought;  she  used  to  go  out  of  the  workhouse  about  once  in  six  weeks. 
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I  have  seen  opium  in  her  possession,  she  kept  it  in  her  pocket,  perhaps  siz«peiiny 
worth  at  a  time,  hut  was  neither  opium  nor  any  medicines  left  about  in  the  wmrdhk 
I  never  saw  her  give  opium  to  any  one.  I  was  the  first  paid  nurse  appointed  tx 
the  sick  here.  I  asked  the  assistant  master  and  also  the  guardians  for  medical  appb* 
ances,  but  it  was  six  weeks  after  I  asked  the  assistant  master  for  waterproof  sheets  that  I 
applied  to  the  guardians,  and  then  I  got  them  directly.  When  1  left  there  were  no  night- 
stools,  nor  bed-rests,  nor  stomach  warmers ;  and  when  I  left  the  patients  were  still  washing 
themselves  in  their  chambers :  these  were  such  sick  and  infirm  cases  as  could  not  get  to 
the  lavatory  or  bath-room ;  as  to  the  towels,  they  were  still  insufficient,  even  after  I  got  that 
which  the  matron  called  a  complete  supply.  There  were  eight  round  towels  and  24  small 
towels  for  the  whole  of  the  infirmary,  which  contains  60  beds.  I  used  to  get  the  sheets 
sometimes  washed  in  the  infirmary,  but  there  is  no  washhouse  there ;  but  I  wafl  obliged  to 
make  the  paupers  thus  wash  the  sheets  at  night,  because  there  wereonly  two  to  each  bed  and 
that  was  insufficient.  It  was  Capes,  who  was  a  pauper  nurse,  who  told  me  that  the  matroa 
sold  the  rags,  when  I  was  obliged  to  tear  up  a  sheet  to  put  poultices  in.  The  maegots 
which  I  saw  were  crawling  on  the  beds  and  on  the  floor  on  which  the  beds  stood.  There 
were  new  beds  which  had  been  jnst  supplied  and  were  made  of  flock ;  I  ripped  open  my 
own  bed  to  see  what  it  was  made  of,  and  I  fonnd  it  filled  with  flock,  coarse  flock,  very 
hard  and  lumpy.  The  food  for  the  sick  was  cooked  at  the  workhouse,  aud  brought  from 
the  workhouse  to  the  infirmaries ;  it  was  brought  on  wooden  trays  covered  with  a  cloth ; 
the  food  was  then  sometimes  cold.  When  I  first  came  here  a  gentleman  uamed  Walker 
was  the  medical  officer,  but  he  was  only  about  three  weeks  here  when  Dr.  Firth  came. 
I  consider  that  the  nurse,  who  died  here  about  four  days  after  I  took  office  here,  had 
insufficient  nourishment,  for  he  uot  nothing  more  than  I  have^ already  described;  but  be 
got  bread  besides,  but  that  he  could  not  eat;  he  was  unable  to  take  soUd  food. 

Cross-examined  by  the  Clerk. — I  applied  for  night  nurses  to  the  matron,  and  once  I  got 
one ;  and  then  the  nurse  was  so  bad  that  I  did  not  apply  again;  there  were  no  pa'd  night 
nurses.  The  patients  went  into  the  new  infirmary  just  as  I  came  here.  I  was  not  told 
when  I  came  here  to  give  a  list  of  the  requirements  of  the  infirmary  to  the  guardians,  but 
that  I  was  to  ask  the  master  and  matron  for  everything  that  I  wanted.  The  chairman 
might  have  told  me  that  I  was  to  have  the  control  of  the  infirmary.  When  the  pauper  nurses 
had  to  deal  with  a  dirty  case  I  may  have  given  them  stimulants,  and  this  I  paid  for  myself. 
Sometimes,  in  very  dirty  cases,  the  doctor  would  order  stimulants  for  the  pauper  nurses. 
There  were  reasons  why  I  did  this;  for  instance,  if  the  doctor  ordered  two  oimces  of  stimu- 
lant for  a  pauper  nurse,  the  matron  sent  me  only  an  ounce  and  a-half.  I  did  not  complain  of 
this,  for  the  master  said  he  wanted  that  which  he  did  not  send  me  for  other  paupers. 
I  never  sold  any  spirits  to  any  pauper.  I  remember  collecting  some  money  from  the  pauper 
nurses,  and  with  tnis  a  bottle  of  spirits  was  purchased.  I  did  not  tell  the  master  of  this. 
I  do  not  think  I  acted  wrongly  in  this,  because  it  was  during  the  Christmas  holidays,  for 
the  nurses  had  told  me  before  how  very  drunk  they  got  the  Christmas  before,  and  I  wanted 
to  amend  this ;  they  said  they  were  saving  money  for  the  same  purpose  to  make  merry  at 
Christmas,  and  I  said,  *^  Do  nothing  of  the  sort;''  and  so  the  bottle  of  spirits  was  bought,  and 
I  took  care  that  they  should  not  get  drunk,  and  they  did  not,  for  they  got  half  the  bottle 
on  Christmas-eve,  and  half  I  think  the  next  day.  I  did  not  know  that  acting  as  I  thus  did 
that  I  was  breaking  the  rules  of  the  Poor  Law  Board.  I  know  that  spirits  ought  not  to  be 
brought  into  the  workhouse.  The  guardians  were  not  very  frequently  in  the  infirmaries 
when  I  first  came.  The  guardians  spoke  to  me  when  they  visited  the  infirmaries;  they 
asked  me  if  I  wanted  anything,  and  they  asked  me  how  the  patients  went  on ;  they  might 
have  asked  me  if  I  had  any  complaints  to  make,  but  I  can't  recollect  now.  When  first  I 
made  complaints  to  the  guardians,  those  complaints  were  not  remedied.  I  allude  particu- 
larly to  my  own  room;  I  complained  of  that  and  nothing  was  done,  so  I  dropped  my  com- 
plaints, and  this  is  the  reason  1  did  not  complain  of  the  imbecile  women  being  beaten  by 
feritton.  I  complained  to  the  master  and  matron.  I  could  not  give  Fairbum  another  nurse, 
for  I  had  not  one  to  give  her ;  I  did  not  tell  the  doctor  of  this  treatment  to  Fairburn.  I 
said  nothing  to  the  doctor  nor  to  the  chaplain.  I  complained  only  to  the  matron  of  the 
dirty  state  of  the  patients.  When  I  say  that  the  sick  wards  were  mismanaged,  1  mean  that 
a  better  supply  of  nurses  and  of  appliances  were  wanted ;  but  I  did  not  ask  the  guardians 
for  anything.  I  have  written  notes  to  the  master  for  things  when  the  guardians  were 
meeting ;  but  the  master  has  told  me  he  did  not  show  my  notes  to  the  guardians,  nor  ask 
for  the  things,  for  he  knew  the  guardians  would  not  allow  them,  and  then  I  let  the  matter 
rest.  I  did  not  call  the  attention  of  the  medical  officer  to  the  state  of  the  toes  of  the 
imbecile  Fairbum,  for  there  was  no  wound.  I  did  not  complain  to  the  guardians,  for  they 
seldom  came  to  the  infirmary,  and  when  they  did,  their  visits  were  short;  and,  as  I  said 
before,  my  former  complaints  had  not  been  attended  to.  I  did  not  consider  it  to  be  my 
duty  to  complain  to  the  guardians  about  Britton's  cruelty.  I  frequently  complained  to  the 
matron  of  this,  and  I  looked  to  her  to  remedy  it ;  but,  at  last,  I  did  threaten  to  speak  to  the 
guardians  about  Britton,  and  then  she  was  removed  in  less  than  a  quarter  of  an  hour.  It 
was  my  firm  impression  that  Britton  had  given  opium  to  the  patients,  for  on  one  occasion 
she  told  me  that  she  had  done  so ;  and  this  was  a  case  of  death  in  the  infirmary  while  I 
was  there,  that  looked  to  me  very  stispicious.  Britton  attended  to  this  case.  I  called 
Britton  to  look  at  the  case,  and  Britton  said  she  is  in  a  nice  sleep ;  but  that  same  evening, 
about  a  quarter  of  an  hour  afterwards,  that  woman  died,  she  was  lying  on  her  left  side. 
The  next  day  1  told  the  matron  that  I  feared  Britton  had  given  opium  to  this  woman.    I 
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told  the  matron  this  in  my  room  in  the  infirmary.  While  I  was  Durse  here,  the  matroD 
vkited  the  wards  almost  erery  day,  and  the  asaktaDt-master  came  to  the  door  and 
asked  if  I  wanted  anything,  but  seldom  went  over  the  wards,  certainly  not  every  day; 
but  I  can't  say  how  often.  I  remember  being  examined  by  the  guardians  about  the 
state  of  the  towels,  for  an  inmate  wrote  to  the  Poor  Law  Board  about  these  towels. 
Some  of  the  patients  had  towels  of  their  own,  nearly  all  of  them.  When  [  left  this 
workhouse  the  supply  of  sheets  was  still  insufficient,  it  was  the  master  himself  who  totd 
me  that  the  guardians  would  not  allow  that  which  I  wanted.  I  did  not  ask  for  bed-rests, 
but  I  told  the  matron  how  bad  it  was  for  the  patients  to  wash  in  their  chambers,  and  the 
doctor  has  himself  seen  this.  I  did  not  ask  for  air  cushions.  I  asked  twenty  times  for 
night  stools,  and  twenty  at  the  end  of  that,  and  this  1  asked  of  the  master.  I  also  pointed 
out  to  the  matron  that  there  was  only  one  bed-pan.  I  did  not  ask  for  stomach  warmers. 
I  do  not  remember  whether  I  spoke  to  the  matron  about  the  sheets,  but  she  knew  the 
namber  I  had ;  the  reason  why  I  did  not  send  the  sheets  to  be  washed  at  the  workhouse 
washhonse  was,  that  I  had  no  time  to  do  so,  for  I  was  obliged  to  get  them  washed  imme- 
diately, and  at  night  to  have  them  ready  by  the  morning.  If  I  took  a  sheet  over  to  be 
washed  at  the  workhouse  in  the  evening  it  would  not  have  been  washed.  The  flock  in  the 
beds  appeared  to  me  to  be  all  sorts  of  rubbish ;  there  were  bits  of  carpet  in  the  bed  I  opened^ 
and  bits  of  very  hard  flock.  At  first  it  was  intended,  so  the  master  told  me,  to  have  the 
beds  for  the  infirmary  made  in  the  workhouse,  but  that  the  guardians  bought  the  beds  in 
the  infirmary  cheaper  than  they  could  make  them  up  in  the  workhouse,  and  this  the  matroa 
told  me,  and  this  s^e  told  me  when  I  complained  to  her  of  the  badness  and  the  hardness  of 
the  bedsi.  I  wrote  to  the  master  that  I  could  not  sleep  on  my  bed ;  and  after  frequent 
applications  I  got  another  bed.  I  told  both  the  master  and  the  matron  about  the  maggots, 
but  the  beds  were  not  removed,  and  when  I  left  this  workhouse  the  maggots  came  out  of 
beds  that  were  soiled  or  wetted.  I  complained  to  the  matron  of  the  mutton  broth  and  the 
beef  tea,  and  it  was  remedied ;  that  is,  the  beef  was  sent  over  to  the  infirmary,  and  the  beef 
tea  was  made  there.  I  first  spoke  of  the  badness  of  tfie  beef  to  Dr.  Firth,  and  he  said, 
**lfurse,  I  can*t  alter  everythmg  at  once,  I  must  be  careful  in  not  altering  too  much  at 
first."  I  pointed  out  to  the  guaxdians  the  state  of  the  sick  diet  and  the  wine,  and  the  meat 
altered,  but  not  the  wine.  I  understood  fliat  that  was  to  be  done  the  next  time  wine  was 
ordered,  and  one  of  the  guardians  asked  how  much  was  paid  for  the  wine,  and  he  said  he 
wpuld  pay  the  difference  for  good  wine.  There  were  two  patients  who  were  ordered  by  the 
doctor  to  have  beer,  one  was  Turner  and  the  other  Dummer,  and  they  did  not  get  the  beer 
thus  ordered  for  some  months  after  it  had  been  ordered  by  the  doctor.  I  complained  to 
the  master  of  this,  but  not  to  the  doctor.  I  did  not  hear  about  this  beer,  for  I  believe  it 
was  ordered  before  I  came  to  this  workhouse.  I  was  never  allowed  to  see  the  doctor's 
book  until  about  six  weeks  before  I  left;  the  master,  and  particularly  the  assistant  to  the 
master,  prevented  my  seeking  it:  the  luaster  sent  lor  this  book  the  moment  the  doctor  went^ 
and  so  I  had  no  chance  of  seeing  it  I  did  not  complain  to  the  doctor  of  this.  I  did  not 
know  it  was  my  duty  to  look  at  the  doctor's  book.  When  I  asked  the  master  for  milk  for  the 
arrowroot,  he  said  that  it  had  always  been  done  without  till  Doctor  Firth  came,  and  he 
should  think  that  they  could  do  without  it  now,  but  I  got  some  of  the  milk ;  if  three 
pints  were  ordered  I  perhaps  got  two  pints.  I  did  not  tell  the  doctor  of  this.  I  did 
not  apply  for  more  food  for  the  old  man  who  was  dying  when  I  came  into  this  work- 
house, but,  when  I  did  come  in,  he  only  got  the  allowance  I  have  mentioned  :  several  of 
the  paupers  told  me  they  had  to  pay  for  extra  poultices,  but  I  can  not  name  them ;  but 
one  of  these  women  came  mto  the  infirmary  with  bad  legs,  and  her  husband  was  in 
prison,  but  I  don't  remember  her  name  ;  this  might  have  been  about  Christmas,  and  this 
wtmian  told  me  that  if  she  had  more  than  one  poultice  in  the  morning  she  had  to  pay 
for  it,  and  that  her  mother  paid  the  pauper  nurses  two  shillings  the  week  before  when 
she  was  in  the  body  of  the  house  for  such  poultices  ^  alt  who  wore  their  own  night  dresses 
had  to  pay  for  the  washing  of  them  ;  I  never  saw  a  payment  thus  made;  and  the  patients 
told  me  of  this  ;  this  was  the  rule  of  the  infirmary ;  this  was  the  case  with  Sharpe.  I  heard 
the  message  grven  to  Sharpe,  and  1  went  and  spoke  to  Sharpe  about  it,  and  she  cried,  and 
then  told  me  she  had  no  money  to  pay  for  washing  her  night-dress,  and  I  got  the  night- 
dress from  Sharpe  and  sent  it  to  be  washed,  as  I  have  already  said.  I  have  heard  one,  the 
matron,  say  that  the  laundresses  were'  drunk;  but  I  have  also  seen  the  pauper  nurses 
laughing  and  saying  that  the  laundresses  were  drunk.  I  say  that  the  man  who  died  on  the 
floor,  while  being  led  to  the  closet,  I  saw  picked  off  the  floor  and  being  carried  to  his  bed; 
the  man's  motion  was  on  the  floor.  It  was  the  way  the  poor  were  treated  in  the  infirmary 
that  made  me  say  their  lives  were  not  valued.  The  inmates  of  the  workhouse  get  a  treat 
at  Christmas,  wluch  is  paid  for  out  of  the  rates.  I  had  the  beer  for  the  sick  poor  sent  to 
the  infirmary  that  I  might  myself  give  it  to  the  sick  poor.  Before  I  left  this  workhouse  I 
made  a  complaint  to  the  Poor  £iw  Board,  and  tins,  waa  after  I  had  given  notice  to  qait 
this  workhouse,,  and  I  went  to  anotha  ImiMediateLy  afterwards  with  the  sanction  of  the 
Poor  Law  Boaid ;  and  my  appointment  waa  sisned  by  tiie  Poor  Law  Board  immediately  on 
my  leaving  this  workhouse.  On  the  26th  of  Janoary,,  I^  having  taken  office  here  in  the 
pievioufi  July,  asked  the  gmaidians  for  an  increase  of  salary,  but  i  didn't  get  it  I  was 
paid  20  L  a-year  with  rations  ;  and  I  therefore  immediately  gave  the  guardians  notice  that 
I  should  leave;  but  I  told  several  of  tiie  guardians  tlmt  I  was  willing  to  serve  again  if  I 
got  the  things  for  the  patients  that  I  required.  Before  i  left,  the  guardians  gave  me  a 
teadmoniaL  d*  good  character^  dated  March  21sty  1865,  and  on  the  4th  of  the  following 
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April  I  wrote  to  the  Poor  Law  Board  respeciipe  many  charges  similar  to  those  now  under 
investigation ;  the  charges  1  then  made  I  thougnt  quite  enongh  without  the  others  now 
being  investigated.  The  Poor  Law  Board  replied  to  me.  The  cause  why  1  now  bring  all 
these  charges  is  on  account  of  the  public  gooa.  I  felt  there  was  no  good  in  bringing  these 
charges  before,  but  now  that  an  association  has  been  formed  I  bring  forward  these  charges; 
nor  have  I  been  in  any  way  paid  money  by  the  association,  nor  have  I  been  promised  any 
money  by  them^  nor  do  I  expect  jor  wish  to  get  money  from  them. 

Cross-examined  by  Mr.  Hart.— The  beds  in  the  infirmaries  were  not  shown  to  ihe 
guardians,  but  the  mattresses  were.  It  h%&  happened  more  than  once  thai  Fairbum  was 
left  for  more  than  one  hour  in  the  closet.  I  had  patients  who  passed  their  motions  under 
them  at  night ;  there  was  no  paid  night  nurse,  and  such  motions  remained  there  till  the 
morning  unless  I  had  left  one  of  the  day  pauper  nurses  up.  There  were  a  few  bedridden 
cases  in  the  wards,  and  in  such  cases  the  motions  must  have  been  left  till  the  morning. 
Sometimes  when  I  got  up  in  the  morning  I  should  find  sometimes  five  or  six  cases  dirty  in 
the  way  round,  and  sometimes  perhaps  one  or  two  or  three,  but  I  have  seen  as  many  as 
three  men  dirty  of  a  morning  ;  and  this  was  the  case  when  I  came,  and  it  remained  so 
when  I  left,  for  I  had  no  night  nurses.  When  I  came  I  understood  that  the  appointment 
of  pauper  nurses  rests  with  tne  master  and  matron.  One  of  my  nurses  was  65,  one  was  70, 
and  the  others  about  60;  they  were  infirm  looking— at  least,  iwo  of  ihem.  Two  of  the 
nurses  could  not  read,  neither  of  them  could  write;  I  did  not  entrust  either  the 
medicine  or  the  stimulants  to  them;  if  I  was  out  I  did;  if  either  of  the 
pauper  nurses  sat  up  it  was  one  of  these  old  women.  I  know  that  the  position 
of  a  paid  nurse  in  a  workhouse  depends  a  great  deal  on  the  good  will  of  the  master 
and  matron,  both  as  regards  comfort  and  the  management  of  the  poor,  and  to  report  the 
master  or  matron  to  the  guardians  or  the  doctor  is  a  serious  affair.  Three  was  an  instance 
in  the  Infirmary  while  I  was  here,  of  a  man  dying  suddenly  in  this  Workhouse  Infirmary 
while  at  dinner ;  his  meat  was  cut  in  large  pieces,  and  while  he  was  swallowing  the  meat  he 
died ;  he  was  upwards  of  80  years  of  age,  there  was  no  inquest  The  medical  officer  saw 
the  man  a  very  short  time  after  his  death.  I  told  the  doctor  that  I  was  afraid  that  the  man 
had  died  while  swallowing  a  piece  of  meat  too  large  for  him,  and  the  doctor  said  he  thought 
he  died  from  old  age,  and  oecay  of  nature ;  but  I  found  a  piece  of  meat  sticking  in  the 
man's  throat.  It  is  customary  in  hospitals  and  in  workhouses  to  give  the  pauper  nurses 
some  stimulant  in  dirty  cases.  I  believe,  from  frequently  having  feeble  fmtients  placed  on 
their  left  sides,  that  it  was  a  practice  to  do  so  in  order  to  hasten  death.  After  I  left  this 
workhouse  an  inauiry  was  made  here,  but  I  was  after  that  appointed  by  the  Poor  Law 
Board.  I  remember  that  at  one  time  some  of  the  sick  patients  got  mutton  chops,  and  I 
remember  that  these  chops  were  stopped  and  slices  of  meat  served  instead,  and  this  by 
the  sanction  of  the  medical  officer;  there  were  three  patients  who  were  ordered  chops,  and 
they  got  three  slices  of  meat,  and  that  twice  these  slices  were  cut  from  necks  and 
shoulders  of  mutton.  I  can't  remember  whether  legs  of  mutton  were  substituted  while  I 
was  here,  but  the  guardians  said  it  was  to  be  so ;  this  was  at  the  end  of  February,  or  the 
beginning  of  March,  and  I  left  on  the  16th  of  April  immediately  afterwards.  I  say  that 
the  slices  of  meat  came  up  cold  and  fat  I  did  not  get  a  copy  of  my  duties  as  a  nurse 
under  the  Rules  and  Regulations  of  the  Poor  Law  Board  given  to  me.  I  remember 
Graham  being  put  on  mutton  chops  for  diet ;  she  did  not  get  them  regularly ;  they  were 
not  supplied  to  her,  I  gave  her  dinner  fi-om  my  own  table  twice,  I  had  no  chop  to  give 
her ;  1  complained  to  the  master  that  the  chops  were  not  supplied  with  regularity  and 
when  Mr.  Firth  put  Paine  on  for  mutton  chops,  I  told  him  that  I  had  only  received  one 
chop  for  IWO  persons  daily,  and  that  I  could  not  supply  any  more  from  my  table,  and  the 
doctor  went  to  the  master  about  it ;  and  directly  after  this  the  assistant  to  the  master  came 
to  the  Infirmary  and  scolded  me  for  telling  the  doctor,  and  the  assistant  master  said  be 
should  not  hurt  his  hands  in  cutting  chops  for  paupers ;  and  that  paupers  had  to  eat  what 
they  could  get  before  Dr.  Firth  came.  Soon  after,  less  than  a  week,  all  patients,  namely, 
three,  were  taken  off  mutton  chops,  and  they  got  either  roast  or  boiled  meat  instead,  and 
it  was  served  partly  cold  and  fet 

(signed)        Matilda  Beeton, 


The  Deposition  of  Joseph  Thomas  Foster  Firth,  taken  on  oath  before  me,  Harry  Bvrrard 
Famall,  Poor  Law  Inspector,  at  die  Board  Room  of  the  Rotherhithe  Workhouse,  this 
ISthday  of  June  1866, 

Who  says — 
I  AM  the  medical  officer  of  this  workhouse,  and  hare  been  so  for  two  years.  My  salary 
is  35  L  per  annum,  and  I  find  the  drugs,  and  they  cost  me  perhaps  12  /.  or  15  Z.  a  year.  I 
think  that  I  visit  this  workhouse  almost  every  day,  and  the  infirmary ;  I  have  never  com- 
plained to  the  guardians  of  any  mismanagement,  or  of  any  other  thing  in  the  infirmary.  I 
have  made  suggestions  as  to  requirements  for  the  infirmary,  and  they  have  been  Blvmys 
carried  out.  Tne  ventilation  has  been  improved;  I  have  asked  for  an  airbed,  and  for 
trusses,  and  waterproof  sheeting ;  I  got  the  things ;  I  never  heard  of  any  case  of  cruelty  in 
the  infirmary.  I  must  have  known  the  woman  called  Britton,  and  the  other  nurses.  I  was 
in  the  infirmary  at  all  times  in  llie  day,  and  sometimes  at  night    I  never  saw  the  nurses  the 
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worse  for  liquor^  nor  did  I  ever  see  them  irought  home  drunk.  Mrs.  Beeton  never  com- 
plained to  me  of  want  of  sheeting  or  clotbing ;  at  times  she  has  spoken  to  me  of  the  wants 
of  the  infirmary,  but  I  think  that  was  just  before  she  left  this  workhouse.  I  think  that  if 
Miss  Beeton  had  spoken  to  me  about  rags  for  poultices,  that  I  should  have  seen  she  had 
them,  by  speaking  to  the  matron.  I  always  found  the  patients  had  proper  poultices  when 
required.  I  never  remember  the  wards  smelling  unbearably.  I  never  remember  having  my 
attention  directed  to  the  beds.  I  think  I  can  safely  say  Miss  Beeton  never  spoke  to  me 
about  the  beds.  I  never  heard  anything  about  the  maggots,  but  I  rai^ht  about  the  hardness 
of  the  beds,  and  this  from  Miss  Beeton,  but  I  don't  remember  this.  Miss  Beeton  has  never, 
to  the  best  of  my  knowledge,  complained  of  cruelty  by  the  pauper  nurses.  J  used  to  find 
the  linen  in  the  infirmary  clean.  I  know  from  hearing  how  often  tne  sheets  there  were  changed, 
but  the  linen  was  generally  clean.  Miss  Beeton  complained  to  me  of  the  mutton  broth,  and 
the  beef  tea,  and  this  was  told  to  the  guardians  b^  me;  it  was  bad  and  cold,  and  an  altera- 
tion was  immediately  made ;  this  was  about  the  time  that  Miss  Beeton  came  here.  There 
have  been  complaints,  but  not  as  a  rule,  of  the  meat  being  too  fat.  lam  generally  satisfied 
with  the  meat.  I  believe  the  stimulants  are  properly  given  to  the  sick ;  but  Miss  Beeton 
has  mentioned  to  me  that  the  wine  was  bad,  ana  the  spirits  not  so  strong  as  they  should 
be.  Miss  Beeton  had  no  list  of  the  stimulants  or  wine  which  the  poor  were  ordered  to 
have  by  me,  but  I  always  told  her  who  was  to  have  stimulants.  I  have  had,  I  think,  to 
complain  of  some  of  the  sick  not  getting  the  beer  I  ordered  for  them ;  I  reported  this  to  the 
master  and  he  altered  it  It  might  be  that  I  ordered  a  pint  of  beer  for  a  man,  and  he  would 
not  get  it  for  two  or  three  days  ;  but  I  never  heard  of  a  patient  going  for  months  without 
beer.  Miss  Beetoix  has  complained  to  me  of  the  quantity  of  the  spirits  bein<r  less  than  that 
I  ordered;  I  got  this  rectified,  and  in  consequence  the  beer  and  spirits  were  put  under  Miss 
Beeton's  charge.  I  ordered  anything  I  required  for  my  patients,  and  I  believe  I  got  it; 
I  trusted  this  10  the  nurse.  At  first  Miss  Beeton  did  not  see  my  order  book,  but  she  did 
at  last,  but  not  long  before  she  left ;  she  could  not  possibly  tell  what  I  had  ordered.  I 
frequently  changed  the  diet  for  the  sick.  I  consider  that  if  Miss  Beeton  knew  that  a 
patient  did  not  get  the  beer  I  ordered,  it  was  her  duty  to  tell  me  of  this.  She  never  com- 
plained to  me  of  a  patient  being  kept  for  months  without.  I  remember  the  case  of  a  man 
dying  in  the  infirmary,  suddenly,  while  at  dinner ;  I  was  immediately  called  in ;  he  died  from 
decay  of  nature,  and  nothing  else.  I  did  not  examine  the  man  afxer  death.  I  remember 
the  man  who  died  on  the  floor  of  the  ward,  he  was  dying  when  I  saw  him.  I  never  had 
any  grounds  for  supposing  that  it  was  considered  here  that  the  sooner  a  pauper  was  dead 
the  better.  I  consider  the  sick  are  treated  exceedingly  well,  and  very  kindly  in  this  work- 
house. All  suggestions  which  I  have  made  to  the  guardians  have  been  attended  to.  I  have 
often  seen  the  guardians  in  the  infirmary.  I  never  saw  the  patients  wash  in  their  chambers. 
There  is  one  paid  nurse  in  the  infirmary.     I  have  no  faith  in  pauper  nurses.     There  is  no 

Eaid  night  nurse.  At  times  some  of  the  sick  are  in  a  very  helpless  state  in  the  infirmary, 
do  not  believe  it  possible  timt  one  paid  nurse  can  look  after  these  helpless  patients  at 
night  and  by  day ;  they  must  be  watched  by  pauper  nurses.  I  do  not  in  the  least  believe 
that  the  patients  were  given  opium  by  Britton,  nor  do  I  know  whether  Britton  took  opium, 
nor  did  I  ever  hear  of  this  matter  until  now.  I  find  the  conduct  of  the  master,  and  matron, 
and  assistant  to  the  master,  generally  good  to  the  inmates.  If  it  had  been  a  supposition 
on  the  part  of  Miss  Beeton,  that  my  patients'  lives  were  in  the  least  jeopardy,  it  was  her 
duty  to  tell  me  of  it;  and,  besides  this,  if  she  had  such  a  supposition,  and  mentioned  it 
to  the  matron,  then  it  was  the  matron's  duty  to  tell  me.  The  pauper  nurses  who  act  by 
day  must  be  the  pauper  nurses  to  act  by  night,  if  required.  I  do  not  know  how  many 
wash-hand-basins  were  provided  for  the  sick  in  the  infirmar}*^  while  Miss  Beeton  was  here. 
I  never  saw  the  patients  washing.  I  am  perfectly  satisfied  with  the  infirmary ;  the  infirm 
wards  in  the  body  of  the  house  are  not  what  I  wish.  There  are  no  water-closets  in  the 
upper  wards  there,  nor  have  we  bedridden  patients  there.  I  am  here  daily  about  one  to 
two  hours,  three  times  a  week,  and  oftener  if  required.  I  did  not  taste  the  wine  Miss 
Beeton  complained  of.  I  occasionally  order  mutton  chops  for  my  patients,  and  I  believe 
they  get  them.  We  have  dietary  tables.  I  am  satisfied  with  the  dietaries ;  infirm  persons 
get  meat  three  times  a  week  here,  and,  on  other  days,  soup.  (The  dietary  table 
wa^  put  iru)  I  can  order  anything  I  please  for  the  infirm  poor,  inaependently  of  the 
dietary.  The  man  who  died  of  decay  of  nature  was  80.  The  sick  have  meat  every 
day.  The  matron  makes  the  arrangement  as  to  whether  the  meat  shall  be 
boiled  or  roasted ;  it  is  at  least  roasted  three  times  a  week  here.  I  am  not  aware  of  the 
fact,  stated  by  the  nurse.  Miss  Beeton,  of  the  piece  of  meat  sticking  in  his  throat ;  there 
was  no  appearance  of  suffocation  about  the  man.  I  was  never  told  any  thing  about  this 
meat  I  oelieve  the  man  who  died  on  the  floor  was  suffering  from  consumption  or  disease 
of  the  heart  I  think  that  man  ought  not  to  have  been  ts^en  firom  his  bed  to  the  water- 
closet  I  think  a  bed  pan  should  have  been  used;  I  do  not  think  that  this  taking  this  man 
to  the  water-closet,  was  in  itself  enough  to  cause  death ;  it  must  have  exhausted  him,  and 
may  have  accelerated  death.  1  do  not  know  whether  there  were  night-pans  or  not.  I  do 
not  remember  any  patient  dying  in  the  water-closet  I  do  not  remember  a  patient  named 
Long,  who  died  in  the  infirmary.  There  was  no  supply  of  stomach  warmers  in  the  infir- 
mary, nor  were  they  needed ;  nor  do  i  know  if  there  are  any  there  now.  There  are  no 
feet  warmers,  but  there  are  hot-water  bottles.  When  I  first  came,  there  were  no  night- 
stools  (there  were  none  when  Miss  Beeton  left);  there  are  basins  to  spit  in.  I  remember 
something  about  Miss  Beeton  saying  she  had  to  get  rid  of  Britton ;  but  I  do  not  remember 
if  it  was  for  cruelty  or  what  it  was  for.  I  do  not  remember  the  names  of  the  patients 
518,  B3  whose 
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whose  beer  was  stopped.  When  Miss  Beeton  wrote  to  the  Poor  Law  Board  as  to  the  bear 
not  being  supplied  when  ordered,  the  guardians  inVestigated  the  matter ;  but  it  does  not 
appear  on  the  Minutes  of  the  guardians  that  they  examined  the  paupers  whose  beer  it  was 
alleged  had  been  stopped ;  on  Siis  occasion  the  names  of  the  paupers  were  not  given.  Miss 
Beeton  had  then  left  the  workhouse,  and  the  guardians  went  over  the  infirmary. 

(signed)        J.  T.  Foster  Firth. 

I  remember  the  guardians  asked  me  whether  a  slice  cut  from  a  joint  would  not  be  equally 
good  for  a  patient  as  a  mutton  chop ;  the  guardians  thought  the  mutton  chop  too  fat  I 
think  I  remember  Miss  Beeton  complaining  to  me  that  Graham  did  not  get  her  mutton 
chops ;  and  then  I  complained  to  the  master  of  this,  and  aflerwards  she  got  the  chops 
regularly  for  the  time  ordered. 


Tbb  Deposition  of  Mcbert  Janesj  taken*<m  oath  before  me,  Harry  Surrard  Famally  Poor 
Law  Inspector,  at  the  Board  Roomf  of  the  Rotberhithe  Workhouse,  this  l^h  day  of 
June  1866, 

Who  says:^ 

I  AM  the  Uhaplain  of  this  workhouse,  and  have  been  so  for  12  years.  I  frequently  go 
through  this  house  and  the  infirmary  once  in  every  week,  and  firequently  oftener.  I  speak 
invariably  to  some  of  the  inmates.  J  have  always  indtjkced  them  to  speak  ireely  to  me  by 
getting  any  little  thing  done  for  tliem  when  they  complained.  Generally  speaking,  I  have 
not  heard  complaints  of  moment.  I  never  heard  any  complaints  of  cruedty  on  the  part  of 
the  nurses,  or  1  should  have  at  once  taken  means  to  stop  it.  I  always,  or  nearly  so,  saw 
Miss  Beeton  at  the  infirmary ;  her  attendance  was  most  close,  and  a  better  nurse  there  never 
was  in  a  workhouse.  I  always  spoke  to  her  on  my  visiting,  and  gave  her  an  opportunity  of 
speaking  to  me.  I  do  not  remember  ever  having  questioned  Miss  Beeton  about  the  sick,  I 
was  so  satisfied  with  the  appearance  of  everything.  I  always  found  the  infirmary  very 
clean,  and  I  never  experienced  any  bad  smells  in  the  infirmary;  the  sick  were  always  most 
thankful  for  the  attention  paid  them ;  they  had  opportuuitiea  of  speaking  to  roe  when  Miss 
Beeton  was  not  present.  The  people  in  the  body  of  the  workhouse  appeared  to  me  to  be 
as  happy  as  people  could  be  expected  to  be  in  a  workhouse.  Two-thirds  of  the  inmates 
are  very  far  advanced  in  life,  and  I  remember  the  case  of  a  woman  who  died  at  the  age  of 
92  or  93,  after  having  been  for  about  90  years  here.  The  infirm  poor  were  kept  remarkaUy 
clean,  so  much  so  that  in  visiting  the  aged  people  in  my  parish  both  my  wife  and  I  have 
persuaded  some  of  them  to  come  to  the  workhouse  on  account  of  its  comforts.  I  thought 
the  master  as  kind  as  he  could  be,  looking  at  his  position  and  the  necessity  of  his  keeping 
strict  order  in  the  workhouse.  I  considered  the  food  that  was  given  to  the  inmates  remark-* 
ably  good,  and  the  bread.  I  consider  that  the  present  dietary  is  quite  sufficient.  Miss 
Beeton  never  complained  to  me  of  anything  but  of  the  filthy  state  of  one  of  the  patients, 
and  tihen  she  was  about  to  leave ;  there  had  oeen  a  quarrel  then  between  her  and  the  maata:, 
and  I  have  no  doubt  that  in  giving  her  evidence  she  has  been  warped  by  her  feelings 
towards  the  master.  I  think  that  her  evidence  as  to  Britton  is  much  exaggerated,  and  also 
that  the  evidence  given  by  the  paupers  as  to  Britton  is  also  exaggerated ;  for  I  always  find 
persons  in  the  pauper  rank  of  life  invariably  exaggerate,  especially  when  cruelty  is  con- 
cerned. I  did  not  hear  the  examination  of  these  paupers ;  but  I  heard  most  of  their  general 
statement.  I  have  no  means  of  producing  positive  evidence  that  the  evidence  of  the  paupers 
in  this  case  was  exaggerated,  excepting  from  my  knowledge  of  Britton.  I  knew  Britton  as 
one  of  the  nurses,  and  I  believe  Britton  may  have  beaten  tlie  patients  as  any  one  would 
punish  a  dirty  child.  There  was  a  quarrel  between  Miss  Beeton  and  the  master;  I  was  never 
present  at  any  such  quarrel.  Miss  Beeton  told  me  she  was  at  variance  with  the  master,  and 
this  about  the  time  she  was  leaving.  Miss  Beeton  told  me  that  the  master  had  told  the 
Board  of  Guardians  that  some  of  the  pauper  nurses  had  said  that  if  Miss  Beeton  was  not 
married  she  ought  to  be.  She  was  most  indignant  about  this,  and  rightly  so  ;  and  she  said 
she  would  follow  up  the  master  until  such  time  as  he  made  her  an  apology ;  and  this  I  think 
was  a  quarrel  between  the  master  and  Miss  Beeton.  I  think  the  master  did  wrong  ia 
carrying  this  statement  to  the  guardians,  for  Miss  Beeton's  character  is  unimpeachable. 

Cross-examined  by  the  Clerk:— I  think  that  the  expression  of  Miss  Beeton,  viz.,  '*  That 
on  the  whole  it  did  not  seem  to  her  that  a  pauper's  life  was  regarded  in  any  other  li^it  than 
the  sooner  they  were  dead  the  better,"  is  not  justifiable. 

(dgned)        Robert  Jonesm 


The  Dbfositiok  of  George  W.  Nichob,  taken  on  oath  before  me,  Harry  Burrard  FamaU, 
*  Poor  Law  Inspector,  at  the  Board  Room  of  the  Rotherhithe  Wwkhouse,  this  18th  day 
of  June  1866, 

Who  says: — 
I  AM  a  surgeon,  practising  in  Rotherhithe.     I  was  once  medical  officer  of  this  work- 
house; at  that  time  the  new  infirmaries  were  not  built     I  was  medical  officer  here  for 
eight  years ;  I  remember  a  pauper  nurse  named  Britton ;  she  was  nurse  in  the  lying-4a 
ward ;  she  was  very  useful  and  efficient;  this  must^be  four  years  since.     As  far  as  I  could 
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jndge,  she  was  kind  to  the  patients,  especially  to  the  children.  I  took  all  the  midwifery 
cases ;  but  if  1  was  not  in  time,  Britton  took  them ;  we  never  had  a  fatal  case ;  she  acted  in  this 
way  for  about  two  years.  I  was  at  all  times  in  the  lying-in  ward  and  nursery ;  it  is  the  same 
now,  and  used  for  a  similar  purpose.  I  never  saw  her  intoxicated,  nor  even  the  least  in 
liquor.     She  was  in  the  habit  of  taking  opium  ;  no  one  erer  complained  of  her  cruelty. 

Cross-examined  by  Mr.  Morrison : — During  the  time  I  was  here  I  found  the  master  and 
matron,  and  assistant  to  the  master,  uniformly  kind  to  the  poor.  I  often  saw  the  matron 
in  the  sick  wards ;  I  visited  daily.  Once  I  complained  to  the  guardians  of  the  quality  of 
the  wine  given  to  the  poor;  1  never  tasted  the  spirits.  The  pauper  nurses  gave  the 
stimulants  to  the  sick ;  they  are  not  fit  to  be  trusted  with  stimulants,  but  I  uever  saw  them 
drunk  in  the  workhouse  ;  but  I  have  seen  them  being  brought  home  drunk  to  the  work- 
house, and  the  guardians  saw  this  as  well  as  I ;  still  I  got  no  paid  nurses. 

Cross-examined  by  Mr.  Hart: — I  never  saw  Britton  make  a  poultice  ;  I  never  saw  her 
put  on  a  bandage ;  I  don*t  know  whether  she  could  or  could  not  do  this.  I  do  not  know 
that  she  was  removed  from  the  nursery  for  cruelty  to  the  people  in  the  nursery  ;  no  one  com- 
plained of  her  cruelty,  to  me ;  no  one  complained  of  being  robbed  of  stimulants.  The  nurse 
was  with  me  when  I  visited.    I  haveseen  the  master  visit  the  wards  on  the  men's  side  frequently. 

{signed)        George  NiehoU. 


The  Deposition  of  Robert  Thomas  Nichols,  taken  on  oath  before  me,  Harry  Bwrrard 
Famallj  Poor  Law  Inspector,  at  the  Board  Boom  of  the  Rotherhithe  WcHrkhouse,  this 
19th  day  of  June  1666, 

Who  says:— 
1  AM  a  physician.  Four  or  fire  years  since  I  was  asstttaiit  to  Mr.  Nichok,  Uie  then 
medical  officer  of  this  workhouse ;  I  visited  this  house  almost  daily.  I  thought  the  si^ 
paupers  got  <m  wdl ;  I  never  heard  any  complaints ;  they  appeared  to  me  to  be  kindly 
treated;  the  new  infirmary  was  ix>t  then  built.  Whatever  was  wanted,  either  as  to 
Dutritioa  or  stimulant,  could  be  obtained  for  them  ;  they  were  kept  fairly  dean.  Tke 
master  and  matron  appeared  kind  to  the  people,  and  asked  how  tbey  got  on,  when  they  were 
ill ;  I  often  met  them  in  the  wards  of  the  workhouse.  In  my  time  all  the  nurses  were 
paupers;  but  I  consider  superintending  paid  nurses  bett^;  die  pauper  nurses  always 
appeared  to  me  to  behave  well.  During  the  first  Id  weeks  that  I  was  here,  there  were  35 
persons  died  between  the  ages  of  70  and  90.  I  never  heard  of  any  of  the  nurses  ill-osing 
the  poor.     Britton  was  there  part  of  the  time  in  the  lying-iu  ward. 

(signed)        Robert  T.  Nifhok. 


The  Depositioi?  of  John  Sandioell,  taken  on  oath  before  me,  Harry  Burrard  FamaU, 
Poor  Law  Inspector,  at  the  Board  Room  of  the  Rotherhithe  Workmuse,  this  18th  day 
of  Jnne  1866, 

Who  says : — 

I  ACT  as  assistant  to  the  master  here ;  I  can't  remember  scolding  Miss  Beeton  about  the 
mutton  chops ;  but  1  remember  telling  Miss  Beeton  that  it  hurt  my  hand  to  cut  mutton 
chops,  and  1  wished  the  patients  could  be  served  with  joints  instead,  and  eventually  that 
was  done  by  orda*  of  the  guardians.  The  pauper  nurses  used  to  take  the  spirits  from  me 
to  the  head  nurse,  and  at  first  it  was  sent  to  her  in  cups ;  neither  I,  nor  the  matron,  nor  the 
master,  knew  of  Britton's  character  tor  cruelty.  I  knew  nothing  about  the  pauper  who  is 
said  to  have  been  sent  in  a  filthy  state  from  the  workhouse  to  the  infirmary.  Miss  Beeton 
sent  for  me  one  morning,  and  told  me  that  if  I  did  not  take  Britton  out  of  the  infirmary  she 
would  not  stay  any  longer  in  the  workhouse ;  and  I  immediately  therefore  removed  Britton 
from  the  infirmary  to  the  body  of  the  house,  and  sent  another  nurse  named  Penn.  I  used 
to  go  every  morning  into  the  men's  infirmaries,  into  both  rooms ;  no  one  visits  these  wards 
at  night,  but  I  go  as  usual  in  the  morning ;  I  was  always  under  the  impression  that  the 
jmtients  used  the  lavatories  in  the  bath  room.  Miss  Beeton  has  never  shown  any  vindic- 
tiveness  to  me ;  I  never  stopped  the  dietary  of  the  sick  people;  I  never  heard  of  any 
pauper  paying  for  their  washing  in  this  house*  I  remember  a  pauper  falling  into  a  ditch  at 
t|jeback  of  the  premises,  and  he  was  smothered  there;  his  body  was  discovered  in  the  ditch, 
and  he  was  brought  to  the  workhouse ;  there  was  an  inquest  held.  I  have  no  fault  to  find 
with  Miss  Beeton ;  I  remember  that  Graham  was  on  mutton  chops ;  if  the  chops  were  not 
served  it  was  an  oversight  I  remember  Turner's  case,  and  I  know  that  beer  was  ordered; 
and  my  father  thought  it  was  served,  and  we  all  thought  it  was  served ;  it  was  an  over- 
sight, which  we  rectified  immediately.  I  can  only  remember  Miss  Beeton  complaining  once, 
I  cannot  remember  the  dates.  I  told  Miss  Beeton  that  if  the  beer  was  orderea  the  patients 
must  have  it ;  I  have  no  recollection  of  Miss  Beeton  giving  me  a  list  of  the  people  who 
were  on  beer.  Generally  my  father  compiled  the  list  for  beer  into  the  doctor's  book ;  I  have 
sent  a  pauper  down  to  the  sick  wards  at  night,  but  that  was  very  rare  ;  and  when  I  could 
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not  go  myself,  a  carpenter  who  was  a  pauper ;  but  when  the  infirmary  was  in  working 
order  I  left  this  to  Miss  Beeton.  I  am  very  hardly  worked ;  sometimes  1  am  writing  up  to 
11  at  night. 

Cross-examined  by  Mr.  Hawkesi — I,  or  my  father,  reported  to  the  guardians  all  the  re- 

Juirements  Miss  Beeton  made  to  us  for  the  infirmaries;  she  asked  but  for  a  few  things;  I 
on'i  recollect  her  asking  for  bed-rests,  or  basins,  or  night-stools,  nor  did  she  complain  of  the 
towels  ;  I  never  heard  of  the  maggots  but  in  Darby's  case,  and  then  they  were  very  few, 
and  the  bed  was  immediately  taken  away  and  destroyed.  She  did  not  complain  about  the 
mutton  broth  or  beef  tea;  she  did  complain  once,  and  so  I  sent  the  meat  to  her  for  her  to 
make  it  herself.  I  never  heard  of  paupers  paying  for  poultices ;  they  were  made  of  linseed 
meal. 

(signed)        J.  Sandwdl^  yxnxoi. 


The  Deposition  of  Mary  Ann  Sandwell,  taken  on  oath  before  me,  Harry  Burrard 
Fcamally  Poor  Law  Inspector,  at  the  Board  Room  of  the  Rotherhithe  Workhouse,  this 
18th  day  of  June  1866, 

Who  says : — 
I  AM  the  matron  of  this  workhouse,  and  have  beed  so  11  years.  I  do  not  remember  any 
pauper  being  sent  from  the  body  of  this  house  in  a  dirty  state  to  the  infirmary.  I  remem- 
Der  Fairbum;  she  was  imbecile.  The  doctor  sent  her  to  the  infirmary.  I  did  not 
examine  her  before  she  went  to  the  infirmary.  She  must  have  been  six  months  here.  She 
never  was  bathed  after  she  came  in ;  a  pauper  nurse  in  the  imbecile  wards  looked  after  their 
cleanUness.  I  did  not  see  her  before  she  went.  Miss  Beeton  never  told  me,  as  far  as  I  can 
remember,  that  she  suspected  one  of  the  nurses,  viz.,  Britton,  of  ^ivin^  opium  to  the  sick. 
When  Miss  Beeton  was  at  the  infirmary,  my  practice  was  to  visit  the  infirmaries  about 
three  times  a  week.  The  guardians  occasionally  visited  the  infirmaries.  I  supplied  a  pair 
of  sheets  at  a  time  for  each  bed,  and  they  were  to  last  for  three  weeks ;  but  if  Miss  Beeton 
sent  to  me  for  sheets  should  have  sent  her  them  at  any  time,  but  she  never  applied  for 
sheets.  The  nurses  used  to  come  to  me  for  rags  for  poultices — the  pauper  nurses ;  and  I 
gave  them  to  the  nurses  for  Miss  Beeton.  I  never  refused,  but  I  had  not  always  enough ; 
sometimes  we  were  short ;  we  then  sent  some  of  our  own,  so  they  were  never  without 
rags.  1  saw  the  maggots  on  one  bed  only.  Miss  Beeton  complained  of  her  hard  bed,  and 
the  bed  was  changed.  I  served  out  the  beer  and  spirits  and  wine,  and  I  served  it  as  I  got 
it,  and  I  sent  it  by  the  pauper  nurses  to  Miss  Beeton.  I  do  not  recollect  the  case  of  ue 
dying  man  who  is  said  by  Miss  Beeton  to  have  had  so  small  an  allowance  of  food.  Miss 
Beeton  did  not  complain  to  me  about  it  ,  Miss  Beeton  has  told  me  that  the  paupers  had 
too  much  bread.  I  never  knew  their  allowance  stopped ;  if  they  were  stopped,  the  master 
or  the  assistant  master  would  know  it.  I  never  heard  of  the  want  of  poultices  or  of  the 
patients  buying  bread  for  poultices.  These  bread  poultices  were  served  out  by  a  pauper  in 
the  workhouse.  I  don't  know  how  they  were  charged  to  the  guardians.  I  never  heanl  any 
complaint  about  the  poultices,  I  remember  about  Sharpes  nightgown,  but  I  did  not 
know  that  she  or  any  one  else  paid  the  laundress  for  washing.  The  laimdresses  are  not 
allowed  beer  here.  Pool  was  rather  inclined  to  a  little  drop.  I  don't  remember  telling 
Miss  Beeton  this,  but  I  mi6;ht  have  done  so. 

Cross-examined  by  Mr.  Hart: — I  never  saw  Britton  unkind  to  anyone;  but  once  or  twice 
I  have  beard  that  she  was  rather  unkind.  I  don't  remember  removing  Britton  from  the 
nursery.  I  can't  remember  how  she  got  to  the  infirmary  ;  I  remember  her  in  the  nursery. 
I  can't  remember  who  told  me  that  Britton  was  unkind ;  but  I  don't  remember  what  the 
unkindness  was.  I  remember  Miss  Beeton  complaining  to  me  of  Britton,  when  she  was 
removed  from  the  infirmary ;  it  might  have  been  two  or  three  weeks  before  Britton  was  re- 
moved after  Miss  Beeton  first  complained  to  me.  This  complaint  was  made  in  December 
(18  months  since);  I  do  not  recollect  whether  Miss  Beeton  complained  to  me  of  Britton 
when  the  master  was  in  Margate.  I  remember  a  pauper  named  Allen  writing  to  the  Poor 
Law  Board,  but  I  don't  recollect  what  she  wrote  about ;  it  was  about  the  towels  in  the  in- 
firmaries. The  guardians  inquired  then  as  to  my  visits  to  the  infirmary,  and  it  was  found 
that  I  visited  two  or  three  times  a  week.  When  Miss  Beeton  complained  about  the  paupers 
getting  the  bread,  she  did  not  tell  me  the  nurses  sold,  but  she  showed  me  a  drawer  ftiU.  I 
suppose  the  nurses  gave  it  to  the  patients,  but  I  don't  know  and  did  not  inquire.  Waate 
bread  should  go  to  the  pig-trou^^h.  I  have  sold  rags,  but  they  were  my  own.  I  sent  the 
rags  to  be  sold  by  a  man,  one  of  the  inmates,  and  his  name  is  Johnstone,  and  he  is  dead. 
I  sold  them  to  a  man  named  Batt.  I  sold  them  about  once  a  year,  and  got  about  8  «.  6  ci., 
and  that's  the  most  I  got     I  commence  my  duties  about  8.30  or  9,  and  plenty  to  do. 

(signed)        Mary  Ann  Sandwell. 
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The  Dbposition  of  Hannah  Graham,  taken  on  oath  before  me,  Harry  Burrard  Famail, 
Poor  Law  Inspector^  at  the  Board  Room  of  the  Rotherhithe  Workhouse,  this  18th  day 
of  Jone  1860, 

Who  says : — 
I  AH  a  patient  in  the  in6rmary  here,  and  I  have  been  in  the  infirmary  ever  since  it  has 
been  opened;  there  is  a  pauper  assistant  nurse  in  my  ward.  My  ward  is  upstairs;  the 
nurse's  name  is  Johnson.  I  am  not  afraid  of  her ;  she  is  kind  to  me.  I  remember 
a  nurse  called  Britton  ;  sometimes  I  was  afraid  of  her,  for  she  used  to  ilUuse  the  people. 
I  have  seen  her  frequently  ill-use  the  sick  poor.  She  was  seven  or  eight  months  in  my 
ward,  and  she  was  cruel  the  whole  time.  There  was  one  poor  woman  called  Fairburn  that 
she  used  to  ill-use  dreadfully.  I  have  many  times  seen  Britton  take  Fairburn  out  of  bed, 
and  pour  cold  water,  on  her,  and  beat  her;  and  there  was  a  woman  called  Asher,  now  dead, 
whom  she  ill-treated ;  she  used  to  pinch  her,  and  put  boiling  hot  poultices  on  her,  and  the 
woman  could  not  bear  them.  Miss  Beetou  did  not  see  this,  and  I  did  not  tell  her,  for  I  was 
too  frightened  of  Britton  to  do  that.  The  beds  were  every  way  bad  in  my  ward  ;  the  flock 
was  bad  and  hard,  and  pieces  of  rubbish  in  them.  I  never  myself  heard  of  maggots 
crawling  out  of  those  beds.  I  am  allowed  stimulants  and  always  g;et  them ;  but  at  that 
time  there  were  no  bed  cards  to  show  each  patient  what  they  were  entitled  to,  but  there  are 
now.  I  have  no  complaint  to  make  of  the  piaster  and  matron,  or  assistant  to  the  master, 
not  at  all.  I  was  at  one  time  put  on  mutton  chops  for  diet,  and  I  ^ot  them  regularly* 
Sometimes  I  eot  some  dinner  from  Miss  Beeton's  table,  and  then  I  did  not  get  a  mutton 
chop.  I  believe  it  was  cut,  but  I  did  not  want  it  I  think  Miss  Beetou  gave  me  some 
dinner,  because  she  thought  I  could  not  eat  the  chop.  I  never  paid  for  my  washing,  and 
I  never  sent  my  private  things  to  be  washed.  Sometimes  Miss  Beeton  spent  a  good 
deal  of  time  in  her  own  room ;  when  she  has  not  been  called,  I  have  not  seen  her  for  a  day» 
Britton  was  very  cross  to  me.  The  nurse's  room  is  in  the  sick  ward,  but  is  boarded  off  from 
it,  and  there  is  a  window  in  that  boarding  which  looks  into  the  sick  ward  ;  there  was  no 
difficulty  whatever  in  getting  her  into  the  aick  ward. 

her 
(signed)        Hannah  +  Oraham, 
mark. 


The  Deposition  of  Hannah  Graham,  taken  on  oath  before  me,  Harry  Burrard  Famall^ 
Poor  Law  Inspector,  at  the  Board  Room  of  the  Rotherhithe  Workhouse,  this  19th  day 
of  June  1806, 

Who  says : — 
I  HATE  thoilght  over  the  evidence  I  gave  here  yesterday  as  to  Britton*  I  do  not  wish  to 
withdraw  any  part  of  that  evidence.  I  do  not  consider  tliat  evidence  exi^gerated 
[Mr.  Jones  did  not  wish  to  ask  any  question].  I  knew  that  the  sheets  of  the  beds  in  the 
mfirmary  were  sometimes  washed  m  the  infirmary;  the  nurses  did  this :  they  washed  them 
in  the  bath-room  next  the  sick  ward ;  they  waslied  them  at  night.  I  am  quite  sure  of  this; 
they  were  washed  in  a  pail,  and  they  were  dried  on  the  landing-place  of  the  staircase.  The 
patients  used  to  wash  in  their  chambers,  but  this  has  been  discontinued  since  Miss  Beeton 
left.. 

her 
(signed)        Hannah  -f  Oraham, 
mark. 


Tbe  Deposition  of  George  Garret,  taken  on  oath  before  me,  Harry  Burrard  FarnalL  Poor 
Law  Inspector,  at  the  Boaid  Room  of  the  Rotherhithe  Workhouse,  this  19th  day  of 
June  1866, 

Who  says  :< — 
I  AM  an  inmate  of  this  workhouse,  and  have  been  wardsman  of  the  men's  sick  wards  for 
seven  years,  and  I  am  always  in  the  men's  sick  wards,  and  in  the  upstairs  room,  and  it 
was  in  that  room  that  W.  Coleman  died.  I  attended  him  as  assistant  nurse,  and  afterwards 
watched  him  at  night.  I  recollect  the  day  he  died.  I  saw  him  getting  out  of  bed,  and 
I  went  to  him,  and  asked  him  where  he  was  going,  and  be  told  me  to  the  water-closet 
I  told  him  he  could  not  walk,  and  I  offered  to  carry  him ;  he  was  a  young  man  of  22,  and 
slightly  made ;  but  if  I  had  had  to  carry  him,  I  should  have  called  another  man,  that  is, 
one  of  the  sick  men  in  the  ward ;  but  he  insisted  on  walking,  and  so  I  led  him,  and  he 
dropped  at  the  foot  of  the  second  bed  as  he  was  passing  it ;  but  I  got  him  back  on  his  bed 
before  Ufe  left  him,  and  that  was  all.  I  think  Miss  Beeton,  who  was  there  in  a  minute,  was 
one  of  those  who  helped  the  man  on  to  his  bed,  and  some  of  the  others  helped ;  at  this 
time  we  had  no  convenience  to  put  under  a  sick  man. 

Cross-examined : — Sometimes  in  the  night,  before  Miss  Beeton  came,  when  Capes  the 
pauper  nurse  was  not  in  the  ward,  I  gave  the  medicine  to  the  sick;  I  can  read  printing;  I 
cannot  read  writing.  The  man  diea  the  same  day,  Sunday,  at  12,  in  the  middle  of  the 
day ;  he  did  not  die  at  night,  or  try  to  get  to  the  water-closet  at  night ;  it  all  happened  by 
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4w«  ;l  iiava  often  watcbed  Uiis  man  by  night,  and  hhoo^  more  than  iuni^  bitt  I  <}«ik\ 
liBow  that  I  ever  saw  any  sick  man  but  turn  try  to  get  out  ef  bed  who  could  not  walk  back. 
The  woman  Capes  is  the  pauper  nurse  of  my  ward,  and  I  am  the  wardsmtaa ;  there  is  no 
pauper  specially  appointed  to  watch  the  sick  in  my  wai-d  at  night  hut  myself;  but.I  also 
Bit  up  by  day.     (Here  the  witness  was  proved  to  be  able  to  read  printing,  bnt  not  writing.) 

bis 
(aigmed)         Otorge  +  Garr^^ 
mark. 


5Bb«  DdPosiTioif  ofJtfetria  FkU,  taken  on  oathbefore  me,  Harry  Butrard  Farnall,  Poor 
;Law  iRspeotor,  at  the  Board  Boom  of  the  Rotheiiuthe  Workhouse,  this  IBth  day  of  June 
18S6, 

^hojays:— 
1  BAYB  been  here»  oflP  and  on,  for  12  years.  I  mm  a  widow ;  I  am  a  niirse  ia  the;  iafif* 
manr».and  have  been  so  for  two  years  nearly.  I  remember  Mias  BeeioiL  I  have  a  vety 
good  bed,  and  1  alwaya  had  ;  I  never  remember  die  beds  betfig:  bad.  in  the  infirmaiy  ;  tbeve 
were  bits  of  bone  in  them  sometimes.  On  one  bed,  «nd  only  on  one,  I  aa;w  aome  maggete; 
the  woman  who  slept  dn  this  bed  was  very  much  afflicted,  and  siie  ua^  to  wet  her  bod  ; 
and  Miss  Beeton  saw  the  maggots ;  we  got  another  bed  .for  the  poor  woman;  she  ia  aow 
Jead« 

Gi«6»-examiney  by  Mr.  Hart: — 'I  remember  Darby;  that  was  the  name  of  tlie  poor 
woman ;  she  cot  no  beer  before  GShmtmas;  that  might  have  been  for  six  or  eight  weeks. 
Jitas  Beeton  happened  to  seethe  book,  and  gpoke  about  it. 

her 
(«igned)         JUaria  +  Fieli, 
mat*k. 


Thb  DsPoaiTiON  of  Robert  Strannack,  taken  on  oath  before  me,  Harry  Burrard  Farnall, 
Poor  Law  Inspector,  at  the  Board  Room  of  the  Rotherhithe  Workhouse,  this  16th  day 
of  June  1666, 

^  Who  aays : — 

t  AM  Chairman  of  the  Guardians  of  this  Board,  and  was  so  when  Miss  Beetoi»was  elected 
nurse ;  1  told  her  the  ^ardians  did  not  know  much  about  infirmary  business,  and  that  as 
she  bad  been  in  a  hospital  her  election  had  been  made  as  nurse  here ;  I  dMnot  ask  faer  to 
lellbe  Guardians  know  what  was  wanted  for  the  infirmaries,  h«t  to  ask  me  master  and 
maitron  for  everything.  The  guardians,  or  some  of  them,  used  to  visit  the  infirmaries  I 
tiiink  every  board  day  ;  i  did  not  visit ;  the  guardians  gave  all  they  were  a^ked  to  give  fur 
vthe  infirmary  ;  Ineter  heard  of  any  complaint  of  cruelty  in  the  infirmary,  nor  of  anything 
.improper  there. 

(signed)        R.  Strammck. 


'The  Depositiok  of  IViltimn  James  Blake^  taken  on  oath  before  me,  Harry  Burrard 
Farnall,  Poor  Law  Inspector,  at  the  Board  Room  of  the  Rotherhithe  Workhouse,  this 
18th  day  of  June  1866, 

Who  says : — 
.I'Aira.GQardianafthepoorof  this  parish,  «m1  waa  so  whan  .MiflftBeetoii\*waft  elected ^ 
rnurae  here ;  Itoek  gteBX  iateiest  ia  Siting :up  the  infirmary  a&er.  it  was  boilt».aitd  I  otloaded 
there  from  time  to  time  after  the  sick  poor  got  in  there.     I  attended  frequently  mth  Jir. 
Id iskin,  another  Uuardian;  the  Guardians  met  fortnightly,  and  at  their  meetings  some  of 
them   usually  visited  the  infirmaries,  and  I    was   one;    Mr«  Miskin  was  in  the  medical 

rTfession,  a  surgeon  now  retired ;  I  saw  Mbs  Beeton  on  every  occasion  when  I  was  there; 
think  my  visits  continued  for  12  months  to  the  infirmary.  I  asked  Miss  Beeton 
generally  whether  she  wanted  anything;  from  time  to  time,  she  did  ask  for  things;  I 
remember  she  called  attention  to  the  poultices  taken  oiF  the  sore  legs  of  patients ;  she 
wanted  some  place  to  throw  them  away  in,  and  she  was  supplied;  she  asked  for  a  basket 
to  put  the  dirty  linen  in  and  that  was  supplied,  and  many  other  little  things.  When  I 
visited  I  visited  the  sick  wards  more  generally;  those  are  the  two  upper  wards  of  the 
infirmary.  I  frequently  asked  the  patieiits  whether  they*  were  satisfied  or  had  complaints 
to^make,  and  they  never  made  any  complamts;  they  ware  sitting  round  the  fire  some  of 
them;  I  remember  the  beds  that  were  complained  of.  The  master  brought  a  complaint 
about  these  beds,  and  I  with  others  went  to  examine  them  ;  the  only  complaint  the  master 
made  vras  about  lumpiness ;  I  examined  two  or  three  of  them,  and  Miss  Beeton  was  present 
on  the  occasion ;  I  heard  nothing  about  maggots  in  them.  Now  I  recollect  my^^elf,  this 
lumpiness  was  not  during  Miss  Beeton's  time»l)ut  was  since  she  left,  and  then  the  complaint 
^hroMght  about  the  beds  by  the  master  was  after  Miss  Beeton  left;  the  Guardians  changed 
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tbe  bed^.  The  wards  during  Migs  Beeton's  time  were  aiwnyv  oleift  a«d  ^whodesome^  awl 
so  was  the  linen,  but  I  never  stripped  the  linen  domi  the  beets  in  the  sick  wards  to  see  that 
it  was  clean,  but  I  hare  done  that  in  tbe  convalescent  wurds.  I.  remember  Mias  BePtM 
saying  that  the  food  for  tbe  sick  came  up  cold  ;  it  is  cooked  in  the  common  kitcbea  <^  the 
workhouse,  and  it  used  to  be  cut  up  in  this  kitchen  before  it  was^  sent  across  the  yard^aod 
the  garden  to  ti)e  infirmary  ;  that  practice  is  now  stopped  since  Miss  Beetoa  left;  it  is  nasr 
sent  in  the  joint  in  tin  baskets  and  cut  up  in  the  infirmary;  Miss  Beeton  made  no  other 
complaints  to  me ;  I  know  that  Miss  Beeton  was  desired  to  make  all  her  complaints  to  the 
master  and  matron. 

(signed)        W.  J.  Blake. 

Cross-examined: — I  do  not  remember  tbe  case  of  Ae  oW  man^who  diedlfsaddeniyjwiiile 
taking  dinner  iiY  the  infirmary,  and  of  whom  Miss  Beeton  has  sworn  tlmtapieeeio^  meat 
stuck  in  his  throat,  and  which  she  found  there.  I  remember  the  case  of  the^aHUi  wiio  died 
on  tlie  floor  of  the  infirmary,  as  stated  by  Miss  Beeton.  I  cannot  remember  that  any  inquiriea 
were  made  about  this  matter.  1  cannot  remember  the  name  of  the  man-wbo  died  in  the 
closet  Iknow^  there  were  no  night«to^f;  I  do  not  know^whether  thtsy  wtae  ordend.  I 
saw  the  patiper  ntttses'wheo  I  visited,  and. I  think  that  they  were  fit  for  assislant  nataes, 
1  never  sawthesi  try  to  lift  a  patienl  I  do.  not  know  whether  they  could  read  or  write. 
There  weie  no  paid  night  nurses*  There  oittst  have  been,  I  think,  some  bedrridden  patientor 
I  think  the  day  pauper  mirses  were  sufficient  for  night  work.  I  have  frequently  visited  tke 
infirm  wards  attached  to  the  woikbousCk.  I  don't  koow.whetbsr  there  were  any  bed^rkldea 
cases  there.  I  believe  thefe>are  watev-closets  to  each  ward ;  there  are  none  for  tbtf  u|iper 
wards.     Miss  Beeton  never  oomplained:to  me  about  opiom. being; given  to  the  siek* 


T««  DBPOftfTiON  o(  Jaue  Shappe^  taken  on  oath  before  me,  Harry  Burrard  FarneUl,  Poor 
Law  Ia^>ector,  at  the  Board  Room  of  the  Rotherhithe  Workhouse,  this  18th  day  of 
.  Jane  IHM^ 

Who  says  :— 
I  ii.AVB  been  here  fouac  years;  I  am  a  patient  in  the  infirmary,  and  I  have  always  been  a 
patient;  lam  in  the  lower  ward  of  the  innrmary;  I  have  meat  daily  and  half  a  pint  of  beer; 
my  bed  is  comfortable,  the  sheets  are  changed  once  a  fortnight;  there  is  one  pauper  nurse 
in  ourwanH  her  name  is  Field ;  I  remember  Britton  ;  she  was  a  nurse  in  the  infirmary,  but 
not  in  my  ward  ;  but  I  have  seen  her  act  very  cruelly  to  some  of  the  patients,  she  was  very 
cruel  to  a  woman  called  Fairburn.     I  have  seen  Britloti  Strip  Pairbum  naked  and  beat  her 
on  her  nakedness,  and  this  was  in  the  ward  where  all  the  rest  were,  and  this  I  saw  acciden* 
talty^Mid  oinhf  onee^  for  I   was- wsnrded  dowdstairr  antt.  do  ^  not  often  go  upataannii    I  hanr^ 
aiwayi^  hadi  my  beer ;  I  havo  btard  several  of  the  patieiBs  upBlainB  eompkin.of  Britl6n'8 
cruelty  ;  I  did  not  tell  Miss  Beeton  about  this ;  they  used  to  talk<  of  faiaw  cjuolabt  naa  to 
the  poor  creatures ;  I  did  not  like  to  complain ;  no  one  has  been  talking  to  me ;  f  have  had 
a  note  from  Miss  Beeton,  but  this  note  did  not  concern  this  house  at  all.     Shc^  wrote  this  to 
»•  about  a  mi«tb  aAer  she  left  ;  she  wrote  on  mere,  private  basineas;  I  had  sot  heard  that 
there  was  any  dispote  or  difference  between  Miss?  Beaton  and.  tbe  maatar   and  mattcin>al 
thiaboaae.    i  tesre  m>  oomplainttftomake  against  any  one,  they  ha^ro;  all  l^een  very  himi 
tomennd  civil  inenrery  way;  I  rememlMr;  two  patients , in  the  inArmavy^  one  waa.caUedf 
Turner,  and  the  other  Darby ;  Darbv  slept  in  a  bed  in  my   ward,  and  once  she  slept*  nactl 
bed  to  me.     I  remember  when  I^arby  got  no  beer  at  her  dinner ;  I  can't  rightly  recollect 
her  bavin;?  any  beer;  she  was  there  for  some  time  with  nte;  Turner  is  in  the  ward  now ; 
Turner  is  not  quite  right  in  her  head.     When  first  Miss  Beeton  came  Turner  and  Darby 
had  no  beer^  but  after  a  time  they  got  it;  (Darby  died  12th  Deoember*  18W)  I  think  Miss 
Beeton  ^t  the  book.and  saw  they  were  to  have  beer,  and  s»  I  think  they  got  their  beer; 
Miss  Beeton  mentioned  it  in  the  ward ;  I  saw  maggots  come  out  of  Darby's  mattress ;  I 
had  to  pay  for  washing  voy  night  dress  whieh  wae-my  own  night  dress,  and  I  wore  it  in  the 
infirmary,  and  I  had  no  other  given  me  to  wear.     On  one  occasion  my  night  dress  was 
sent  bank  to  me'unwaaked  becanaa  I  had  no  money  to.  f^y  for  washing  it.;  ni^.dressea^ 
were  not  tallowed  to  young  people  in  the  ward  where  I  was;  Darby  had  a  mght  dress 
belonging  to  herself;  she  used  to  send  it  to  the  wash,  but  I  don't  think  she  had  to  pay  for 
that ;  I  don't  remember  any  one  else  having  to  pay  for  washing  but  myself.    There  was  a 
woman  called  Pearce,  who  is  here  now,  who  told  me  she  had  to  pay  for  her  flannels  being 
washed ;  I  had  to  pay  a  halfpenny  for  washing  my  night  ^own  ;  I  paid  this  to  a  laundress 
called  Pool,  an  inmate  of  this  workhouse ;  I  remember  Miss  Beeton  pinnine  a  bit  of  paper 
on  my  night  gown  and  writing  on  it  *'  Please  wash  this  and  charge  it  to  the  Guardians.'* 
I  have  no  reason  to  think  that  the  master  knew  this;  Miss   Beeton  told  the  matron  about 
this  washing  of  my  nieht  gown,  and  I  know  this  because  Mi^s  Beeton  told  me  so.     I  knew 
nothing  of  the  roles  of  tlie  hoiJ8e>  and  I  did  not  know  whether  it  was  right  or  wrong  to  pay 
for  it ;.  I  had  never  been  m  this  l>ouse  before  nor  in  any  other  workhouse,  my  friends  gave 
me  a  few  halfpence  and  so  I  paid;  I  remember  Fidd  went-  out  for  a  holiday  and.  cama^ 
home  intoxicated ;  I  did  not  see  her  tfaaSi  ii^xicated ;  she  was  locked  up  and  afterw«rda' 
disnussed  for  getting  drunk,  and  this  Lwas  toidi 

Cross-examined  by  'Uv.  ffawhes.'^l  saw  the  Guanlians  in  the  infirmary  from  time  to 
time,  and  I  did  not  complain  of  anything  ;  at  one  time  the  meat  was  very  fat,  but  that  was 
r|8.  C2  remedied;*. 
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remedied ;  I  did  not  mention  this  washing  to  the  matron.  The  young  people  in  my  ward 
were  not  allowed  night  dresses,  for  they  wore  none ;  none  were  supplied,  excepting  to  the 
old  people ;  the  young  people  slept  in  their  chembes,  and  I  slept  m  my  own,  which  I  after- 
wards took  oyer  to  the  infirmary;  I  used  to  pay  for  washing  my  night  dress  before  I  went 
to  the  infirmary ;  in  the  new  infirmary  erery  one  had  a  night  dress ;  I  paid  for  my  washing 
once  a  fortnight 

(signed)        Jant  Sharpe. 


The  Depositioh  o{ Edward  John  Clery,  taken  on  oath  before  me,  Harry  Burrard  FamaU, 
Poor  Law  Inspector,  at  the  Board  Room  of  the  Rotherhithe  Workhouse,  this  19th  day 
of  June  1866, 

Who  says  :— 
I  AM  a  Catholic  Priest ;  I  attend  at  this  workhouse  from  time  to  time,  and  have  done  so 
for  about  one  year  and  eiglit  months,  and  I  have  visited  the  infirmary,  and  I  have  visited 
the  Roman  Catholic  paupers  in  the  workhouse.  No  pauper  has  ever  complained  to  me  so 
as  to  make  the  complaint  of  importance;  I  never  heard  any  complaints  m  the  infirmary^ 
but  I  have  heard  complaints  out  of  the  house,  from  an  inmate  of  the  house,  but  that  inmate 
was  not,  as  I  think,  in  the  infirmary ;  her  name  was  Macaulay  [not  in  the  workhouse  during 
Miss  Beeton's  time].  I  always  thought  the  people  in  the  house  and  in  the  infirmary  were 
very  well  attended  to ;  they  appeared  quite  clean  and  comfortable,  and  were  generally  well 
taken  care  of,  so  far  as  I  could  see  ;  that  was  my  impression ;  I  never  found  the  infirmary 
foul  from  foul  air;  I  was  in  the  house  more  than  once  in  14  days  on  an  average ;  I  never 
had  any  complaints  of  the  master  and  matron  of  any  importance;  Miss  Beeton  did  not 
complam  to  me.  I  remember  Catherine  Ann  Dowlan  in  the  infirmary,  she  was  one  of  my 
flock ;  I  have  given  her  a  few  pence  occasionally  ;  she  made  no  specific  compiaint  to  me ; 
she  appeared  satisfied  with  the  treatment  she  was  receiving ;  she  did  not  complain  to  me 
of  the  unkindness  of  the  nurses,  so  far  as  I  recollect,  and  the  contrary  is  my  lecollecCion, 
por  did  she  tell  me  that  the  nurse  had  taken  the  money  I  gave  her  aw&y  from  her. 

Cross-examined. — I  never  but  once  visited  the  infirmary  by  night,  and  then  the  air  was 
not  foul ;  I  never  encourage  paupers  to  tell  me  their  grievances. 

(signed)        J3.  J.  Clary. 


The  Depositioh  of  Henry  John  Hambrook,  taken  on  oath  before  me^  Harry  Burrard 
Famall,  Poor  Law  Inspector,  at  the  Board  Room  of  the  Rotherhithe  Workhouse,  thb 
10th  day  of  June  1866, 

Who  says : — 
I  AM  the  parish  beadle,  and  in  that  capacity  I  attend  coroner's  inquests,  and  swear 
the  jury.  I  remember  a  man  who  was  foimd  in  a  ditch,  dead,  adjoining  the  workhouse 
garden.  This  about  28th  December  1862.  His  name  was  Daniel  Fidier.  There  was 
an  inquest,  and  the  verdict  was.  Accidentally  smothered  in  a  ditch.  There  was  no  fence  to 
this  ditch. 

Cross^xamined  by  Dr.  AmtU. — ^The  authorities  missed  the  man,  but  did  not  know 
where  to  find  him,  and  he  had  been  there  for  two  days^  and  search  was  made  when  he  was 
missed.    The  man  was  72  years  of  age. 

(signed)        Henry  John  Hambrook. 


The  Deposition  of  Harriet  Capes,  taken  on  oath  before  me,  Harry  Burrard  Famall, 
Poor  Law  Inspector,  at  the  Board  Room  of  the  Rotherhithe  Workhouse,  this  18th  day 
of  June  1866, 

Who  says : — 
I  AM  a  nurse  in  the  infirmary  on  the  men*8  side.    I  have  been  there  ever  since  the 
infirmary  wns  opened,  and  four  years  in  the  old  sick  ward.     I  remember  a  woman  named 
Britton.     She  was  on  the  women's  side.     I  know  a  very  little  about  her.     I  did  not  like 
her ;  she  was  nasty  tempered,  hut  I  know  nothing  about  her. 

Cross-exanained  by  Mr.  Hart.— I  do  not  remember  a  sheet  being  cut  up  for  poultice- 
rags.  Sometimes,  when  we  have  been  short  of  white,  we  have  had  coloured  ravjs.  We 
were  not  often  short.  I  had  a  great  many  bad  leg  cases  in  my  ward,  but  I  had  always  linen 
enough  ;  if  no  white  ones,  then  coloured.  Miss  Beeton  used  to  give  us  the  rags.  I  never 
heard  of  rags  being  sold  out  of  the  workhouse ;  I  never  said  such  a  thing,  and!  saw  in  the 
paper  that  I  said  the  rags  were  so  sold,  but  I  never  said  so.  No  one  has  spoken  to  me 
about  the  rags ;  the  men  have  all  read  it  in  the  papers ;  I  had  a  man  called  Johnstone  in  the 
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old  wards  but  not  in  the  infirmary;  I  have  nothing  to  complun  of  here;  I  saw  the 
Guardians  in  the  infirmary  sometimei?,  and  they  asked  if  any  one  had  anything  to  complain 
of.    Miss  Beeton  was  hasty  sometimes. 

her 

Harriet  +  Qtp^Sf 

mark. 


The  Deposition  of  Eliza  Leary^  taken  on  oath  before  me,  Harry  Burrard  Famallf  Poor 
Law  Inspector^  at  the  Board  Koom  of  the  Rotherhithe  Workhouse,  this  l8th  day  of  June 
1866, 

Who  says : — 
I  All  in  the  infirmary  of  this  workhouse  as  a  patient ;  I  have  been  there  seven  months  at 
first  and  abcut  six  months  now.     The  first  time  I  was  in  the  infirmary  the  beds  were  not  so 
good  as  they  are  now ;  they  were  hard,  (here  were  bits  of  flints  and  bones  in  Ihem,  but  there 
was  some  flock ;  I  never  saw  maggots  in  them. 

Cross-examined :— I  remember  Britton  in  the  infirmary  ;  I  saw  Britton  very  cruel  to  the 
patients ;  I  saw  her  beat  Fairbum  very  severely,  and  two  others  I  saw  her  beat,  and  this 
because  they  had  soiled  themselves.  Several  in  tlie  ward  told  me  that  Britton  took  opium, 
and  that  when  she  could  not  get  it  she  was  cruel ;  I  never  heard  it  said  that  she  gave  opium 
to  the  patients.  When  Britton  went,  I  did  her  work ;  my  health  was  good,  but  I  had  a 
very  bad  leg,  and  **  Mary"  helped  me;  she  is  a  little  weak ;  she  could  always  do  what  I  told 
her  to  do,  and  she  is  a  good  working  girl ;  I  know  nothing  about  the  opium  given  to  the 
patients  by  Britton ;  she  was  nurse  in  my  ward  ;  1  never  paid  for  my  washing  to  the 
laundress;  Miss  Beeton  supplied  us  with  a  bottle  of  spirits  at  Christmas,  once  I  paid  her 
2$.  0  (L  for  spirits  at  Christmas,  and  also  a  little  rum. 

her 
(signed)        Eliza  +  Liartf, 
mark. 


—  No.  3.— 
Lbttbr  from  Matilda  Beeton  to  Mr.  FamalL 

Sir,  Monday,  9  July  1866. 

I  HOPE  you  will  excuse  the  liberty  I  take  in  writing  to  you,  as  I  feel  it  some* 
what  a  du^,  having  read  in  the  papers  a  few  days  since  an  account  of  your 
inspection  of  workhouses.  Now,  sir,  I  do  not  think  anjrthing  like  justice  is 
done  you  by  saying  you  ought  to  have  known  of  the  evils  that  have  been  proved 
to  exist  in  workhouse  infirmaries*  I  am  sure  the  Press  would  agree  with  me  if 
it  were  known  how  you  have  been  deceived,  and  the  trouble  that  has  been  taken 
on  some  occasions  to  do  so  ;  and  I  do  not  hesitate  to  say,  it  would  be  hard  for 
the  inspector,  even  if  his  visits  extended  to  three  times  a  week  to  the  same 
house,  to  find  out  the  real  evils  while  so  much  deceit  is  practised  upon  you  by 
the  managers,  of  which  I  speak  from  experience. 

I  well  remember^  sir,  your  visit  to  the  Rotherhithe  Infirmary ;  the  master 
accompanied  you.  When  there,  you  asked  me  about  the  nursing,  the  food^  and 
other  things ;  I  think  you  will  recollect  I  gave  you  the  most  favourable  answers* 
In  this  I  knew  I  was  doing  wrong  towards  you,  but  I  now  confess  to  you  I  was 
*  afraid  to  tell  the  truth  of  things  to  you,  through  the  master  being  with  you. 
Before  leaving  the  infirmary  you  pointed  out  what  you  thought  were  defects, 
and  said  you  would  make  a  report  in  your  visit  book. 

A  few  days  afterwards  I  was  called  to  the  master's  office  on  business  of  the 
infirmary;  I  then  asked  the  master  if  you  had  written  anything  in  your  book ;  he 
replied  you  had,  and  allowed  me  to  see  it.  At  the  same  time  he  said,  It  is  all 
very  well  for  Mr.  Farnallto  say  this  is  right  and  the  other  wrong,  but  the  Board 
do  not  bind  themselves  to  act  up  to  his  suggestions,  or  they  might  have  nothing 
else  to  do. 

Under  these  circumstances  things  remained  nearly  as  they  were.  I  found 
the  same  deceit  practised  at  the  Strand  and  Newington  as  I  did  at  Rotherhithe, 
«very  possible  means  used  to  deceive  the  guardians  and  the  Poor  Law  In- 
spector. 

Your  visit  to  the  Strand  was  known  in  the  morning,  as  you  were  expected 
later  in  the  day.  I  need  not  say  the  patients  were  courted,  the  place  put 
in  order,  and  the  matron  begged  me  to  put  the  best  side  of  things  as  she  was 
going  to  bring  a  fiiend  round  the  wards  in  the  afternoon,     ^fhis  friend  proved 
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to  be^  yourself,  and  when  you  came  into  my  room  and  asked  me  some  questions. 
I  answered  yes  where  I  ought  to  have  said  no  ;  this  I  did,  fearing  the  master 
or  matron  would  hear  me,  or  you  would  tell  them,  and  then  I  might  have  been 
repoji:edifor  the  same,  and  that  is  anything  but  pleasant,  the  rod  being  shook 
over  a  subordinate  officer,  inasmuch  as  they  are  told  they  must  mind  how  they 
leave  their  appointment,  or  the  Poor  Law  Beard  wiU  not  sign  another  for  them. 
This  rod  was  shook  over  me,  sir.  I  have  spoken  of  your  visit  being  known  at 
the  Strand  a  few  hoiM^  i^revious  to  your  coming,  but  you  will  understand  that 
made  but  little  diflPerence ;  as  soon  as  the  Poor  Law  Inspector  passes  through 
the  lodge  it  is  known  all  over  the  house,  and  one  has  to  run  one  way  and  one  the 
other  to  hide  such  things  as  perhaps  you  ought  to  see ;  this  is  done  by  the 
mastei^  orders,  and  he  engages  your  attention  perhaps  only  a  few  minutes ; 
this  I  witnessed  on  more  than  one  occasion.  Many  things  I  could  name  to  show 
how  utterly  impossible  it  is  or  has  been,  to  find  out  what  is  going  on  in  aworL- 
house,  unless  things  are  pointed  out  by  those  more  closely  connected  with  it 
than  the  inspector  is,  or  the  Boards  of  Guardians,  if  not  guardian,  ought  to 
have  known,  wIk)  professes  to  look  over  the  wards  every  week.  I  think  it  has 
been  proved  to  the  pubUc  that  horrors  of  the  worst  kind  have  existed  in  work» 
hoitses,  and  guardians  have  admitted  they  did  not  know  of  soch  things,  also  that 
ihef  did  not  wish  such  things  to  be;  if  ^at  is  true,  they,  like  the  inspector,  must 
have  been  deceived  by  the  managers. 

Now,  sir,  I  think  you  vnll  know  there  are  some  good  paid  nurses  in  work- 
houses,  and  some  pauper  nurses  better  than  others.  Supposing  in  your  visits 
you  find  a  patient  with  bed-sores,  a  thing  that  will  occur  in  any  hospital,  even 
vnth'  the  best  possible  «tfention,  I  think  so  far  as  my  experience  tells,  it  would 
have  beett  unfair  to  either  nurses  for  you  to  ej^pose  the  workhouse  patient, 
without  being  told  it  had  arisen  from  n.eglect  or  „want  of  proper  appliances,  and 
I  am  positive  no  one  could  tell  the  cause  of  it  unless  told,  or  saw  frequently 
for  themselves.  Many  other  things-  I  could  easily  point  out  to  show  how 
the  eyes  may  be  deceived  in  the  sick  wards,  and  not  the  le^s  so  when  a  party 
inspecting  is  told  every  attention  is  paid  %y  the  managers,  who  now  ought  to 
have  a  J  the  credit  of  bad  treatment  in  workhouses.  For  my  part,  I  always  had  a 
wisk  to  make  knoum  to  the  guardians,  or  the  Poor  Law  Inspector,  any  defects, 
believing  they  vrere  the  oaes  who  should  *or  could  remedy  them ;  this  1  was  not 
altotired  to^ite,  mid  I  think  mta^y  o^er  irarses  would  a^ree  with  me  that  for  us 
to  <x>mplain  would' be,  for  certain,  the  loss  of  our  appointment.  At  the  same 
time,  I  am  willing  to  stend  my  ground,  and  say,  instead  of  the  Pbor  Law  Inspector 
and  Boards  of  Guardians  being  bktmed,  the  faults  rest  with  officers  on  the 
establishments  ;  such  has  been  my  experience  of  the  workhouses  where  I  have 
held  office ;  and  begging,  sir,  you  vriU  accept  this  imperfect  written  letter  as 
an  Apblogf  for  my  not  havfaig  done  my  duty  by  you  in  not  msddng  knovm 
how  things'  really  were  conducted  in  the  infirmaries  of  which  I  was  head 
nurse. 

And  remain,  &c. 

Mr.  Faraall.  Matilda  Beeton. 

I  have  recmed  this  letter  from  Miss  Breton  rehrtive  to  the  Rotherhithe 
int}uiry^  and  1  wish  it  to  be  annexed  too  my  Report  on  that  inquiry  now  before 
your  Board. 

II  July  1866.  H.  B.  Famall. 

—  No.  4.  — 
Testimonials  of  Matilda  Beet&n,  furnished  by  her  to  Mr.  Fanudl. 

St  Bartholomew's  Hospital,  London, 
16  September  1862, 
I  HAVX  much  pleasure  in  bearing  teetimany  tatbe  diaeaoter  of  Matilda  Beeton,  who* 
has  been  a  nurse  in  the  medical  wards  for  the  last  two  yean,  whioh  iinw  she  has  been 
under  my  own  daily  observation.  As  an  intelligent,  active^  kind  and  attentive  nurse,  and 
folly  competent  to  perform  all  the  duties  usually  required  of  persons  in  her  position,  I  can 
strongly  recommend  her,  and  feel  sure  she  will  give  satisfaction  in  every  way. 

E.  Baker,  IMbUaEon. 
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Bawdsej  Vicarage,  Woodbridge, 
1  Juue  1864. 
Mr  opinion  of  M«t9da  Beeton  fatrvii^  been  requested,  she  has  resided  in  my  parish 
for  Tery  maeny  years,  perhaps  10,  taking  care  of  her  grandmother. 

I  Imve  never  had  reason  to  entertain  anything  but  a  good  opinion  of  her.  For  the  last 
three  years  or  so  she  has  been  ont  of  my  observation,  at  a  distance ;  but  all  the  reports 
I  have  heard  of  her  have  been  in  her  favour. 

For  the  rest  of  her  life  she  has  been  in  her  £Either*s  house,  of  whom  I  have  the  highest 
opinion  as  a  most  reapectable  and  conscientious  man,  residing  in  the  parish  of  Alderton 
MJainiQg)  hut  dxme  unoer  my.  own  continual  observation. 

A.  Twhe  Gregory, 
¥iear  of  Bawdsey,  Suffolk. 


79,  Wimpole-street,  London,  W., 
2  June  18f^. 
Matilda  Beeton  has  acted  as  head  niurse  of  the  female  patients  in  the  London  Fever 
Hospital  for  about  two  years.     Her  duties  have  teen  very  onerous,  and  I  have  every 
reason  to  be  satisfied  with  the  way  in  which  she  has  discharged  them. 

JBbetiiMnq^y  iMltiiilamli  <Tii  imA^B  of  a  nurse,  and  I  have  always  found  her  willing 
wA  dbliging. 

GkmtUs  MwrehUmiy  h.i>., 
Physioim'  London  Fever  Hoi^ttdi. 


'75,tT0wer-street,  2  June  1864. 
Mrs.  Beeton  has  been  Ae  head  nurse  in  the  female  wing  of  the  London  Fever  Hospital 
for  a  year  and  a  hal£  She  has  had  the  responsible  management  of  a  number  of  patients, 
Ibat  lukve  oocasionally  exceeded  100,  and  nas  had  the  control  of  as  4n»v  as  .14  or  (15 
nurses  a(t  <nie  time.  In  this  position  she  has  diaoharged^  to  the  best  of  my  knowle4g^  bet 
duties  with  diligenee  and  aissiduity.  She  appears  to  me  to  ta](C^«a  real  pleasure  in,  doox^ 
everything  to  promote  the  recovery  of  her,  pi^jtents>  itnd  I  am  convinced  she  will  bduqg  die 
«aQie jgoda  qnaiities  to  the  discharge  of  ai^y  nuisL^  duties  she  miglit.und#rtidce«  ,  She. 
Teaves  the  hospital  not  in  the  best  of  health,  but  this  circumstance  is  greatly  owiog^.I  ht^ 
Ueve,  to  her  having  been  overworked  in  the  course  of  the  epidenuc  vf  l^i^hos  t£at  has 
lately  jEQled  her  wiuds  to  an  unprecedented  extent. 

Oeorge  JSucbmat^  U.  3>m 
Physician  to  the  London  Fever  HospitaL 


32^  Paradise-row,  8  November  1894. 
I  HATE  great  pleasure  in  strongly  recommending  Mrs.  Beetonrto  the  Committee  in 
whom  may  be  vested  the  appointment  of  matron  to  the  Hull  Infirmarv-  I  have  had  ex- 
x^ellent  opportunities  to  form  a  correct  opinion  of  her,  and  can  faithfully  aay  she  woiild 
bring  to  the  performance  of  her  duties  zeal  and  knowledge.  Her  correct  deportment^ 
kindness  and  firmness  of  manner,  unwearied  attention  to  the  wants  of  the  sick,  and  the 
thorough  knowledge  she  displays,  render  her  a  valuable  acquisifion  to  any  public  insti- 
tution. 

J.  S.  Forbes  Firth, 
Physickn  and*  Surgeon,  &c..  Medical  Officer  to  the 
Workhouse  and  Parish  of  Botherhitbe. 


15  March  1865. 
Toe  iBev.  Robert  Jones,  incumbent  of  All  Saints,  Botherfaithe,  and  chaolain  of  the 
wwridnuie,  earnestly  reocnDsmends  Mrs.  Beeton  as  a  head  nurse  for  the  Foundling  Home 
of  Gcmpassion.  Mrs.  Beeton  has  been  the  head  nurse  of  the  workhouse  infirmary  of 
wtfaich  uie  Bev.  Bobert  Jones  is  chaplain,  for  about  nine  montiis.  During  that  period  he 
faasthad  every  <qyportnnity  of  making  himself  acquainted  with  her  competency  to  Ailfil  the 
duties  of  the  appointment  she  seeks.  He  can  unhesitatingly  vouch  for  the  efficiency 
with  which  she  has  done  her  part  at  Bodierhidie,  and  he  beUeves  her  to  be  a  person 
qipable  of  midertdbing  in  the  fullest  manner  the  same  duties  at  the  Home.  She  is 
scvig>iik)usly  clean,  a»i  active  and  painstaking,  and  in  every  way  fitted  not  only  to 
take  part  in,  but  to  superintend  the  general  affairs  of  a  home  such  as  that  of  the 
OTmndlmg. 
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Board  of  GhiardianB^  Botherhlthe^  Surrey, 
21  March  1865. 
The  guardians  of  the  poor  of  the  parish  of  St.  Mary,  Botherhithei  have  much  satisfac- 
tion in  testifying  to  the  good  services  of  Miss  Matilda  Beeton,  late  head  nurse  of  the 
infirmary  of  the  workhouse,  which  situation  she  held  nearly  12  months,  and  during  all 
which  time  she  displayed  great  ability  in  her  duties,  and  attention  to  the  patients*. 
She  left  the  situation  of  lier  own  accord. 

Signed  by  order  of  the  Guardians, 

R.  Sirannacky  Chairman, 
Jame$  Ford,  Yice-Chairman^ 


St.  Luke's,  Chelsea,  1  June  1865. 
Matilda  Beston  is  qualified  to  act  as  superintendent  nurse  to  tiiis  workhouse. 

Thomas  Dubian,  Medical  Officer. 


S98,  Walworth-road,  9  August  1865. 
Mrs.  Matilda  Beeton  was  head  nurse  to  Newington  Workhouse  durmg  the  past 
four  months.     Having  the  entire  supervision  of  its  sick,  she  performed  her  duties  to  my 
complete  satisfaction,  and  they  were  onerous.     She  is  intelligent  and  considerate. 

H.  M.  Simnumds, 
Medical  Officer  to  Newington  Workhouse. 


Dean-street,  Soho-square, 
12  April  1866. 

I  BEG  to  certify  that  Miss  M.  Beeton  occupied  the  position  of  head  nurse  of  the  Strand 
Union  Infirmary  from  the  23d  August  1865  to  27th  March  1866,  during  which  period 
there  was  an  average  of  200  sick  cases  weekly,  and  300  infirm  and  disabled. 

There  was  no  other  paid  nurse,  and  therefore  the  labours  were'  very  considerable, 
and  the  duties  very  onerous;  this,  understand,  led  to  her  voluntarily  resigning  her 
situation. 

I  have  pleasure  in  stating  that  she  appeared  to  me  to  be  very  intelligent,  active,  and 
efficient,  and  I  can  confidentiy  recommend  her  to  fill  a  similar  situation,  either  in  a 
voluntary  hospital  or  the  infirmary  of  a  workhouse. 

Josh.  Ropers,  M.D.,  &c.  &c 
Medical  Officer  of  tiie  Strand  Union,  and  of  the 
Junior  United  Service  Club,  Charles-street,  Haymarket. 

I  HAVE  to  request  tiiat  tiiese  testimonials  may  be  annexed  to  my  report  on  tiie  official 
inquiry  at  tiie  Botherhithe  Workhouse. 

16  July  1866.  H.  B.  FamalL 


—  No.  5.  — 
Statbmbnt  of  Matilda  Beeton  referred  to  in  Mr.  FamalFs  Report  (see  page  1.) 

**  My  Experience  in  Workhouses.** 

On  tiie  9th  of  July  1864  I  took  office,  as  head  'uurse,  in  Botherhitiie  Infirmary, 
where  I  had  50  patients  sick  and  infirm ;  with  this  number  I  found  I  was  really  able  to 
personally  superintend  the  actual  nursing,  which  is  as  much  as  one  paid  nurse  can  do 
with  any  satisfaction  to  herself  or  those  by  whom  she  is  employed ;  for  this  number  of 
patients  I  had  four  pauper  nurses,  all  of  whom  were  old  and  inexperienced;  two  could 
read  but  neither  could  write. 

I  had  no  night  nurses  or  scrubbers  if  patients  were  very  ill ;  I  had  to  watch  them  at  niffht 
myself,  or  make  the  pauper  nurse  do  so,  who,  perha{>s,  had  been  working  or  scrubbing- 
hard  all  day.  Under  such  circumstances  what  attention  could  I  expectme  sick  pauper 
to  set? 

Of  tiie  four  nurses  allowed  me  tiiree  were  all  I  could  expect  them  to  be ;  drunk  only^ 
when  tiiey  had  the  means  or  the  chance  of  getting  anything  to  drink ;  the  fourth  was  a 
confirmed  drunkard,  so  much  so,  that  I  was  in  constant  fear  of  her  doing  bodily  harm  to 
the  sick  patients.  She  would  beat  them  till  they  were  black  with  bruises,  more  especially 
those  who  were  unable  to  help  themselves  and  friendless ;  this  nurse,  I  tlunk,  had  nad  the 
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charge  of  the  female  eick  ward  for  more  than  two  years ;  and  I  found,  by  the  patients, 
that  they  lived  in  fear  of  her,  and  only  by  giving  her  their  beer,  or  other  nounshment, 
could  they  feel  themselves  safe  to  ask  for  the  most  trifling  thing  to  be  done  for  them. 
When  I  went  there  many  of  the  sick  patients  were  dirtv,  and  their  bodies  crawling  with 
vermin ;  one  poor  old  woman,  a^  over  80,  was  completelv  alive  with  them.  The  first 
mominff  I  attended  to  the  dressing  of  her  less  I  found  the  sores  full,  and  on  closer 
inspection  I  had  to  do  things  to  her  body  too  indelicate  for  me  to  name. 

1  complained  to  the  matron  and  assistant  master,  and  was  told  she  had  always  done 
very  well  till  I  came  there ;  they  supposing  she  did  not  like  a  paid  nurse  over  her.  I 
must  therefore  do  the  best  I  could  witn  her,  as  there  was  no  one  in  the  house  she  could 
put  in  her  place. 

I  then  comidained  of  the  dirty  state  the  patients  were  in,  when  the  matron  said  I  must 
get  used  to  all  that,  as  workhouses  were  not  like  hospitals.  I  believe  the  master  and 
matron  were  often  delighted  to  find  me  in  trouble  about  what  I  thought  was  really 
mismanagement  in  the  place. 

When  I  had  been  there  about  four  months,  I  had  a  pauper  sent  to  the  sick  ward  from 
some  ward  up  at  the  workhouse.  I  understood  this  poor  creature  had  been  in  the  house 
for  some  time ;  she  was  an  imbecile ;  when  she  came  to  me  she  was  very  dirty,  her  hair 
matted,  her  finger-nails  lon^  and  grimy,  her  toe-nails  measured,  some  of  them,  2|  inches 
lon^,  the  big  toe-nails  had  actually  worn  the  second  toes  bare  to  the  bone.  This  poor 
patient  1  beueved  sensitive  to  all  her  sufferings,  and  yet  she  was  the  victim  to  the  most 
cruel  treatment  frt)m  this  inhuman  pauper  nurse ;  she  was  often  dragged  out  of  bed  to 
the  closet,  and  would  have  been  allowed  to  remain  there  for  an  hour  or  two  but  for  my 
interference ;  and  on  the  nurse  going  to  her  and  finding  the  bed  wetted  or  soiled,  she 
would  pinch  her,  then  wait  her  opportunity  to  beat  her,  when  I  should  be  gone  on  the 
male  side  of  the  infirmary. 

One  morning  I  had  an  occasion  to  leave  the  infirmary  for  about  three  hours,  and  on 
my  return  was  told  by  some  of  the  patients  that  they  fully  expected  she  would  have 
killed  her ;  they  said  one  called  out  murder ;  another  said,  ^^  Oh,  that  ppor  thing  must  die 
before  head  nurse  comes  back."  All  this  I  told  to  the  matron,  but  found  she  had  not  a 
heart  to  feel  for  the  poor  imbecile. 

This  state  of  things  went  on  till  one  morning  I  sent  for  the  master  to  come  to  the 
infirmary.  Immediately  on  his  coming,  I  told  him  he  must  that  moment  remove  the 
sick  ward  nurse,  or  I  would  go  and  bring  in  the  guardians  to  see  what  could  be  done  in 
the  shape  of  finding  me  another  nurse ;  the  master,  fearing  I  should  do  so,  very  reluctantly 
ordered  what  he  thought  a  model  nurse  to  the  body  of  the  house. 

I  do  not  think  I  am  wrong  in  saying  many  a  poor  creature  went  to  their  home  long 
before  the  time,  by  the  hands  of  this  inhuman  nurse.  It  was  my  firm  impression  that 
when  patients  had  got  bad  and  troublesome  she  gave  opium,  put  them  on  the  left  side, 
and  so  they  passed  out  of  this  world  as  natural  deaths. 

It  appeared  to  me  the  pauper  nurse  had  the  whole  control  over  the  sick,  as  I  was  told 
by  them  the  matron  did  not  visit  the  sick  wards  more  than  about  once  a  fortnight,  and  the 
master  sometimes  not  for  weeks.  I  knew  the  master  not  to  come  in  the  wards  more  than 
once  in  five  or  six  weeks.  Such  was  the  state  of  nursing  when  1  entered  on  the  duties 
there,  and  how  things  continued  some  of  the  time  I  was  there. 

Respecting  things  for  the  use  of  the  patients,  there  was  an  insufficiency  of  everything 
throu^out  &e  whole  inficmary. 

There  were  no  waterproof  sheets,  no  air  cushions,  no  bed-rests,  not  one  night  stool,  and 
but  one  bed  pan,  no  feet  nor  stomach  warmers ;  there  were  no  basons,  patients  had  to  wash 
their  face  and  hands  in  their  chambers ;  there  was  a  bad  supply  of  towels,  the  same  used 
for  wiping  the  patient  on  had  to  serve  for  a  tea  cloth,  and  every  clean  and  dirty  purpose. 

The  sheets  were  only  changed  once  in  three  weeks,  except  on  beds  that  were  soiled,  and 
for  the  changing  of  those  I  had  to  make  the  pauper  nurse  wash  some  in  a  pail  every  night, 
to  be  able  to  change  the  bad  patient  in  the  morning.  I  had  no  sheets  allowed  extra  for 
the  more  sick  patients,  neither  was  the  soiled  things  allowed  to  go  to  the  laundnr  to  be 
washed.  I  often  had*  to  let  patients  lie  without  sheets  while  I  had  some  washed  and  dried, 
otherwise  they  must  have  laid  wet  and  dirty,  risking  bed  sores.  When  I  first  went  there 
poultice  rags  seamed  almost  unknown ;  it  was  with  me  greatest  difficulty  I  could  get  such 
things  from  the  matron,  and  have  more  than  once  taken  a  sheet  off  the  bed  and  cut  it  up 
for  poultices.  At  the  same  time  I  was  informed  the  matron  was  sending  the  rags  out  to 
be  sold  at  4s.  6d,  a  bag  fulL 

The  bedsteads  were  iron,  and  bars  at  the  bottom,  straw  mattresses  and  hard  flock  beds 
and  pillows ;  these  beds,  when  wetted,  would  smell  so  foul  that  the  wards  seemed  unbear- 
able, and  the  maggots  would  crawl  from  them  by  hundreds ;  such  a  bed  and  pillow  were 
given  me  to  sleep  on,  and  I  often  had  to  rise,  dress  myself,  and  finish  my  night's  rest  in 
my  chair,  my  bones  aching  from  the  hardness  of  the  bed. 

There  were  no  cupboards  or  lockers ;  if  the  patients  could  not  eat  all  their  food  at  any 
meal  they  would  put  it  in  a  piece  of  paper  or  rag  and  lay  it  under  their  pillow. 

As  regards  the  sick  diet,  I  considered  on  the  whole  it  was  insufficient ;  the  mutton  broth 
and  beef  tea  were  only  mockery,  the  meat  was  more  often  than  not  one  lump  of  fat,  and 
nearly  cold,  so  that  a  patient  very  ill  could  not  eat  it ;  the  wine  given  was  called  port,  but 
very  different  to  what  I  had  given  in  hospitals ;  the  gin  and  brandy  were  always  mixed 
with  water  before  I  got  them  served  to  me.  The  beer  was  very  good,  but  the  sick  paupers 
did  not  always  get  it  when  the  medical  officer  ordered  it,  as  Mr.  Sandwell,  the  master, 
used  his  pleasure  in  serving  me  with  what  the  doctor  ordered.  I  knew  patients  to  be 
ordered  beer  for  months  and  never  taste  it.  -^ 
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Milk  in  the  sick  ward  was  never  heard  of  till  I  asked  the  doctor  to  allow  it  fttt  arrow- 
root ;  then  the  master  made  a  great  fuss  about  it.  On  my  goine  there  a  poor  man  was 
lying  verj  bad ;  he  lived  about  four  days  after  I  took  the  duties  there  ;  the  only  nourish- 
ment given  him  in  24  hours  was  one  pint  of  arrowroot  made  with  water^  and  two  ounces 
of  so  called  port  wine.  If  the  master  heard  of  a  patient  lying  very  ill,  for  days  before 
they  died  he  would  stop  their  diet,  bread,  and  butter,  and  seemed  to  think  it  a  pity  to 
waste  an^  kind  of  nourisnment  upon  them. 

I  was  mformed  that,  before  I  went  there,  if  patients  were  ordered  poultices,  and  had 
more  than  one  a  day,  they  had  to  pay  the  pauper  nurse  for  it,  or  go  without  some  of  their 
meals  and  give  the  bread  for  their  poultices.  I  learnt  some  of  the  nurses  made  2 1.  per 
week  selling  poultices. 

I  had  forgotten  to  say  nightdresses  were  not  allowed  for  the  sick  patients,  with  the 
exception  of  three  or  four  of  the  union  blue,  made  out  of  the  skirts  of  worn  out  dresses. 
Patients  were  allowed  to  wear  their  own  if  they  could  pay  for  the  washing;  and  I 
found  they  often  had  to  sell  their  nourishment  to  do  it  One  Monday  morning  a  poor 
creature,  who  had  been  a  cripple  36  years,  sent  her  nightdress  to  the  wash ;  she,  it 
appeared,  had  not  got  the  money  to  send  with  it,  and  the  pauper  laundress  soon  sent  it 
back  with  a  message  that  when  she  sent  the  money  the  nightdress  would  be  washed.  I 
overheard  this,  and  went  into  the  ward,  took  tlie  nightdress,  and  wrote  on  a  piece  of  paper, 
"  Please,  laundress,  wash  Sharp's  nightdress,  and  send  the  bill  to  the  guardians."  This 
circumstance  I  named  to  the  matron,  when  she  said  there  was  no  harm  in  it,  as  patients 
might  as  well  spend  their  pence  so,  as  any  way  else.  I  often  heard  of  those  pauper  laun- 
dresses being  so  drunk  that  they  were  unable  to  work  for  hours ;  this  I  would  sometimes 
hear  from  the  matron  herself. 

About  three  weeks  before  I  left,  I  had  a  patient  die  on  the  floor  in  the  middle  of  the 
ward,  as  a  patient  was  trying  to  lead  him  to  the  closet ;  this  would  show  the  necessity  of 
bed-pans  or  night-stools  m  sick  wards. 

On  the  whole,  it  did  not  seem  to  me  that  a  pauperis  life  was  regarded  in  any  other 
light  than  the  sooner  they  were  dead  the  better. 

I  was  informed  that,  just  before  I  went  there,  a  pauper  had  ^ne  out  at  the  back  of  the 
workhouse,  and  next  day  was  found  drowned  in  a  ditch  adioimng  the  workhouse  garden ; 
he  was  got  out,  put  in  the  dead  house,  no  inquest,  but  buried  as  a  respectable  natural 
death ;  I  do  not  know  what  tale  is  told  to  friends  of  paupers  dying  under  the  like  circum- 
stances. 

I  left  Rotherhithe  workhouse  16th  April  1865. 

Matilda  Beetotu 

23  April  1866. 


—  No.  6.  — 

Letter  from  the  Poor  I^w  Board  to  the  Guardians  of  the  Parish  of 

St.  Mary,  Rotherhithe. 

Poor  Law  Board,  Whitehall,  S.W., 
Sir,  20  July  1866. 

I  AM  directed  by  the  Poor  Law  Board  to  inform  the  guardian^  of  the  poor 
of  the  parish  of  St.  Mary,  Rotherhithe.  that  they  have  received  from  tneir 
inspector,  Mr.  Farnall,  a  report  of  his  inquiry  into  the  allegations  contained  in 
a  statement  made  by  Matilda  Beeton,  late  the  paid  nurse  at  the  workhouse,  in 
reference  to  the  general  management  of  the  infirmary  and  sick  wards  at  the 
workhouse,  together  with  a  copy  of  the  evidence  which  he  took  on  that  occasion. 
As  Mr.  Famairs  Report,  together  with  the  evidence,  have  heen  moved  for, 
and  will  be  immediately  laid  before  Parliament,  the  Board  think  it  desirable 
to  postpone  their  communication  to  the  guardians  respecting  the  report  until  the 
guardians  have  had  an  opportunity  of  seeing  it. 

The  Board  will  communicate  with  the  guardians  in  the  course  of  a  short 
time  upon  the  general  subject  of  the  present  state  and  condition  of  the  sick 
wards  of  the  workhouse. 

I  am,  &c. 
(signed)        R.  A.  Earle^  Secretary. 
R.  S.  Hawks,  Esq., 
Clerk  to  the  Guardians  of  the  Poor  of  the 
Parish  of  St.  Mary,  Rotherhithe. 
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-  No.  7.  - 
Report  of  the  Guardians  on  their  previous  Investigation  into  the  Complaints  of 
Matilda  Beeton,  and  the  Correspondence  relating  thereto. 


On  the  1 1th  April  1865  the  Poor  Law  Board  transmitted  to  the  Guardians  of  the  Parish 
of  St.  Mary,  Rotherhithe,  a  copy  of  a  Letter  which  the  Board  had  received  from  Matilda 
Beeton,  setting  forth  certain  matters  of  complaint. 

On  the  22d  May  1865  the  Board  received  from  the  Guardians  the  following  reply  to 
snah  complaints  :— 

Miss  Beeton's  Complaints.  The  Guardians''  Reply. 


1.  The  master  has  reported  to  the  Board 
of  Guardians  that  the  nurses  of  the  infirmary 
say,  that  if  I  am  not  a  married  woman  it  is 
time  I  was.  I  am  not ;  therefore  the  charge, 
if  true,  would  be  making  me  live  a  guilty 
life. 

The  supposed  party  in  my  guilt  is  a  re- 
spectable officer  under  the  Poor  Law  Board. 

2.  I  do  not  think  I  have  given  the  master, 
or  any  one  else,  any  reason  to  entertain  a 
bad  opinion  of  me.  I  have  been  subjected 
to  the  worst  of  treatment ;  the  pauper  nurses 
being  allowed  to  repeat  things  to  the  master, 
and  for  him  to  report  the  same  to  the  guar- 
dians without  my  having  been  in  one  in- 
stance acquainted  with  it,  so  that  I  might 
defefibd  myself. 

3.  I  was  elected  here  as  head  nurse  on 
the  30th  June  1864,  and  entered  upon  my 
duties  on  the  9th  July,  which  duties  1  have 
discharged  in  every  way  satisfactory  to  the 
medical  officer. 

On  finding  the  duties  heavy  for  want  of 
more  nurses,  and  those  1  had  being  old  and 
inexperienced,  I  thought  I  could  not  remain 
long  at  a  salary  of  20  /.  per  annum,  but  I 
passed  on  as  comfortably  as  I  could  till 
Christmas,  then  thinking  I  would  look  for 
a  more  comfortable  place,  or  more  salary, 
which  I  did,  first  making  application  to  the 
guardians  for  an  increase  of  salary ;  after 
whieh  I  received  a  note  statii^  tiiatr  they 
coiuld  not  accede  tasuch  appticatloix. 

4.  On  the  9th  of  February  1  sent  in  my 
resignation,,  giving  the  usual  notice,^  when  I 
tried  for  a  situation,  which  I  succeeded  in. 
getting,  and  should  have  entered  on  the 
duties  the  same  day  as  leaving  Rotherhithe. 

On  the  1st  March,  the  Visiting  Committee 
of  Guardians  came  round  the  wards  of  the 
infirmary ;  after  having  gone  over  the  wards,, 
and,  having  expressed  themselves  satisfied 
with  what  they  saw  and  heard  of  the  patients, 
Mr.  Miskin,  one  of  the  guardians,  askad.  me 
Vfhj  I  was  leaving ;  I  told  him.  I  waa  not. 
CQin£>rtabie,  and.  the.  guardiand  proniaedi 
on  electing  me,  the;  would  make  smae 
'.  5,18.  alterations 


Inquiries  were  made  by  the  guardians 
as  to  these  reports,  and  they  found  that  they 
emanated  from  some  garrulous  old  women ; 
therefore  they  dismissed  the  matter  from 
their  mmds,  and  considered  that  it  was 
much  too  trivial  to  speak  to  the  head  nurse 
on  the  subject,  considering  that,  by  their 
doing  so,  it  would  probably  hurt  her 
feelings. 

The  master  has  always  reported  to  the 
guardians  that  MLss  Beeton  was  a  most 
efficient  and  clever  nurse,  and  devoted 
herself  to  her  duties. 


The  medical  officer  states  that  Miss 
Beeton,  during  the  period  she  held  the 
office  of  head  nurse,  discharged  her  duties 
to  his  entire  satisfaction. 

Miss  Beeton  asked  that  her  salary  should 
be  raised  to  30  /.  per  annum  (see  copy  letter 
sent  herewith,  A.^  The  guardians  considered 
that,  after  so  short  a  service,  they  would 
not  be  justified  in  raising  her  salary  50  per 
cent. 

Had  she  asked  for  an  increase  of  salary 
the  guardians  would  probably  have  taken 
another  view  of  the  case. 


The  guardians  had  already  supplied  the 
head  nurse  with  everything  she  asked  for 
up  to  the  time  of  her  giving  notice  to  leave. 
Mr.  Miskin,  one  of  the  guardians,  did  have 
the  conversation  referred  to  by  Miss  Beeton, 
and  consulted  his  colleagues  on  the  matter, 
when  it  was  resolved  not  to  take  any  further 
steps  until  after  the  election,,  advertisements 
for  which  had  been  inserted. 
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alterations  in  my  apartments  if  I  suited, 
-which  they  have  not  done,  and  he  said  he 
would  speak  to  them,  and  he  had  no  doubt 
they  would  do  a  few  little  things  to  make 
me  comfortable  if  I  remained,  as  they  were 
all  satisfied  with  the  way  I  discharged  the 
duties. 

5.  After  that  he  spoke  to  some  of  the 
guardians  in  my  presence,  and  they  seemed 
willing  that  1  should  remain. 

I  was  pleased  to  find  my  services  appre- 
ciated, and  offered  to  remain  at  the  present 
salary ;  and  I  thought  it  was  understood  on 
each  side  that  I  should  be  re-elected  ;  I  was 
asked  if  I  would  put  on  a  piece  of  paper 
what  I  wanted  done,  but  I  replied  1  would 
rather  go  before  the  Board,  as  I  did  not 
want  much  done  for  myself,  but  I  wanted  to 
ask  for  some  things  for  the  use  of  the 
patients. 

6.  On  the  guardians  leaving,  they  said 
they  would  send  for  me  in  about  half-an* 
hour,  but  did  not  do  so,  and  1  received  no 
communication  from  them  whatever,  but  on 
the  9th  March  a  young  person  was  elected 
here  as  head  nurse,  who  is  living,  I  am  told, 
as  cook  and  general  servant  at  Romford 
Union,  at  a  salary  of  16  /.  per  annum. 

7.  I  knew  nothing  of  what  the  guardians 
had  been  told  about  me  till  the  7th  March, 
when  I  heard  the  master  had  been 
spoken  to  about  me  on  the  day  in  question, 
and  that  his  reply  to  the  guardians  was, 
**  I  do  not  think  it  would  be  any  use  doing 
anything  for  her,  as  she  would  not  remain 
long  there ;  there  was  a  man  came  from 
Shoreditch  Workhouse  to  see  her,  and  that 
he  did  not  know  if  they  were  married,  but 
his  impression  was  they  were,  and  if  not, 
the  nurses  said  it  was  time  they  were." 

8.  It  is  quite  certain  that  what  the  master 
said  made  a  great  impression  on  the  minds 
of  the  guardians,  as  they  did  not  trouble  to 
communicate  to  me  that  my  services  would 
or  would  not  be  required  after  my  notice 
was  up,  which  was  on  the  9th  March.  I 
felt  hurt  at  the  treatment ;  more  so,  because 
up  to  that  time  the  guardians  had,  on  seeing 
me,  treated  me  with  the  greatest  kindness 
and  respect.  I  have  always  been  treated 
kindly  by  the  chaplain  and  Doctor  Firth, 
and  but  for  his  kindness  and  attention,  com- 
bined with  liberality  towards  the  sick 
paupers,  I  should  not  have  remained  so  long 
in  this  workhouse. 

9.  My  opinion  of  the  master  on  first 
knowing  him  the  same  as  it  is  now,  that  he 
did  not  understand  the  patients  having  all 
or  what  the  doctor  allows  them,  for  of  that 

I  have 


As  Miss  Beeton  did  not  send  in  any 
letter  to  the  guardians  they  could  not  re- 
elect her. 

The  advertisement  required  written  ap- 
plications for  the  situation  {see  copy  adver- 
tisement sent  herewith,  B.) 


This  was  in  consequence  of  Miss  Beeton 
not  having  sent  in  any  letter  or  application. 

Martha  Wood,  the  person  appointed,  pro- 
duced to  the  guardians  several  testimonials 
which  were  very  satisfactory.  She  was 
nurse  at  Romford  Union,  and  for  18  months 
had  also  to  take  upon  herself  the  matron's 
duties. 

The  guardians  asked  the  master  whether 
he  thought  Miss  Beeton  would  remain,  and 
he  stated  his  opinion  that  she  might  possibly 
be  married  before  long,  in  which  case  she 
must  leave ;  he  denies  stating  that  he  be- 
lieved she  was  already  married.  The  re- 
ports before  referred  to  had  been  investigated 
by  the  guardians  before  the  7th  March. 


Wliat  had  been  stated  about  Miss  Beeton 
made  no  impression  whatever  upon  the 
minds  of  the  guardians.  They  could  not 
put  her  in  nomination  for  the  reason  above 
stated,  viz.,  that  there  was  no  written  ap- 
plication, as  required  by  the  advertisement. 

Previous  to  the  advertisement  for  election 
of  a  nurse  being  issued,  one  of  the  guar- 
dians asked  Miss  Beeton  whether  she 
would  withdraw  her  resignation  and  remain  ; 
this  she  declined  to  do. 


The  medical  officer  states  that,  to  the  best 
of  his  knowledge,  the  pauper  patients  have 
received  what  he  ordered,  and  he  never 
found  out  to  the  contrary ;  he  never  had 
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I  have  had  proof  in  his  not  giving  beer  when 
ordered  by  the  doctor,  and  saying  the  man 
was  a  lazy  blackguard^  and  should  not  have 
it^  and  the  assistant  master  would  not  let  me 
give  beer  to  a  poor  creature  paralysed  and 
suffering  from  idiotcy,  saying  she  did  not 
want  it.  I  should  think  the  patient  was 
on  beer  before  I  came  to  Rotherhithe. 
She  has  had  it  about,  say,  a  month. 

10.  Some  five  or  six  weeks  since,  the 
doctor  put  two  or  three  patients  on  mutton 
chops,  being  ill,  and  from  the  nature  of 
disease  had  considerable  loss  of  discharge, 
where  it  was  necessary  they  should  have 
plenty  of  nourishment;  and  their  meat 
allowed  was  partly  cold,  and  so  fat  that  they 
could  not  eat  it.  The  assistant  master 
complained  to  me,  and  said  if  the  doctor 
was  going  to  make  this  an  hospital  he  might 
do  the  work  himself,  as  he  would  not  break 
his  hands  in  cutting  mutton  chops  for  the 
paupers,  but  that  he  would  do  it  till  Board 
day,  then  he  would  put  a  stop  to  that,  as 
patients  had  to  take  what  they  could  get 
before  Dr.  Firth  came  here. 


II.  I  had  not  been  here  long  when,  to 
my  surprise,  night  after  night,  I  found 
vermin  crawling  over  my  clothes,  and  on 
examining  the  bed  clothes  and  some  of  the 
old  female  patients,  I  was  horrified  at  finding 
their  bodies  covered  with  vermin. 

I  complained  to  the  matron,  but  little 
notice  was  taken  of  it,  no  further  than  she 
said  such  things  would  be  in  workhouses. 

Later  in  my  time  I  had  an  old  male 
patient  sent  to  me  irom  one  of  the  wards 
of  the  workhouse ;  he  was  put  to  bed  in  the 
sick  ward,  and  on  my  going  to  the  bed  side 
one  of  the  patients  called  out,  "  Don't  go 
too  near  that  bed,  nurse,  as  he,*'  meaning 
the  patient,  "is  swarming  with  vermin"; 
and  on  my  removing  the  clothes,  I  found 
his  body  was  covered  with  them ;  his  hair 
and  whiskers  were  matted,  and  he  looked 
the  picture  of  distress  and  misery.  I 
at  once  reported  the  case  to  the  master, 
when  he  said,  "  Dirty  old  Irishman ;  he  is 
not  fit  to  be  down  here  ;  I  shall  have  him 
brought  back  again."  I  told  him  he  was 
very  ill,  and  must  remain  there,  and  that  I 
was  paid  to  be  head  nurse  to  the  Irish  as 
well  as  the  English. 

Then  he  said  he  must  leave  him  tiU  the 
doctor  came,  and  hear  what  he  said  to 
him. 


any  complaint  or  statement  from  a  patient 
that  he  had  not  been  given  what  was  ordered. 

The  master  states  he  has  always  given 
the  patients  everything  ordered  by  the 
medical  officer ;  he  denies  having  made  any 
statement  of  a  man  being  a  lazy  blackguard. 

The  assistant  to  the  master  states  he 
declined  to  allow  the  nurse  giving  beer,  as 
the  medical  officer  had  not  ordered  it. 

The  chops  were  altered  by  direction  of 
the  guardians  to  mutton  cut  off  the  shoulders, 
and  this  alteration  was  made  with  the  know- 
ledge of  the  medical  officer. 

The  guardians,  who  frequently  visited  the 
infirmary,  have  seen  the  patients'  meat  there, 
and  it  was  hot. 

The  patients  never  complained,  although 
they  are  individually  frequently  asked  by 
the  guardians  whether  they  were  comfort- 
able  or  wanted  anything,  and  their  answers 
have  hitherto  invariably  been  satisfactory. 

The  pauper  patients  have  every  oppor- 
tunity of  making  complaint  to  the  guardians^ 
if  necessary. 

The  assistant  to  the  master  admits  that 
he  did  complain  of  the  extra  work  in  cutting 
chops,  but  he  continued  to  do  it  until  the 
alteration  made  by  the  guardians. 

During  the  investigation  instituted  by  the 
guardians  in  consequence  of  Miss  Beeton's 
letter,  the  nurses  have  been  examined,  and 
they  state  that  there  had  been  some  cases 
where  the  paupers  had  vermin  upon  them. 
The  guardians  consider  it  was  the  duty  of 
the  head  nurse  to  report  any  such  case 
immediately  to  the  Board,  whereupon  the 
matter  would  have  been  at  once  investi- 
gated. 

At  this  length  of  time,  the  nurses  and 
others  have  forgotten  the  names,  and  the 
master  and  matron  never  had  any  com- 
plaint whatever  from  the  nurse,  except  in 
one  instance. 

The  medical  officer  states  he  has  not  seen 
any  patient  with  vermin  in  the  infirmary. 

The  master  admits  stating  to  the  nurse, 
in  one  instance,  that  it  was  extremely  diffi- 
cult to  keep  the  Irish  free  firom  vermin,  and 
that  it  could  not  be  altogether  remedied  in 
workhouses. 


12.  On  leavfaig  the  master's  office,  I  told        The  guardians  believe  that  Miss  Beeton 

him  as  a  head  nurse,  I  should  be  ashamed    did  wash  this  man.     It  was  so  stated  to 
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to  take  the  doctor  to  him  m  that  state,  as 
he  could  only  order  him  to  be  cleansed. 

When  I  returned  to  my  wards  I  found  I 
had  no  one  that  liked  to  do  anything  for 
him,  and  I  took  him  out  of  bed,  cut  his 
hair  and  whiskers  oflF,  had  ready  a  pail  of 
water,  and  washed  him,  putting  him  in  bed 
with  everything  clean  before  the  doctor 
came ;  the  old  man  did  not  foi^et  to  thank 
me  a  hundred  times  over  for  what  I  had 
done. 

13.  There  are  no  basins  allowed  for  the 
use  of  the  patients ;  they  have  to  wash  their 
faces  and  hands  in  their  chambers ;  there 
is  not  one  night  commode  in  the  infirmary ; 
there  is  one  bed  pan  in  the  women's  sick 
ward,  but  the  men  are  dragged  to  the  closet 
as  best  the  patients  can  get  them  there, 
and  they  often  complain  to  me  in  having  to 
get  out  of  bed  to  assist  in  carrying  patients 
to  the  closet,  and  to  wait  in  the  cold  till 
they  are  ready  to  be  brought  back  to  their 
bed. 

Last  Sunday  week,  I  had  a  patient  die 
on  the  floor  in  the  middle  of  the  ward  as  a 
patient  was  trying  to  get  him  to  the  closet. 


them  by  an  inmate  of  the  infirmary.  Why 
did  she  not  bring  this  case  before  the  guar- 
dians at  the  time,  or  at  some  time  when  the 
visiting  committee  went  over  the  infiruiary, 
which  they  did  nearly  every  Board  day  ? 


14.  When  the  sheets  in  the  sick  wards 
are  only  changed  once  in  three  weeks, 
except  on  beds  that  are  soiled,  and  i  have 
had  as  many  as  30  sheets  washed  in  the 
infirmary  in  a  week,  having  nothing  but  a 
pail  to  wash  them  in,  and  then  to  dry  them 
the  best  way  I  can  ;  otherwise  my  patients 
would  often  have  had  to  lay  wet  and  dirty, 
risking  bed  sores. 


15.  I  am  told,  before  I  came  here,  scarcely 
a  piece  of  washing  was  done  for  a  sick 
pauper  unless  paid  for,  and  it  appears  some 
had  to  sell  their  nourishment  to  pay  for  it ; 
I  witnessed  some  of  it,  and  I  believe  the 
matron  knew  of  it  and  encouraged  it. 

I  also  heard  that  when  patients  were 
Drdered  poultices,  if  lihey  liad  more  than 

one 


The  guardians  find  this  statement  to  be 
correct,  and  consequently  eight  washhand 
basins  have  been  at  once  ordered,  also  one 
night  commode,  and  one  bed  pan  for  each 
ward. 

Had  the  guardians'  attention  been  called 
to  this  by  the  head  nurse,  these  things 
would  Imve  been  supplied.  The  guardians 
told  her  to  let  them  know  what  she  or  the 
patients  required;  the  infirmary  beiqg  a 
new  thing  to  the  master  he  did  not  know 
all  the  requir^nents. 

The  guardians  consider  that  if  any  com- 
plaint had  been  made  by  the  patients  about 
waiting  in  the  cold,  it  was  the  duty  of  the 
head  nurse  to  report  to  the  medical  officer 
or  guardians. 

In  the  instance  of  a  patient  dying  on  the 
floor,  the  guardians  find,  upon  examination, 
that  he  insisted  upon  getting  out  of  bed, 
although  ui^ed  not  to  do  so ;  the  witness 
states  that  it  was  not  for  the  purpose  of 
going  to  the  water-closet,  but  apparently  a 
last  effort  of  expiring  nature. 

The  matron  admits  this  to  be  tJie  case ; 
she  states  this  was  customary  in  the  sick 
wards  when  she  was  ^pointed  to  the  office. 
The  guardians  have  ordered  that  sheets  be 
supplied  once  a  week.  The  head  nuarse 
received  instructions  to  send  all  dirty  linen 
to  the  laundry,  and  not  to  wash  anything 
at  the  infirmary.  In  this  instance  no  com- 
plaints were  made  to  the  matron  or  the 
visiting  committee.  It  appears  that  tiie 
head  nurse  had  sheets  washed  at  night,  aad 
dryed  on  the  balustrades. 

Had  the  guardians  been  aware  of  this 
It  would  have  been  stcg^d^  as  there  is  a 
laundry  at  the  workhouse  sufficiently  large 
for  all  purposes. 

This  acuosadon  is  distinctly  denied  by 
both  master  Bnd  matron,  and  the  only  thing 
that  the  guardians  can  tfiscover  is,  that 
there  are  a  few  females  who  retain  some  of 
their  own  clcdAiing  ^^w«h  <he  consent  of  the 
master  and  matron,  although  certainly  not 
required).  With  respect  to  these  tbkigs, 
the  paupers  either  wash  themaelvQB  or  mA. 
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MU$  Beeim'B  Compkm^. 


one  a  day  they  had  to  pay  the  nurses 


for 


it  or  go  without  some  of  their  meals,  and 
give  the  bread  for  their  poultices. 


The  Guardians'  lUjfdy. 

another  pauper  to  do  so,  and  the  guardians 
believe  that  this  has  occurred  with  respect 
to  two  women ;  but  both  the  matron  and 
the  paupers  state  that  fhe  workhouse  linen 
is  always  r^ularl^  siq)plied  clean. 

The  guardians  can  find  no  instance  of 
patients  having  to  pay  for  poultices.  It  is 
distinctly  denied  by  both  master  and  matron, 
and  the  medical  officer  states  he  never  had 
any  reason  to  complain  of  the  ivant  of 
supply  of  poultices. 


15  ^.  I  cannot  boast  of  clean  wards,  but 
they  are  kept  as  clean  as  I  can,  and  as  far 
as  I  have  nurses  to  do  it. 

The  nurse  in  the  men's  infirm  ward  is 
over  70,  the  one  in  the  sick  ^ward  is  65  ; 
her  work  is  to  clean  her  ward,  which  has 
14  beds,  always  occupied,  to  clean  her 
kitchen,  bed-room,  closet,  bath-room,  lobby, 
flight  stone  stairs,  and  to  fetdi  everything 
for  her  patients  from  the  workhouse,  besides 
washing  the  flcnled  Jinen  and  poultice  rags. 

16.  The  patients,  male  and  female,  have 
always  been  very  respectful  to  me,  and  ap- 
preciated what  has  been  done  for  them. 

The  nurses,  too,  vnth  one  exception, 
which  happened  a  month  since ;  she  went 
out  for  a  holiday,  was  drunk,  locked  up 
in  the  station-house.  The  master  had  h« 
fetched  home  next  dayj  she  wafi  drunk  in 
my  ward  ixxxm  gin  brought  in  with  her. 

I  s^poke  to  her  '^bout  it,  when  she  called 
me  a  b — y  whore,  thief,  liar,  and  told  me  to 
]go  to  my  husband,  as  I  had  one,  and  the 
master  knew  it.  Two  hours  after,  1  was 
told  what  the  master  reported  to  .ti:ie  guar- 
idians ;  I  do  aiot  think  the  nurse  has  ever 
been  spoken  to  of  her  conduct  to  me. 

Whenever  I  have  complained  to  the 
master  he  has  told  me  I  should  find  the 
people  out  to  be  a  bad  lot  in  the  work- 
howse. 

I  tmi  Aorry  toirayl  have^annd  theToaaster 
out. 

17.  On  speaking  to  the  nurses  of  why,  or 
what  reason  they  had  to  report  such  things 
to  the  master,  they  said  they  had  nonCj  and 
that  .nothing  of  ihe  kind  would  liave  been 
.said  had  the  nasti^  not  spoken  to  them 
about  it  first ;  and  they  further  say,  that  the 
words  made,  use  of  bv  the  master  in  the 
board  room  were  spoken  by  him  in  the 
presence  of  all  the  nurses  in  the  dining 
room,  Sunday,  February  26th. 


The  guardians,  during  their  frequent 
visits,  found  the  wards  of  the  infirmary 
clean,  and  never  had  any  complaint  as  to 
patients  not  having  clean  sheets. 

Tlie  head  nurse  never  applied,  either  to 
the  guardians  or  the  master,  for  extra  help ; 
she  would  have  had  it  had  she  done  so. 

The  guardians  have  now  ordered  extra 
help  in  the  infirmary. 


The  guardians,  as  before  stated,  have, 
upon  inquiry,  when  visiting  the  infirmary, 
foimd  that  the  patients  all  spoke  extremely 
well  of  Miss  Beeton,  and  in  consequence 
they,  upon  her  application,  gave  her  a 
testimonial,  a  cqpy  of  whidi  is  sent  here- 
with (C). 

The  guardians  find  that  Miss  Beeton's 
statement  about  one  of  tiie  inmates  being 
dnmk  is  correct,  but  the  master  denies  any 
knowledge  whatever  of  the  language  used 
by  the  woman.  Hiss  Beaton  did  not  report 
the  circumstance  to  himti  had  «he  done  so 
he  should  have  had  the  name  entered  in  the 
punishment  book  for  the  guardians  to  de- 
termine upon. 


All  that  fhenmster  did  was  this :  he  heard 
thejrepofft,«iid  faexepotteditto  the  guardians. 
As  before  stated,  they  made  some  inquiries 
and  found  it  emanated  from  some  old  women 
who  could  not  be  relied  upon  in  anything ; 
they  came  to  the  unanimous  opinion  that 
It  was  idle  gossip,  and  dismissed  the  subject 
from  their  minds. 

Tlie  master  positively  denies  having  men- 
tioned this  matter  in  the  dining  room,  or 
before  any  of  ihe^upers. 


The  GknrAiafis^'tlie'P^yor  have  directed  me  to  convey  toiihe  f'oar  l^aw  Board  their 
surprise  at  the  step  taken  by  Miss  Beeton.-  4She  was  adced  repeatedly  by  several  of  the 
giiardiajiB  Jto  .withdxaw  hex  rcg^ation  jpemsPOA^io  the  advreB&emaate  Wng  issued  for  a 

;5J^.  B3  successor; 
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successor ;  this  she  declined  to  do.  She  did  not  send  in  any  application  for  her  second 
appointment,  and  consequently  could  not  be  put  in  nomination. 

After  the  appointment  of  a  successor,  she  agreed  to  remain  for  a  short  time  untQ 
M.  Wood  could  come.  She  then  applied  to  the  guardians  for  a  testimonial,  which  was 
immediately  given.  After  that  she  remained  five  weeks  at  the  infirmary,  during  which 
time  she  fi*equently  saw  several  of  the  guardians,  and  no  complaint  or  hint  of  there  being 
any  grievance  or  an3rthing  wrong  was  given  by  her,  notwithstanding  the  guardians  always 
asked  her  how  she  was  going  on,  but  immediately  after  she  leaves  she  sends  her  list  of 
grievances  and  accusations  against  the  master  and  matron  of  the  workhouse  to  the  Poor 
Law  Board. 

The  guardians  are,  however,  thankful  that  such  a  letter  has  been  received,  as  it  has 
enabled  them  to  remedy  some  matters  that  required  amendment ;  and  also  to  test  whether 
the  master  and  matron  have  been  negligent  or  otherwise  in  their  duties  ;  and  from  the 
investigation  they  have  made,  although  there  are  some  instances  where  the  guardians 
have  directed  the  matron  to  be  more  particular,  especially  as  regards  the  linen,  they  have 
come  to  the  resolution  that,  in  the  main.  Miss  Beeton's  charges  against  the  master  and 
matron  are  without  foundation. 


(A.) 
Gentlemen,  26  January  1865. 

I  BEG  leave  to  ask  an  increase  of  salary,  10/. ;  having  given  the  place  a  fair  trial,  I  find 
I  cannot  remain  for  the  present  money. 

Head  Nurse,  Infirmary. 


(B.) 
Heab  Nurse. 

The  Guardians  of  the  Poor  of  the  parish  of  St.  Mary,  Botherhithe,  are  prepared  to 
receive  applications  from  respectable  females  between  the  ages  of  30  and  45,  for  the 
appointment  of  head  nurse  for  the  workhouse  infirmarv.  She  will  be  required  to  write  a 
good  hand,  and  to  be  able  to  keep  accounts.  The  salary  is  20/1  per  annum,  with  board 
Edging,  and  washing.  Applications  must  be  sent  to  my  office.  No.  61^  Paradise-street, 
Bothentdthe,  on  or  before  Wednesday,  the  29th  June  instant,  accompanied  by  testimonials 
as  to  general  fitness  for  the  office;  and  candidates  must  attend  the  Board,  at  the  Workhouse, 
Deptiord-road,  Botherhithe,  on  Thursday,  the  30th  June  instant,  at  two  o'clock  -p.uL, 
when  the  election  will  take  place. 

By  Order, 

17  June  1864.  B.  Shafto  Hawks,  Clerk. 


(C.) 

The  Guardians  of  the  Poor  of  the  parish  of  St.  Mary,  Botherhithe,  have  much  satisfSeu}- 
tion  in  testifying  to  the  good  services  of  Miss  Matilda  Beeton,  late  head  nurse  of  the 
infirmary  of  the^  workhouse,  which  situation  she  held  nearly  12  months,  and  during  all 
which  time  she  displayed  great  ability  in  her  duties,  and  attention  to  the  patients. 

She  left  the  situation  of  her  own  accord. 

Dated  this  21st  day  of  March  1865. 

Signed,  by  order  of  the  Guardians, 

R.  Shranack,  Chairman. 
James  Ford,  Vice  Chairman, 


—  No.  8.  — 

Letter  from  the  Poor  Law  Board  to  Matilda  Beetan. 

The  Poor  Law  Board  addressed  a  letter  to  Matilda  Beeton,  dated  the  24th 
June  186&,  to  the  effect  following : 

The  Poor  Law  Board  learn  that  the  guardians  have  inqmred  respecting  the 
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charges  made  against  you  by  the  workhouse  master,  and  find  that  they  rest  on 
mere  idle  gossip. 

The  guimlians  and  the  master,  as  well  as  the  medical  officer,  appear  to  have 
been  satisfied  with  your  conduct,  and  the  master  always  reported  that  you  were 
•*  a  most  efficient  and  clever  nurse/'  The  guardians,  as  the  Board  understand, 
gave  you  a  testimonial  accordingly. 

The  Board  also  learn  that  the  guardians  have  inquired  into  the  matters  of 
which  you  complamed ;  and  that  they  have  now  remedied  some  of  them.  The 
guardians  would  have  done  so  earlier  if  you  had,  in  your  capacity  of  nurse^ 
made  these  matters  known  to  them. 

With  respect  to  the  charges  made  by  you  against  the  master  and  matron, 
the  guardians  having  inquired  into  them,  have  come  to  the  conclusion  that  they 
are  without  foundation. 
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RETURN  to  an  Order  of  the  Honourable  The  House  of  Commons^ 
dated  35  June  1866;— ^or, 

COPY  "  of  the  Report  made  by  R.  B.  Cane,  Esquire,  Poor  Law  Inspector,  to 
the  Poor  Law  Board,  after  an  Inquiry  held  by  him  on  the  4th  and  6th  June 
1866,  into  certain  Allegations  made  by  Matilda  Beeton,  in  reference  to 
the  Treatment  of  the  Sick  in  the  Strand  Union  Workhouse.'' 


Poor  Law  Boards  ENFIELD, 

25  June  1866.  J  Secretary. 


REPORT  of  R.  B.  Cane,  Esq.,  Poor  Law  Inspector,  to  the  Poor  Law  Board,  on 
an  Inquiry  held  by  him  into  Matilda  Beetoh*Q  Allegations  in  reference  to  the 
Treatment  of  the  Sick  in  the  Strand  Union  Workhouse. 


Sir,  Ealing,  11  June  1866. 

I  have  the  honour  to  report  that  on  the  4th  instant  I  began,  and  on  the 
6th  instant  concluded,  an  inquiry  into  the  allegations  made  by  Matilda  Beeton, 
late  nurse  at  the  Strand  Union  Workhouse,  on  the  subject  of  the  management 
and  treatment  of  the  sick  poor  in  that  establishment. 

The  inquiry  took  place  at  the  Strand  Union  Workhouse,  and  it  was  attended 
by  the  guardians,  as  well  as  by  several  members  of  "  The  Committee  of  the 
Association  for  the  Improvement  of  Workhouse  Infirmaries,"  of  which  the 
medical  officer  of  the  workhouse.  Dr.  Rogers,  is,  I  believe,  a  member. 

It  appeared  to  me  that  certain  Members  of  this  Committee  were,  in  fact,  the 
complainants  in  the  case ;  and  that  Matilda  Beeton  might  be  regarded  as  a 
witness  merely,  the  complaints  not  having  been  preferred  directly  by  her,  but 
having,  as  I  understood,  been  forwarded  to  the  Board  by  the  Association  in 
question. 

I  therefore  assented  to  the  presence  of  the  Members  of  the  Committee,  and 
allowed  them  to  suggest  questions  to  the  witnesses,  which,  under  other  cir- 
cumstances, I  should  not  have  felt  myself  justified  in  doing. 

I  annex  a  copy  of  the  evidence  taken,  and  in  considering  it,  I  think  it 
will  be  convenient  if  1  should  class  the  several  complaints  under  the  following 
heads — 

1.  The  want  of  space,  the  imperfect  classification  of  cases,  the  defective 
ventilation  in  the  sick  wards,  and  in  the  other  wards  of  the  workhouse 
containing  sick,  infirm  persons,  and  children  under  medical  care. 

2.  Insufficient  nursing  and  attendance  upon  the  sick. 

3.  The  improper  and  irregular  giving  of  medicine. 

4.  The  supply  of  diet  for  the  sick ;  the  short  weight  of  rations ;  the 
badness  of  the  cooking  ;  and  the  quality  of  the  soup  supplied  to  the  infirm. 

5.  The  theft  and  sale  of  beer,  &c.,  by  the  patients  and  nurses,  and  the 
sale  of  milk  by  one  class  of  inmates  to  another. 

6.  The  badness  of  the  washing,  the  drunkenness  of  the  washerwomen, 
and  the  defective  supply  of  linen  for  the  sick. 

7.  The  omission  of  the  master  to  visit  the  wards  ddly,  in  accordance 
with  the  regulations  for  the  government  of  the  workhouse. 

8.  The  uncleanly  state  of  some  of  the  patients  in  the  sick  wards. 

1.  As  regards  the  complaint  *^  want  of  space  and  over-crowding,''  it  will  be 

seen  that  Matilda  Beeton  deposed  to  the  fact  that  there  were  two  sick  wards, 
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one  for  men  and  the  other  for  women.  Each  ward  contained  20  beds,  and 
when  full,  which  was  almost  always  the  case,  each  ward,  at  night,  contained 
19  patients  and  one  nurse.  In  the  daytime,  these  wards  were  used  also  as  day 
wards  for  sick  persons,  who,  owing  to  the  want  of  room  in  the  sick  wards,  had 
been  sent  at  night  to  sleep  in  other  wards  with  the  infirm  and  other  inmates 
of  the  house. 

With  two  sick  wards  only,  proper  classification  of  cases  could  not  be  effected ; 
indeed,  no  more  than  the  separation  of  the  sexes  could  be  maintained  in  these 
wards. 

Tbete  statements  were  unoonti-adicted,  and  I  have  no  reason  to  doubt  Aeir 
accuracy. 

Matilda  Beeton  considered  that  each  of  these  sick  wards  "  contained  five  or 
six  more  persons  (at  night)  than  they  should  have  held  for  the  good  of  the 
patients;'*  and  she  considered  also,  that  the  "crowding  of  these  wards  was 
a  disgrace  to  the  whole  authorities  of  the  Strand  Union."  She  described  the 
ventilation  of  the  wards  as  being  very  imperfect,  and  the  air,  especially  in  the 
morning,  as  very  offensive  and  impure. 

Dr.  Rogers,  the  medical  officer  of  the  workhouse,  stated  that  each  inmate  of 
the  two  sick  wards,  when  they  were  ftiU,  would  have  a  cubic  space  of  748  feet; 
he  thought  that  the  beds  were  too  close  together,  and  that  regard  being  had 
to  the  comfort  of  the  patients  and  the  convenience  of  the  attendance,  five  beds 
should  be  removed  from  each  ward.  He  entirely  concurred  ia  the  remark  of 
Matilda  Beeton,  that  the  crowding  in  these  two  wards  "  was  a  disgrace  to  the 
authorities  of  the  Strand  Union."  He  further  stated,  that  the  sick  had  much 
less  space  in  other  parts  of  the  workhouse  than  they  had  in  the  sick  wards ; 
that  in  the  nursery,  which  is  occupied  by  day  and  by  night,  each  occupant  had 
otly  218  cubic  feet  of  space  ;  and  he  added,  that  "  no  infant's  life  could  have 
been  long  preserved  in  the  nursery  of  this  workhouse,  in  the  condition  in  whidi 
it  was  during  the  last  winter.*'  He  had  formed  this  opinion  simply  and  solely  on 
the  fact  of  want  of  space.  He  did  not  say  that  any  infant  died  in  that  nursery 
from  that  cause  (want  of  space),  but  that  mesenteric  disease  was  of  very 
frequent  occurrence.  He  was  aware  that  the  guardians  have  an  establishment 
at  Edmonton,  to  which  children,  when  they  were  two  years  old,  are  sent. 

2.  The  Insufficient  Nursing  and  Attendance  upon  the  Sick. 

Matilda   Beeton  represented,  and  I  doubt  not  accurately,  that  when  she 
was  the  nurse  at  this  workhouse,  she  had  charge  not  only  of  t^e  sick  in  the  two 
Side  wards  above  referred  to,  but  also  of  the  *•  infirm"  in  the  in&*m  wards  ;  and 
that  on  the  whole  there  were  about  22  wards  for  her  '*to  look  over."*    There  was 
also  a  nurse  in  each  ward,  and  one  or  two  ^^  helpers."    There  was  always  a  night 
nurse  stationed  in  each  sick  ward,  and  also  in  the  infirm  waitis,  if  she  wanted 
them.    There  were  two  men  nurses  in  the  male  ward,  all  the  rest  were  women. 
All  were  paupers,  but  they  received  a  trifling  weekly  payment,  were  allowed  extra 
rations,  and  were  clothed  differently  from  the  other  inmates  of  tiie  workhouse. 
She  added  that  there  was  a  sufficient  number  of  nurses,  but  that  they  were 
not  all  of  them  competent  to  perform  their  duties ;  one  of  the  nurses  was,  she 
believed,  dischargrd  for  incompetency,  during  her  own  period  of  office ;  the 
nurse  who  succeeded  her  was  more  fit,  but  not  thoroughly  competent.     Neither 
of  the  two  men  nurses  was  fit  for  the  duty  entrusted  to  them ;  they  were  not 
strong,  in  bad  health ;  one  had  been  a  patient  himself  and  was  not  wholly 
recovered ;  they  were  both  very  willing,  and  did  as  well  as  they  could,  and 
as  well  as  their  strength  would  permit.     None  of  the  nurees  were  ^^  skilled 
nurses,"  and  she  thought  the  sick  should  be  attended  to  by  *' skilled  nurses" 
only.     Another  nurse,  a  man  named  Butler,  had  formerly  j[)een  a  ^^  potman  ;'* 
lie  knew  nothing  of  the  duties,  was  not  strong  enough,  could  not  lift  a  patient, 
had  "  bad  legs,"  and  was  so  infirm  that  another  pauper,  who  was  affected  with 
chronic  consumption,  helped  him  and  divided  his  wages  with  Hm.    These  nurses 
could  make  a  poultice  in  their  way,  but  could  not  apply  a  bandage.     She,  her- 
self, was  the  first  paid  nurse  that  had  ever  been  appointed  at  the  v^orkhouse. 

Dr.  Rogers,  the  medical  officer,  concurred  in  the  opinion  that  the  nursmg,  at 
least  for  a  portion  of  the  time  that  Matilda  Beeton  was  in  office^  was  a  disgrace 
to  the  authorities ;  confirmed  the  statement  of  the  former  witness  as  to  the 
bodily  and  general  incapacity  of  Butler,  and  of  his  being  ascosted  by  a  consump- 
tive patient;  described  the  drcmnstances  under  which  1^  man  *was  engaged; 
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and  related  the  diffiejuHy  which  he  consequently  had  to  contend  with  in  the 
men's  sick  ward. 

3.  The  Improper  and  Irregular  Giving  of  Medicines. 

Matilda  Beeton  admitted  that  it  was  her  duty  to  administer  the  medicines 
to  the  sick ;  she  tried  to  do  so,  but  failed ;  the  duties  in  that  respect  were  so 
many  that  she  could  not  perform  them.  She  gave  medicine  in  particular  cases 
when  requested  to  do  so  by  the  medical  officer,  or  if  she  thought  the  case  a 

¥scuUar  one,  but  the  other  paupers  got  their  medicine  from  the  pauper  nurses, 
he  medicine  was  given  ^^  anyhow ;  *'  some  that  was  given  to  one  patient  at 
one  time  was  given  to  another  at  other  times.  The  medicines  were  fetched  by 
the  pauper  nurses  direct  from  the  surgery  in  the  workhouse,  where  they  were 
made  up  ;  written  or  printed  directions  were  placed  upon  the  medicines ;  some 
of  the  nurses,  however,  could  not  read  weU,  some  could  read  fairly,  some  could 
not  read  writing  at  all.  When  the  medical  officer  once  complained  to  a  pauper 
nurse  that  a  dose  of  medicine  had  not  been  given^  she  (Beeton)  told  him  that 
it  was  her  duty  to  see  to  the  medicine  being  given,  but  that  she  had  not 
done  so  because  the  guardians  had  imposed  so  much  on  her.  She  meant 
him  to  understand  that  she  was  unable  to  give  the  medicine  not  only  in  that 
particular  case,  but  to  the  whole  of  the  sick  generally.  She  did  not  give  par- 
ticular directions  to  the  night  nurses  as  to  the  medicine  at  night;  she  left 
them  to  act  upon  the  written  directions  of  the  medical  officer. 

Dr.  Rogers,  the  medical  officer^  deposed  that  he  had  been  obliged  to  admonish 
the  nurses  for  not  giving  the  medicines  in  tlie  right  quantities,  and  at  the  right 
times,  over  and  over  again.  He  had  no  reliance  on  several  of  the  nurses, 
though  he  had  in  some.  He  thought  that  the  administration  of  the  medicines 
by  the  pauper  niurses  "  a  sham  "  to  a  very  great  extent. 

4.  The  Imperfect  Supply  of  Diet  for  the  Sick ;  the  Short  Weight  of  Rations  ;  the 

Badness  of  the  Cooking,  and  the  Quality  of  the  Soup  supplied  to  the  Infirm. 

Matilda  Beeton  deposed  that  sometimes  the  beer  would  be  stopped ;  the 
tale  told  would  be,  there  was  none  in  the  house ;  thought  it  was  the  master  s 
duty  to  see  the  food  and  beer  served  ;  did  not  think  he  did  so.  Had  been  in  the 
kitchen ;  thought  the  paupers  weighed  out  the  food,  and  had  charge  of  the 
weights  and  scales  ;  had  complained  to  the  master  as  to  alleged  short  weight  of 
rations,  and  on  one  occasion  such  a  fuss  was  made,  that  she  found  that  instead 
of  doing  the  inmates  good,  she  had  done  them  harm,  and,  therefore,  did  not 
complain  any  more.  Thought  the  cooking  very  bad  indeed;  the  meat  was 
more  often  over  dressed  than  otherwise,  the  "  goodness "  was  taken  out  of 
it  The  inmates  complained  of  the  quality  of  the  soup ;  that  they  could  not 
eat  it ;  gruel  had  been  put  into  it ;  it  was  a  constant  complaint. 

The  master  admitted,  however,  and  it  is  a  fact,  that  it  has  sometimes  hap- 
pened about  five  or  six  times  in  six  months  whilst  Matilda  Beeton  was  in  office, 
that  there  was  a  short  supply  of  beer.  He  found  that  the  measure  used  was 
too  lq.rge,  and  his  estimate  of  the  quantities  required  had  been  too  small* 
None  of  the  sick  or  of  the  infirm,  he  said,  had  been  kept  without  beer.  The  beerj, 
under  these  circumstances,  had  only  been  withheld  from  those  who  had  been 
entitled  to  it  in  return  for  work.  He  denied  that  the  food  was  badly  cooked. 
Although  he  could  not  himself  attend  to  the  weighing  of  the  food,  the  duty  was 
not  entrusted  to  paupers,  but  to  petty  officers.  It  was  true  that  the  surplus 
gruel  was  sometimes  put  into  the  soup,  which,  however,  improved  its  quality. 
A  complaint  had  been  made  to  the  matron  that  some  rations  were  short  of 
weight  the  day  before.  The  complaint  was  not  brought  to  her  knowledge  until 
the  day  after,  and  then  the  fact  could  not  be  tested  by  weighing  the  rations 
complained  of. 

5,  The  Theft  and  Sale  of  Beer,  &c.,  by  the  Patients  and  Nurses,  and  the  Sale 

of  Milk  by  one  class  of  Inmates  to  another* 

Matilda  Beeton  alleged  that  *^  she  could  see  that  both  nurses  and  patients 
bought,  borrowed,  and  sold."    She  often  "  had  to  complain  to  the  matron  of 
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able-bodied  paupers  roaming  all  over  the  house,  apparently  with  the  view  to 
buy  or  beg  from  the  sick.  One  of  the  women  in  the  laundry  had  told  her  that 
the  head  pauper  laundress  obtained  from  the  different  nurses  of  wards  beer  to 
sell  from  the  patients,  and  that  she  received  a  profit  from  the  sale  weekly.  She 
did  not  doubt  that  some  of  the  wine  was  sold  by  the  nurses  for  the  patients, 
or  given  by  the  patients  to  the  nurses  in  order  to  secure  more  attention  from 
them  ;  had  reason  to  suspect  that  sometimes  the  wine,  &c.,  was  stolen  from  the 
patients  by  the  nurses ;  once  saw  a  nursery  woman  taking  a  pint  of  milk  to  the 
sick  ward  from  the  nursery  ;  believed  it  was  the  practice  of  the  nursery  women 
to  take  the  children's  milk  and  sell  it  to  the  sick  at  one  halfpenny  a  pint. 

Dr.  Rogers  deposed  that  it  had  been  represented  to  him  that "  the  male 
pauper  nurse,  in  whom  he  had  placed  much  confidence,  was  robbing  the  sick  ;  ** 
he  referred  the  matter  to  the  master ;  it  was  inquired  into ;  the  complaint  was 
"  somewhat  confirmed,"  and  the  man  was  removed  from  the  ward. 

The  master  deposed  that  he  believed  that  beer  may  have  been  sold  from  the 
sick  and  infirm  wards,  but  that  the  instances  were  ver}^  exceptional,  and  when- 
ever  such  offences  were  brought  under  his  notice,  he  had  directed  the  attention 
of  the  medical  officer  to  them,  and  the  offenders  were  punished. 

He  did  not  think  that  beer,  s]>irits,  or  wine  were  stolen  from  a  sick  person 
whilst  Matilda  Beeton  was  the  nurse.  He  knew  only  of  one  instance  in  which 
a  patient  had  parted  with  his  beer  and  a  portion  of  his  gin.  This  was  done 
'Voluntarily,  as  a  return  for  a  kindness  shown  to  him  by  another  inmate.  Did 
not  think  the  traffic  in  beer,  &c.,  was  carried  on  to  any  'extent  by  the  pauper 
nurses ;  should  have  known  it  if  it  had ;  felt  confident  that  the  allegation 
that  the  nurses  sold  beer  to  the  laundry  woman,  who  made  a  profit  of  it, 
was  utterly  untrue. 

The  matron  knew  nothing  about  the  alleged  sale  of  beer,  spirits,  &c.,  by  the 
nurses,  and  no  representation  on  the  subject  was  ever  made  to  her.  It  was 
not  reported  to  her,  either  by  the  medical  officer  or  the  nurse,  that  milk  had 
been  taken  from  the  nursery  and  sold  in  the  sick  wards.  On  one  occasion  par- 
ticularised by  her,  some  milk  had  been  brought  from  the  nursery,  as  an  act  of 
kindness,  for  a  woman  who  was  very  ill.  She  never  suspected  that  there  was 
any  traffic  in  milk  of  the  kind  described,  and  felt  sure  that  the  mothers  in  the 
nursery  would  not  sell  the  milk,  and  thus  deprive  their  children  of  their  daily 
food. 


6.  The  Badness  of  the  Washing,  the  Drunkenness  of  the  Washerwomen,  and 
the  Defective  Supply  of  Linen  for  the  Sick. 

Matilda  Beeton  deposed  that  she  found  some  of  the  patients  had  to  pay  for 
their  washing  ;  and  that  the  washing  was  most  disgracefully  done.  It  appeared  to 
her  that  there  were  plenty  of  women  in  the  laundr}'  to  do  the  work  well ;  knew 
they  were  often  drunk,  and  unable  to  work.  Was  ashamed  to  go  to  the  bed- 
side with  the  doctor,  and  did  not  like  him  to  see  the  sheets,  they  were  so 
badly  washed.  Alluding  to  the  case  of  Evan  Owen,  she  said,  "  At  that  time  I 
was  not  amply  supplied  with  linen." 

The  matron  denied  that  the  washing  was  "  disgracefully  done."  It  was 
generally  fairly  done.  It  was  done  for  the  patients  sent  by  the  guardians  to 
the  seven  chief  hospitals  named,  without  complaint  from  any  of  them.  Some 
of  the  inmates  of  the  workhouse  had  complained,  perhaps  once  in  12  months, 
that  the  washing,  as  regards  certain  articles,  was  not  properly  done;  but 
Matilda  Beeton  had  the  remedy  in  her  own  hands  ;  she  could  and  did  return 
such  articles  to  the  laundry  when  she  pleased.  It  never  happened,  that  she 
knew  of,  that  there  was  not  a  sufficient  supply  of  linen  for  the  sick.  There 
was  a  full  supply  for  each  ward.  It  was  evident  that  the  supply  was  sufficient, 
as  a  whole,  because  Matilda  Beeton  admitted  that  if  she  at  any  time  had  not 
enough  for  one  ward,  she  borrowed  from  the  store  in  another. 

She  had  not  seen  the  washerwomen  intoxicated.  On  **  liberty  days,"  and 
after  some  of  them  had  been  out  to  chapel  on  Sundays,  it  was  apparent  on 
their  return  that  they  had  been  drinking.  She  could  not  say  they  were  unfit 
for  work,  except  in  one  instance  only. 

The  medical  officer  could  not  say  that  he  had  ever  noticed  that  the  sick 
were  ever  insufficiently  supplied  either  vdth  bedding,  linen,  or  dean  clothes. 

7.  The 
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7.  The  Omission  of  the  Master  to  visit  the  Wards  daily,  in  accordance  with  the 

Regulations. 

Matilda  Beeton  stated  that  the  matron  mostly  came  round  the  wards  every 
day.  The  master  very  seldom  came ;  only  on  a  Thursday,  and  then  with  the 
guardians. 

The  master  admitted  the  fact.  His  duties,  he  said,  in  other  respects  were 
so  heavy,  that  he  was  almost  always  confined  to  his  desk.  Now  that  those 
duties  were  somewhat  lighter,  and  now  that  he  had  some  assistance  in  perform- 
ing them,  he  was  able  to  give  more  attention  to  his  duties  in  visiting  the 
wards,  &c. 

8.  The  uncleanly  state  of  some  of  the  Patients  in  the  Sick  Wards. 

Matilda  Beeton  said  that  when  she  first  entered  on  her  duties,  18  out  of  the 
20  women  in  the  sick  wards,  either  had  "  vermin,'*  or  what  would  have  become 
"vermin,"  on  them. 

This  was  admitted  by  the  matron.  The  women  had,  for  the  most  part,  been 
recently  admitted ;  they  had  been  placed  in  the  receiving  ward  ;  they  were  ill, 
too  ill  to  undergo  the  ordinary  cleansing  discipline  ;  they  were  examined  by  the 
medical  officer,  and  under  his  orders  removed  to  the  sick  wards.  It  was  after- 
wards discovered  that  they  **  had  vermin"  on  them.  When  this  was  known^ 
proper  means  were  taken,  and  the  women  were  relieved  as  speedily  as  possible. 

Such,  I  believe,  may  be  regarded  as  a  statement  of  the  main  complaints  which 
I  investigated  ;  and  sucli  were,  in  effect,  the  answers  which  were  made  to  those 
complaints.  Those  complaints,  however,  were  somewhat  modified,  and  changed 
in  their  appearance  by  the  cross-examinations  of  the  nurse  and  of  the  medical 
officer ;  and  with  the  view  to  show  how  far  they  were  so  modified  and  changed, 
I  will  go  over  the  complaints  again,  under  the  heads  and  in  the  order  in 
which  1  have  recited  them ;  quoting  from  the  cross-examination,  relating  to 
each  separate  charge. 

1.  Want  of  Space,  imperfect  Classification  of  Cases,  defective  Ventilation 
in  the  Sick  and  other  Wards  containing  Inmates  under  Medical  Care. 

The  nurse  said  the  sick  wards  were  so  crowded  that  there  was  not  room  to 
get  between  the  beds  conveniently  to  attend  the  sick.  The  nature  of  the  diseases 
of  the  patients  made  the  rooms  very  oflFensive  ;  the  medical  officer  complained 
to  her  of  tiie  bad  smells  in  the  morning.  There  were  means  for  ventilating  the 
rooms  at  night,  but  she  did  not  think  they  were  sufficient ;  she  said  that  the 
medical  officer  was  aware  that  the  wards  were  too  full,  the  ventilation  imperfect, 
and  the  air  bad  and  impure. 

The  medical  officer  said  that  when  he  first  entered  upon  his  duties  about 
eight  years  ago,  it  did  not  occur  to  him  that  the  sick  wards  would  not  pro- 
perly contain  20  beds.  After  he  had  been  in  office  about  two  years  some  dermic 
toiies  were  converted  into  the  present  sick  wards.  The  alterations  were  made 
at  his  suggestion,  the  guardians  acted  with  his  concurrence,  and  under  his 
advice.  When  these  alterations  had  been  made,  he  thought  there  was  proper 
provision  for  the  sick  at  that  time  ;  at  that  time  he  was  satisfied  with  the  state 
of  those  wards  ;  during  the  last  three  or  four  years,  however,  he  felt  that  these 
wards  did  not  contain  sufficient  cubic  space  during  the  winter  months  espe- 
cially. **  I  altered  my  opinion  as  to  the  sufficiency  of  the  size  of  the  wards, 
because  I  found  the  atmosphere  was  so  impure  when  I  went  of  a  morning; 
probably  they  were  not  more  foul,  three  or  four  years  ago,  than  they  were 
eight  years  ago.  I  gained  greater  experience,  however,  and  came  to  the  conclu- 
sion that  during  the  winter  months  these  wards  were  not  large  enough.  The 
two  sick  wards  were  the  best  wards,  and  are  very  hot  in  the  summer  ;  the  in-^ 
creased  cubic  space  was  obtained  by  taking  away  the  old  ceilings,  and  carrying 
them  up  to  the  roof.  The  faults  of  the  wards  were  aggravated  by  being  con- 
verted into  **  roof  wards  "  (they  were  so  converted  on  his  suggestion  and  with 
his  approval).  The  alterations  made  a  considerable  improvement  at  the  time^ 
and  the  atmosphere  became  much  more  pure.  The  wards  cannot  be  effectually 
ventilated,  however,  owing  to  the  peculiarity  of  the  form  of  their  construction. 

It  will  be  still  borne  in  mind  that  they  were  constructed  under  his  advice,  and 
with  his  approval.  In  answer  to  one  of  my  questions,  he  said,  "  I  do  not  know  that 
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I  have  made  any  reports  to  the  guardians  with  exclusive  reference  to  the  state 
of  these  two  sick  wards ;  it  never  occurred  to  me  to  do  so.  My  dissatisfaction 
with  the  sick  wards  proper,  has  not  been  so  marked  as  my  dissatisfaction  with 
the  rest  of  the  house." 

Notwithstanding  these  admissions,  the  medical  officer  stated  in  the  first 
instance  that  he  entirely  concurred  in  the  remark  of  Matilda  Beeton,  ^^  that 
the  ****  crowding  in  the  two  sick  wards  was  a  disgrace  to  the  authorities  of 
the  Strand  Union." 

2.  Insufficient  Nursing  and  Attendance  upon  the  Sick. 

Matilda  Beeton  stated  that  she  considered  the  "nursing  (as  well  as  the  crowding) 
of  the  two  sick  wards  was  a  disgrace  to  the  whole  authorities  of  the  Strand  Union.'* 
She  afterwards  added,  however^  that  there  was  a  sufficient  number  of  nurses,  but 
they  were  not  all  of  them  competent  to  perform  their  duties.  The  nurse  in 
the  women's  sick  ward  was  discharged,  on  the  application  of  the  medical  officer, 
for  incompetency.  She  was  succeeded  by  a  nurse  who  was  more  competent, 
but  not  thoroughly  competent.  Matilda  Beeton  never  saw  any  of  the  nurses 
otherwise  than  in  a  sober  state.  She  might  have  seen  some  of  the  pauper 
nurses  the  worse  for  drinking,  but  not  actually  drunk. 

The  medical  officer  entirely  concurred  with  Matilda  Beeton  in  considering 
that  ^*  the  nursing  (as  well  as  the  crowding)  of  the  two  sick  wards  was  a  dis- 
grace  to  the  whole  authorities  of  the  Strand  Union.**  He  added,  however,  this 
important  qualification :  *^  This  remark  is  applicable  to  a  portion  of  the  time 
of  her  (Matilda's)  service.*'  At  one  period  of  the  time  there  was  a  *'  peculiarly 
inefficient  nurse  in  the  women's  sick  ward;  she  was  in  office  three  or  four 
months,  more  or  less.  In  the  men  s  sick  ward  the  condition  of  things  was 
(rightful,  part  of  the  time  when  Matilda  Beeton  was  here.  For  a  month  or 
five  weeks  the  state  of  things  was  so  bad  that  I  could  not  bear  to  go  into  the 
place.  Up  to  January  last  1  did  not  see  much  to  object  to  in  the  men's  sick 
ward,  because  I  had  not  found  out  what  was  going  wrong.  We  have  two  paid 
nurses  now^  and  things  are  going  on  much  more  comfortably." 

3.  The  improper  and  irregular  giving  of  Medicine. 

Matilda  Beeton  said  it  was  her  duty  to  administer  the  medicine  to  the  sick ; 
she  tried  to  do  so,  but  failed ;  the  duties  were  so  heavy  she  could  not  perform 
them  in  person  ;  she  gave  medieine  in  particular  cases  when  requested  by  the 
medical  officer,  or  if  she  thought  the  case  a  peculiar  one.  She  had  told  the 
medical  officer  that  it  was  her  duty  to  see  to  the  medicine  being  given,  but  that 
she  had  not  done  so  because  the  Board  had  imposed  so  much  more  duty  upon 
her  than  she  was  required  to  perform  by  the  advertisement.  She  could  not 
remember  any  particular  case  in  which  a  poor  pei'son  suffered  from  the  medicine 
either  having  been  given  improperly,  or  not  given  at  all.  She  added,  "  as  I 
cannot  name  any  particular  case  of  this  kind,  perhaps  I  had  better  say  nothing 
more  on  this  subject." 

The  medical  officer  stated,  that  since  the  introduction  of  paid  nurses,  the 
medicines  have  been  given  more  regularly. 

4.  The  supply  of  Diet  for  the  Sick,  the  short  Weight  of  Rations,  the 
badness  of  the  Cooking,  and  of  the  Soup. 

Matilda  Beeton,  owing  to  the  number  of  the  patients,  could  not  see  that  the  diet 
ordered  for  each  patient  was  given  to  each  ;  the  food  was  given  by  the  pauper 
niu*ses  ;  as  far  as  her  recollection  and  observation  went,  the  diet  ordered  was 
supplied  to  each  patient ;  she  could  not  name  any  particular  case  in  which  any. 
one  suffered  from  the  want  of  food,  or  for  want  of  the  particular  diet  ordered 
by  the  medical  officer.  No  sick  persons  ever  complained  to  her  that  they  were, 
not  duly  supplied  with  food.  The  quality  of  the  meat  was  good ;  as  far  as  she 
knew,  the  sick  always  got  the  wine  and  spirits  ordered  for  them.  After  alludiDg 
to  the  alleged  short  weight  of  food,  &c.,  she  said,  "  Perhaps  I  have  no  reason 
for  thinking  that  short  weight  was  given  in  any  instance."  When  she  was 
required  to  explain  as  to  the  **  fuss  *'  made  by  the  matron  on  this  subject,  she 
said  she  meant  that  the  ^*  matron  went  on  at  them  (the  inmates)  for  not  sending 
their  food  back  to  be  weighed.'* 
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The  medical  officer  said  the  master  and  matron  always  shewed  the  greatest 
desire  to  attend  to  his  wishes  in  regard  to  the  diet  of  the  sick.  It  never  occurred 
to  him,  that  any  of  the  sick  in  the  sick  wards  were  not  supplied  with  the  Ibod 
^Mxlered;  occasionally,  though  rarely,  a  patient  had  complained.  Certainly 
there  was  never  any  such  neglect  or  irregularity  as  to  induce  him  to  report  on 
it  to  the  guardians.  It  never  occurred  but  once  daring  the  eight  years  of  his 
service,  teat  a  patient  complained  lo  him  that  he  did  not  get  the  wine,  beer,  or 
spirits  ordered  for  him.  Had  heard  beer  had  been  withheld  from  the  sick ;  did 
not  pursue  his  inquiry,  because  of  the  deUcacy  of  its  nature. 

5.  The  Sale  of  Beer,  &c.,  by  the  Patients  and  Nurses,  and  the  Sale  of  Milk 
by  one  class  of  Inmates  to  another. 

Matilda  Beeton  could  not  say  what  became  of  the  wine,  &c. ;  had  no  doubt 
that  some  of  it  was  sold  by  the  nurses  for  the  patients,  or  given  by  them  to  the 
nurses  to  secure  more  attention.  She  had  reason  to  suspect  that  sometimes 
wine  was  stolen  from  the  patients  by  the  nurses,  but  no  patients  had  ever  com- 
plained to  her  that  thdr  wine  had  been  stolen.  Believed  it  was  the  practice  of 
the  nursery  women  to  sell  the  children's  milk ;  told  the  medical  officer,  and 
believed  that  the  irregularity  was  stopped.  The  medical  officer  had  heard  and 
believed  that  milk  stolen  from  the  nursery  was  sold  in  the  sick  wards ;  had 
threatened  the  women  with  the  consequences  of  a  repetition  of  the  misconduct, 
and  believed  the  practice  was  stopped.  Did  not  report  the  circumstance  to  the 
guardians. 

6.  The  badness  of  the  Washing,  the  Drunkenness  of  the  Washerwomen,  and 
the  defective  supply  of  Linen  for  the  Sick. 

Matilda  Beeton  believed  that  some  of  the  patients  in  the  sick  wards  had  to 
pay  for  their  washing,  but  did  not  remember  names,  and  would  not  like  to 
swear  to  it.  Those  in  the  infirm  wards  paid  also  ;  knew  it,  because  they  told 
her  so.  This  was  not  done  because  there  was  not  a  sufficient  quantity  of  clean 
linen,  but  because  some  of  them  wished  to  have  the  things  more  carefully 
washed ;  had  the  power  to  remedy  the  negh'gence,  by  sending  things  back  to 
the  laundry,  and  occasionally  exercised  it.  Although  not  amply  supplied  with 
linen,  did  not  report  the  circumstance  to  the  matron,  as,  in  point  of  fact,  she  had 
sufficient  for  the  sick  at  the  time. 

The  medical  officer  did  not  think  that  either  the  bedding  or  the  clothing  had 
been  disgracefully  washed ;  had  seen  nothing  of  the  kind ;  should  have  noticed 
it  had  the  washing  been  so  ill  done. 

7*  This  complaint  was  admitted,  and  cKplained  as  set  forth  in  the  former  part 
of  this  Report. 

8.  When  questioned  further  as  to  the  uncleanly  state  of  the  inmates,  Matilda 
Beeton  admitted  that  when  she  informed  the  matron  and  the  medical  officer  of 
the  state  of  these  women,  proper  means  were  taken  immediately  to  render  them 
clean ;  that  they  were  cleansed,  and  that,  with  scarcely  an  exception,  they  were 
afterwards  kept  in  a  proper  condition  in  this  respect  whilst  she  remained  at 
the  workhouse. 

I  have  thought  it  the  more  necessary  to  give  prominence  to  these  admissions^ 
and  qualifications  of  the  original  complaints,  because  the  guardians  merely 
sn^ested  questions  to  the  witnesses  during  the  inquiry,  and  did  not  give,  or 
express  a  desire  to  give  any  general  reply  to  the  allegations  of  t^e  late  nurse 
and  of  their  medical  ^officer. 

For  the  same  reasons,  and  on  behalf  of  the  guardians,  it  is  important  to  refer 
specially  to  other  parts  of  the  evidence,  to  show  to  what  extent  their  atten^ 
tion  had  been  called  to  the  insufficiency  of  the  accommodation,  and  to  the 
defects  in  the  provision  made  by  them  for  the  proper  treatment  and  manage- 
ment of  the  sick. 

Matilda  Beeton  was  aware  that  it  was  part  of  the  duty  of  the  nurse  •'*  to  in- 
form the  medical  officer  of  any  defects  which  may  be  observed  in  the  arrange* 
ments  of  the  sick  or  lying-in  ward." 

She  admitted  that  she  did  not  perform  her  duty  in  that  respect  in  every  par- 
ticular, because  she  could  not  do  so.     She  directed  the  medical  officer's  attea- 
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tion  to  the  fact  when  there  was  not  room  for  the  patients,  when  the  beds  were 
all  occupied,  and  more  patients  were  ordered  to  the  ward.  She  made  no  com- 
plaint  to  him  about  the  diet,  or  wine,  or  spirits,  or  beer.  She  did  not  speak  to 
him  about  the  ventilation,  as  he  was  aware  that  the  air  of  the  wards  was  im- 
pure in  the  morning. 

The  medical  officer  admitted  that  it  was  his  duty,  as  prescribed  by  the  Re- 
gulations of  the  Poor  Law  Board,  "  to  give  directions  and  make  suggestions  as 
**  to  the  diet,  classification,  and  treatment  of  the  sick  poor." 

He  was  aware  that  the  regulations  also  made  it  his  duty  "  to  report,  in 
^^  writing,  to  the  guardians,  any  defect  in  the  diet,  drainage,  ventilation,  warmth, 
"  or  other  arrangements  of  the  workhouse,  or  any  excess  in  the  number  of  any 
•^  class  of  inmates,  which  he  may  deem  to  be  detrimental  to  the  health  of  the 
**  inmates." 

He  was  also  aware  that,  under  the  regulations,  it  was  his  further  duty  **  to 
^*  report,  in  writing,  to  the  guardians,  any  defect  which  he  may  observe  in  the 
"  arrangements  of  the  infirmary,  and  in  the  performance  of  their  duties  by  the 
**  nurses  of  the  sick." 

The  medical  officer  said  he  had  made  repeated  reports  to  the  guardians,  iu 
accordance  with  the  regulations.  He  did  not  produce  them ;  he  could  not, 
as  he  had  kept  no  copies  of  them ;  they  generally  related  to  the  overcrowd- 
ing of  the  house.  They  had  related  to  the  diet  of  the  infirm,  in  which  an  im- 
portant alteration  had  been  made  by  the  guardians,  in  accordance  with  his 
recommendation. 

Those  reports,  however,  had  not  related  to  the  nursing,  nor  to  the  clothing, 
nor  to  the  bedding,  nor  to  the  general  treatment  of  the  sick.  Such  representa- 
tions as  he  had  made  to  former  Boards  of  Guardians,  had  evoked  much  personal 
hostility,  and  he  felt  it  was  folly  to  appeal  to  the  Board  of  Guardians  as  it  was 
then  constituted.  He  concurred  in  the  remark  of  Matilda  Beeton,  **  that  she 
had  never  found  the  guardians  unwilling  to  provide  anything  in  the  shape  of 
comforts  for  the  sick,  provided  that  the  wants  are  made  known  to  them."  He 
also  concurred  to  a  large  extent,  but  not  entirely,  in  the  remark,  that  "unless 
officers  report  to  the  guardians  on  the  state  of  the  sick,  they  can  know  nothing." 
In  reply  to  my  distinct  inquiry,  he  acknowledged  that  the  guardians  had  *^  never 
refused  him  anything  that  he  had  considered  necessary  for  the  health,  comfort^ 
and  convenience  of  the  sick  poor,  when  he  had  applied  to  them  for  it." 

These  are  highly  important  admissions,  and  they  must  be  borne  in  mind 
when  any  attempt  is  made  to  discriminate  and  assign  the  degree  of  respon- 
sibility to  be  borne  by  the  guardians  and  their  officers  in  respect  of  the  condi- 
tion and  treatment  of  the  sick  poor  in  the  Strand  Union  Workhouse. 

If  the  Board  of  Guardians  had  thought  it  right,  I  believe  they  could  have 
said  that  cases  of  fever  and  cases  of  small-pox  were  sent  by  them  to  public 
hospitals  especially  fitted  for  such  cases.  That  to  meet  the  wishes  of  their 
medical  officer,  and  with  the  view  to  relieve  the  over-crowding,  they  have  sent 
sick  inmates  of  the  workhouse  to  other  hospitals  in  London,  and  that  by  means 
of  subscription  or  otherwise,  they  have  (as  appears  by  the  matron's  evidence), 
sent  many  patients  to  King's  College,  Middlesex,  Guy's,  Brompton,  St.  George's, 
Charing  Cross,  and  the  Lock  Hospital.  The  guardians  might,  I  think,  have 
alleged  that  they  had  undertaken  to  supply  the  drugs,  &c.  for  the  sick:  that  the 
Visiting  Committee  advised,  and  they  opened  another  **  iQfirm  Ward,"  that 
without  waiting  for  the  recommendation  of  their  medical  officer,  they  had 
established  a  **  sick  kitchen,"  and  that  although  he  had  made  no  report  to 
them  against  "  carpet  beating,"  they  had,  out  of  consideration  to  the  sick, 
abandoned  the  work  which  had  so  long  existed  under  their  predecessors  in  office. 
Moreover,  the  guardians  might  have  said  that  they  had  exerted  themselves  to 
procure  the  reception  of  some  portion  of  their  indoor  poor  into  other  work- 
houses, in  order  to  reheve  the  pressure  upon  their  own,  and  finally,  they  could 
have  said  that  they  had  resolved  to  build  a  new  workhouse,  of  such  a  size  and 
in  such  a  situation,  as  they  were  assured  would  provide  ample  accommodation  and 
every  requisite  for  the  poor  of  all  classes  whom  they  have  to  maintain. 

It  is  manifestly  clear  from  this  inquiry  that  the  workhouse  has  in  many  of  its 
wards  been  for  a  long  time  seriously  overcrowded,  and  that  there  has  never 
been  a  proper  staff  of  efficient  nurses  to  attend  upon  the  sick  and  infirm  poor. 
Several  cases  of  a  very  distressing  character  are  described  in  the  evidence, 
and  illustrate  the  hardships  and  the  sufferings  to  which  the  inmates  have 
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been  and  still  are  exposed  from  these  causes.  Want  of  space  and  of  proper  ac- 
commodation for  the  sick,  and  want  of  good  nursing  and  of  efficient  attendance 
are  now  the  urgent  requisites  of  this  establishment.  If  these  evils  were  remedied 
much  would  be  done  to  render  it  liearly  eflFective  in  all  respects.  Dr.  Rogers 
stated,  that  "  irrespectively  of  the  space  and  of  the  number  of  beds  at  my  com- 
mand I  should  be  satisfied  with  the  general  treatment  of  the  sick  in  the 
workhouse  at  the  present  time  if  I  had  more  paid  nurses  to  attend  upon  my 
patients.  If  I  got  the  space  I  required^  and  the  additional  assistance  named^  I 
might  t;hen  be  content  with  the  condition  of  the  sick.  If  the  Board  of  Guardians 
should  diminish  the  numbers  in  the  house,  or  enlarge  the  premises,  or  build 
another  hospital  elsewhere,  or  take  all  three  of  these  courses,  then  I  should 
think  they  had  done  all  in  their  power  to  remedy  the  evils  of  which  I  have  com- 
plained." 

Dr.  Rogers  further  stated  that  the  space  prescribed  by  the  Hospital  and 
Ban*ack  Commissioners  is  1,200  feet,  and  an  area  of  90  feet  for  each  sick  patient. 
He,  however,  would  apparently  be  content  with  1,000  cubic  feet  of  space,  with 
an  area  space  of  80  feet,  for  each  sick  person.  How  far  the  present  accommo- 
dation falls  short  of  what  he  now  thinks  requisite  will  be  seen  on  referring  to 
the  table  accompanying  this  Report.  According  to  that  table  the  largest  space 
in  a  sick  ward  is  748  feet ;  in  the  nursery,  which  is  used  night  and  day,  the 
space  for  each  occupant,  when  the  ward  is  full,  is  218  cubic  feet  only,  whilst 
the  average  cubic  space  for  each  inmate  of  a  ward  in  constant  occupation,  when 
all  the  wards  are  full,  is  no  more  than  487  cubic  feet. 

The  number  of  nurses  required  for  the  full  and  efficient  care  of  the  sick  in 
this  workhouse,  may  only  be  safely  estimated  after  referring  to  the  number  of 
cases  which  Dr.  Rogers  has  under  his  care.  He  stated  that  the  average  num- 
ber of  sick,  aged  and  infirm  inmates  in  the  workhouse  from  the  4th  of  November 
1865  to  the  12th  of  January  1866^  was  487-  Of  these  200  were  always  under 
medical  treatment  at  the  same  time.  It  is  not  surprising  to  find  that  he  does 
not  consider  two  paid  nurses  (the  present  staff)  sufficient  to  attend  upon  so  large 
a  number  of  patients  as  this.  He  did  not  indicate  the  exact  number  he  thinks 
requisite ;  he  said,  however^  he  should  like  a  paid  nurse,  that  is  to  say,  a  re- 
sponsible person  to  be  stationed  in  each  receiving  ward ;  and  I  should  certainly 
like  two  paid  nurses  to  be  stationed  in  the  sick  wards  every  night. 

How  far  the  present  arrangements  are  sufficient  to  afford  proper  attendance 
upon  and  efficient  nursing  for  the  sick,  may  be  inferred  when  I  state  that,  at 
this  time,  there  are  two  paid  nurses  only,  with  18  pauper  nurses  and  assistants. 
Of  these  pauper  nurses  as  assistants — 

One  is    -    -     36  years  old. 

One  is    -    -    46  years  old. 

One  is    -    -     52  years  old  (lost  one  eye,  and  sees  imperfectly  with  the 
other). 

One  is     -     -    56  years  old. 

Four  -    -    -    between  60  and  65  years  old. 

Six     .     .     -     between  65  and  70  years  old. 

Four,  whose  ages  exceed  70  years. 

Out  of  these  18  pauper  nurses  and  attendants — 

Three  can  read  printing  and  writing  well. 
Five  can  read  print  well,  and  writing  fairly. 

Six  read  so  very  indifferently  that  it  would  not  be  safe  to  allow  them  to 
give  medicines,  unless  under  the  immediate  superintendence  of  others. 
Four  cannot  read  either  print  or  writing. 

There  may  be  reasons  why  the  guardians  should  feel  embarrassed,  and  hesi- 
tate to  carry  out  their  resolution  to  build  a  new  workhouse ;  but  there  are  no 
reasons  that  I  am  aware  of  which  prevent  them  from  at  once  appointing 
a  sufficient  staff  of  efficient  nurses  and  attendants  upon  the  sick. 

The  Board  will  not  fail  to  observe  the  high  terms  in  which  the  medical  officer 
speaks  of  the  assistance  given  to  him  at  all  times  by  Mr,  and  Mrs.  Thome, 
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the  master  and  matron.  I  annex  to  this  Report  testimonials  given  within 
a  few  daya  of  the  inquiry,  by  "  Lady  Visitors "  and  others  who  are  ac- 
quainted with  the  condition  of  the  poor  in  this  workhouse,  and  whose  expe«- 
rienee  enables  them  to  speak  with  an  authority  on  the  subject.  These  docu* 
ments,  as  will  be  seen,  bear  the  strongest  testimony  to  the  cleanliness,  good 
order  and  comfort  of  the  wards,  to  the  care,  kindness  and  attention  bestowed 
upon  the  sick  by  the  master  and  matron. 

I  also  annex  to  this  Report  a  docum^it  handed  me  by  two  of  the  guardians 
of  the  Union,  together  with  a  cof^  of  a  resolution  of  the  guardians  re- 
specting it. 

I  hare,  &c. 
(signed)        R.  Basil  Cane, 
To  the  Secretary,  Poor  Law  Inspector. 

Poor  Law  Board. 
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STRAND    UNION. 


Matilda  Bebton's  Allboations  in  reference  to  the  Trefltment  of  the  Sick  in  the  Stnuid 

Union  Workhouse. 


Dbpositionb  taken  by  B.  B,  CaMy  Esq.,  Poor  Law  Inspector,  at  an  Inquiry  held  by  bin 

on  the  4th  and  6th  Jane^  1866. 

Matilda  BeetOn,  being  sworn,  says,  I  am  now  residing  at  No.  274,  Goswell-road, 
Islington.  I  was  formerly  Head  Nurse  at  the  Strand  Union  Workhouse.  I  entered  upon 
the  duiies  of  that  office  on  the  21st  of  August  last.  I  took  charge  of  the  inmates  of  the 
sick  wards,  and  also  of  the  infirm  wards.  1  think  that  there  were  about  22  wards  in  all  for 
me  to  look  over;  there  were  two  "sick  wards,**  with  19  beds  in  each  ward,  but  all  the 
wards  entrusted  to  my  care  contained  sick  people,  and  there  were  dying  patients  in  them 
all. 

I  thought  the  classification  very  bad  in  the  workhouse,  much  worse  than  it  ne^d  have 
been  had  the  managers  thought  proper  to  have  made  it  better.  ' 

The  nursing,  and  crowding  of  the  two  sick  wards,  was  a  disgrace  to  the  whole  authorities 
of  the  Strand  Union. 

The  medicine  was  given  anyhow ;  some  that  was  given  to  one  patient  at  one  time  was 
gjiven  to  another  at  otners.  The  pauper  nurses  seemed  to  have  the  whole  control  over  ihe 
sick  diets,  making  it  right  with  an  old  pauper  clerk  mostly  one  day  in  the  week. 

Sometimes  the  beer  would  all  be  stopped ;  the  tale  told  would  be,  there  was  none  in  the 
house. 

I  never  could  understand  why  this  should  be  the  case,  as  no  doubt  the  beer  came  into  the 
bouse  and  was  audited. 

I  understood  from  some  of  the  paupers,  when  they  complained  about  it  to  the  matron, 
that  she  said  she  did  not  know  how  it  was  they  did  not  get  it. 

I  thought  it  was  the  master's  place  to  see  the  food  and  beer  served,  but  I  should  not 
think  he  did  so  once  in  six  months. 

Soon  after  I  undertook  charge  of  the  sick,  I  complained  to  the  matron  about  the  patients 
not  getting  their  allowance  of  meat,  when  she  made  such  a  fuss,  and  scolded  the  poor  old 
women  for  complaining  to  me,  that  I  found  that  instead  of  my  doing  them  good  I  bad  done 
harm,  and  I  never  complained  of  what  was  allowed  to  them  afterwards. 

When  I  entered  on  my  duties,  I  found  the  right  thing  was  not  being  done  by  the  sick 
and  helpless  pauper,  and  I  asked  the  master  and  matron  to  let  me  give  the  stimulants  when 
I  thought  the  sick  poor  most  wanted  them,  and  to  leave  directions  for  the  same  to  be  given 
at  night ;  but  this  1  was  not  allowed  to  do,  and  the  same  tricks  were  carried  on  in  my  time 
there  as  before  I  went. 

I  could  gee  both  the  nurses  and  patients  bought,  borrowed,  and  sold,  and  the  best  was  not 
done  with  one-half  with  what  the  doctor  allowed  them. 

I  often  found  it  necessary  to  compUin  to  the  matron  of  able-bodied  paupers  roaming  all 
over  the  house,  apparently  with  a  view  to  buy  or  beg  from  the  sick ;  this  the  matron 
always  said  was  not  the  case  till  I  came  there. 

This  tale,  I  believe,  is  told  to  all  paid  nurses,  the  objections  being  so  strong  on  the  part 
of  masters  and  matrons  against  them. 

At  the  Strand  Union  I  found  that  some  of  the  patients  had  to  pay  for  their  washing. 

The  washing  was  most  disgracefully  done ;  1  was  often  ashamed  to  go  to  the  bedside 
with  the  doctor,  and  was  always  afraid  of  his  seeing  vermin  on  the  patients  or  their  bed- 
clothes. 

There  appeared  to  me  lo  be  plenty  of  women  in  the  laundry  to  do  the  work  well ;  at  the 
same  time,  1  thought  they  did  not  care  a  pin  for  the  matron.  I  always  thought  the  master 
and  matron  were  afraid  of  the  paupers. 

One  of  the  women  in  the  laundry  told  me  that  the  head  pauper  laundress  received  from 
different  nurses  of  wards  beer  to  sell  from  the  patients,  and  received  so  much  profit  weekly. 
I  know  they  were  often  drunk  and  unable  to  work.  I  told  the  matron  of  what  I  had  heard 
about  the  selling  of  the  beer,  but  I  do  not  think  she  took  any  notice  of  it 

The  matron  mostly  oame  round  the  wards  every  day. 

The  master  very  seldom  came,  only  on  a  Thursday,  and  then  with  the  Board  of  Guardians. 

The  last  three  mon&s  I  was  in  the  workhouse  (January,  and  February,  and  March)  was 
the  worst  I  ever  passed  in  the  nursing  duties. 

The  wards  were  all  so  crowded,  and  the  patients  so  bad,  and  the  atmosphere  of  the  wards 
was  so  bad  in  the  morning,  that  I  loathed  to  go  into  them ;  the  male  sick  ward  more  espe- 
cially. There  were  a  nvmoerof  consumptive  patients,  all  of  whom  required  more  attention 
than  they  could  have  with  such  nurses  as  were  allowed  me. 

The  two  poor  men  placed  as  pauper  nurses  wanted  good  nur«ing  and  nourishment  them- 
selves, trembling  and  coughing  all  day  long ;  the  two  could  not  lift  a  patient  up  in  the  bed. 
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One  morning  I  asked  them  to  lift  a  poor  creature  up  whilst  I  looked  to  his  back ;  this 
neither  could  do,  but  dragged  him  on  his  side ;  at  the  same  time  a  piece  of  skin  from  the 
poor  patient's  back  stuck  to  the  sheet ;  the  blood  flowed  freely  from  the  wound.  This  was 
caused  for  want  of  the  poor  man  being  kept  dry  and  clean,  or  some  one  to  properly  lift  and 
attend  to  him. 

On  the  whole,  this  ward  was  disgraceful  and  horrifying  to  behold. 

The  doctor  would  complain  of  the  bad  smells  in  the  wards  on  his  entering  them  of  a 
morning,  and  did  not  do  so  without  real  cause.  It  made  me  truly  uncomfortable,  as  I 
could  not  do  by  the  patients  as  I  should  Uke  to  have  done. 

My  room  was  on  the  same  floor  as  the  men's  sick  ward ;  only  a  small  lobby  parted  us. 
In  this  lobby  was  a  sink  and  a  dust  hole.  All  the  soiled  linen  was  washed  there  from  the 
men's  sick  wcurd  before  it  was  taken  to  the  laundry.  I  often  got  the  smell  so  strong  from 
the  same  in  my  room  that  I  could  scarcely  bear  to  remain  in  it. 

It  has  sometimes  taken  me  an  hour,  of  an  evening,  to  go  about  the  house  to  find  beds  for 
the  sick  patients,  as  I  mostly  had  to  send  patients  out  to  sleep,  having  more  in  the  sick 
wards  in  the  day-time  than  I  had  beds  for  at  night. 

Sometimes  they  had  to  cross  a  wet  yard,  and  sleep  in  wards  where  there  were  no  fires  or 
night  nurses.     They  were  not  locked  up  or  locked  into  these  wards  however. 

The  most  wretched  case  I  can  think  of  as  having  occurred  in  these  wards  was  that  of  a 
poor  man  with  a  very  bad  leg ;  he,  I  believe,  had  no  wife  or  other  friends.  He  had  kept 
out  of  the  house  till  he  had  spent,  I  thought,  his  last  penny.  This  man  was  seen  by  the 
doctor,  ordered  to  the  sick  ward  ;  his  diet  was  liberal,  his  leg  was  properly  attended  to,  and 
the  man  seemed  to  be  doing  well.  At  this  time,  the  guardians  sent  some  patients  to  Guy's 
Hospital.  This  man  was  one  of  them.  He  remained  some  few  weeks  at  tne  hospital,  and 
then  returned  to  the  workhouse ;  his  leg  was  much  better,  but  the  man  was  not  stron^r 
enough  to  be  discharged.  He  was  again  ordered  by  the  doctor  to  the  sick  v^ard,  with  such 
diet  as  he  required.  I  had,  however,  no  bed  for  Him  in  the  sick  ward,  and  the  man  was 
compelled  to  go  to  the  foul  ward  to  sleep.  In  this  ward  were  the  dirtiest  cases  and  lowest 
characters ;  the  bed  on  one  side  of  him  was  occupied  by  a  man  putrid  with  sores,  and  on 
the  other  side  by  a  man  affected  with  itch.  Every  bed  in  that  ward  was  full  of  patients  of 
this  sort.  The  man  had  to  go  from  the  sick  ward  to  the  foul  ward  one  wet  night,  and  in 
crossing  the  yard  he  got  his  feet  wet  and  took  cold ;  the  doctor  again  ordered  him  to  be 
kept  in  the  siek  ward;  two  or  three  nights  afterwards  the  man  had  to  be  sent  to  the  foul 
ward  again,  as  there  was  no  room  for  him  in  the  sick  ward.  He  remained  in  the  foul  ward 
a  few  days  and  nights,  but  as  there  was  then  no  longer  any  room  for  him  there,  he  had  to 
go  to  the  sleeping  wards  at  night,  but  he  sat  in  the  foul  ward  during  the  day. 

Under  these  circumstances  the  man  took  cold,  erysipelas  followed  in  the  leg  that  had 
been  bad.  A  few  evenmgs  previous  to  my  leaving  the  workhouse,  I  was  sent  for  to  the  foul 
ward  to  see  this  man  ;  he  was  then  icy  cold,  the  leg  swollen  to  the  size  of  one's  body,  and  I 
did  not  think  he  would  live  till  I  could  get  the  doctor  for  him.  He  lived  however ;  stimulants 
were  given,  and  he  revived ;  he  was  then  for  the  fourth  time  sent  to  the  sick  ward.  The 
night  I  left  the  workhouse  he  appeared  better. 

1  resigned  my  office  at  the  Strand  Union  Workhouse  on  the  27th  of  February  last,  and  I 
left  there  a  month  afterwards  (28th  March). 

Such  was  the  general  state  of  the  wards,  and  such  the  general  condition  and  state  of  the 
sick  in  those  wards  whilst  they  were  under  my  charge. 

Cross-examined  by  Inspector. — I  cite  two  particular  cases,  that  of  the  man  with  the  bad 
back,  and  that  of  the  man  with  the  bad  leg,  m  support  of  what  I  have  said. 

I  have  no  other  particular  cases  to  describe  in  order  to  show  what  was  the  condition  of 
the  poor  in  the  sick  and  infirm  wards  of  the  Strand  Workhouse  whilst  I  held  the  office 
of  nurse  there. 

I  was  head  nurse ;  there  was,  besides,  a  nurse  in  each  ward,  and  one  or  two  helpers. 
There  was  always  a  night  nurse  stationed  in  each  sick  ward,  and  also  in  the  infirm  wards,  if 
I  wanted  them.  All  these  persons  were  paupers.  There  were  two  men  nurses  in  the  male 
ward  ;  the  rest  were  women.  I  think  these  nurses  were  paid  1 «.  a  week  each,  at  least  they 
told  me  so.  They' had  extra  rations,  and  beer,  and  clothing.  The  clothing  was  difierent 
from  that  of  the  other  inmates  of  the  workhouse. 

The  classification  was  not  good,  because  the  sick  were  not  all  collected  together,  the  sick 
wards  being  full,  some  of  the  sick  were  placed  in  other  parts  of  the  house,  and  mixed  with 
the  infirm  poor. 

There  was  rarely  a  spare  bed  in  either  of  the  sick  wards  whilst  I  was  in  the  workhouse; 
there  were  20  beds  in  each  ward  ;  19  patients,  and  one  nurse,  slept  in  each  ward  at  night. 

I  consider  that  each  ward  contained  five  or  six  more  persons  than  they  should  have  beld» 
for  the  good  of  the  patients.  There  were  a  sufficient  number  of  nurses,  but  they  were  not 
all  of  them  competent  to  perform  their  duties ;  both  the  nurses  were  incompetent.  The 
nurse  in  the  women's  sick  ward  was  discharged  for  incompetency*  I  believe  she  vras  dis- 
missed on  the  application  of  the  medical  officer.  The  nurse  who  succeeded  her  was  more 
fit,  but  not  thoroughly  competent.  She  was  still  stationed  in  the  ward  when  I  went  away. 
Neither  of  the  two  men  nurses  were  fit  for  the  duty  they  were  called  on  to  perform.  I  never 
saw  any  of  the  nurses  otherwise  than  in  a  sober  state.  The  two  men  were  in  bad  health, 
and  not  strong  enough  for  the  duties ;  one  had  been  a  patient  in  the  ward  himself,  and  had 
not  wholly  recovered  from  his  illness.  They  were  both  very  willing,  and  did  all  1  could  ex- 
pect of  them,  as  far  as  their  strength  would  go.    The  female  nurse  did  not  understand 
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nursing ;  she  did  the  best  she  could,  and  did  as  I  told  her  so  far  as  she  was  able.  In  short, 
neither  of  them  were  '*  skilled  nurses,"  and  I  think  the  sick  should  be  attended  to  by 
'^skilled  nurses.'*  It  was  my  duu  to  administer  the  medicine  to  the  sick ;  I  tried  to  do  so, 
but  I  failed ;  the  duties  in  that  n  spect  were  so  heavy  that  I  could  not  perform  them  in 
person ;  I,  myself,  gave  medicine  in  particular  cases  if  I  was  requested  to  do  so  by  the 
doctor,  or  if  I  thought  the  case  a  peculiar  one,  but  the  other  patients  got  their  medicine  from 
the  pauper  nurses.  The  medicine  was  not  sent  to  me  to  deliver  to  the  nurses,  but  it  wag 
fetched  direct  from  the  surgery  in  the  workhouse  by  the  nurses  themselves.  The  medicine 
viras  made  up  and  supplied  by  the  medical  officer  and  his  assistant.  In  all  cases  written 
directions  were  placed  on  the  medicines.  The  woman  nurse  who  was  here  when  I  first  came 
could  not  read  writing  well ;  she  could  not  read  at  all  without  her  glasses,  aud  with  them  she 
could  only  make  out  the  names  of  the  patients  imperfectly.  She  could  read  print  very  well, 
and  the  directions  on  the  medicines  were  mostly  printed.  The  nurse  who  succeeded  her 
could  read  writing  better,  and  print  perfectly.  The  two  male  nurses  could  read  writing  and 
understand  the  directions  of  the  medical  officer  fairly.  I  cannot  remember  any  particular 
case  in  which  a  poor  person  sufiered  from  the  medicine  either  bavins:  been  given  improperly 
or  not  given  at  all.  As  I  cannot  name  any  particular  case  of  this  kind,  perhaps  I  had  better 
say  nothing  more  on  this  subject. 

It  was  part  of  my  duty  to  see  that  the  diets  ordered  by  the  medical  officer  were  given  t® 
each  patient.  I  could  not  do  so,  however,  because  of  the  number  of  patients,  and  the  different 
hours  at  which  the  food  was  served.  If  I  had  done  only  what  was  my  duty,  I  should  have 
been  in  the  wards  from  morning  till  night.  The  diet,  that  is,  the  food,  was  given  to  each 
patient  by  the  pauper  nurses.  As  far  as  my  recollection  goes,  and  as  far  as  my  observa- 
tions went,  the  diet  ordered  for  each  sick  person  was  supplied  to  each.  I  cannot  name  any 
particular  case  in  which  anyone  suffered  from  the  want  of  food,  or  for  want  of  the  particular 
diet  ordered  for  him  by  the  medical  officer.  As  far  as  I  could  I  exercised  a  general  super- 
vision over  this  part  of  the  nurses'  duties.  No  sick  person,  whilst  I  was  nurse  of  the 
Strand  Union  Workhouse,  ever  complained  to  me  that  they  were  not  duly  supplied  with 
food.  I  saw  the  meat,  &c.,  that  was  supplied ;  its  quality  always  seemed  good,  but  I 
thought  the  cooking  was  very  bad  indeed.  It  was  more  often  over  dressed,  than  otherwise; 
the  **  goodness "  was  taken  out  of  it  The  inmates  of  the  infirm  ward  once  made 
complaint  to  me  as  to  the  short  weight  of  their  food  ;  they  complained  that  the  potatoes 
were  cold  and  not  half  boiled.  They  did  not  complain  of  the  quality  of  the  meat,  but  they 
did  of  the  soup ;  they  said  they  could  not  eat  it ;  they  said  the  unused  gruel  was  put  into  it. 
On  one  day  only  they  complained  to  me  as  to  th^  meat,  but  they  complained  more  fre- 
quently of  the  soup.  They  complained  of  this  many  times  to  me ;  it  was  a  constant  com- 
plaint. I  saw  the  soup  of^^  which  they  complained.  I  thought  the  soup  was  not  good ;  it 
seemed  poor,  and  a  kind  of  mixture ;  I  cannot  say  that  it  was  unwholesome,  but  I  would  not 
liked  to  have  eaten  it. 

The  beer  that  ought  to  have  been  supplied  to  the  sick,  in  the  sick  wards,  ivas  occasion- 
ally stopped,  more  ftequently  so  when  1  first  came.  I  cannot  say  how  many  times  this 
was  so.  It  was  always  given  to  the  lying-in  patients,  and  it  was  sent  to  the  sick  wards 
when  there  was  any  in  the  house.  It  happened  almost  every  Wednesday  that  there  was 
no  beer,  and  the  infirm  complained  every  Wednesday,  that  they  had  had  no  dinner ;  the 
soup  was  bad,  and  they  could  not  eat  their  bread,  and  as  they  had  no  beer  they  considered 
they  had  no  dinner  on  that  day.  Latterly  the  sick  had  beer  more  regularly.  As  far  as  I 
know,  the  sick  and  the  infirm  also  always  got  the  wine  and  spirits  tliat  was  ordered  for 
them  by  the  medical  officer. 

I  often  went  to  the  kitchen  at  dinner  time;  I  saw  that  the  rations  were  weighed  out  atid 
served  by  the  paupers.  The  pauper  inmates  had  charge  of  the  scale,  and  of  the  weights, 
and  I  saw  them  weighing  out  the  food.  I  cannot  tell  whether  the  proper  weight  was  given 
perhaps  I  have  no  reason  for  thinking  that  short  weight  was  given  m  any  instance ;  I  never, 
at  these  times,  saw  the  master  in  the  kitchen.  I  think  I  saw  the  superintendent  of  labour 
there  once,  but  I  saw  no  other  officer  there  at  any  other  time. 

I  wished  to  give  the  wine  and  spirits  to  the  sick  myself,  and  asked  the  ntaster  and  matron 
to  allow  me  to  do  so ;  they  acceded  to  my  request  for  two  or  three  days^  but  I  was  told 
that  the  patients  were  to  help  themselves  from  the  bottles  given  to  them  for  that  purpose ; 
the  master  told  me  I  was  to  see  it  given,  however,  and  go  round  and  persuade  the  patients 
to  take  some  of  it.  The  patients  generally  objected  to  take  the  wine,  &c.,  from  me.  I 
should  have  administered  it  to  them  in  precise  quantities,  at  particular  hours,  when  I 
thought  it  was  best  for  them.  The  patients  generally  preferred  to  have  the  daily  allow- 
ances given  to  them  at  once,  so  that  they  might  take  it  when  they  thought  proper  to  do  so. 
Their  wishes  were  acceded  to  by  the  master.  I  cannot  say  what  became  of  the  wine,  &c., 
but  I  have  no  doubt  that  some  of  it  was  sold  by  the  nurses  for  the  patients,  or  given  by 
the  patients  to  the  nurses,  in  order  to  secure  more  attention  from  them.  I  had  reason  to 
suspect  that  sometimes  the  wine,  &c,  was  stolen  from  the  patients  by  the  nurses.  No 
patients  ever  complained  to  me,  however,  that  the  wine  had  been  stolen  from  them. 

Able-bodied  men  and  women  used  to  come  to  the  sick  wards.  The  men  came  to  see 
their  wives,  and  the  women  their  husbands,  every  day.  I  do  not  complain  of  this,  but 
women  would  often  come  to  the  wards,  who  had  no  business  there;  I  suspected  they  bought 
the  dinners  that  the  sick  could  not  eat.  I  watched  the  nursery  woman,  and  I  saw  her  once 
taking  a  pint  of  milk  to  the  sick  ward  from  the  nursery.  I  believe  it  was  the  practice  of 
the  nursery  woman  to  take  the  children's  milk  and  sell  it  to  the  sick  at  a  halfpenny  a  pint 

362.  B  3  I  told 


Digitized  by 


Google 


14  REPORT  RELATING  TO  THE  TIIEATMENT  OF  THE 

I  told  ike  mddical  officer  of  this ;  he  said  he  should  Ktop  their  wine,  or  beer,  for  doing  m  ; 
1  believe  this  stopped  the  irreguhirity,  as  I  heard  no  more  about  it. 

I  believe  that  some  of  the  patients  in  the  sick  wards  had  to  pay  for  their  washing;  btit, 
as  I  do  not  remember  any  name,  I  should  not  like  to  swear  to  it. 

Those  in  the  infirm  wards  have  paid  for  their  washing ;  I  know  this,  because  some  of 
them  told  me  so.  They  used  to  pay  the  pauper  washerwomen  in  the  laundry,  lliis  was 
sot  done  because  there  was  not  a  sufficient  quantity  of  clean  linen,  but  because  some  of  the 

¥itients  wished  to  have  the  washing  more  carefully  done,  and  got  up  in  a  better  tBfimier. 
bis  was  always  goifig  on,  more  or  less,  whilst  I  was  the  nurse  at  the  workhouse.  1  should 
say  that,  as  a  rule,  the  washing  was  disgracefully  done.  I  have  sent  the  same  Uiines 
back  tliree  times  before  they  were  washed  in  a  manner  that  I  thougiit  proper.  I  had  the 
power  to  remedy  this  negligence  by  sending  the  things  back  again  to  the  laundry.  I  did 
not  always  do  so,  however;  but  I  did  so  occasionally  when  the  things  were  worse  washed 
than  usuaL 

When  1  said  that  I  was  ashamed  to  go  to  the  bed-side  with  the  doctor,  I  meant  that  I 
did  not  like  him  to  see  the  sheets,  they  were  so  badly  washed  ;  he  did  not  remark  abottt 
this,  however,  to  me. 

By  the  term  vermin  I  mean  lice.  When  I  first  entered  on  my  duties,  18  out  of  the  20 
women  in  the  sick  ward  had  vermin  on  them ;  if  they  had  not  vermin  they  had  "  nits." 
One  or  two  had  vermin  on  their  bodies,  and  others  had  them  on  their  heads.  This  was  not 
the  case  in  the  male  wards.  I  informed  the  matrpn  and  the  doctor ;  proper  means  were 
taken  immediately  to  render  them  clean ;  they  were  cleansed^  and  with  scarcely  an  exception 
they  were  kept  in  a  proper  condition  in  this  respect  whilst  I  remained  the  nuxse  at  the 
workhouse. 

I  thought  that  the  paupers  did  not  care  for  the  master  and  matron,  because,  if  they  had 
cared  for  what  they  said,  the  washing  would  have  been  better  done,  and  the  clothes  would 
not  have  been  sent  up  to  the  sick  wards  in  so  bad  a  slate. 

I  niyself  have  seen  the  women  in  the  laundry  in  a  state  of  drunkenness  and  unable  to 
work ;  and  I  was  told  by  one  of  the  laundry  women,  that  they  got  beer  from  the  different 
wards ;  the  woman  who  told  me  this  was  put  in  the  refractory  ward  for  a  week  for  being 
drunk  and  disorderly ;   I  don't  remember  her  name. 

The  master  did  not  visit  the  male  sick  and  infirm  wards  daily.  He  always  oame  of  a 
Thursday  when  he  was  well,  but  not  more  frequently. 

The  sick  wards  were  so  crowded,  that  there  was  not  room  to  get  between  the  bedi  conve- 
niently to  attend  to  the  sick,  and  the  nature  of  the  diseases  of  .the  patients  made  the  room 
very  offensive.  The  medical  officers  complained  to  me  of  the  bad  smells  iu  the  morning. 
There  were  means  of  ventilating  these  rooms  at  night,  but  I  do  not  think  they  were  suffi- 
cient. I  say  that  the  medical  officer  was  aware  that  the  wards  were  too  full,  the  ventilation 
imperfect,  and  the  air  bad  and  impure. 

The  name  of  the  poor  man  wno  had  the  bad  back,  was  either  Evans  Owen  or  Owen 
ISvans.  He  had  only  been  in  the  in6rm  ward  for  a  few  days,  before  he  was  further 
removed  firom  there  to  the  sick  ward.  I  think  he  had  dropsy.  He  was  under  my  oace 
as  nurse  when  he  was  in  the  infirm  ward  as  well  as  when  he  was  in  the  sick  ward.  I 
called  the  doctor's  attention  to  him  every  day  when  he  was  in  the  infirm  ward.  He 
was  attended  to  in  the  infirm  ward  by  the  medical  officer ;  he  had  proper  diet  and  stimi^* 
lants  supplied  to  him.  He  was  not  neglected  in  any  way  when  he  was  in  the  infirm 
ward^  at  least  not  wilfully  neglected  by  any  one,  but  I  do  not  think  that  the  nurse  who 
attended  to  him  was  sufficiently  strong  to  do  what  was  required  for  him :  the  man  was 
very  heavy  and  wanted  Ufting  in  bed.  The  nurse  had  a  pauper  helper.  The  nurse  and  the 
helper  did  all  they  could  for  him,  but  the  man  grew  more  helpless ;  I  thought  he  might 
be  removed  to  the  sick  ward ;  room  was  made  for  him  there ;  he  was  brought  to  the 
sick  ward,  which  is  on  ihe  same  floor,  on  a  Tuesday,  and  he  died  on  the  Monday  following 
at  six  in  the  morning.  He  was  over  60  years  of  age.  The  man  was  not  properly 
attended  to  in  the  sick  ward.  He  was  seen  daily  by  the  medical  officer.  I  believe  he  had 
the  medicine  prescribed  for  him ;  he  was  supplied  with  the  diet  ordered  for  him ;  he  had 
the  gin  directed  to  be  given  to  him;  he  was  at  last  almost  helpless;  he  was  not  washed, 
nor  were  his  bed  clothes  changed  so  often  as  they  ought  to  have  been.  The  skin  of  his 
body  was  injured  in  the  lower  part  of  his  back;  there  was  not  an  actual ''  bed  sore,''  but  if 
tlie  man  had  laid  anotht^r  day,  the  injured  part  would  have  *'  sloughed  " ;  the  injured  place 
was  of  a  large  size,  it  was  half  the  size  of  that  paper ;  when  the  man  was  moved  in  bed, 
some  of  the  skin  came  off  and  adhered  to  the  sheets,  and  the  place  bled  freely.  He  was 
not  wilfully  neglected,  but  the  two  male  nurses  did  not  know  wliat  to  do  for  him;  when 
they  found  he  had  a  bad  back,  they  told  me,  and  I  examined  it ;  I  asked  them  to  lift  up 
the  patient,  but  they  were  not  able  to  do  so.  I  immediately  dressed  the  wound,  and 
reported  the  case  to  the  medical  officer  that  same  morning.  The  poor  man  died  next  morn- 
ing. I  do  not  think  the  wound  was  the  cause  of  his  death ;  but  I  cannot  say  whether  it 
was  hastened  by  it  or  not. 

My  own  room  was  a  very  nice  one ;  I  had  no  reason  to  complain  of  it  I  told  the 
Guardians  I  was  satisfied  with  it  when  I  resigned  my  office.  My  complaint  in  this  respect 
arises  from  the  bad  smells  thatcarae  into  it  from  the  wards,  the  dust-bin,  and  sink.  I  never 
complained  of  this  before. 

The  sick  wards  were  also  occupied  and  used  as  day  rooms  by  those  vrtio  did  not  sleep  in 
them.  Tihose  who  caune  there  in  the  day  time  were  many  of  them  as  ill  as  those  who 
remained  there  at  night.    There  were  more  women  than  men  ;  the  consequence  "was,,  that 
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at  nigbt  the  women  had  to  sleep  in  other  parts  of  the  house.  They  sometiaea  slept  tivo  in 
a  bed  in  the  able-bodied  women's  ward,  or  in  the  infirm  ward,  or  in  ihe  nursery;  somef* 
times  even  in  the  receiving  ward.  They  had  their  food  in  the  sick  ward  according  to  the 
doctor's  orders ;  they  could  not  have  been  so  well  looked  after  whilst  thus  sleepinfi^  in  a  dif- 
ferent part  of  the  house,  and  my  time  was  much  occupied,  and  duties  increased  by  findnw 
sleeping^  room  for  tbem,  and  in  looking  after  them.  When  a  Bethoai  Green  ca^e  aroseTl 
was  ordered  to  go  to  the  master  and  matron,  as  to  the  sleeping  of  these  sick  persons,  and  1 
did  so.  The  same  practice  was,  however,  continued,  because  there  was  not  room  for  all  nl 
the  sick  paupers  in  the  proper  wards. 

In  doing  this,  the  sicK  had  to  cross  the  yards  at  night.  One  of  the  patients,  I  believe, 
caught  cold  from  this  cause,  and  had  to  return  to  the  sick  ward  for  a  short  time.  She  had 
been  treated  for  rheumatism,  and  the  disorder  returned  upon  her.  I  thought  this  waa 
occasioned  by  her  having  to  cross  the  yard  at  night.  The  medical  officer's  attention  was 
called  by  me  to  this  case  specially  after  she  caught  cold.  Some  other  arrangement  was 
made  for  her,  but  I  do  not  remember  what  it  was. 

I  do  not  remember  any  other  case  than  this  one  (except  that  of  the  mun  with  the  bad  lag) 
ia  which  injury  vns  cauaed  to  a  sidk  persoa  by  their  having  to  sJeep  out  of  the  sick  ward 
at  night. 

Tl^  name  of  the  man  with  the  bad  leg  waa  Richard  Kent.  The  doctor  knew  this  wan 
slept  in  the  foul  wand.  He  attends  upon  the  sick  in  the  foul  warda  as  well  as  upon  thoae 
in  other  parts  of  the  house.  I  often  viailed  the  sick  in  the  foul  wards ;  they  were  nursed  bf 
a  male  pauper ;  it  was  a  small  ward,  containing  eight  beds.  I  approve  of  there  beiag  sach^ 
a  ward,  it  is  most  essential  that  there  should  fa^  one ;  but  I  do  complaiii  that  the  man  Kent 
was  sent  there.  It  waa  a  great  shasM  that  he  was  sent  there  at  all ;  I  complained  loudly 
aboat  it ;  I  spoke  of  it  to  tl^  medical  officer.  He  said  he  was  sorry  that  it  should  be  so^ 
hat  that  he  could  not  help  it ;  but  that  the  man  was  nK>re  6t  in  health  thaa  anyone  riae. 
to  be  moved  away  fiom  the  sick  ward. 

I  thought  that  the  removal  to  the  foul  waid  was  prejudicial  to  this  mas's  healthy,  and  thai 
it  was  not  treiiting  hion  pnopedy  otherwise^  to  send  Uui  there,  he  being  a  very  respectable- 
patson.  The  man  feared  contagion  in  the  vrard,  and  the  name  of  the  ward  was  disagreeaUe- 
t»hin. 

It  is  part  of  the  duty  of  a  nuoraa  U>  a  workhouse  to  inform  the  medical  officer  of  any 
cMbots  which  may  be  observed  in  the  arrangements  of  the  sick  or  lying-kt  wards^  I  did. 
not  perform  v^y  duty  in  that  respect  in  every  pariici»lar,  because  I  codki  not  do  so.  I 
dbeeted  the  medisal  officer's  atttention  to  the  fact  that  theie  was  not  room  for  the  patiettta 
when  the  beds  were  aU  occupied,  and  more  patients  were  ordered  to  the  ward.  I  made  noi 
complaint  to  hira^  about  the  diet,  or  the  wine,  or  the  spirits,  or  the  beer.  I  did  not  speak 
ts^hua  about  the  ventitation ;  he  was  aware  that  the  air  or  the  wards  waa  impure  in  thai 
noming.  Be  oompkdned  ooe  moraang  to  a  pauper  nurse  that  a  dose  of  medieiiift  had  M>i 
haeR  ghren.  I  said  la  himi  that  it  was  nay  dnty  to  see  to  the  medicine  bemg  givea ;  h«l  I 
had  net  dana  so  because  the  Board  had  imposed  so  much  more  duty  upon  me  thaa  i  waa 
required  to  perform  by  tfaetr  order.     I  raeaai  him  to  ujudemtand  bv  this  that  I  was  unable  1» 

r've  the  medicine,^  not  only  ia  this  particular  case,  but  to  the  whole  of  the  aick  generally., 
always  called  his  attention  to  particular  cases  when  he  came  in  the  morning,  and  sent  for 
him  in  the  day  when  he  was  urgeatly  required*  The  medical  officer  almoat  always  ctme 
hiawnlf  in  thie  sKiratng,  and  his  aasistant  used  to  come  iu  the  daytime  whei>  sent  for*. 
Qenevally  speaking-^  I  consider  that  the  sick  had  proper  medical  att^dance  firom  the  medi^' 
cal  officer,  and  I  have  no  complaint  to  make  of  Dr.  Rogers  or  his  assistant  in  thia  respect 
The  g;reate8t  kindness  was  always  sho^^  n  by  them  to  the  sick  on  all  occasions  when  I  was 
nurse  at  the  workhouse  of  the  Strand  Union. 

'  I  have  written  a  statement,  which  I  have  called  **  Bf y  Experience  in  Workhouses."  It  is. 
dated  the  23d  of  April  last  What  I  have  set  forth  in  that  •*  statement,'*  I  believe  to  be 
true.  I  have  therein  said  that  I  have  served  three  Boards  of  Guardians,  that  is,  in  the 
parishes  of  Rotherhithe  and  Newington  and  in  the  Strand  Union. 

That  the  great  fitiling  in  workhouses  is  the  want  of  proper  trainee!  people  to  superintend 
them.  Masters  and  matrons  do  not  let  the  guardians  know  the  worst  side  of  things ;  that  is 
where  a  great  deal  of  fault  rests. 

I  have  further  said  that  I  have  always  found  the  medical  officers  good  and  kmd  to  the  paupers 
under  their  care,  and  have  never  found  them  wanting  in  attention  to  their  patients.  I  have 
never  found  either  of  the  three  Boards  of  Guardians  J  have  served  under,  in  any  way  unwilling 
to  provide  anything  in  the  shape  of  comforts  for  their  sick,  provided  that  the  wants  were 
made  known  to  them.  Guardians  cannot  be  expected  to  know  much  of  the  wants  of  the 
sick  if  they  are  not  told  by  those  more  closely  connected  with  the  workhouse. 

By  Mr.  E.  Hart — I  have  no  grudge  against  the  officers  of  this  union,  no  further  thaa  I 
think  I  was  very  improperly  treated  by  tM  Guardians  a  few  days  before  I  went  away. 

I  have  come  forward  to  make  this  statement,  because  I  wish  to  see  the  grievances  I  have 
spoken  of  remedied.  I  was  not  induced  to  come  forward  by  anyone.  1  had  no  testimo- 
nials of  good  conduct  and  efficiency  when  I  left  this  workhouse.  I  did  not  ask  for  any, 
believing  I  should  not  get  them  if  I  did.  I  don't  know  whether  there  is  anyone  in  the  house 
who  would  come  forward  and  give  me  a  good  character. 

The  house  contained  a  very  great  many  more  sick  patients  than  were  in  the  sick  wards  at 
night,  whilst  I  was  here.  I  know  a  pauper  nurse,  named  Belsham.  He  was  dismissed,  I 
believe,  for  taking  some  of  the  food  and  stimulants  belonging  to  some  of  the  patients.     I 
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only  heard  so^  but  I  do  not  know  of  it  of  my  own  knowledge.  Belsham  was  succeeded  by 
another  pauper  male  nurse,  his  name  was  Butler.  I  heard  that  before  he  became  a  pauper 
he  had  been  a  potman.  He  told  me  that  he  had  never  been  in  a  sick  ward,  and  he  knew 
nothing  about  the  duties  of  a  nurse.     He  was  not  strong  bodily,  and  unable  to  lift  adult 

fatients.  All  the  patients  in  the  wards  were  adults.  He  had  bad  legs^  they  were  swollen, 
his  man  was  so  infirm^  that  another  sick  pauper  offered  to  help  him,  for  which  Butler  was 
to  divide  his  wages  with  him.  This  pauper  had  been  confined  to  his  bed  nearly  all  the  time 
before  this;  1  think  he  was  consumptive.  These  are  the  two  nurses  of  whom  I  spoke  as 
having  attended  to  Evans,  and  they  could  not  lift  him.  Where  the  skin  of  this  patient  was 
injured  the  surface  was  quite  black ;  the  skin  was  broken.  I  think  the  state  of  Uie  skin 
was  to  be  attributed  to  the  inability  of  those  men  to  lift  him  in  bed,  and  to  their  want  of 
knowledge  that  they  should  lift  him  from  it.  The  broken  skin  was  caused  by  the  want  of 
cleanliness  and  attention.  If  my  attention  had  been  cailed  to  the  case  sooner,  I  should 
have  applied  fuller's  earth,  or  otherwise  attended  to  it.  We  had  water-cushions.  The 
night  nurses  were  pauper  inmates,  and  they  were  changed  from  time  to  time,  according  to 
circumstances. 

The  night  nurses  gave  the  medicme  and  stimulants  to  the  pauper  patients  at  night;  I 
may  have  seen  some  of  the  pauper  nurses  the  worse  for  drinking,  but  not  actually  drunk» 
Idon't  kno\%  that  means  were  taken  to  ascertain  whether  the  pauper  nurses  could  read  be- 
fore they  were  employed.  The  pauper  nurses  could  make  a  poultice  in  their  way,  but  not 
to  suit  a  hospital  doctor ;  I  attended  to  the  poulticing  myself  mostly.  They  could  not  put 
on  a  bandage,  however.  I  was  the  first  paid  nurse  appointed  at  the  Strand  Union.  There 
was  only  one  paid  pauper  male  nurse  in  the  male  sick  wards.  The  nurse  of  the  foul  ward 
was  between  60  and  70  years  old,  I  should  think.  Kent  was  able  to  attend  to  his  own  leg 
at  first;  when  he  came  back  to  the  sick  ward,  I  attended  to  it  for  him  myself.  The  nurses 
were  middle-aged  people,  if  they  had  them  in  the  house;  more  than  middle-aged,  perhape. 
The  patients  complained  to  me  sometimes  that  the  food  was  short  in  weight,  but  I  could 
not  tell  whether  it  was  or  not  I  told  the  matron  that  some  of  the  inmates  said  their  rations 
were  short  of  weight  I  don't  remember  whether  I  represented  to  her  that  the  food  was 
served  late.  The  matron  accompanied  me  to  the  wards  where  the  people  were  who  had 
said  that  there  was  short  weight.  The  matron  heard  the  complaint  from  the  lips  of  the 
patients  themselves ;  several  of  them  made  their  representations  to  the  matron.  She  was 
angry  with  them,  and  said  that  they  ought  to  have  sent  their  rations  back.  The  complaint 
was  made  on  a  Monday,  and  the  alleged  short  allowance  was  delivered  on  the  Sunday. 
The  inmates  of  the  ward  told  me  that  they  had  a  larger  quantity  for  dinner  after  the  com- 

flaint  had  been  made.  There  was  no  resident  surgeon  in  the  workhouse  whilst  I  was  there, 
do  not  believe  that  some  of  the  inmates  of  the  infirm  wards  gave  their  wine  or  spirits  to 
the  laundry  women.  I  suspect  they  did  so  to  the  nurses  sometimes,  but  I  do  not  know 
whether  they  did  so  or  not  of  my  own  knowledge ;  but  one  of  the  women  said  that  the 
laundry  women  used  to  obtain  the  beer  from  the  wards  and  sell  it,  and  got  a  weekly  profit 
out  of  it  I  suspected  whilst  here  that,  in  some  instances,  the  port  wine  or  beer  ordered  by 
the  medical  officer  for, the  sick  was  disposed  of  with  the  consent  of  such  sick  person^  eithar 
for  the  purpose  of  their  obtaining  money,  or  for  some  other  object  which  they  wished  to 
secure. 

There  was  a  patient  named  Fitzgerald  in  the  men's  sick  ward^  while  I  was  nurse  of  the 
ward.  He  did  not,  that  I  rememoer,  tell  me  he  had  seen  patients  robbed  of  their  stimu- 
lants* I  cannot  name  any  patients  who  have  told  me  that  they  have  seen  other  patients 
robbed  of  their  stimulants. 

By  the  Master.']  I  do  not  remember,  when  Butler  was  engaged  as  man  nurse,  saymg  to 
the  medical  officer  that  I  preferred  having  a  man  who  had  no  experience  in  that  capacity* 
I  don't  think  I  said  so.  The  matron  did  not  request  me  to  report  to  her  if  I  thought  jButler 
incapable  to  perform  his  duty.  When  I  found  him  incapable  of  lifting  a  patient,  I  reported 
the  fact  to  the  medical  officer.  I  don't  remember  wnether  I  apphed  to  the  master  or 
matron  for  further  assistance*  I  thought  it  was  sufficient  to  name  the  fact  to  the  medical 
officer,  who  could  do  as  he  pleased  about  it  I  applied  to  the  superintendent  of  labour  a 
few  weeks  before  I  left  for  some  one  to  help  clean  and  make  beds  in  the  wards.  I  did  this 
repeatedly;  I  did  not  obtain  the  assistance  I  wanted*  I  then  applied  to  the  master;  he 
came  up  to  the  sick  ward,  and  I  told  him  what  I  required*  A  female  helper  was  sent  up 
to  me  the  next  morning.  I  do  not  know  that  I  ever  applied  to  the  master  or  matron  for 
anything  that  was  not  granted  to  me.  When  Evan  Owen  was  in  the  infirm  ward,  before 
he  was  in  the  sick  ward,  he  was  under  my  care.  He  had  no  bed-sores  when  he  was  in  the 
infirm  ward*  Tlie  appearance  of  his  back  occurred  while  he  was  in  the  sick  ward.  I  at- 
tributed the  state  of  ms  skin  to  his  want  of  being  changed.  At  that  time  I  was  not  amply 
supplied  with  linen ;  there  were  so  many  requiring  a  change  at  that  time*  I  had  to  borrow 
four  sheets  from  the  women's  sick  ward.  I  did  not  report  it  to  the  matron,  as,  in  pouit  of 
fact,  I  had  sufficient  linen  for  the  sick  at  that  time.  It  was  not  my  duty  to  change  the 
male  patients  in  the  sick  wards.  It  was  my  duty,  however,  generally  to  superintend  and  to 
see  that  it  was  done*  My  duty  was  so  heavy,  however,  that  I  could  not  do  so  in  the  parti- 
cular case  of  Evan  Owen.  I  did  not  g^ve  particular  directions  to  the  night  nurses  for  giving 
medicine  at  night.  I  kft  them  to  act  upon  the  written  direction  of  the  medical  officer.  In 
particular  instances  I  gave  the  medicine  myself,  and  I  sometimes  sat  up  the  whole  night  in 
attendance  upon  the  patient  specially  to  give  him  medicine.  I  did  this  in  accordance  with 
the  particular  request  of  the  doctor's  assistant.     I  do  not  know  that  when  paupers  were 
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selected  to  assist  me  they  were  always  first  submitted  to  the  medical  officer  for  approval. 
The  medical  oHicer's  assistant  sometimes  applied  a  special  bandage;  sometimes  he  did  and 
sometimes  I  die).  I  complained  onl)  once  to  ihe  matron  as  to  the  shortness  of  the  weioht 
of  food.  I  knew  any  inmate  could  have  his  food  weighed  if  he  thought  it  was  shot t  of 
weight,  and  made  a  demand  accordingly.  What  happened  on  ihe  Monday  between  myself, 
the  matron,  and  some  of  the  inmates  of  the  infirm  wards  deterred  me  from  making  any 
further  representation  to  her  on  the  same  subject.  The  matron  was  so  angry,  and  made 
such  a  fuss  that  I  did  not  like  to  say  anything  more.  If  1  saw  anything  wrong  after  that  I 
never  complained  of  it.  I  mean  by  makinu:  a  fuss,  that  the  n:atron  went  on  at  them  for  not 
sending  the  food  back  to  be  weighed.  The  matron  did  not,  that  I  rernt  mber,  send  for  the 
labour-master,  and  ask  him  whether  the  inmates  had  a  proper  weight  of  food  on  the  Sunday 
before. 

When  I  came  here,  there  was  an  agreement  made  between  myself,  the  medical  oflScer, 
and  the  master,  as  to  what  should  be  my  line  of  duty,  the  office  being  a  new  one  in  this 
workhouse.     The  memorandum  produced  contained  the  as:reement  referred  10. 

I  do  not  consider  that  I  was  bound  by  the  regulation  therein.  It  confused  me,  and  put 
me  out  altogether.  I  only  dissented  from  this  regulation  by  not  attending  to  it.  I  was 
not  aware  of  the  size  of  the  house  when  this  regulation  was  read  to  me.  When  I  cume 
practically  to  discharge  my  duties,  I  found  them  so  heavy  that  i  could  not  act  up  to  the 
regulation.  I  never  told  you  of  this,  and  therefore  I  do  not  consider  that  you  were  to 
blame  for  not  repurting  to  the  guardians  that  I  was  not  able  to  perform  all  Uie  duties  of  my 
office. 

In  the  regulation  it  is  provided  "that  in  every  case  where  practicable.,  written  instructions 
should  be  obtaineH."  The  instructions  were  so  given,  the  medical  officer  wrote  on  the 
** cards"  what  he  wished  done ;  if  he  did  not,  it  was  not  any  fault  of  mine.  Before  I  left 
my  office,  you  asked  me  whether  I  had  any  complaints  to  make,  either  about  myself  or  the 
matron,  or  about  the  mana<rement  of  the  house.  I  declined  10  answer  the  question,  and  I 
said,  that  if  I  had  any  complaints  to  make  I  should  n)ake  them  to  the  Poor  Law  Board. 
In  answer  to  your  further  question,  I  have  to  say  I  do  rot  believe  that  the  best  was  done 
for  the  sick  in  this  house  thnt  could  be  done  under  all  the  circumstancex. 

By  Dr.  Rogers. — When  Kent  was  removed  from  the  sick  ward  to  the  foul  wan),  you 
expressed  your  regret  10  hiiu  on  being  obliged  to  send  him  there.  The  receiving  w<ird  was 
full,  the  sick  ward  was  full,  and  there  was  not  even  half  a  bed  anywhere  but  in  the  foul 
ward. 

I  never  knew  that  you  complained  to  the  Board  of  Guardian- ;  you  have  consulted  with 
the  master  in  my  pret^ence  as  to  what  could  be  done,  the  beds  being  all  full,  and  the 
master  and  matron  have  consulted  me  as  to  what  should  be  done.  I  have  not  been  incited 
by  you,  either  directly  or  indirectly,  10  make  any  complaint  to  the  Board  of  Guardians ;  I 
have  not  seen  you,  or  heard  from  you,  since  I  left  the  Strand  Workhouse  in  March 
last. 

I  did  complain  on  one  occasion  to  the  committee  as  to  the  crowded  state  of  the  wards, 
and  of  the  bad  smells  that  came  from  the  sick  wards.  I  think  1  did  this  nioie  than  once. 
This  was  on  a  Thursdsiy,  when  they  came  round  to  inspect  the  wards.  1  did  not  make  any 
report  to  the  Board  of  Guardians  on  the  state  of  the  wards. 

(signed)         Matilda  Beetan. 

Joseph  Bogebs,  m.d.,  being  sworn,  says :  I  am  Medical  Officer  of  the  Strand  Union 
"Workhouse,  and  I  have  held  that  office  for  nearly  \0\  years.  There  are  two  wards  called 
sick  wards ;  and  there  are  iniectious  wards,  male  and  female ;  there  are  infectious  chil- 
dren's  wards ;  a  lying-in  ward ;  male  and  female  insane  wards ;  male  and  female  infirm 
wards. 

The  sick  wards  each  contain  20  beds ;  when  they  are  all  occupied  each  patient  would 
have  in  one  ward,  the  men's,  748,  and  in  the  women's  ward  they  would  also  have  the 
sanae  space.     The  beds  are  too  close  together,  regard  being  had  to  the  comfort  of  the 

rtients  and  the  convenience  of  the  attendance  ;  regard  being  had  to  those  considerations, 
think  five  beds  should  be  removed  from  each  ward.  The  cases,  when  admitted,  were 
often  acute,  and  I  do  not  now  consider  the  cubic  space  sufficient  for  the  class  of  disorders 
that  are  admitted  to  those  wards.  I  cannot  say  wnen  these  wards  have  contained  a  larger 
number  of  patients,  but  a  larger  number  has  only  been  there  on  an  emergency,  and  only 
for  a  short  period.  This  happened  a  considerable  time  ago.  When  I  entered  on  my 
duties  it  did  not  occur  to  me  that  these  wards  would  not  properly  contain  20  beds.  After 
I  had  been  here  for  about  two  years  some  dormitories  were  converted  into  the  present 


„      safely  be  placed  and  be  occupied 

Guardians  acted  with  my  concurrence  and  under  my  advice,  and  at  that  time  I  was  satis- 
fied with  the  state  of  these  wards.  My  dissatisfaction  witii  the  sick  wards  proper  has  not 
been  so  marked  as  my  dissatisfaction  with  the  rest  of  the  house.  During  the  last  three 
or  four  years  I  have  felt  that  these  wards  did  not  contain  sufficient  cubic  space,  during 
the  winter  months  especially.  They  have  not  been  altered  in  their  internal  construction 
materially.  I  altered  my  opinion  as  to  the  sufficiency  of  the  size  of  these  wards,  because  I 
found  that  the  atmosphere  was  so  impure  when  I  went  of  a  morning ;  probably  they  were 
not  more  foul  three  or  four  years  ago  than  they  were  eight  years  ago.  I  gained  greater 
362.  C  experience 
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•experience,  howerer,  and  I  came  to  the  conclueioii  that  during  the  winter  months  these 
wuxls  -were  not  large  enough.  I  do  not  know  that  I  have  made  any  report  to  the 
Guardians  with  exclueive  reference  to  the  state  of  the  two  sick  wards ;  it  never  occurred 
lo  me  to  do  so.  I  freely  admit  that  the  master  and  matron  always  diowed  the  greatest 
desire  to  attend  to  my  wishes  in  regard  to  the  diet  of  the  sick ;  it  never  occurred  to  me 
that  any  of  the  sick  in  these  two  wards  were  not  supplied  with  the  food  which  I  had  ordered 
for  them.  It  has  occurred  now  and  then,  but  rarely,  that  occasionally  a  single  patient  has 
complained ;  one  complained  as  to  the  beef  tea ;  I  inquired  into  it ;  the  cook  admitted  he 
had  made  a  luistake,  it  was  corrected,  and  there  was  an  end  of  it.  Certainly  there  has 
never  been  any  such  neglect  or  irregularity  as  induced  me  to  make  a  representation  to 
the  Board  of  Guardians  on  the  subject*  It  never  occurred  to  me  but  once  during  the 
time  I  have  held  my  office  that  any  patient  ever  complained  to  me  that  he  did  not  get 
the  wine,  beer,  or  spirits  that  I  had  ordered  for  him ;  that  instance  occurred  the  other 
'day  ;  a  patient  asked  me  why  his  beer  had  been  stopped  ;  I  had  not  done  so ;  I  inquired 
about  it ;  I  was  told  that  the  supply  had  fallen  short  the  day  before,  and  thinking  it  was 
a  natural  answer,  I  took  no  further  notice.  I  never  heard  that  the  beer  for  the  sick  was 
stopped  one  day  in  the  week. 

It  has  happened  that  I  have  been  obliged  to  admonish  the  nurses  for  not  giving  the 
medicines  in  the  right  quantities  and  at  the  right  times  over  and  over  again  during  the 
time  I  have  been  medical  officer ;  I  had  no  relmnce  in  several  of  the  nurses,  though  I  had 
in  some ;  I  thought  that  the  administering  of  the  medicine  by  the  pauper  nurses  a  "  sham^ 
to  a  very  great  extent.  I  have  mentioned  these  defects  in  the  management  of  the  sick  to 
individual  Guardians  over  and  over  again,  and  asked  them  to  take  it  up.  I  do  not  think 
that  any  advantage  ensued.  My  friends  at  the  Board  were  so  few  that  they  were  power- 
lees  to  carry  out  what  I  recommended.  I  cannot  say  that  I  have  noticed  that  the  sick  in 
these  wards  were  ever  insufficiently  8uj)plied  with  bedding,  linen,  or  clean  clothes. 

I  entirely  concur  in  the  remarks  of  Matilda  Beeton  that  the  nursing  and  crowding  in 
the  tm'^o  sick  wards  was  a  disgrace  to  the  authorities  of  the  Strand  Union.  This  remark 
is  applicable  to  a  portion  of  the  time  of  her  service.  At  one  period  of  the  time  when 
she  was  here  we  had  a  nurse  in  the  women's  sick  ward  who  was  peculiarly  in^cient ; 
«he  was  in  office  three  or  four  months,  more  or  less.  I  tried  to  get  her  removed  for  some 
time;  but  although  the  matron  was  anxious  to  oblige  me,  no  other  nurse  could  be  obtained ; 
no  other  pauper  nurse,  I  mean.  In  the  men's  sick  ward  the  condition  of  things  was 
frightful  part  of  the  time  that  Matilda  Beeton  was  here.  It  was  represented  to  me  that 
the  male  pauper  in  whom  I  had  placed  much  confidence  was  robbing  the  sick  ;  I  referred 
the  matter  to  the  master,  who  immediately  investigated  it.  He  told  me  next  day  that  he 
had  come  to  the  conclusion  that  the  statement  was  somewhat  confirmed,  and  that  the  man 
should  be  removed  from  the  ward.  The  master  added,  "  But  I  am  in  this  difficulty,  I 
have  been  through  the  list  of  inmates,  and  there  is  not  a  person  I  can  recommend  to  you 
for  the  post."  To  which  I  replied,  that  we  must  apply  to  the  Board  for  paid  assistance ; 
he  concurred  in  that  suggestion.  This  was  on  Thur&day  morning.  On  the  Friday 
morning  he  told  me  that  he  had  brought  my  suggestion  before  the  Visiting  Committee, 
and  had  made  the  application,  but  that  they  shook  their  heads,  and  that  one  of  them,  a 
Mr.  Betts,  of  St.  Clement's,  had  suggested  a  person  who  had  applied  that  day  to  be 
retained  in  the  house  to  be  my  nurse,  stating  that  he  had  known  him  for  many  years. 
The  master  added,  also,  that  he  knew  nothing  either  of  the  man  or  of  his  fitness,  out  that 
he  would  send  him  to  me.  The  man  came  to  my  surgery ;  he  was  lean,  and  extremely 
pale.  I  said  to  him,  "  Why,  my  friend,  you  are  sick  yourself;  what  have  you  been"? 
*^  A  potman  at  the  "'  Plough,'  Carey-street,"  was  his  answer.  I  engaged  his  services,  for  I 
had  no  alternative ;  I  took  him  up  stairs  and  showed  him  what  he  was  to  do.  The  poor 
fellow  said  he  would  do  his  best,  and  I  think  he  did,  but  it  was  very  bad.  The  next 
morning  I  found  everything  had  gone  wrong,  owing  to  his  ignorance  and  the  novelty  of 
his  position  ;  and,  as  I  stood  in  the  ward,  deploring  my  difficulty  aloud,  a  patient  who  had 
been  under  treatment  for.chronic  consumption  got  up  and  said,  "  If  you  will  try  me,  sir, 
I  will  do  what  I  can  to  help  you."  I  said  he  was  too  weak,  but  he  said  he  bad  been  a 
nurse  on  board  ship,  and  he  would  do  his  best  Looking  to  the  debility  of  these  two  men, 
I  divided  the  ward  between  them,  and  they  attended  to  the  sick.  Butler  improved  ia 
health  and  strength,  and  the  other  man  improved  also  as  the  weather  became  milder,  and 
the  duties  lighter.  Por  a  month  or  five  weeks  the  st  te  of  things  was  so  bad  that  I  could 
not  bear  to  go  into  the  place.  Butler  has  now  left.  Up  to  January  last  I  did  not  see 
much  to  object  to  in  the  men's  sick  ward,  because  1  had  not  found  out  what  was  going 
wrong.     We  have  two  paid  nurses  now,  and  things  are  going  on  much  more  comfortably. 

Irrespectivelv  of  the  space  and  the  number  of  beds  at  my  command,  I  should  be 
satisfied  with  the  general  treatment  of  the  sick  in  the  workhouse  at  the  present  time,  if  I 
had  more  paid  nurses  to  attend  upon  my  patients.  I  should  like  a  paid  nurse,  that  is  to 
say,  a  re6|)on8ible  person  to  be  stationed  m  each  receiving  ward ;  and  I  should  certainly 
like  two  paid  nurses  to  be  stationed  in  the  sick  wards  every  night.  If  I  got  the  space  I 
required,  and  the  additional  assistance  named,  I  might  then  be  content  with  the  condition 
of  the  sick.  In  that  case  the  master  and  matron  would  not  be  disturbed  at  night,  and 
would  be  in  better  health  during  the  day. 

I  am  aware  that  it  is  part  of  the  duty  of  a  medical  officer  of  a  workhouse  to  give 
directions  and  make  suggestions  as  to  the  diet,  classification,  and  treatment  of  the  Ack 
poor,  &c. 

I  am  aware  of  Article  207,  section  6,  and  of  Article  207,  section  7. 

I  have 
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I  have  made  repeated  reports  to  the  guardians  in  accordance  with  those  regulations.  I 
have  kept  no  cojaes  of  them.  They  generally  related  to  over-crowding  of  the  house. 
They  have  related  to  the  diet  of  the  infirm^  and  an  important  modification  was  made  in 
it  in  accordance  with  my  reccnnmendation.  They  have  not  related  to  the  nursing,  nor  to 
the  clothing,  nor  to  the  bedding,  nor  to  the  general  treatment  of  the  sick.  1  do  concur 
in  the  remark  of  Matilda  Beeton,  that  she  had  never  found  the  guardians  unwilling  to 
provide  anything  in  the  e»hape  of  comforts  for  their  sick,  provided  that  the  wants  are 
made  known  to  them.  I  concur,  to  a  large  extent,  but  not  entirely,  in  the  remark  that^ 
unless  the  officers  report  to  the  guardians  on  the  state  of  the  sick  they  can  know  nothing. 
The  guardians  have  never  refused  me  anything  that  I  have  considered  necessary  for  the 
health,  the  comfort,  and  the  convenience  of  the  sick  poor  when  I  have  applied  to  them 
for  it.  In  consequence  of  the  representations  I  have  made  to  the  former  Board  of 
Guardians,  I  have  evoked  much  personal  hostilitv.  In  the  early  part  of  this  year  the 
Board  decided,  at  my  suggestion,  that  certain  of  ray  patients  should  be  sent  to  Guy^s 
Hospital ;  six  were  sent  in  three  cabs,  with  attendants.  When  the  bills  for  the  cabe 
came  before  the  committee,  a  guardian  was  very  indignant  at  the  expense  I  had  put  the 
Board  to,  and  said  that  if  that  were  repeated  he  should  move  that  the  expense  should  be 
deducted  from  mjr  salary.  Another  guardian  gave  notice  that  20  /.  should  be  struck  off 
my  salary.  I  think  this  arose  from  the  exertion  I  made  to  reduce  the  over-crowding  of 
the  workhouse.  The  motion  was  not  carried.  I  felt  it  was  folly  to  appeal  to  the  Board 
of  Guardians  as  it  was  then  constituted. 

I  think  that  Matilda  Beeton  gave  an  accurate  account  of  the  three  cases  mentioned  in 
her  evidence.  I  refer  to  the  cases  of  the  man  with  the  bad  back,  to  the  man  with  the 
baH  leg,  and  to  the  woman  with  rheumatism.  In  the  infirm  wards  I  had  cases  of  sickness 
as  acute,  and  requiring  as  much  attention  as  I  had  in  the  sick  wards.  I  have,  on  an 
average,  200  cases  on  my  list  at  once ;  this  average  extends  over  the  whole  year.  My 
remarks  upon  the  general  treatment,  the  nursing,  the  diet,  and  the  clothing,  &c.,  of  the 
sick  in  the  sick  ward  apply  generally  to  the  sick  in  the  infirm  wards  and  in  other  parts  of 
the  house.  I  except,  however,  the  question  of  space  entirely.  The  sick  had  much  less 
space  in  the  other  parts  of  the  house  than  in  the  sick  ward.  In  the  nursery,  which  is 
occupied  by  day  and  night,  each  occupant  had  only  218  cubic  feet  of  space.  No  infantas 
life  could  have  been  long  preserved  in  the  nursery  of  this  workhouse  in  the  condition  in 
which  it  was  during  the  last  winter.  I  have  formed  this  opinion  simply  and  solely  on  the 
fact  of  the  want  of  space.  I  don't  say  that  any  infant  died  in  the  nursery  from  that 
cause,  but  mesenteric  disease  was  a  very  frequent  occurrence.  I  am  aware,  however,  that 
the  guardians  have  an  infant  establishment  at  Edmonton,  and  that  when  the  children  are 
two  years  old  they  are  sent  there.  When  the  children  have  been  removed  to  a  ward 
where  there  is  more  air  and  more  space  they  have  always  improved  in  health.  If  the 
Board  of  Guardians  should  diminish  the  numbers  in  the  house,  or  enlarge  the  premises,  or 
build  another  hospital,  or  take  all  three  of  these  courses,  then  I  should  think  they  had 
done  all  in  their  power  to  remedy  the  evils  of  which  I  have  complained. 

By  Mr.  E.  Hart — I  have  not  been  consulted  as  to  the  plans  for  tlie  new  workhouse.  I 
have  not  made  suggestions  regarding  them.  I  have  seen  the  plans  indirectly.  They 
apparently  are  intended  to  supply  500  cubic  feet  of  space  for  each  infirm  and  sick  person. 
I  did  not  measure  the  floor  space ;  I  looked  carefully  at  the  plans  for  the  sick ;  I  con- 
demned them  immediately  I  saw  them ;  there  was  no  through  ventilation ;  no  windows 
on  each  side  of  the  ward.  I  saw  no  air  holes  in  the  wards.  The  water-closets  were  all 
massed  at  each  end  of  the  buildings.  The  wards,  I  think,  were  to  be  placed  east  and 
west.  There  were  no  day  rooms  ifor  the  infirm,  that  I  saw.  I  saw  no  sleeping  wards  for 
nurses;  there  may  have  been,  however.  I  furnished  no  data  for  the  plans.  I  was  not 
consulted  as  to  the  accommodation  for  the  sick,  and  when  I  saw  them  incidentally  I 
disapproved  of  them  altogether.  I  pointed  out  my  objections  to  the  architect ;  he  con- 
curred in  them.  He  said  they  were  not  his  plans,  but  they  were  sent  to  him  to  "  draw  to 
scale." 

If  a  new  buildinij  were  erected  at  Edmonton,  it  would  still  be  necessary  to  have  re- 
ceiving wards  and  a  place  for  the  reception  of  urgent  cases  of  sickness  in  London.  Floor 
space  is  a  necessity,  not  only  for  convenience,  but  for  the  health  of  patients.  Area  space 
is  at  least  of  as  much  importance  as  cubic  space ;  I  have  learnt  this  by  my  experience 
gained  in  this  workhouse.  I  am  supported  in  this  view  by  at  least  two-thirds  of  the  medical 
officers  of  workhouses  in  London.  I  am  aware  that  the  cubical  space  prescribed  by  the 
Hospital  and  Barrack  Commissioners  is  1,200  cubic  feet,'  and  the  area  space  is  90  feet. 
In  the  women's  epidemic  ward  of  this  workhouse,  when  full,  the  cubic  space  for  each  patient 
would  be  393  feet.  The  women's  infectious  ward  gives  437  feet  for  each  patient  when 
the  ward  is  full.  These  wards  are  frequently  full.  I  am  aware  that  at  the  Fever  Hospital  it 
is  necessary  to  provide  2,000  cubic  feet  of  space  for  each  patient.  As  soon  as  ever  I  detect 
a  case  of  fever  it  is  sent  to  the  hospital.  Measles  are  sent  to  the  infectious  wards  of  this 
workhouse.  I  never  had  a  case  of  scarlatina.  The  two  sick  wards  are  the  best  wards,  and 
are  very  hot  in  summer.  The  increased  cubic  space  was  obtained  by  taking  away  the  old 
ceilings  and  carrying  them  up  to  the  roof.  Tne  rafters  were  ceiled.  The  faults  of  the 
wards  were  aggravated  by  their  being  converted  into  roof  wards ;  nevertheless  the  altera- 
tion made  a  considerable  improvement  at  the  time,  and  the  atmosphere  became  much 
more  pure.  The  wards  cannot  be  effectually  ventilated,  however,  owing  to  the  peculiarity 
of  the  form  of  their  construction. 

I  should  require  for  the  sick  in  the  workhouse  establishment  1,000  feet  cubic  space, 
362.  C  2  80  feet- 
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80  feet  area ;  paid  day  and  night  nurses ;  day  rooms  for  the  infirm ;  baths  attached  to 
the  ward,  and  a  "  sick  kitchen."  The  pauper  nurses  were  selected  by  the  matron  ;  I  used 
to  approve  of  them,  because  if  I  did  not  take  them  I  should  not  get  any  one  better 
qualified  for  the  duty.  The  "  peculiarly  incompetent "  nurse  left  the  patients  to  take 
their  medicines  themselves,  and  was  deficient  in  other  essential  requisites ;  she  could  put 
on  a  poultice,  but  I  never  trusted  her  to  do  anything  else.  The  man  nurse,  in  whom  I 
had  confidence,  and  who  was  dismissed,  was  dismissed  for  stealing  spirits  from  a  patient, 
under  very  aggravated  circumstances.     I  do  not  find  drugs  now ;  they  are  found  by  the 

fuardians.  Since  the  introduction  of  paid  nurses,  the  medicines  are  given  more  regularly, 
heard  and  believed  that  milk  stolen  from  the  nui*sery  was  sold  in  the  sick  wards;  I 
threatened  the  woman  with  the  consequences  of  a  repetition  of  this  misconducti  and  I  be- 
lieve the  practice  was  stopped ;  I  did  not  report  this  circumstance  to  the  guardians.  As 
regards  my  omission  to  make  more  numerous  written  reports  to  the  guardians,  I  wish  to  add 
that  I  did  not  do  so  because  I  felt  satisfied  that  the  guardians  were  aware  of  the  condition  of 
the  sick  poor  in  the  house,  and  because  I  felt  that  I  should  only  damage  my  own  position 
if  I  did  make  such  reports. 

Matilda  Beelon  was  the  first  paid  nurse  ever  appointed  to  the  workhouse.  I  thought 
she  knew  how  to  nurse  people.  I  was  prejudiced  against  her  at  first,  but  I  afterwaras 
thought  she  was  fairly  doing  her  duty  in  the  best  way  she  could. 

As  regards  the  stoppage  of  the  beer,  which  I  had  heard  had  been  withheld  from  the 
sick,  I  did  not  pursue  my  inquiry  because  of  the  delicacy  of  its  nature.  On  that  parti- 
cular day  I  heard  from  the  nurse  that  the  patients  in  the  ward  did  not  obtain  their  allow- 
ance because  the  beer  "  would  not  run  to  it"  Mrs.  Beeton  has  been  succeeded  by  two 
nurses,  who  each  have  now  a  salary  of  16  /.  a-year.  The  salary  of  Mrs.  Beeton  was  30  L 
a-year.  The  two  nurses  now  employed  are  responsible  for  the  performance  of  their 
duties  for  the  whole  number  of  the  sick,  infirm,  and  the  aged  in  the  workhouse.  The 
average  number  of  sick,  aged,  and  infirm  in  the  workhouse  during  the  12  weeks  from 
4th  [November  1865  to  12th  January  1866,  seems  to  have  been  487.  Of  these,  200  were 
always  under  medical  treatment  at  the  same  time.  I  do  not  consider  that  two  paid  nurses 
are  sufiBcient  to  attend  upon  this  number  of  patients.  The  average  number  of  inmates  in 
the  workhouse  during  the  period  named  was  549. 

There  were  more  than  487  inmates  under  my  care  at  one  time  during  the  winter  of 
1864-65.  The  master  and  matron  have  always  shown  every  disposition  to  aid  me  in  every 
way  in  the  performance  of  my  duties.  It  is  not  possible  for  the  few  paid  oflScers  of  the 
workhouse  effectually  to  discharge  their  duties  in  regard  to  all  the  classes  of  inmates  con- 
tained in  it.     These  oflicers  all  try  to  do  their  best. 

By  the  Mdster. — There  are  many  inmates  of  this  workhouse  who  receive  beer  for  work 
done;  I  sanction  the  allowance  of  it  to  them;  I  do  not  object  to  it,  as  I  rely  on  the  dis- 
cretion of  the  master,  and  on  what  he  tells  me.  There  was  a  very  ineflScient  nurse  in 
the  women's  ward.  She  had  been  a  nurse  in  the  infirm  ward  for  several  years  before, 
under  my  supervision ;  in  sending  her  from  that  ward  to  the  sick  ward  you  had  no  option 
fit  the  time.  When  Butler  was  appointed  to  the  sick  ward,  I  told  you  that  he  was  ineffi- 
cient, and  I  said  so  the  day  after  he  was  engaged.  I  told  you  of  the  arrangement  I  had 
made  for  his  assistance ;  I  did  not  report  this  in  writing ;  what  passed  was  in  a  conversa- 
tional manner.  I  never  reported  to  you  that  Belsham  stole  gin,  in  such  a  form  as  to  enable 
you  to  lay  the  facts  before  the  guardians.  I  never  made  any  report  or  made  any  sugges- 
•  tion  to  you  in  which  vou  did  not  assist  me  as  far  as  you  could.  I  know  of  no  case  of  harsh 
conduct  or  of  oppression  on  the  part  of  the  master  and  matron  towards  any  of  the  poor  in  the 
house.  I  think  substantial  and  real  justice  has  been  done  by  the  master  and  matron  to  the  poor 
of  this  Union,  as  far  as  my  observation  goes.  I  have  not  arrived  at  the  conclusion  that  either 
the  bedding  orthe  clothing  of  the  inmates  has  been  disgracefully  washed.  I  have  seen  nothing 
of  the  kind.  I  should  have  noticed  it,  I  think,  if  the  washing  had  been  so  ill  done.  I 
believe  every  eflfort  is  made  by  you  and  your  wife  to  keep  the  persons  of  the  inmates  clean 
and  free  from  vermin.  I  have  no  reason  to  believe  that  the  master  and  matron  are  afraid 
of  the  inmates  of  this  Union.  Proper  discipline  is  kept  up,  and  order  is  duly  observed. 
I  may  have  said  that  the  late  head  nurse  was  of  no  use  to  me,  but  this  was  when  she  first 
came  ;  latterly  I  had  a  better  opinion  of  her.  I  may  have  been  asked  to  put  into  writing 
any  objection  that  I  entertainea  as  regards  the  nurse,  but  I  don't  remember  if  I  may  have 
said  that  I  should  have  been  very  reluctant  to  make  the  nurse  an  opponent,  as  she  might 
make  things  very  unpleasant  for  me.  If  she  had  been  an  enemy,  she  might  say  thinsjs 
that  it  would  be  diflScult  for  me  to  answer  and  explain.  I  have  not  gone  so  far  as  directiy 
to  say  that  she  was  a  dangerous  woman.  I  have  no  reason  for  saying  that  the  nurse  was 
iinproperly  treated  by  you  or  the  matron  in  any  way.  I  was  in  communication  with  her 
oflScially  every  day.  I  never  heard  of  her  having  quarelled  with  either  of  you.  She  never 
said  you  had  insulted  her,  but  she  complained  that  you  had  sided  with  tiie  committee, 
when,  as  she  said,  she  had  been  insulted  by  them. 

(signed)         Josh.  Rogers^  M.D., 

Medical  Officer,  Strand  Union. 

4 

Thomas  Thorne,  being  sworn,  says :  I  am  master  of  the  Strand  Union  Workhouse, 
and  I  have  held  that  office  for  upwards  of  eight  years.  I  have  heard  what  Matilda 
Beeton  stud  as  to  the  beer  not  having  been  supplied  to  the  sick.  It  has  sometimes  hap- 
pened that  the  stock  of  beer  has  run  out,  and  tnat  the  whole  of  the  inmates  could  not  be 
supplied  until  the  brewers  sent  in  a  further  quantity.     It  was  reported  to  me  that  this 

had 
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Tiad  happened  on  five  or  six  occasions  in  six  months,  whilst  Matilda  Beeton  was  here.  It 
partially  arose  from  the  fact  that  I  did  not  estimate  for  a  euflScient  quantity  of  beer  to 
meet  the  increased  consumption  caused  by  the  influx  of  persons  into  the  house.  It  also 
occurred  within  the  same  period  that  we  had  three  changes  of  labour  masters,  whose  duty 
it  was  to  distribute  the  beer,  and  they  were  ineflScient  in  this  respect.  I  discovered  that 
by  using  a  particular  measure  every  one  in  the  house  who  was  supplied  with  half  a  pint 
of  beer,  had  a  full  table-spoonful  over  the  imperial  half- pint,  which  caused  the  beer  to 
run  out  sooner  than  it  ought  to  have  done.  The  sick  always  had  their  beer,  so  had  those 
in  the  lying-in  ward  and  the  infirm,  as  far  as  the  beer  would  go.  Those  who  did  not  get 
it  were  a  portion  of  the  infirm  only,  and  those  of  the  stronger  inmates,  who  had  an  allow- 
ance for  work  done. 

I  believe  the  beer  may  have  been  sold  from  the  sick  and  infirm  wards,  but  they  were 
very  exceptional  cases ;  and  whenever  they  have  been  brought  under  my  notice,  I  have 
always  punished  the  parties,  by  bringing  their  conduct  under  the  doctor's  attention,  and 
having  their  beer  stopped.  1  did  not  make  any  entry  of  these  cases  in  the  Pauper 
Offence  Book.  I  do  not  think  that  either  beer,  spirits,  or  wine  was  stolen  from  a  sick 
person  whilst  Matilda  Beeton  was  here.  I  know  only  one  instance  in  which  a  patient 
parted  with  his  beer,  and  with  a  portion  of  his  gin ;  he  gave  it  to  Belsham  voluntarily  on 
account  of  his  kindness  towards  him.  I  do  not  think  the  traffic  in  beer,  &c.,  was  carried 
on  to  any  extent  by  the  pauper  Nurses ;  I  should  have  known  it  if  it  had.  I  feel  con- 
fident that  the  statement  made  to  the  late  head  nurse  by  a  pauper  inmate,  that  beer  was 
taken  by  the  nurses  to  the  laundry  to  be  sold,  and  the  laundry  women  made  a  weekly 
profit  by  it,  is  utterly  untrue.  I  have  not  seen  the  laundry  women  in  a  state  of  intoxication 
except  after  they  had  been  out  of  the  workhouse  on  leave  of  absence.  1  do  not  think 
their  intoxication  was  caused  by  what  they  got  in  the  house ;  they  drank  before  they  came 
in,  and  returned  in  a  somewhat  quarrelsome  state. 

I  did  not  visit  the  wards  every  day,  and  I  was  prevented  from  doing  so  simply  from 
want  of  time,  because  I  had  such  heavy  duties  to  perform,  in  keeping  accounts,  and  in 
carrying  on  an  outdoor  business  of  carpet  beating  and  hair  picking,  besides  superintending 
all  the  repairs  of  the  house,  which  confined  me  to  my  desk  from  morning  till  night  I 
applied  to  the  Board  for  assistance,  and  it  was  eventually  granted  to  me.  A  clerk  was 
appointed  with  a  salary  of  30/.  a  year,  but  the  payment  of  whose  services  I  supplement 
out  of  my  own  income,  and  it  is  only  just  at  present  that  I  am  free  to  give  a  more  active 
and  personal  superintendence  to  the  house  than  I  have  been  able  to  do  heretofore. 

I  believe  that  the  meat  is  cooked  generally  in  a  very  satisfactory  manner ;  I  have  never 
seen  it  much  overdressed ;  but  if  it  had  been  too  much  underdressed,  the  people  in  the 
house  would  have  generally  objected  to  it.  The  meat  is  beef  twice  a  week,  bacon  once, 
and  mutton  twice  a  week.  There  are  two  soup  days,  independently,  and  in  addition  to 
this,  there  is  everything  that  the  doctor  orders  for  the  sick.  If  anything,  it  would  be 
i^ainst  my  interest  to  overdress  the  meat,  as  the  "waste"  would  be  much  greater;  I 
anow  a  third  for  waste  in  beef,  and  more  for  other  kinds  of  meat.  The  iufiiates  never 
complained  to  me  formally  that  the  meat  was  improperly  cooked.  The  labour-master  or 
the  porter  attend  to  the  cutting  up  of  the  meat,  and  to  its  distribution  in  the  halls.  The 
labour  master  attends  to  the  weights  and  scales.  As  frequently  as  possible  I  looked  at  the 
distribution  myself.  No  complaint  has  ever  been  made  by  any  class  of  inmates  that  the 
food  was  short  of  weight ;  individual  paupers  have  complained,  but  very  rarely.  When 
this  complaint  was  made,  it  arose  principally  from  a  small  portion  of  meat  having  acci- 
dentally slipped  from  the  plates ;  I  have  not  heard  more  than  two  such  complaints  in  six 
months. 

By  Dr.  Anstie. — The  meat  for  the  sick  is  not  now  dressed  in  the  same  kitchen  as  the  meat 
for  the  other  inmates.  It  was  suggested  by  you  in  the  "Lancet"  that  there  ought  to  be 
a  separate  kitchen  for  the  sick.  I  brought  the  matter  under  the  notice  of  the  Guardians, 
who  granted  the  request,  and  a  separate  kitchen  was  fitted  up  for  the  sick.  The  cooks 
we  select  are  those  in  the  house  best  fitted  to  perform  the  duties.  It  was  reported  to  me 
that  a  person  employed  in  the  kitchen  had  her  hair  infested  with  vermin;  it  was  proved 
to  be  the  case,  and  she  was  removed.  She  had  been  employed  there  for  some  years.  The 
matron  set  her  to  work  in  the  kitchen,  in  the  first  instance. 

I  take  the  blame  for  a  short  supply  of  beer  partly  on  myself.  I  made  an  erroneous 
estimate.  There  were  from  460  to  470  persons  who  had  beer  daily.  The  measure  was 
too  large  and  the  estimate  too  small.  There  are  two  cooks  in  one  kitchen,  one  in  the 
other.  The  man  cook  gets  1 5.  6  rf.  a-week  and  rations  besides.  If  another  cook  were 
wanted  I  should  apply  to  the  Guardians  to  appoint  a  paid  officer.  Nine-tenths  of  the 
nurses  now  employed  can  read  and  write.  Nearly  all  01  them  who  are  now  employed  can 
read.  As  regards  the  soup,  I  have  to  state  that  the  ingredients  are  according  to  the 
dietary  approved  of  by  the  I^oor  Law  Board.  I  consider  it  is  good  soup,  and  nourishing 
in  its  quality.  The  medical  officer  was  consulted,  and  he  approved  of  it  No  inmate 
ever  complained  of  it.  The  surplus  gruel  has  been  put  into  the  soup,  in  order  to  prevent 
waste.  1  believe  that  it  improved  its  quality.  No  complaint  was  made  about  it  to  me  or 
to  anyone  else  that  I  am  aware  of.  The  nurses  vary  in  their  ages  from  50  to  70  years : 
most  of  them  are  over  60  years,  I  believe. 

I  told  the  pauper  nurses  on  Sunday  that  there  would  be  an  inquiry ;  that  they  might 
be  called  on  to  give  evidence.  I  told  them  that  if  they  were  examined  they  had  to  speak 
the  truth  and  tell  all  they  know.  I  did  not  tell  them  that  Miss  Beeton  had  made  the  com- 
plaints referred  to. 

362.  C  3  I  put 
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I  jmt  in  copies  of  letters  from  visitors  and  others  that  I  have  received  on  the  state  erf* 
the  workhouse,  and  of  the  sick  poor  and  others  in  it. 

The  Guardians  decided  to  do  away  with  carpet  beating  about  six  weeks  ago,  and  it  has 
been  entirely  stopped  for  about  14  days. 

I  put  in  a  copy  of  a  letter  which  I  addressed  to  the  Guardians  on  11th  April  1865. 

(signed)         Thomas  Thome. 


Sir,  7,  Upper  Portland  place,  1  June  1866. 

I  HAVE  now  visited  the  Strand  Union  Workhouse  for  many  years,  and  I  have  always 
found  it  perfectly  clean  and  orderly ;  with  respect  to  the  care  and  kindness  of  Mr.  and 
Mrs.  Thorne  to  the  inmates,  I  cannot  speak  in  too  high  terms,  and  truly  feel  it  a  priviltoc 
for  any  workhouse  to  have  such  a  matron  and  master  to  superintend  it,  and  I  have- the 
highest  respect  for  both  Mr.  and  Mrs.  Thorne. 

(signed)        Lady  AUerson, 


50,  Portland-place,  4  June. 
Lady  Alexander  Lennox  begs  to  express  to  Mr.  Thorne  her  approval  of  the 
manner  in  which  the  inmates  of  the  Strand  Union  Workhouse  are  treated,  and  to  testify 
to  the  care  and  attention  shown  to  the  sick,  and  the  extreme  cleanliness  of  the  wards 
throughout.  Lady  Alexander  considers  herself  competent  to  offer  her  opinion,  having 
visited  at  the  above-named  workhouse  constantly  for  the  last  nine  months. 


Miss  Arnott  has  much  satisfaction  In  testifying  her  conviction  of  the  general  good 
management  of  the  Strand  Union  by  Mr.  and  Mrs.  Thorne.  She  has  been  in  the  habit 
of  constantly  visiting  various  parts  of  the  house  during  the  last  four  or  five  years, 
and  so  far  as  has  come  under  her  notice,  has  always  been  impressed  with  the  good  order 
and,  cleanliness  which  prevail,  as  well  as  with  the  kindness  and  attention  shown  to  the 
sick  and  aged,  the  better  conducted  among  whom  have  often  gratuitously  expressed  to 
Miss  A.  as  grateful  for  the  consideration  they  have  received,  and  satisfied  that  all  has 
been  done  lor  their  comfort,  as  far  as  compatible  with  the  rules  of  the  house. 

Miss  Arnott  is  persuaded  both  Mr.  and  Mrs.  Thorne  have  conscientiously  endea- 
voured to  fulfil  the  duties  of  their  post,  as  far  as  could  be,  under  the  difficulties  with 
which  they  have  laboured,  such  as  the  oversight  of  such  a  large  establishment  causing 
minute  inspection  at  all  times  to  be  an  impossibility ;  i;he  dust  arising  from  the  practice 
(until  recently)  of  beating  carpets  in  the  yards,  whereby  the  cleanly  appearance  of  the 
wards  must  have  been  produced  under  disadvantages. 

This  general  aspect  of  the  Strand  Union,  Miss  Arnott  considers  superior  to  what  is 
seen  in  other  London  workhouses. 

21,  New  Ormond-street,  2  June  1866. 


Dear  Sir, 
I  HOPE  you  will  allow  me  to  say,  that  having  now  visited  the  Strand  Union  for  two 
years,  I  can  speak  confidently  as  to  the  wards  I  have  visited  (five  in  number)  being 
particularly  clean  and  sweet,  and  I  have  remarked  it  to  the  nurse. 

As  to  yours  and  Mrs.  Thome's  kindness  to  the  inmates,  I  must  say,  I  have  been  told 
by  the  sick  and  infirm  people  themselves  constantly  of  your  kindness  and  consideration  for 
them  at  all  times. 

Believe  me,  &c. 
Friday  evening.  (signed;         Louisa  Alderson. 


Sir,  ^  1,  Curzon-street,  Mayfair,  W.,  1  June  1866. 

My  visits  to  the  Strand  Union  Workhouse  have  been  made  almost  entirely  on  Sunday 
afternoon,  and  my  only  business  has  been  with  the  sick  and  infirm  wards  of  the  men's 
side  of  the  house ;  but  I  have  no  hesitation  in  saying  that  these  wards  have  been  very 
much  improved  during  the  last  few  years.  1  have  always  found  them  clean  and  in  good 
order,  and  I  may  add  that  I  have  frequently  had  occasion  to  observe  the  kind  and  con- 
siderate attentions  which  the  patients  have  received  from  yourself  and  your  wife. 

I  am,  &c. 
To  Mr.  T.  Thome,  (signed)         }Vm.  Farlie  Clarke. 

Master  of  the  Strand  Union  Workhouse. 
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Sir,  2  June  1866. 

I  AM  happy  to  be  able  to  give  my  testimony  to  the  ffei>eral  cleanlinefis  and  propriety  of  the 
wards  of  the  sick  and  infirm  in  the  workhouse,  I  also  believe  that  both  you  and  Mrs.  Thome 
have  taken  all  the  care  that  was  consistent  with  the  rules  of  the  house.  I  have  for  several 
years  visited  at  all  hours  both  the  sick  men  and  women,  and  never  heard  a  word  of  dis- 
satisfaction, considering  the  very  untaught  and  inefficient  nurses  of  the  whole  system ;  I 
think  all  was  kept  in  good  order  and  every  care  bestowed,  that  under  all  the  existing 
circumstances  of  the  workhouse  could  be. 

I  have,  &c. 
To  Mr.  Thome,  (signed)         Elizabeth  Twining. 

Master  of  the  Strand  Union. 


Church  of  St.  Charles  Borromeo,  Upper  Ogle-street, 
Dear  Sir,  Upper  Marylebone-street,  W. 

I  BEG  leave  to  acknowledge  the  receipt  of  your  note  of  the  1st  instant,  and  to  state,  that 
from  what  I  have  seen  of  the  general  management  of  the  workhouse,  everything  is  done 
to  make  the  wards  both  clean  and  comfortaole  for  the  inmates ;  moreover,  the  kindness 
and  consideration  manifested  by  yourself  and  the  matron  towards  the  sick  and  infirm 
poor  have  always  impressed  me  much. 

Believe  me,  &c. 
Mr.  Thomas  Thome,  Master.  (signed)        E.  J.  Keene, 

2  June  1866. 


"  St.  Luke's  Home,"  20  Queen-square,  W.C.,  1  June. 

I  HAVE  been  asked  to  give  my  opinion  as  to  the  condition  of  the -wards  of  the  Strand 
Union  Workhouse,  in  as  far  as  I  can  speak  from  my  experience  as  a  visitor  during  the 
whole  period  of  Mr.  and  Mrs.  Thome's  management.  In  doing  so,  I  wish  it  to  be  distinctly 
understood,  that  I  am  doing  what  I  believe  to  be  a  simple  act  of  justice  to  them,  and  not 
in  any  way  taking  part  agamst  the  committee  who  have  produced  their  evidence ;  but  in 
the  fullest  agreement  with  all  that  they  have  adduced  against  the  system  in  connection 
with  the  sick  poor,  I  believe  it  is  a  great  injustice  to  blame  individuals  for  the  results  of 
that  system,  for  the  defects  of  which  they  are  quite  irresponsible. 

For  two  years  I  have  urged  the  separate  care  of  the  sick,  and  seen  all  the  defects  in  the 
Strand  Workhouse ;  but,  nevertheless,  I  wish  to  express  my  opinion  that  the  charge  of 
the  wards  being  dirty  and  in  an  unfit  state  for  visitors  (which  is,  I  understand,  the  charge 
made)  is  utterly  unfounded ;  the  outward  condition  of  the  wards  is  scrupulously  clean, 
and  to  this  point  I  feel  confidently  all  the  numerous  visitors  whom  I  have  introduced 
there  will  give  testimony.  One  of  the  last  whom  I  took  over  the  house  was  Mrs.  Tait, 
who  expressed  to  the  matron,  in  my  hearing,  her  admiration  of  the  clean,  and  neat,  and 
comfortable  appearance  of  the  wards,  especially  remarking  their  superiority  over  others 
which  she  was  in  the  habit  of  visiting.  With  the  materials  and  circumstances  at  their 
command,  I  believe  Mr.  and  Mrs.  Thorne  have  done  all  that  was  possible  to  make  the 
house  what  it  should  be,  and  when  I  compare  it  with  the  previous  management  which  I 
was  acquainted  with  for  four  years  previously,  I  can  only  express  my  surpripe  at  the 
amount  of  good  they  have  effected.  To  prevent  abuses  in  a  household  of  nearly  600, 
when,  till  recently,  there  was  not  a  single  paid  assistant  to  the  matron,  must,  I  think,  be 
allowed  to  be  an  impossibility ;  but  that  Mr.  and  Mrs.  Thome  have  knowingly  or  willingly 
permitted  evils  to  continue,  I  do  not  for  a  moment  believe. 

They  themselves  best  know  those  evils,  and  would,  I  believe,  willingly  welcome  a 
reform,  which  can  onlj  be  made  by  a  change  in  the  whole  system  and  management  of  the 
sick.  But  my  object  in  writing  is  to  say,  that  I  believe  they  have  done  all  m  their  power 
for  the  comfort  and  well-being  of  the  sick  and  infirm  under  the  greatest  possible  diflSculties, 
and  that  as  far  as  cleanliness  and  arrangements  go,  I  have  no  hesitation  in  saying  that,  in 
comparison  with  other  workhouses  (not  of  course  with  hospitals),  they  have  been,  praised 
by  all  who  have  seen  them. 

I  do  not  wish  to  enter  on  any  other  point  than  this,  and  I  believe  this  was  the  only  one 
on  which  my  opinion  was  askea. 

(signed)         Louim  Twining. 


Strand  Union  Workhouse. 


Head  Nurse. 


A  VERY  brief  exposition  of  the  duties  of  nurse  in  the  workhouse  is  given  in  the  Poor 
Law  regulations. 

It  is  held  desirable  that  a  supplemental  and  more  detailed  definition  should  be  given  as 
relates  to  the  head  nurse  of  the  Strand  Union  Workhouse,  which  is  a  new  office. 

The  head  nurse  should  accompany  the  medical  oflBcer  in  his  rounds  through  the  sick 
and  infirm  wards  every  morning,  and  receive  his  instructions  as  to  the  care  and  treatment 
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of  every  sick  person^  and  for  her  guidance,  she  might  make  notes  of  any  special  directions 
on  the  back  of  the  prescription-card  at  the  head  of  the  bed,  or  ask  the  medical  oflScer  to 
do  so,  to  prevent  tne  possibility  of  error  or  omission. 

In  every  case  where  practicable,  written  instructions  should  be  obtained. 

The  nurse  will  either  carry  out  those  instructions  personally,  or  see  that  they  are  faith- 
fully carried  out  by  others,  and  that  all  medicines  and  applications  ordered,  are  taken  or 
applied  with  strict  regularity. 

It  will  be  the  head  nurse's  duty  to  observe  the  effects  produced  by  medicines  or  appli- 
catioDs,  and  the  development  of  any  new  symptoms  on  the  part  of  the  patients,  and  fully 
to  report  the  same  to  the  medical  officer  on  his  next  visit. 

There  are  many  cases  of  a  very  doubtful  character,  where  symptoms  are  very  ambigu- 
ous and  organic  disease  cannot  be  traced :  cases  of  pretended  sickness,  with  a  view  to 
impose  upon  the  medical  officer ;  such  cases  will  require  special  attention  and  observation, 
and  should  fairly  be  represented  to  the  medical  officer. 

The  wines  and  spirits  prescribed  will  be  sent  round  in  bottles  for  each  patient,  and  it  is 
desirable  that  the  nurse  snould  see  them  delivered  into  the  hands  of  the  respective  patients, 
and  induce  them  to  take  at  least  a  portion  of  them  in  her  presence,  ana  to  be  watchful 
and  constant  in  her  inquiries,  to  prevent  such  wines  or  spirits  being  sold  to  other  persons, 
and  the  medical  officer  thereby  deceived  as  to  the  effect  intended  to  be  produced  by  the 
stimuli  ordered. 

Personal  cleanliness  is  a  matter  of  great  consideration,  and  a  frequent  and  careful 
examination  of  patients  will  be  indispensably  requisite ;  and  the  head  nurse  will  be  ex- 
pected to  employ  the  utmost  care  and  attention  in  this  respect,  and  to  report  every  instance 
of  personal  neglect  to  the  medical  officer,  or  neglect  on  the  part  of  subordinate  nurses,  or 
any  want  of  means  of  ensuring  such  personal  cleanliness  to  the  master  or  matron,  and 
such  reports  should  be  in  writing,  and  the  decision  of  the  medical  officer,  master,  or 
matron  taken  thereon,  with  a  view  to  immediate  remedy. 

The  linen,  bedding,  and  other  effects,  for  the  use  of  ihe  sick  wards,  will  be  placed  under 
the  charge  of  the  head  nurse ;  any  deficiency  of  any  kind  whatsoever  should  be  imme- 
diately reported  to  the  master  or  matron,  and  the  head  nurse  will  hold  herself  responsible 
for  accuracy  in  these  respects. 

It  is  the  duty  of  every  officer  (and  of  the  nurse  especially,  in  reference  to  the  cases  under 
her  immediate  charge^  to  prevent  wilful  waste,  extravagance,  or  misappropriation  of  any 
kind,  and  to  insure  lair  and  impartial  justice  to  all ;  and  to  remove  bv  every  possible 
means  allegations  sometimes  made,  that  one  person  receives  more  attention  than  another, 
because  in  one  case  gratuities  can  be  obtained  from  friends  by  subordinate  nurses,  and  in. 
the  other  not.  Uniform  kindness  and  attention  should  be  the  rule,  irrespective  of  any 
consideration  that  may  be  offered  to  the  contrary. 

Any  solicitations  made  to  the  friends  or  patients  for  gratuities,  are  considered  most 
objectionable,  as  implying  mercenary  motives  and  invidious  distinctions. 

The  head  nurse  will  be  especially  careful  that  no  person  on  the  point  of  death  is  left 
unattended,  and  any  assistance  required  in  providing  persons  to  sit  up,  must  be  made 
known  to  the  master  or  matron,  or  in  their  absence  to  the  labour-master  or  porter. 

Whenever  a  person  dies,  the  pockets  sliould  be  searched,  and  whatever  effects  they 
may  have  therem,  or  on  their  persons  in  the  shape  of  rings  or  other  articles,  should  be- 
in  ventoried,  and  forthwith  taken  to  the  master,  that  he  may  make  a  return  thereof  to 
the  Board. 

It  is  expected  that  the  head  nurse  will  never  leave  the  house  without  the  knowledge 
and  sanction  of  the  master  or  matron  previously  obtained. 

Reasonable  opportunity  for  recreation  and  exercise  will  not  be  objected  to,  but  it  is 
expected  that  the  house  will  never  be  left  without  the  head  nurse,  or  the  assistant  to  the 
matron,  remaining  in  it ;  and  any  special  ma^er  the  latter  officer  will  attend  to  in  the 
nurse's  absence. 

From  what  precedes,  the  head  nurse  will  perceive  that  it  will  be  her  duty  to  see  that 
the  clothes  go  to  the  wash,  and  are  correctly  returned,  and  are  kept  properly  repaired,  by 
being  sent  to  the  needle-room,  and  to  assist  the  matron  in  keeping  all  the  bed  and  other 
linen  in  the  respective  wards  in  a  correct  and  satisfactory  state. 

It  is  presumed  from  the  foregoing  observations,  the  head  nurse  can  have  no  difficulty  in 
perceiving  her  distinct  line  of  duty,  viz. : — 

Strictly  to  carry  out  the  instructions  of  the  medical  officer,  in  all  that  relates  to  the 
personal  treatment  and  care  of  the  sick. 

And  to  hold  herself  subordinate  and  accountable  to  the  matron  in  reference  to  every- 
ihmg  appertaining  to  the  discipline  or  domestic  management  of  the  house. 

Augvsty  1865. — These  duties  were  read  over  to  the  nurse.  Dr.  Bogers,  and  the  matron,, 
by  the  master,  and  assented  to  by  all  parties  in  each  other's  presence. 

(signed)         Thos.  Thome. 


To  the  Guardians  of  the  Strand  Union. 


Gentlemen,  Strand  Union  Workhouse,  11  April  1865. 

Circumstances  having  occurred  in  a  neighbouring  workhouse,  which  have  entailed" 
on  the  authorities  a  most  unenviable  notoriety.  The  whole  of  the  officers  have  been  most, 
unsparingly  denounced  by  a  jury,  for  a  gross  neglect  of  duty. 

A  portion. 
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A  portion  of  the  public  press  has  almost  demanded  that  the  master  and  another  principal 
oiBcer  should  be  placed  at  the  bar  of  the  Old  Bailey,  on  a  charge  of  manslaughter. 

Ho  one  therefore  can  doubt  that  the  responsibility  of  the  master  of  a  workhouse  is  of  a 
very  serious  character,  and  that  he  ought  to  have  reasonable  time  and  opportunity  for 
discluumng  the  duties  of  personal  inspection  and  supervision  whidi  are  thus  unperativelj 
demanded  of  him. 

But  unfortunately  he  has  other  duties  to  perform  of  a  very  antagonistic  character — 
duties  which  chain  him  to  his  desk  from  morning  till  ni^ht,  and  of  which  affieers  and 
inmates  can  alike  take  advantage— duties  which  involve  his  own  personal  c&racter  in 
the  shape  of  voluminous  accounts  and  oflSce  correspondence,  whicn  demand  laborious, 
minute,  and  constant  attention^  and  which  the  protection  of  his  own  honour  and  interest 
will  not  permit  him  to  neglect  or  entrust  to  an  unqualified  or  careless  person* 

Still,  if  it  be  held  that  the  responsible  head  of  a  large  establishment,  embracing  many 
departments,  should  actively  and  personally  supervise  mem;  and  if  it  be  proved  impossible 
for  him  to  do  so  without  some  assistance  renaered  to  him,  I  apprehend^  that  no  member 
of  the  Board  will  hesitate  to  grant  the  master  the  minimum  amount  of  assistance  he  seeks, 
and  which  he  hopes  may  suffice. 

I  say  nothing  of  a  very  serious  expenditure  I  have  been  called  upon  to  make  through 
illness,  brought  on  by  overwork,  anxiety,  poisoned  atmosphere  from  overcrowding,  ana  a 
most  dangerous  house  for  cold  and  exposure  to  disease. 

But  since  Christmas,  I  have  been  compelled  to  employ  assistance  and  to  pay  for  it; 
and  though  not  to  the  extent  I  could  desire,  it  was  the  most  satisfactory  arrangement  I 
could  make. 

I  have  therefore  to  solicit  the  Board  that  they  will  reimburse  my  expenditure  on  this 
head,  which,  with  a  trifle  I  give  to  a  sick  inmate,  also  for  assistance,  would  be  covered  at 
the  rate  of  10«.  per  week;  and  tiiat  thev  will  be  pleased  to  perpetuate  this  trifling  amount 
of  aid  in  keeping  the  accounts,  to  enable  me  to  discharge  other  and  more  important  duties 
towards  the  Bofu^,  the  ratepayers,  and  the  inmates,  which  would  promote  a  far  greater 
economy  in  the  general  expenditure. 

I  have,  &C. 

J.  Kilner,  Esq.,  Clerk.  (signed)        Thos.  Tkarne. 


Margaret  Thorne,  being  sworn,  says,  I  am  matron  of  the  Strand  Union  Workhouse, 
and  I  have  held  that  office  for  eight  years.  It  is  a  fact,  that  when  Matilda  Beeton  first 
came  here  some  of  the  heads  of  the  women  in  the  sick  wards  were  found  to  be  in  a  dirty 
state.  All  these  persons  had  been  very  recently  admitted  to  the  house,  and  they  came  in 
in  a  very  dirty  condition.  Eveiy  pains  was  taken  to  cleanse  them  in  the  receivmg  ward, 
but  it  was  impossible  to  do  so  eflfectually  during  the  short  time  they  were  there.  When 
they  came  into  the  receiving  ward  they  were  so  far  ill  that  they  could  not  be  subjected  to 
the  necessary  cleansing,  and  to  the  usual  discipline  in  that  ward.  I  was  aware  that  when 
these  women  were  removed  from  the  receiving  ward  they  were  not  entirely  clean.  No 
persons  are  removed  from  the  receiving  ward  until  they  have  been  personally  examined 
and  pronounced  fit  to  be  removed  from  it  by  the  medical  officer.  All  the  women  referred 
to  were  removed  from  the  receiving  ward  to  the  sick  ward  under  the  medical  officer's 
directions.  When  they  were  in  the  sick  ward  they  were  attended  to  as  well  as  they  could 
be,  and  they  were  rendered  perfectly  clean.  I  do  not  think  that  Matilda  Beeton  dis- 
covered that  these  women  were  not  quite  clean.  Some  of  them  were  in  the  ward  when 
she  came,  but  I  do  not  think  those  who  had  lice  on  them  were  there  when  she  came.  At 
Ais  time  the  ward  was  being  whitewashed  and  painted.  We  changed  a  pauper  nurse  at 
tKe  same  time,  and  full  attention  consequentiy  could  not  be  given  in  this  respect  I  do 
not  know  that  Matilda  Beeton  was  informed  when  she  came  tiiat  the  women  were  not  in  a 
cleanly  state.  I  deny  that  the  washing  was  disgraceftiUy  done ;  it  was  generally  fidily 
done.  The  washing  has  been  done  for  tiie  patients  in  the  hosmtal  as  well  as  for  lliose  in 
the  house.  The  hospitals  for  which  washing  was  done  were  King's  College,  Middlesex, 
Guy's,  Bnnnpton,  Lock,  and  St  George  wd  Charing  Cross  hospitals.  The  women  in  the 
laundry  coula  not  distingtush  the  clothes  of  tiie  patients  in  the  hospital  from  the  clothes 
of  the  people  in  the  workhouse.  The  washing  has  been  done  for  the  patients  sent  to  the 
hospitals  by  the  relieving  officers.  No  complaint  has  ever  been  made  that  the  washing  was 
badly  done.  S<nne  of  the  paupers  in  the  house,  however,  have  complained,  peniaps, 
once  in  twelve  months,  that  the  washing  as  regards  certun  articles  was  not  propeny 
done.  Matilda  Beeton  had  the  remedy  in  her  own  hands ;  she  could  and  did  send  oack 
to  the  laundry  any  article  that  die  mA  not  tiunk  was  properly  washed.  It  never  hap- 
pened, that  1  know  of,  that  there  was  not  a  suffident  supply  of  linen  to  the  sick.  There 
was  a  frdl  supply  to  each  sick  ward.  There  were  more  than  two  pairs  of  sheets  for 
each  bed.  The  sheets  for  the  patients  are  changed  three  and  four  times  a  day,  if  required. 
Matilda  Beeton  showed  that  she  had  linen  enough,  as  ^e  said,  that  if  she  had  not  enough 
for  one  ward  she  borrowed  it  from  the  other.  I  know  nothing  about  the  alleged  sale  of 
beer  and  spirits,  &c.  by  the  nurses,  and  no  representation  on  the  subject  has  ever  been 
made  to  me.  On  a  Monday  morning,  I  think  it  was  tiie  30th  of  September  last.  Miss 
Beeton  complained  to  me  tnat  an  inmate  of  No.  1  infectious  ward  had  complained  to  her 
in  reference  to  her  diet  I  asked  her  in  what  way ;  she  said  as  regards  quality  and  quan- 
tity.   I  went  with  Miss  Beeton  to  the  ward  and  mquired  about  it     The  woman  said  she 
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ttionght  her  food  was  short  of  Weight,  atid  I  asked  her  what  was  her  duty,  or  that  of  the 
nurses  under  such  circumstances ;  she  said  to  return  it  to  the  kitchen  and  have  it  weighed. 
I  asked  why  they  (the  woman  and  nurse)  did  not  do  so.  Iliey  said  they  thought  Miss 
Beeton  luid  been  sent  to  invite  compkint  on  the  subject,  and  that  they  had  really  no  cause 
to  cotiiplain ;  at  the  same  time,  I  tdid  Miss  Beeton  that  it  was  usual  for  the  mmates  to 
return  the  dinner  if  short  of  weight ;  that  there  was  always  an  officer  in  the  kitchen  to 
fluperinteiid  the  weighing  of  the  dinners  to  whom  they  could  i'efer.  Mr.  Brennan  was 
the  officer  at  that  time.  He  has  since  been  written  to  by  the  master  on  the  subject,  and 
I  now  give  his  reply : 

-^'Lymington  Union,  HantSy 

"Respected  Sir,  1  June  1866. 

**  I  BEG  to  acknowledge  the  receipt  of  yours  of  the  31st,  and  in  reply  b^  to  state  that 

I  well  remember  the  day  to  which  you  refer  in  September  last,  on  which  yon  and  Mrs. 

Thome  were  out  (a  circumstance  of  singularly  rare  occurrence).     I  also  remember  the 

matron  calling  me  out  of  the  kitchen  on  the  following  day  (Monday)  and  told  me  in  the 

Sresence  of  MiirS  Beeton  that  the  inmates  of  No.  1  Innrm  Ward  complained  of  their 
inners  not  being  weight  on  the  Sundav.  I  said  I  coidd  vouch  for  the  accuracy  of  every 
dinner  that  left  the  kitchen,  as  I  stood  by  the  scale  aud  saw  every  dinner  weighed  ;  and  1 
said  to  Miss  Beeton  at  the  same  time  it  was  not  the  proper  way  to  receive  a  complaint, 
but  shoidd  have  sent  the  dinners  complained  of  back  to  the  kitchen  to  be  re- weighed  in  the 
presence  of  the  nurse  of  the  ward,  or  the  person  to  whom  the  dinner  belonged  (if  able  ta 
attend\  instead  of  keeping  the  matter  in  her  mind  until  the  following  day.  1  am  prepared 
to  testify  on  oath,  if  required,  that  I  never  knew  of  any  inmate  being  cheated  out  of  their 
rations,  and  that  substantial  justice  was  done  to  every  inmate  during  my  term  of  office, 
for  if  it  came  to  my  knowle%e  that  things  were  otherwise,  I  should  have  most  assuredly 
reported  the  matter  to  you. 

**  I  am,  &c, 
« Mr.  Thome."  (signed)        **  Isaac  Bremum:' 

I  cannot  say  that  I  have  ever  seen  the  washerwomen  intoxicated.  On  the  liberty  days, 
and  after  some  of  them  had  been  out  to  chapel  on  Sundays,  on  their  return  I  have  seen 
that  they  evidently  had  been  drinking,  but  1  could  not  say  that  any  of  them  were  unfit 
for  work  except  in  one  instance  only.  This  was  the  case  of  the  woman  referred  to  by 
Miss  Beeton  as  having  been  placed  in  the  receiving  ward.  It  was  neither  reported  to 
me  by  Dr.  Rogers  or  the  nurse  that  milk  had  been  taken  from  the  nursery  and  sold  in  the 
sick  wards.  I  heard  that  this  irregularity  had  occurred  incidentally  and  went  and 
inquired  about  it  in  the  sick  ward  ;  the  person  who  is  reported  to  have  received  the  milk 
was  an  Irishwoman  and  a  Roman  Catholic,  in  a  very  advanced  state  of  consumption. 
The  house  tea  has  no  milk  in  it;  the  woman  in  question  said  she  could  not  take  itwillioat 
it ;  the  woman  who  is  said  to  have  sold  it  to  her  was  also  an  Irishwoman,  a  Roman 
Catholic  too,  and  friend  of  the  other  woman.  The  woman  who  obtained  the  milk,  and 
who  was  dying  at  the  time,  said  that  her  friend  had  brought  it  to  her  fix>m  the  nursery, 
knowing  that  she  could  not  take  her  tea  without  milk.  She  did  not  complain  to  me  or  to 
any  one  that  I  know  of  about  this,  as  if  she  had  she  could  have  had  milk  for  her  tea.  It 
was  brought  to  her  merely  by  way  of  kindness  by  her  friend ;  the  woman  who  was  dying 
told  me  she  did  not  pay  for  the  milk.  I  never  suspected  that  there  was  any  traffic  in 
milk  further  than  arose  in  this  particular  case.  I  feel  sure  that  the  mothers  in  the 
nursery  would  not  sell  the  milk  and  deprive  their  own  children  of  their  food. 

By  Dr.  Anttie^ — There  is  a  male  and  female  receiving  ward.  The  nurse  for  the  male 
ward  is  perhaps  more  than  50  or  60  years  old.  The  nurses  in  the  wards  are  told  to  be 
Verv  particular  in  looking  to  the  cleanliness  of  those  admitted ;  they  are  suj^lied  with 
.  lara  and  precipitate  powder.  A  patient  is  seldom  kept  there  more  than  24  hours,  and  if 
the  "  order  "  says  they  are  ill,  the  medieal  officer  is  always  sent  for  directly.  The  ni^t 
nurses  axe  selected  by  me  according  to  my  discretion.  If  it  is  thought  necessaery  by  tiie 
doctor  a  night  nui*se  is  placed  in  every  ward.  Hey  are  younger  and  stronger  than  the 
other  nurses.  I  do  not  think  that  the  women  in  llie  sick  wards  were  more  Sian  14  days 
in  the  sick  wards  before  they  wete  thoroughly  cleansed.  I  saw  the  oocAl  in  the  kitdien 
referred  to;  her  appearance  was  always  very  cleanly.  I  was  surprised  to  hear  that  die 
was  not  dean. 

It  was  my  practice  before  employing  anv  pauper  as  a  nurse  to  ascertain  whether  they 
cotdd  read  and  understand  th^  direotipnd  ot  the  medical  officer.  They  ooudd  ahnost  all  of 
them  do  so,  and  none  were  seleeted  without  being  first  introduced  to  the  notice  of  the 
medieal  officer* 

(signed)        Margaret  Hwme. 
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21 
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20 
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18 
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21 
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8 
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22 
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20 
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u 
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26 

ditto        ... 
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13 
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27 

ditto       .        .        - 

ditto 

10,880 

23 
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28 

ditto 

ditto 
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28 

467 

lA 

ditto 

ditto 

16,800 

88 

464 

2A 

ditto       -        .        - 

ditto 
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18 
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dA 

ditto 

ditto 

6,681 

12 

461 

2B 

Women's  Infections 

ditto 

2,876 

7 

411 

6B 

Women's  Dormitory 

Night  only 

14,697 

48 

806 

6B 

ditto 

-    ditto    - 

14,697 

47 
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2C 

Women's  Recovery  Ward 

Day  and  night 
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— 

3C 
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7 
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7 
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Night  only 

18,226 
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6F 
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48 
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7 
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28  REPORT  :--STRAND  UNION  WORKHOUSE. 


Letter  from  the  Clerk  to  the  Board  of  Guardians  toJ.S.  Starr,  Esq.,  a  Member  of  the 

Board. 

Dear  Sir,  7  June  1866. 

In  reply  to  your  application  I  annex  a  copy  of  the  resolution  adopted  by  the  Board  of 
Guardians,  upon  a  division  of  10  to  2,  relating  to  your  proposed  conununication  to  the  Poor 
Lftw  Iwpeotor. 

I  remain,  &e. 

James  Kilner,  Clerk. 
J.  S.  Storr,  Esq. 


Besolution  referred  to  in  the  above  Letter. 


That  the  communication  now  read  to  the  Strand  Union  Board  by  Mr.  Storr,  and 
intended  to  be  addressed  to  the  Poor  Law  Inspector  now  taking  evidence  at  the  work- 
house, ia  quite  in  opposition  to  the  general  opinion  of  this  Board,  premature,  and  drawing 
c^iftdusipns  no*  yet  warranted  by  evidence. 


Copt  of  the  ^  Communication"  referred  to  in  the  above  Besolatioii. 

To  Jt.  B.  Cane,  Esq.,^  Poor  Law  Ini^ector* 
Sir, 
The  undersigned)  being  Guardians  of  tiie  Strand  Union,  beg  respectfully  to  submit  to 
you  the  following  remarks  as  being  pertinent  to  the  inyestigation  you  have  just  made  into 
tb^  complaints  and  disolosures  of  Matilda  Beaton,  late  the  !N  urse  in  our  Workhouse. 

I.  That  the  HouBe  is  almost  always  overcrowded,  and  that  the  inmates  are  for  the  most 
part  sick,  aged,  or  infirm ;  it  is,  in  fact,  an  injSrmary,  though  in  name  a  work- 
house. 

JIp  That  the  bujUdin^  is  inadequate  to  the  proper  classification,  superrision,  and 
accommodatilon  of  the  inmates. 

III.  That  tiie  medical  arrangements  are  noYt  and  have  always  been  insufficient. 

lY.  That  the  system  of  pauper  nmrsing  is  bad  in  all  rei^ects^  and  should  be  aboBshod. 

V.  That  in  or  near  the  Metropolis  State  hospitals  are  tirgentiy  required  for  the  proper 
treatment  off  tiie  sick  poor  of  London,  such  hospitela  to  be  under  the  immediate 
direction  and  control  of  the  Poor  Law  Board,  provision  being  made  that  the  rate- 
payers' interests  be  represented,  and  the  principle  of  eelf-goverm»ent  combined 
with  an  imptoved  sysitem  of  supervision. 

YI.  W^  request  that  these  our  views,  as  Guardians  of  the  Strand  Union,  be  comnmnicated 
t^  the  Pre3l4ent  of  the  Poor  Law  Board  in  your  report  upon  this  case. 

John  S.  Storr. 
Joseph  Fhvel  Hedgeock. 
June  6, 18^6. 
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STRAND     UNION* 


RETURN  to  «n  Older  of  tJ^  Honourable  The  HQuae  of  Comuumiy 
dated  i  Augnet  1^66  ;-:/&r, 


COPIES  **of  Lbtter  dated  the  I7th  day  of  July  1866,  and  addressed  by 
Dr.  Rogers  to  the  Guardians  of  the  Strand  Union  •/' 

^'  Of  Letters  dated  the  19th  and  21st  days  of  July  1866,  and  addressed  by 
Dr,  Royers  to  the  Poor  Law  Board  :** 

*^  Of  any  Answers  that  may  have  been  given  to  the  above-mentioned  Letters  :" 

^'  Of  Rbport  (so  far  as  Questions  2,  3,  4,  8,  9,  10^  15, 17,  and  18  are  concerned) 
made  by  Mr.  Famall  to  the  Poor  Law  Board  after  his  visit  to  the  Workhouse 
of  the  Strand  Union  on  the  8rd  day  of  October  1866  :*' 

^'  And^  of  the  Corresponbence  on  the  subject  of  such  Report." 


Poor  Lair  Board.l  H.   FLEMING, 

7  August  1S66.  /  Secretary* 


Letter  from  Dr.  Rogers  to  the  Guardians  of  the  Strand  Union. 

Gentlemen,  Dean-street,  Soho,  W.,  17  June  1866. 

Having  been  informed  that  a  member  of  your  Board  has  given  notice  of  a 
Ynotion  for  this  evening,  of  a  want  of  confidence  in  me  as  your  medical  officer,  I 
consider  it  is  a  duty  I  owe  myself  to  forward  you  an  outline  of  what  I  have 
done,  or  what  I  have  attempted  to  do>  since  I  first  held  office. 

When  first  appointed,  10)  years  ago,  I  at  once  inti'oduced^  at  my  own  cost, 
the  materials^  &c.>  for  a  dispensary,  &c.,  nothing  of  the  kind  having  before  that 
been  provided  in  the  building* 

Shortly  after  assuming  office  I  learnt  that  the  beer  and  wine,  &(i.,  ordered  for 
the  sick  by  me  was  served  at  the  early  hour  of  7  a.m.^  and  constantly  the  day's 
iBupply  was  consumed  before  my  arrival,  at  9  a.m.  I  tried  to  get  them  supplied 
at  a  more  suitable  hour^  but  I  had  much  difficulty,  owing  to  the  opposition  of 
the  then  master^  tmd  the  indifference  on  the  part  of  the  then  Board,  whom  I 
addressed  on  the  subject 

In  the  first  slimmer  following  my  appointment,  an  outbreak  of  fever  took 
place^  owing  to  excessive  overcrowding  and  deficient  accommodation.  I  addressed 
a  communication  to  the  Board,  and  prevailed  on  them  to  build  at  each  wing, 
above  the  receiving  wards,  additional  wards,  and  also  to  dig  out  an  area  in  front 
X)f  the  watd  then  used  for  the  reception  of  persons  admitted  on  nightly  orders. 
This  plabe,  tcalled  "  Pug*s  Hole"  by  the  inmates,  was  a  cellar  (without  area),  and 
of  the  inost  objectionable  kind,  and  the  hot-bed  from  which  fever  was  largely 
propagated ;  and  subsequently  I  induced  the  Board  to  enlarge  and  extend  the 
dormitory  accommodation  for  males  and  females,  thereby  adding  considerably  to 
the  sleeping  space  for  able-bodied  inmates. 

Having  repeatedly  noticed  that  the  suckling  women  became  consumptive,  or 
suffered  m>m  diseases  of  an  exhaustive  character,  and  that  many  of  their  children 
died,  I  founds  on  inquiry,  that  the  dietary  of  the  lying-in  ward  (over  which  I 
had  then  no  control,  and  was  not  supposed  to  enter  without  the  request  of  the 
master  or  midwife)  was  very  insufficient,  as  it  consisted  only  of  gruel  for  nine 
days,  and  that,  when  discharged  to  the  nursery,  they  went  at  once  on  the  common 
diet  of  the  house ;  and  believing  at  that  time  the  Poor  Law  Board  alone  possessed 
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the  power  of  altering  this,  I  wrote  to  that  Board  on  the  subject*  urging  an 
alteration.  In  their  reply  they  informed  me  that  I  was  to  be  the  sole  judge  of 
the  dietary  of  this  class  of  inmates;  and,  having  acted  in  accordance  therewith, 
the  then  Board  of  Guardians,  some  of  whom  are  still  members  of  your  body, 
passed  upon  mcja  vote  of  censure  for  this  act  of  duty  and  humanity. 

Some  two  years  after  I  suggested  the  building  of  a  laundry  out  in  the  yard, 
thus  removing  a  pregnant  source  of  ill  health,  &c.,  to  the  inmates,  this  work 
having  been  previously  carried  on  under  the  entrance-hall,  &c.,  causing  the  house 
thereby  to  be  filled  with  steam  and  damp.  This  having  been  achieved,  the 
accommodation  of  the  house  was  largely  added  to,  as  thereby  the  men's  and 
women's  dining-halls  were  converted  into  infirm  wards,  and  the  old  laundry  into  ^ 
a  dining-hall. 

On  or  about  this  time  I  suggested  the  conversion  of  the  dormitories  at  the  top 
of  each  wing  intu  sick  wards,  by  removing  the  ceilings  and  plastering  the  rafters, 
and  the  removing  any  acute  cases  there.  By  this  alteration  about  250  cubic  feet 
of  air  was  added  to  each  sick  inmate,  and  the  chances  of  the  occurrence  of 
erysipelas,  fever,  &c.,  were  greatly  diminished,  and  a  better  prospect  held  out  for 
sp«  edy  recovery  of  all. 

Shortly  after  this,  and  owing  to  a  large  increase  in  the  number  of  aged  and 
infirm  persons,  I  suggested  to  your  Board  an  important  alteration  of  the  dietary 
of  this  class  of  inmates,  thereby  much  suffering  from  improper  food  and  waste 
was  put  a  stop  to  and  a  diet  more  suitable  was  introduced. 

This  form  of  dietary  has  since  then  been  largely  adopted  by  the  various 
Metropolitan  Union  Houses. 

1  was  repeatedly  informed  by  individual  members  of  your  Board,  and  it  is 
correct,  that  these  successive  applications  evoked  much  offensive  personality  and 
antagonism,  and  I  have  been  strongly  advised  by  them  to  keep  quiet  and  not 
trouble  the  Board  with  repeated  appUcations  for  improvements. 

In  the  year  1862,  a  severe  outbreak  of  fever  took  place  in  the  building,  due 
solely  to  overcrowding ;  26  cases  occurred  in  quick  succession.  I  wrote  urgently 
to  your  Board  on  the  subject ;  an  extensive  exodus  of  inmates  was  ordered, 
tlie  crowding  ceased  and  the  fever  also. 

,  On  or  about  this  time,  I  suggested  to  the  visiting  committee  an  alteration  of 
the  dead-house,  the  grating,  &c.,  from  which  opened  beneath  the  windows  of  the 
women's  infirm  wards ;  this  place  was  a  part  of  the  carpenter's  shop,  and  separated 
from  it  by  an  imperfect  partition.  From  the  grating  foul  emanations  from  the 
dead  frequently  arose,  and  filled  the  wards,  and  in  the  summer  large  blue  flies 
flew  in  and  out  of  them  from  the  dead*house.  I  made  this  application  to  the 
committee  over  which  Mr.  Joseph  Smith  presided  ;  but  they  refused  to  entertain 
the  question.  Shortly  after,  the  coroner  for  Middlesex  commented  severely  on 
the  impropriety  of  using  such  a  place  for  such  a  purpose,  and  the  subject  was 
brought  before  a  second  committee,  and  a  proper  dead-house  was  constructed. 

In  1863,  I  drew  the  attention  of  the  Board  to  tlie  advisability  on  the  score  of 
economy,  want  of  space  and  general  absence  of  accommodation,  of  subscribing 
to  the  Middlesex  Hospital,  so  as  to  relieve  the  house  of  cancer  cases,  many  with 
this  disease  having  been  admitted ;  the  suggestion  was  adopted,  but  I  heard  that 
Mr.  Betts  and  some  other  members  of  the  Board  indulged  in  ofiPensive  person- 
alities. Again,  in  the  same  year,  I  advised  with  success  the  removal  of  syphilitic 
cases  to  the  Lock  Hospital  as  soon  as  possible  after  they  were  admitted ;  motives 
were  attributed  to  me  by  the  bame  members  of  the  Board,  for  my  advocacy  of  this 
necessary  change,  of  the  most  unfair  and  unworthy  character. 

In  1864,  overcrowding  of  the  house  having  again  taken  place,  I  addfessed  a 
written  remonstrance  to  the  Board,  and  pointed  out  that  a  malignant  fever  had 
broken  out  in  the  house ;  they  thereupon  adjourned  to  it ;  a  large  measure  of 
outdoor  relief  was  directed,  the  crowding  ceased,  and  the  fever  also. 

In  May  1865,  the  Poor  Law  Board  addressed  you  on  the  subject  of  pauper  nurses, 
and  strongly  advised  you  to  engage  paid  and  responsible  persons,  thus  takinc;  up  a 
question  upon  which  I  had  long  felt  deeply  the  necessity  of  change,  and  which  I 
had  tried  to  induce  several  members  of  your  Board  at  various  times  to  bring 
before  you.  This  matter  I  should  have  written  to  your  Board  about  myself  had 
it  not  been  for  the  determined  opposition  of  certain  officials  to  the  introduction  of 
paid  nurses.  Your  Board,  however,  engaged  one,  and  by  the  terms  of  the 
advertisement  limited  her  attendance  to  those  patients  only  who  were  in  the  two 
sick  wards,  amounting  to  about  40  persons,  and  yet  the  house  cohtained,  as  you 
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are  aware  by  the  weekly  returns,  over  400  sick,  aged,  or  permanently  disabled 
persons,  who  were  thus  left  to  the  care  of  those  who  had  been  officially  con- 
demned by  the  Poor  Law  Board  as  untrustworthy,  and  over  whom  although  I 
was  theoretically  supposed  to  have  control,  yet  practically  I  had  none ;  for  their 
selection  and  dismissal  was  left  in  the  hands  of  the  master  and  matron ;  such 
was  the  rule  when  I  assumed  office,  and  up  to  the  present  time  has  not  been 
altered. 

Over  and  over  again  I  have  requested  a  particular  nurse  to  be  removed  for 
inefficiency,  or  worse,  but  have  been  nearly  always  met  by  the  reply  that  there 
was  no  one  better  suited  for  the  post  in  the  house. 

When  Belsham,  the  pauper  nurse,  was  removed  at  my  instance,  for  robbing 
the  sick,  the  master,  in  consequence  of  a  suggestion  by  me,  undertook  to  bring 
the  question  forward,  and  applied  for  paid  assistance,  as  the  circumstances  were 
such  as  admitted  of  no  delay.  The  total  refusal,  as  he  informed  me,  of  the 
vibiting  committee,  and  the  recommendation  of  one  of  the  Guardians  to  employ  a 
broken-down  pot-boy  whose  antecedents  he  so  well  knew,  was  a  proof,  coupled 
with  what  I  have  above  referred  to,  that  it  would  be  a  mere  waste  of  time  to  make 
any  further  communication  to  your  Board  on  the  sufyect. 

At  the  early  part  of  the  year  1 864,  the  late  Mr.  Jeffreys  moved  that  my 
salary  should  be  increased.  I  waited  upon  him,  and  others  who  I  knew  were 
favourable  to  me,  and  urged  them  to  get  your  Board  to  provide  medicines  instead, 
as  I  wished  to  establish  the  principle  that  in  such  a  large  house  as  the  Strand, 
all  the  drugs  should  be  found  at  the  cost  of  the  ratepayers,  thereby  evincing  that 
I  had  some  other  feeling  in  the  matter,  save  that  of  getting  a  little  more  money. 
Your  Board  assented  to  the  proposition,  but  limited  my  outlay  on  this  head  to 
30  L  only  in  the  year. 

With  respect  to  the  carpet  beating,  I  apprehend  that  the  members  of  your 
Board  who  were  also  members  of  the  last,  can  by  no  means  endorse  the  assertion 
of  Mr.  Cane,  that  they  were  not  aware  of  my  opinion  on  the  impropriety  of  that 
practice.  Your  chairman  personally  dissuaded  me  from  communicating  those 
opinions  to  your  Board,  in  writing,  but  also  Mr.  Storr's  committee  on  the  subject 
refused  his  request  to  hear  me,  alleging  that  they  were  aware  that  I  held  an 
c^inion  adverse  to  its  continuance. 

Your  Board  is  also  cognizant  that  I  strove  to  relieve  the  house  by  soliciting 
the  Middlesex  Hospital  authorities  to  take  some  of  our  sick ;  that  I  suggested 
the  scheme  >of  writing  to  the  various  unions  about  London,  soliciting  them  to 
take  some  of  our  inmates ;  that  when  six  of  my  patients  were  removed  to  Guy's 
Hospital,  not  only  was  a  resolution  put  on  the  paper  to  reduce  my  salary,  but 
that  it  was  adjourned  from  week  to  week,  whilst  also  the  Boai*d  sanctioned  a 
return  of  my  salary^  fees,  &c.,  and  the  costs  of  medicine  and  appliances^  a  course 
of  conduct  not  dictated  by  a  very  generous  feeling  towards  me. 

Seeing  that  your  Board  has  been  lately  re-constituted,  I  have  felt  it  just  to 
myself  to  lay  before  you  a  brief  outline  of  the  continuous  efforts  that  I  have  made 
not  only  to  perform  faithfully  my  daily  routine  duties,  but  to  obtain  successive 
improvements  and  ameliorations  in  the  interests  of  the  sick  inmates  of  your 
house. 

I  have  regretted  many  times,  and  deeply,  that  these  efforts,  instead  of  receiving 
the  cordial  sympathies  and  assistance  of  past  Boards,  have  entailed  upon  me  much 
annoyance^  hostility,  and  undeserved  insult. 

I  am  happy  to  believe  your  Board,  as  re-constituted,  will  view  with  more  favour 
my  efforts  in  this  direction,  and  am,  gentlemen, 

Yours,  &c. 
The  Strand  Union  (signed)        Joseph  Rogers. 

Board  of  Guardians. 
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Letter  from  Dr.  Rogers  to  the  Poor  I^w  Board- 

Dean-street,  SohO'^quare, 
My  Lords  and  Gentlemen,  18  July  18M. 

I  BCG  to  forward  to  ;ou  a  copy  of  a  letter  eent  by  me  to  the  Strand  UaioD 
Board  on  the  17th  ult,  to  which  I  respectfully  invite  your  Board's  attention. 

You  will  perceive  by  it  that  a  motion,  stating  that  I  had  lost  the  confidence  of 
the  Board  of  Guardians,  was  submitted  last  evening,  and  though  it  came  to 
nothing,  my  supporters  being  equal  to  my  opponents  ;  still,  as  it  was  based  upon 
the  report  of  Mr.  Cane,  an  inspector  of  your  Board,  on  the  evidence  taken  by 
him  at  the  Strand  Union  inquiry,  and  as  I  am  not  singular  in  thinking  his 
report  was  most  unfair  and  most  unjust  to  me  (for  its  partial  character  has  been 
severely  condenmed  by  the  daily  press),  in  addition  to  the  letter  above  referred  to, 
I  would  draw  your  attention  to  the  following. 

At  page  6  of  his  report,  Mr.  Cane  states  that,  notwithstanding  my  admis- 
sions, I  entirely  concurred  in  the  remarks  made  by  the  nurse  Beeton,  that  the 
crowding  in  the  two  sick  wards  was  disgraceful  to  the  authwities  of  the  Strand. 
Seeing  that  over  and  over  again  to  the  Board,  to  the  clerk  when  the  Board  was 
not  sitting,  or  to  the  relieving  officers,  I  had  written,  earnestly  imploring  that 
they  would  not  send  me  any  more  sick,  and  that  in  spite  of  all  this  sick  people 
were  sent  in,  and  that  in  such  numbers,  the  receiving  wards,  the  foul  warciU,  &c., 
were  appropriated  for  some  time  to  the  decent  sick,  and  that  the  sick  wards 
proper  contained  more  than  they  should  have  done,  as  there  were  also  sick  day- 
boarders,  who,  in  many  instances,  had  to  cross  a  wet  yard  to  their  sleeping 
places,  I  consider  I  was  fully  justified  in  supporting  her  statement. 

In  page  8,  Mr.  Cane  asserts  that  I  never  complained  of  the  nuivery  to  the 
Guardians;  the  fact,  as  regards  this,  is  as  follows.  As  you  will  see  in  my  letter 
to  the  Board  of  Guardians,  I  knew,  from  having  taken  much  paiitf  in  the  matter^ 
that  th^  were  committed  absolutely  to  pauper  nursing,  and  although  I  attempted 
repeatedly  to  get  members  of  the  Board  to  raise  the  question  and  obtain  paid 
assistance,  there  was  so  much  opposition  on  the  score  of  expense,  and  the  master 
and  matron  so  determinedly  set  their  faces  against  their  introduction,  that  I  was 
compelled  to  give  way.  Then  again,  the  selection  and  dismissal  of  these  paupef 
nurses  was  under  the  sole  control  of  the  matron,  the  Guardians  iiaving 
surrendered  all  power  in  this  matter  into  her  hands.  Under  these  eu^cum- 
stances,  for  me  to  complain  to  the  Board  of  individual  nurses  would  have  been 
an  act  of  folly.  You  will  perceive  what  estimate  was  taken  of  the  aick  require- 
ments. When  I  discovered  that  one  of  the  pauper  nurses  was  robbing  thesa, 
the  master,  at  my  suggestion,  applied  for  paid  help;  it  was  refused  absolately, 
and  one  of  the  Guardians  appointed  a  broken-down  pot-boy  from  the  tavern  be 
was  accustomed  to  frequent. 

At  the  same  page  Mr.  Cane  makes  a  great  point  of  my  admissiotii  that  i^e 
Guardians  neter  refused  anything  I  asked  for ;  true,  but  I  hate  always  takien  a 
great  deal  of  trouble  to  ascertain  whether  I  was  likely  to  get  it  before  I  wrc^e 
for  anything^  and  my  applications  therefore  were  limited  to  the  possible^  not  the 
impossible. 

I  have  walked  many  score  miles  these  last  10  years  for  the  purpose  of  toliciting 
friendly  or  benevolent  members  of  the  Board  to  support  my  appli<5ations  in  th6 
interests  of  the  sick  inmates  of  the  Strand  Workhouse<  If  I  had  not  done  so, 
I  fear  that  there  would  have  been  small  chance  of  my  getting  much  c^  wihat  I 
have  asked  for. 

The  enmity  against  me  has  arisen  mainly  from  the  fact  that  I  have  continually 
protested  against  the  evils  I  have  seen  aroutid  me. 

Again,  Mr.  Cane  reports  that  many  patients  were  sent  to  tarioiis  hospitals  to 
oblige  m6«  There  might  be  something  in  this  if  it  were  true,  but  the  only 
hospitals  they  have  ever  sent  anybody  to  are  the  Lock  and  Middlese:^,  and  that 
has  relieved  the  house  of  not  more  than  12  annually.  Those  that  have  gone  to 
other  hospitals  have  been  sent  there  by  benevolent  ladies,  or  their  friends,  with 
the  exception  of  six  to  Guy  s  Hospital  last  winter^  when  it  was  kindly  proposed 
to  deprive  me  of  20  /.  out  of  my  105  /•  a  year  for  daring  to  suggest  this. 

Again,  as  regards  the  supply  of  drugs,  you  will  see  by  my  letter  to  the  Board 
how  this  originated. 

In  reference  to  the  carpet  beating,  it  was  at  my  suggestion  that  two  resolutions 
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proposing  to  abolidh  the  practioe  were  submitted  during  the  last  three  years,  and 
when^  finally,  after  the  reconstitution  of  the  Board  at  the  last  election,  it  was 
done  away  with^  on  the  motion  of  Mr.  J.  Cornish,  based  on  a  letter  by  me  to 
that  Guardian.  To  say  the  least  of  it,  it  seems  somewhat  strange,  on  the  part  of 
Mr.  Cane,  to  import  this  question  into  his  report,  seeing  it  had  nothing  to  do 
with  the  inquiry,  and  that  without  his  taking  the  trouble  to  get  at  the  real  facts 
of  the  case. 

That  the  Strand  Union  Board  did  not  say  the  same  things  that  Mr.  Cane 
suggests  for  them  arises  from  the  fact  they  could  not. 

I  have  every  confidence  in  believing  that  your  honourable  Board  will  do  me 
the  justice  to  believe  that  I  have  striven  to  perform  my  duty;  and,  relying  on 
that,  I  beg  to  subscribe  myself 

Yours,  &c. 

The  Poor  Law  Board.  (signed)        Joseph  Rogers, 

During  Mn  Fameirs  absence  in  Lancaster,  Mr.  Cane  had  charge  of  the 
district,  and  visited  the  Strand  Union  house.  1  never  heard  that  he  remon- 
strated with  the  Board  of  Guardians  on  the  impropriety  of  carpet  beating,  and 
yet  he  must  have  seen  the  practice  in  full  operation. 


Memorandum  bv  R*  B.  Cane,  Esq.,  Poor  Law  Inspector,  on  the  foregoing 
Letter  (dated  18  July  1866)  of  Dr.  Rogers. 

Strand  Union. 

Dr.  Rogbrs  considers  my  report  *^  most  unfair,'*  "  most  unjust  to  him,"*  and 
he  also  considers  that  it  is  ^^  partial  in  its  character." 

I  am  not  surprised  that  Dr.  Rogers  should  be  dissatisfied  with  a  report  con* 
taining  facts  which  throw  upon  him  a  full  share  of  responsibility  for  such 
mismanagement  of  the  sick  as  is  proved  to  have  occurred  in  the  Strand  Union 
Workhouse. 

Nothing,  however,  has  been  stated  affecting  him  personally,  that  was  not 
deposed  to  upon  oath,  and  his  own  deposition  has  mainly  furnished  the  passages 
in  my  report  which  reflect  upon  him  most  forcibly. 

That  report  and  all  the  evidence  is  before  the  6oard.  I  have  decided  nothing 
either  for  or  against  Dr.  Rogers;- 1  have  merely  collected  the  materials  for  a 
decision,  and  have  drawn  attention  to  the  bearing  of  the  principal  circumstances 
proved ;  I  have  left  the  Board  to  arrive  at  such  conclusions  in  the  case  as  they 
may  feel  the  facts  vrill  justify. 

AH  that  Dr.  Rogers  has  now  stated  might  have  been  deposed  to  at  the  inquiry 
if  he  had  thought  proper  to  adduce  them  on  that  occasion.  He  must  have  seen 
how  far  the  facts  elicited  affected  him  ;  he  had  the  fullest  opportunity  for  giving 
every  explanation  he  was  able  to  offer^  but  as  he  omitted  to  do  so,  it  was  to  be 
supposed  that  he  had  no  more  to  say.  These  '^  after  thoughts,"  which  are  not 
evidence,  and  which  have  not  been  subjected  to  cross-examination,  and  to 
challenge  by  the  Guardians  and  others  whom  they  affect,  must,  I  submit,  be 
received  with  much  caution. 

I  have  read  these  statements  very  carefully,  and  I  can  say  that  they  affect  but 
little  the  conclusiotis  which  I  have  myself  formed  respecting  Dr.  Rogers'  official 
conduct. 

With  reference  to  these  statements,  I  must  say  that  conversations  with 
and  appeals  to  individual  Guardians,  suggestions  to  officers  to  apply  for  *^  paid 
help,"  considerations  (kept  within  his  own  breast)  as  to  what  "  he  was  likely 
to  get,"  instead  of  what  he  wanted,  cannot  be  accepted  in  lieu  of  the  formal 
written  reports  which  he  was  bound  to  make  to  the  Board  of  Guardians,  whenever 
the  subjects  were  of  sufficient  importance  to  call  for  official  notice  ih  any  way. 

Whether  those  reports  would  render  him  popular  or  otherwise  with  the  (juar- 
dians,  was  a  matter  of  much  less  importance  than  the  welfare,  comfort,  and  the 
lives  of  the  sick  under  his  charge.  Even  had  his  reports  been  distasteful  to  the 
Guardians,  the  consequences  would  have  been  comparatively  immaterial  to  him : 
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60  long  as  he  did  his  duty,  he  was  quite  independent  of  the  Guardians,  as  they 
could  neither  diminish  his  salary,  nor  deprive  him  of  his  office. 

I  will  only  further  say,  as  regards  myself,  that  Dr.  Rogers  is  in  error  in  sup- 
posing that  I  had  charge  of  the  metropolitan  district  during  Mr.  Famairs  absence 
from  it.  No  such  charge  was  ever  confided  to  me ;  I  was  merely  requested  to 
visit  some  of  the  workhouses  in  that  district,  when  I  could  find  time  to  do  so. 
I  was  never  deputed  to  attend  meetings  of  Guardians  in  that  district,  and  had  no 
authority  whatever  to  remonstrate  with  them  on  any  subject. 

(signed)         R.  B.  C. 
23  July  1866. 


Letter  from  Dr.  Rogers  to  the  Poor  Law  Board. 

Dean-street,  Soho -square, 
Sir,  22  July  1866 

I  TRUST  you  will  excuse  the  liberty  I  take  in  addressing  you  personally. 

On  Thursday,  the  19th  ultimo,  I  forwarded  to  your  Board  a  copy  of  a  letter 
which  I  had  addressed,  on  the  17th  ultimo,  to  the  Strand  Union  Board  of 
Guardians ;  and  also  a  letter  in  which  I  commented  on  my  communication  to  the 
Strand  Board  of  Guardians ;  also  on  Mr.  Cane's  report  on  the  examination  into 
the  treatment  of  the  sick  poor  at  the  recent  inquiry  there. 

In  that  communication  to  your  Board  I  omitted  to  refer  to  the  fact,  that  I 
requested  the  Metropolitan  Inspector,  Mr.  Farnall,  last  September,  to  visit  the 
workhouse  and  see  wnether  he  could  urge  on  the  Strand  Union  Board  to  take 
some  steps  to  relieve  the  overcrowded  state  of  the  wards,  and  the  additional 
strain  which  the  winter  would  in  all  probability  put  upon  them. 

On  the  3rd  October  1 865  be  did  so  visit  the  house,  and  made  to  the  Board  a 
strong  remonstrance  on  the  crowded  state  of  the  wards,  which  was  forwarded  to 
the  Board  the  same  day. 

Nothing,  however,  was  done  by  them  which  in  any  way  relieved  the  wretched 
state  of  things  in  the  house,  save  when,  at  Christmas,  I  succeeded  in  per- 
suading them  to  send  six  persons  to  Guy's  Hospital,  and  where  vacant  beds  were 
filled  up  immediately  by  fresh  admissions. 

I  beg  to  refer  you  to  Mr.  Farnall  for  a  confirmation  of  this,  and  also  to  his 
knowledge  of  my  constant  efforts  to  improve  the  condition  of  the  sick  of  the 
Strand  Workhouse. 

Had  I  left  them  to  their  fate  without  an  effort  to  improve  their  state,  I  should 
have  been  a  favourite  with,  instead  of  being  persecuted  by,  a  portion  of  the  Strand 
Union  Board. 

The  Bight  Honourable  I  am,  &c. 

G.  Hardy,  Esq.,  m.p.,  (signed)        Joseph  Rogers, 

President,  Poor  Law  Board.  Medical  Officer,  Strand  Union. 


Letter  from  the  Poor  Law  Board  to  Dr.  Rogers, 


o* 


Poor  Law  Board,  Whitehall,  S.W., 
Sir,  28  July  18tJ^. 

I  AM  directed  by  the  Poor  I^w  Board  to  acknowledge  the  receipt  of  your  letter 
of  the  18th  instant,  enclosing  a  copy  of  a  letter  addressed  by  you  on  the  previous 
day  to  the  Board  of  Guardians  of  the  Strand  Union  upon  the  subject  of  the 
recent  report  of  Mr.  Cane,  Poor  Law  Inspector. 

I  am  directed  to  inform  you  that,  should  it  be  necessary  for  the  Board  to 
make  any  further  communication  to  the  Guardians  upon  the  subject  of  Mr. 
Cane's  report,  the  Board  will  not  fail  to  consider  the  explanations  contained  in 
your  letter  of  the  18th  instant. 

I  am,  &c. 
(signed)         JR.  A.  Earle, 
Joseph  Rogers,  Esq.,  m.d.  Secretary. 
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Repoet  (so  far  as  Questions  2,  3,  4^  8,  9,  10,  16^  17,  and  18  are  concerned) 
made  by  Mr.  FarnaU  to  the  Poor  Law  Board,  after  his  Visit  to  the  Work- 
horse of  the  Strand  Union,  on  the  3rd  October  1866. 

2.  Is  the  workhouse  generally  adequate  to  the  wants  of  the  union,  in  respect 
of  size  and  internal  arrangement? 
In  my  opinion  it  is  not. 

8.  Is  the  provision  for  the  sick  and  for  infectious  cases  sufficient  ? 
No,  there  is  no  detached  infirmary. 

4.  Are  the  receiving  wards  in  a  proper  state  ? 
Yes. 

8.  Are  there  vagrant  wards  in  the  workhouse,  and  are  they  sufficient  ? 

Yes. 

Are  the  arrangements  for  setting  the  vagrants  to  work  effective,  and  is  the 
resolution  of  the  Guardians  under  6  &  6  Vict.  c.  57,  sec.  5,  duly  observed  ? 
Yes. 

9.  Does  the  visiting  committee  regularly  inspect  the  workhouse  ? 

Yes. 

Do  any  of  their  answers  to  the  queries  in  the  workhouse  regulations  suggest 
the  propriety  of  any  interference  on  the  part  of  the  Commissioners? 

10.  Has  the  maximum  number  of  inmates  of  the  workhouse,  fixed  by  the  Com* 
tnissioners.  been  constantly  observed  since  your  last  visit  ? 

Yes. 

15.  Have  you  observed  any  illegal  practice,  or  any  departure  from  the  regula« 
tions  of  the  Commissioners  ? 

No, 

17.  Has  any  marked  change  taken  place  in  the  state  of  the  workhouse,  the 
number  of  the  inmates,  or  the  general  condition  of  the  union  since  your  last 
visit  r 

None. 

18.  Observations  not  falling  under  any  of  the  preceding  heads,  and  points  (if 
any)  upon  which  it  is  suggested  that  the  Board  should  write  to  the  Guardians. 

The  refractory  war3  and  the  men's  infectious  ward  are  wholly  unfit  for 
the  purpose  to  which  they  are  dedicated,  viz. :  as  sick  wards.  I  have 
directed  the  attention  of  the  Guardians  to  this. 


Lbttbr  from  the  Poor  Law  Board  to  the  Guardians  of  the  Strand  Union. 

Poor  Law  Board,  Whitehall,  S.W., 
Sir,  16  October  1865. 

The  Poor  Law  Board  have  received  from  their  Inspector,  Mr.  FarnaU,  a  report 
of  a  visit  made  by  him  on  the  Srd  instant,  to  the  Strand  Union  Workhouse,  in 
which  he  states  that  the  refractory  ward  and  the  men's  infectious  ward  are  wholly 
unfit  for  the  purpose  to  which  they  are  dedicated,  namely,  as  sick  wards. 

The  Board  are  informed  by  Mr.  Famall  that  he  has  directed  the  attention  of 
the  Guardians  to  these  matters. 

The  Board  request  to  be  informed  whether  the  Guardians  have  given  the 
subject  their  consideration,  and  whether  they  have  been  able  to  make,  or  are 
prepared  to  suggest,  arrangements  for  providing  suitable  accommodation  for 
ordinary  sick  cases,  so  that  the  refractory  ward  and  men's  infectious  ward  may 
in  future  be  used  for  the  purpose  for  which  they  are  intended. 

I  am,  &c. 
J.  Kilner,  Esq.,  (signed)        Enjkld^ 

Clerk  to  the  Guardians  of  the  Strand  Union.  Secretary. 
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Letter  from  the  Guardians  of  the  Strand  Union  to  the  Poor  Law  Board. 

My  Lords  and  Gentlemeo,  6,  Bow-street,  W.C,  17  October  1865. 

I  AM  directed  by  the  Guardians  of  the  Poor  of  the  Strand  Union  to  acknow- 
ledge the  receipt  of  your  letter  of  the  16th  October  1866,  relative  to  the  report 
made  by  Mr.  Faroail  on  the  occasion  of  his  visit  to  the  union  woiichouse  on  the 
3rd  instant,  and,  in  reply,  1  am  to  inform  you  that  the  Guardians  referred  the 
said  report  to  the  visiting  committee  to  take  the  same  into  consideration  and 
report  thereon  to  the  Board.  The  committee  met  on  the.  6th  instant,  and 
presented  their  report  on  the  10th  instant,  which  was  received  and  adopted  by 
the  Board. 

I  am  further  directed  to  annex  a  copy  of  the  report,  and  to  inform  you  that 
the  master  has  been  instructed  to  carry  out  the  proposed  alterations ;  also  that  the 
Guardians  have  agreed  to  allow  Mr.  Thorne  the  sum  of  30  /.  per  annum,  to 
enable  him  to  provide  assistance  in  keeping  his  books. 

I  have,  &c. 
The  Poor  Law  Board,  (signed)         James  Kilner^ 

Whitehall.  Clerk. 


Repoet  of  the  Visiting  Committee  on  the  Letter  of  H.  B.  Farnall,  Esq.,  Poor 
Law  Inspector,  dated  3rd  October  1866,  referred  to  them  for  consideratiop  by 
the  Board  on  the  3rd  October  1866. 

Your  committee  report  that  they  proceeded  to  consider  the  several  matters 
referred  to  in  Mr.  Famairs  letter,  and  they  inspected  the  refractory  ward,  and  the 
men's  infectious  w>ird,  and  they  coincide  in  opinion  with  him  that  they  are  unfit 
for  the  purposes  to  which  they  are  at  present  dedicated.  With  regard  to  the  re- 
fractory ward,  your  committee  are  of  opinion  that  by  repairing  the  flooring,  and 
making  better  and  larger  windows^  it  may  be  made  a  suitable  day-rooid  for  the 
refractory. 

Your  committee  concur  in  the  suggestion  made  by  Mr.  Famall  to  the  master, 
that  the  smith's  shop  should  be  thrown  into  the  men's  infectious  ward.  They 
recommend  that  this  be  done,  and  that  the  floor  be  boarded,  the  roof  raised,  and 
the  windows  enlarged ;  the  work  to  be  executed  by  the  inmates  of  the  house, 
under  the  superintendence  of  the  master.  The  oakum  room  can  be  appropriated 
for  a  smith's  shop. 

Mr.  Famall  in  his  letter  states,  '^  I  find  that  almost  every  room  in  the  house 
is  now  full,  and  I  beg  to  assure  the  Guardians  that  it  will  be  a  dangerous  pro- 
ceeding to  place  a  single  bed  more  in  either  of  the  wards  than  is  fixed  as  a 
maximum  by  the  Poor  Law  Board.  I  have  spoken  to  the  master  on  this  subject, 
and  I  have  also  requested  him  on  no  account  to  divert  the  receiving  wards  from 
their  legitimate  uses." 

Your  committee  report  that  the  master  estimated  the  present  accommodation 
as  fequal  to  527  inmates,  excluding  the  receiving  wards.  The  reduction  in  the 
number  fixed  by  the  Poor  Law  Board,  namely,  600,  arises  from  the  appropriation 
of  certain  wards  to  other  purposes,  which  causes  the  diminution  of  accommodation 
equal  to  73  inmates. 

With  regard  to  the  last  paragraph  in  Mr.  Famall's  letter,  your  committee  recom- 
mend that  the  sum  of  SO  t  per  annum,  from  29th  September  last,  be  allowed  to 
Mr.  Thome,  to  enable  him  to  obtain  such  assistance  as  may  be  necessary  in  keep- 
ing the  books  in  his  department 

Your  committee  are  of  opinion  that  prompt  attention  should  be  given  to  these 
several  matters,  and  their  recommendations  should  be  earned  out  forthwith. 

(signed)         George  Wilkinson, 
Chairman  on  behalf  of  Self  and  Rota  Committee. 
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Lettbr  from  the  Poor  Law  Board  to  the  Guardians  of  the  Strand  Union. 

Poor  Law  Board,  Whitehall,  S.W., 
Sir,  28  October  1866. 

I  AM  directed  by  the  Poor  Law  Board  to  acknowledge  the  receipt  of  your 
letter  of  the  17th  instant,  in  which  you  forward  to  them  a  copy  of  the  report  of 
the  visiting  committee  appointed  by  the  Guardians  of  the  Strand  Union  to  con- 
sider the  report  made  by  Mr.  Farnall,  Poor  Law  Inspector,  after  his  visit  to  the 
workhouse  on  the  3rd  instant. 

The  Board  collect  from  the  report  of  the  committee,  that  in  future  the  sick 
are  not  to  be  placed  in  the  refractory  ward  and  the  men's  infectious  ward,  but 
that  those  wards  are  to  be  kept  to  their  proper  use. 

The  Board  assent  to  the  alterations  proposed  for  the  improvement  of  these 
wards,  and  request  to  be  informed  of  the  estimated  cost  of  such  alterations. 

1  am,  &c. 
J.  Kilner,  Esq.,  (signed)         W.  O.  Lumley, 

Clerk  to  the  Guardians  of  the  Strand  Union.  Assistant  Secretary. 


Letter  from  the  Guardians  of  the  Strand  Union  to  the  Poor  Law  Board. 

My  Lords  and  Gentlemen,  6,  Bow-street,  W.C,  2  November  1866. 

I  AM  directed  by  tl^a  Guardians  of  the  Poor  of  the  Strand  Union  to  acknow- 
ledge the  receipt  of  your  letter  of  the  28th  ultimo,  in  which,  with  reference  to 
the  report  made  by  Mr.  Farnall,  the  Poor  Law  Inspector,  after  his  visit  to  the 
vforkhouse,  you  request  to  be  informed  of  the  estimated  cost  of  the  proposed 
alterations  of  the  refractory  ward  and  the  men's  infectious  ward. 

In  reply,  I  am  to  inform  you  that,  as  the  work  will  be  principally  done  by  the 
inmates,  the  cost  is  estimated  to  be  about  30  /. 

I  have,  &c. 
The  ¥ooT  Law  Board,  Whitehall,  S.W.  (signed)        James  Kilner^ 

Clerk. 


Letter  from  the  Poor  Law  Board  to  the  Guardians  of  the  Strand  Union. 

Poor  Law  Board,  Whitehall,  S.W., 
Sir,  7  November  1866. 

I  AM  directed  by  the  Poor  Law  Board  to  acknowledge  the  receipt  of  your 
letter  of  the  2nd  instant,  in  which,  in  reply  to  theirs  of  the  28th  ultimo,  you  state 
that  the  cost  of  the  proposed  alterations  of  the  refractory  ward  and  the  men^ 
infectious  ward  at  the  workhouse  of  the  Strand  Union  is  estimated  to  be  about 
30/. 

I  am  directed  to  state  that  the  Board  sanction  the  expenditure  necessary  to 
carry  the  proposed  alterations  into  effect. 

I  am,  &c. 
(signed)         Enfield,  Secretary. 
J.  Kilner,  Esq., 
Clerk  to  the  Guardians  of  the  Strand  Union. 
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RETURN  to  an  Order  of  the  Honourable  The  House  of  Commons, 
dated  24  July  1866; — /or, 


COPIES  ''  of  recent  Correspondence  between  the  Guardians  of  the 
Whitechapel  Union  and  the  Poor  Law  Board  relating  to  a  visit  paid  to 
Wards  4,  5,  and  6  by  the  Metropolitan  Inspector,  accompanied  by  Mr, 
Earnest  Hart,  on  the  15th  day  of  June  :" 

**And,  of  any  Report  or  Memorandum  made  on  the  subject  by  the 
Inspector  to  the  Poor  Law  Board." 


Poor  Law  Board,  1  H.    FLEMING,      , 

7  August  1866.  /  -^  -  •  Secretary. 


Letter  from  the  Guardians  of  the  Whitechapel  Uiiion  to  the  Poor  Law  Board. 

Clerk's  OflSce,  Workhouse,  N.  E., 
My  Lords  and  Gentlemen,  -20  June  1866.        -     - 

I  AM  directed  by  the  Board  of  Guardians  of  this  Union,  in  reference  to-fin 
inspection  of  some  of  the  wards  of  this  Union  on  Friday  last  by  Mr.  Faniall, 
your  inspector,  on  which  occasion  he  was  accompanied  by  Mr.  Ernest  Hart 
(and  a  paragraph  which  appears  in  X\i^  Daily  Ne^o^  newspaper  of  the  18th 
instant  in  reference  thereto),  to  beg  the  favour  of  being  informed  in  what 
character  Mr.  Hart  visited  the  workhouse  on  that  oeoaston,  and  whether  by 
your  authority  and  direction;  and  also  (as  only  Mr.  Farnall' and  Mr.  Hart 
attended),  by  whom  the  information  to  the  Editor  of  the  Daibj  News  v^^ 

supplied;  and  whether  by  your  sanction.  - 

T  l>av€)  &c*-    -  

(signed)      -  G.  Ada^is  Farr, 
The  Poor  Law  Board.  -      Clerk. 


Letter  from  the  Guardians  of  the  Whitechapel  Union  U>  the  Poor  Law  Board 

Clerk's  Office,  Workhouse,  N.E., 
My  Lords  and  Gentlemen,  28  June  1866. 

By  direction  of  the  Board  of  Guardians  of  this  Union,  I  beg  to  transmit  to 
you  the  enclosed  copy  of  a  resolution  passed  by  them  at  their  meeting  held  on 
the  26th  instant. 

I  have,  &c. 
(signed) -^  ^^^M.^Adams-Earn^^ 
The  Poor  Law  Board.  Clerk. 
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Resolution  referred  to  in  the  foregoing  Letter. 

Whiteehapel  Union,  26  June  1866. 
At  an  ordinary  Weekly  Meeting  of  the  Board  of  Guardians  held  this  day  ia 
the  Board  room  of   the  said   Union,  pursuant  to   adjournment    from  the 
meeting  held  on  the  19th  day  of  June  1866 ; 

Present : 
Thomas  Brushfield^  Esq.,  in  the  Chair ; 
It  is  moved  by  Mr.  Gladding,  seconded  by  Mr.  Freeman,  and  resolved, — 

That  the  clerk  write  the  Poor  Law  Board,  inforaaing  them  that  on  the  15th 
instant,  Mr.  Farnall,  with  Mr.  Ernest  Hart  (who  is  a  member  of  the  committee 
of  a  society  which  has  for  its  avowed  object  the  erection  of  large  hospitals,  at 
the  public  expense,  for  the  sick  and  infirm  paupers,  and  otherwise  to  change  the 
method  for  the  relief  of  such  persons),  visited  the  infirmary  wards,  and 
privately  interrogated  and  examined  the  inmates.  Also  informing  them  that 
the  result  of  the  examination  so  partially  made  was  published  in  the  Daily  News 
of  the  18th  instant,  and  afterwards  by  Mr.  E.  Hart  in  the  Times ^  which  state- 
ments are  partly  untrue,  and  partly  so  exaggerated  as  to  convey  no  proper 
report  of  the  circumstances  of  the  case,  by  which  method  they  beg  to  observe 
the  public  mind  is  prejudiced ;  and  they  wait  to  learn  why  the  usual  and  lawful 
mode,  that  of  report  made  to  the  Poor  Law  Board  by  its  inspectors,  upon  which, 
if  necessary,  fair  examination  with  evidence  from  all  sides  might  be  taken  for 
the  judgment  of  the  Poor  Law  Board  and  for  the  public  judgment,  is  changed. 
That  the  Guardians  respectfully  request,  that  should  the  Poor  Law  Board 
institute  an  inquiry  into  the  allegations  so  publicly  made  under  the  authority 
of  their  officer,  it  should  be  made  by  some  other  gentleman  rather  than  Mr. 
Farnall,  because  they  respectfully  submit  that,  if  the  allegations  are  corr.^ct, 
himself  is  implicated  in  mismanagement  which  he  has  only  just  discovered, 
although  he  is  the  salaried  and  authorised  agent  of  the  Poor  Law  Board,  and 
has  had  this  workboiise  under  his  charge  and  inspection  for  several  years, 
during  which  period  he  has  made  no  complaint  of  a  dietary  perfectly  well 
known  to  him,  and  indeed  that  appointed  by  the  Poor  Law  Board,  or  of  its 
variations  by  the  order  of  the  medical  officers. 

That,  if  in  finding  his  inability  to  examine  satisfactorily  the  state  of  the 
infirmary  wards,  Mr.  Farnall  had  received  the  assistance  of  a  medical  oflicer 
appointed  or  sanctioned  by  the  Poor  Law  Board,  the  Guardians  would  have 
treated  the  recommendation  of  such  officer  with  respect  and  prompt  com- 
pliance. But  the  Guardians  respectfully  suggest,  that  in  allying  with  himself 
irresponsible  medical  men,  who  are  the  public  advocates  of  an  adverse  system 
to  that  which  exists  under  the  sanction  of  the  law,  and  so  conducting  his 
inquiries,  Mr.  Farnall  has  scarcely  respected  the  law  of  the  land,  or  treated 
the  Poor  Law  Board  with  justice,  or  with  common  fairness  those  gentlemen 
who  have  for  years  been  doing  their  best  to  discharge  their  difficult  duties 
gratuitously.  The  Whiteehapel  Board  of  Guardians  are  free  to  assert  that, 
notwithstanding  the  public  obloquy  thus  heaped  upon  them,  they  have  had  but 
one  object,  viz.,  faithfully  to  administer  the  trust  committed  to  them* 

And  that  a  copy  of  this  resolution  be  Forwarded  to  the  Poor  Law  Board. 

Extracted  from  the  Minutes,  this  28th  day  of  June  1866. 

O.  Adams  FarVy  Clerk. 


Mbmoranihjm  made  by  H.  S.  Farnall^  Esq.,  c.b.,  Poor  Law  Inspector. 

I  THINK  the  Guardians  should  be  told  that  I  was  obliged  to  take  Mr.  Hart 
to  the  Whiteehapel  Workhouse  with  me. 

The  circumstances  of  the  case  were  these  :  I  was  holding  an  official  inquiry 
at  the  Rotherhithe  Workhouse,  and,  at  the  conclusion  of  my  day*8  work, 
Mr.  Hart  came  to  me  and  informed  me  that  his  friend  Mr.  Hood  had  received 

a  communication 


Digitized  by 


Google 


THE  WHITECHAPEL  UNION.  5 

a  communication  from  a  gentleman,  who  had  by  some  means  been  an  inmate 
of  the  Whitechapel  Workhouse,  that  the  male  sick  wards  numbered  4,  5,  and  6, 
contained  cases  that  were  both  much  neglected  and  badly  classified,  and  some 
of  the  details  of  these  cases  were  given  me.  I  felt  that  it  was  my  duty  to  go 
immediately  to  the  Whitechapel  Workhouse,  to  prevent,  if  possible,  the  con- 
tinuance of  such  a  state  of  things,  if  such  things  were  true.  I  also  thought  it 
best  to  take  Mr.  Hart  with  me,  because  he  had  laid  the  case  before  me,  and 
because  I  desired  that  he  should  know  the  truth. 

I  went  to  the  Whitechapel  Workhouse,  therefore,  without  delay,  and  closely 
inspected  the  sick  cases  in  wards  4,  6,  and  6,  and  it  will  be  my  duty  to  draw 
np  a  report  of  my  visit  to  these  wards,  and  to  bring  the  result  of  my  visit 
under  your  notice. 

H.  B.  Famall. 

30th  June  1866. 


Lbttbr  from  the  Guardians  to  the  Poor  Law  Board. 

Clerk's  06ice,  Workhouse^  N.E., 
My  Lords  and  Gentlemen,  6  July  1866. 

I  AM  directed  by  the  the  Board  of  Guardians  of  this  Union  to  state  that  they 
ha^e  been  expecting  to  receive  from  you  a  copy  of  a  rej^rf  which  they  presume 
has  been  made  by  Mr.  Farnall,  your  inspector,  of  the  residt  of  his  visit  to  the 
workhouse  of  this  union,  in  company  with  Mr.  Ernest  Hart,  on  15th.  June  last« 
so  as  to  have  enabled  them,  in  reply,  to  show  how  far  the  statements  made  in 
Mr.  Hart's  letter,  published  in  the  Times  of  June  22nd,  are  consistent  with  truth 
or  facts.  Not  having,  however,  been  favoured  with  a  copy  of  any  such  report, 
the  Gkiardians  feel  they  cannot  in  justice  to  themselves  longer  delay  calling  your 
attention  to  such  letter,  and  the  circumstances  as  they  actually  existed  at  the 
time  of  such  visit,  as  ascertained  from  the  medical  and  other  officers. 

The  wards  4,  5,  ;and  6,  in  the  workhouse  of  this  union  are  not  known  as  the 
fever  wards  (all  cases  of  fever  are  sent  to  the  fever  hospital),  but  are  used  f&f 
eases  of  ulcers,  bad  sores,  and  persons  suffering  from  temporary  auctions  of 
the  brain ;  hence  it  was  that  Mr.  Tom  Hood's  informant,  who  was  received 
into  the  workhouse  suffering  from  deliriooft  tMuaeos,  was  plaeed  in  one  of  tbes» 
wards. 

The  man  first  referred  to  as  lying  ia  the  left-liand  corner  of  the  ward  No.  6 
(Joseph  Hill)  is  bedridden,  and  was  suffering  from  bed*sores,  and  lying  on  a 
straw  bed.  This  man  is  paralyzed,  but  his  sores  were  only  superficial,  and 
were  healthy.  ( Ihe  Guardians  had  this  man  examined  by  a  second  medical 
gentleman,  immediately  after  seeing  Mr.  tiart's  statement.)  This  man  had 
been  changed  and  cleansed  three  times  on  the  day  of  the  visit.  As  to  his  being 
placed  on  a  straw  bed,  the  medical  officer  slates  :  ^^  Bad  as  the  term  straw  bed 
may  sound*  I  prefer  it  to  either  flock  or  feather  for  a  man  with  the  habits  and 
in  the  condition  of  this  patient,  on  which  he  lies  comparatively  dry,  and  his 
sores  are  not  so  much  irritated  as  they  would  be  by  lying  constantly  in  what 
would  on  any  other  bed  be  a  pool  of  wet."  The  wet  rags  were  applied  by  direction 
of  the  medical  officer  as  a  means  of  cure,  having  been  found  highly  beneficial 
in  similar  cases.  The  man  had  been  supplied  with  an  air-cushion,  but  as  he 
appeared  to  derive  neither  benefit  or  ease  from  it,  it  was  removed ;  and  the 
Guardians  are  fully  prepared  to  show  that  this  man  never  was  neglected,  while 
in  the  workhouse,  in  any  way,  and  on  the  24th  ultimo  was  so  much  better  as  to 
request  to  be  allowed  to  get  up. 

The  man  (Samuel  Partridge)  suffering  from  sinus,  has  been  a  frequent 
inmate  of  the  workhouse  from  that  affection,  from  which  he  has  been  suffering 
for  1 1  years,  and,  the  medical  officer  states,  requires  nothing  but  rest. 

As  to  the  raving  lunatic  (Matthew  Morris)  referred  to,  in  ward  No.  6,  stated 
to  be  quite  unfit  for  the  occupation  of  any  sick  person,  (but  in  which  there 
was  not  any  person  bodily  ill),  Mr.  Hart  appears  to  be  greatly  in  error.  This 
man  is  not  of  filthy  habits,  and  had  not  been  there  many  weeks,  having  been 
admitted  on  1st  June  last.  When  admitted,  he  was  suffering  from  an  ulcer  in 
one  of  his  feet.    At  the  time  of  his  admission  he  manifested  no  symptom  of 
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insanity,- but  did  so  after  abput  eight  days,  and  evinced  a  disposition  to  wander 
about,  and  for  this  reason  a  man  was  placed  there  to  prevent  his  doing  so.  As 
stated,  this  man  is  not  of  dirty  habits,  and  does  not  require  changing  or  clean- 
ing, and  therefortf  could  not  be  the  habitually  filthy  nuisance  represented. 
The  medical  officer  desired  to  cure  the  ulcer  in  this  man's  foot  before  sending 
hhn  to  the  asylum,  hence  his  retention  in  the  workhouse.  But  the  Guardians 
confidentLy  appeal  to  Mr.  Farnall,  whether  this  man  or  any  other  pauper  was 
lying  in  the  state  of  neglect  and  dirt  represented ;  indeed,  Mr.  Hart  himself 
admitted  ^n  his  visit  that  the  wards  and  people  were  all  very  clean,  but 
qualified  it  by  statipg,  no  doubt  it  was  all  got  up  because  they  (Mr.  Farnall  and 
himself^  were  expected^  but  how  this  is  to  be  reconciled  with  the  statement  in 
Mr.  Hart's  letter,  that  they  went  immediately  after  he  communicated  with 
Mr.  Farnall,  i;he  Guardians  cannot  understand. 

The  imbecile  referred  to  (John  Saver)  is  unfortunately  in  the  state  repre- 
sented,  as  to  paralysis,  &c. ;  he  has  a  small  s  )re  about  the  size  of  a  sixpence, 
covered  by  a  dry  scab,  on  one  of  his  toes,  and  to  prevent  his  picking  this  off, 
a  handkerchief  was  tied  over  his  foot. 

The  decent  old  man  referred  to  (Jeremiah  Crawley)  is  placed  in  this  ward 
as  suffering  frdiii  ulcere  Ke'  has  been  accustomed  to,  and  is  quite  capable  of 
wetting  the  rag  and  applying  the  lotion  suppUed  to  him  himself. 

Oiled  silk  or  other  waterpoof  tissue  is  not  used,  the  medical  officer  consi- 
dering that  thfe'  heat  aiid  prevention  of  evaporation  caused  by  its  use  is  not 
benefi6ial.        .    :   :       . 

-The  poor  fellow  feffeired  to  as  sitting  on  the  bench  in  the  next  ward  (No.  6), 
suffering  from  dropsy  (Matthew  Gallavan)  prefers  sitting  as  lie  was  found, 
and  gets  excited  and' irritable  if  endeavoured  to  be  kept  in  bed. 

As  to  the  statements  of  some  of  the  patients,  that  they  were  hungry,  and 
one  or  two  half  starved,  passing  by  the  absurdity  of  the  latter  statement,  the 
GuiELrdians  would  observe  that  the  medical  officer  has  full  and  unrestricted 
power-to  order  whatever  diet,  stimulants,  or  appliances  he  considers  necessary, 
and  they  are  supplied  without  a  question  ;  and  his  observation  in  regard  to  thos 
is :  "I  know  it  is  the  wish  of  the  Guardians  to  have  everything  done  for  the 
sick  pborthat  can  be  done,  and  I  endeavour  to  carry  that  vish  out.  1  order 
6xtra  dietj  beer,  stimulants,  &c.,  where  I  think  it  necessary,  and  they  are 
supplied  without  a  question.  I  order  extras  and  stimulants  according  to  the 
condition  and  disease  of  the  patients,  and  as  I,  as  a  medical  man,  think  they 
require  it;  not  according  to  their  cravings." 

As  to  the  head  cards  referred  to  by  Mr.  Hart,  they  may  be  desirable  in 
hospitals,  where  several'ittedical  gentlemen  attend,  but  it  must  be  borne  in  mind 
that  in  workhouses  there  IS  only  one  medical  attendant. 

The  Guardians  take'  leave*  to  doubt  Mr.  Hart's  assertion  that  only  three 
pitieftts  were  ^supplied  with  medicine;  the  medicines  are  fetched  every  day 
(oKehar  if  required)'  from  the  dispensary,  and  the  bottles,  or  whatever  each 
patientfs  medicine  is  cbnjaihed  in,  labelled  with  the  patient's  name  and 
directions  how  to  be  taken;  and  is  taken  up  to  the  wards  and  placed  beside 
the' patient's  bed^  TEe  paid  nurse  is  in  all  the  sick  wards  three  or  more  times 
a  dayv  aiid  such  a^'cireutnsttince  as  only  three  inmates  of  three  wards  having 
a  supply '  of  iriedieirie  could  hardly  occur,  although  it  is  probable  they  might 
have  said  So.       '    '■ 

Each  tiu>se?s  supplied  with  a  quantity  of  what  is  termed,  '^  House  Medicine," 
viz.,  sim^ple  medicines,^  such  as  ''Cough  Mixture,"  Diarrhoea  Mixture/' 
*^  Salilie  Mixtiire,'''&e,,''which  may  be  required  at  any  moment.  These  mix- 
tures are  frequently  Ordered  to  be  given  by  the  medical  officer,  and  are  also 
given  by  the  nurse  when"  she  considers  them  requisite.  It  is  true  that,  on  the 
occasion  referred  to,  the  bottles  in  the  care  of  the  nurses  of  these  wards  were 
withont'corks,  h'avibg  veryTCcently  been  used;  but  it  is  ridiculous  to  suppose 
that  patients 'must  necessarily  take  one  or  other  of  these  medicines,  and  can 
select  which  they  prel'er ;  yet  this  is  the  only  inference  to  be  drawn  from  Mr. 
Hart's  statement. "  ' 

It  is  the  general  custcwn*  for  the  paid  nurse,  not  only  at  night,  but  always, 
and  for  ilie' medical  officer  also,  on  going  into  the  various  wards,  to  inquire 
vrhether  a^riy  otife  requires  any  medicine,  but  this  does  not  apply  to  what  is 
cialled  the"'^'  Hoiise  Medicine,"  but  is  an  inquiry  whether  they  have  consumed 
all  the  medicine  that  has  been  supplied  to  them,  and  requj»'^-  a  renewal  of  it,  so 
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that  it  may  be  sent  for.     The  paid  nurse  also  inquires  if  they  have  all  had  their 
medicine,  and  if  any  one  should  not,  she  sees  that  it  is  at  once  attended  to. 

The  Guardians  would  also  call  your  attention  to  the  fact  that  Dr.  Smith  had  a 
very  short  time  previous  gone  over  these  wards  with  Mr.  Farnall,  pulling  down 
the  bed  clothes,  and  examining  the  patients  for  himself.  And  that  all  that 
Mr.  Barham  and  the  master  (whose  services  were  declined  on  the  occasion) 
heard,  were  Mr.  Han's  assertions,  and  neither  of  them  were  asked  for,  or  per- 
mitted to  make  any  statement,  or  give  any  explanation  which  the  master  could 
readily  have  made  and  afforded,  and  shown  the  injustice  and  impropriety  of 
Mr.  Hart's  remarks,  and,  perhaps,  removed  the  impressions  he  entertained. 

I  am  to  state  that  the  Guardians  are  of  opinion  that  Mr.  Hart  ought  not  to  have 
been  introduced  into  the  workhouse  by  Mr.  Farnall,  your  inspector,  as  he  was 
on  the  occasion  referied  to,  still  less  ought  he  to  have  been  permitted  to  order 
the  officers  of  the  union  out  of  the  wards  visited  by  him,  while  making  his 
inquiries  :  had  this  been  done  by  Mr>  Farnall,  and  any  examination  he  or  any 
gentlemam  appointed  by  you,  have  thought  fit  to  make,  been  conducted  in  the 
absence  of  the  officers,  there  would  not  be  the  slightest  objection  ;  but  for  Mi^. 
Hart,  an  wholly  unauthorised  person,  evidently  with  strong  prejudices,  to  be 
allowed  so  to  conduct  himself,  and  leave  without  communicating  with  the 
medical  officer  or  any  one,  publish  a  letter  of  the  nature  of  that  referred  to, 
containing  much  that  is  untrue,  and  greatly  exaggerating  what  were  facts,  and 
conveying  imputations  which  the  Guardians  feel  were  wholly  undeserved  on 
their  parts,  oa  the  unsupported  statement  of  paupers,  which  could,  had  the 
opportunity  been  afforded,  been  readily  shown  to  be  untrue,  is,  in  the  opinion  of 
the  Guardians,  alike  uncalled  for  and  improper. 

I  have,  &c. 
To  the  Poor  Law  Board.  (signed)         G,  Adams  Farr,  Clerk. 


Lbttbr  from  the  Poor  Law  Board  to  the  Guardians  of  the  VVhitechapel  Union. 

Poor  Law  Board,  Whitehall,  S.W., 
Sir,  10  July  1866. 

I  AM  directed  by  the  Poor  Law  Board  to  acknowledge  the  receipt  of  your 
letter  of  the  6th  instant,  and  with  reference  to  the  observations  therein  con- 
tained, to  state  that  after  the  inquiry  recently  made  by  Dr.  Smith,  the  Board 
think  it  unnecessary  to  institute,  at  present,  any  further  inquiry  into  the  con- 
dition of  the  sick  wards  or  infirmaries  of  the  Whitechapel  Union  Workhouse. 
The  report  of  Dr.  Smith  will  be  printed  and  circulated  this  week,  when  the 
Board  will  be  happy  to  furnish  the  Guardians  with  a  copy  of  it. 

The  Board  entertain  no  doubt  that  the  Guardians  will  pay  immediate 
attention  to  any  suggestions  which  maybe  made  by  Dr.  Smith,  for  the  improve- 
ment of  the  sick  wards  of  the  workhouse. 

I  am,  &c. 
G.  A.  Farr,  Esq.,  (signed)         H.  FIemi?jg,  Secretary. 

Clerk  to  the  Guardians  of  the 
VVhitechapel  Union. 


Letter  from  the  Guardians  of  the  Whitechapel  Union  to  the  Poor  Law  Board. 

Clerk's  Office,  Workhouse,  N.E., 
My  Lords  and  Gentlemen,  20  July  1866. 

I  AM  directed  by  the  Board  of  Guardians  of  this  Union  to  acknowledge  your 
favour  of  the  11th  instant,  and  to  thank  you  for  the  prompt  notice  of  the 
letter  I  had  the  honour  to  address  you  on  the  6th  instant,  and  to  state  that 
they  will  be  happy  to  receive  a  copy  of  Dr.  Smith's  report,  and  adopt  any 
suggestions  he  may  make,  having  for  their  object  the  comfort  of  the  sick  poor 
in  the  workhouse  of  this  Union. 
521.  A3  Adverting 
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Adverting  to  the  letters  publifthed  by  Mr.  Ernest  Hart  in  the  Times  news- 
paper (which  the  Guardians  must  still  describe  as  untruthful  and  exaggerated), 
Mr.  Hart  states  that  Mr.  Famall,  your  inspectw,  by  whom  he  was  accompanied 
on  his  visit  to  this  workhouse,  can  corroborate  and  verify  the  statements  made 
by  him.  The  publication  of  these  letters  has  naturally  greatly  prejudiced  the 
public  generally,  and  the  ratepayers  of  this  Union  particulaarly,  against  the 
Guardians,  and  considerable  annoyance  is  felt  by  them  at  the  observations  to 
which,  as  a  Board,  they  have  been  subjected. 

I  am  directed  therefore  to  request  the  favour  of  being  furnished  with  a  copy 
of  any  report  which  may  have  been  made  to  you  by  Mr.  Famall  of  the  result 
of  his  visit  to  the  workhouse  of  this  Union  on  the  15th  of  June  last,  and  any 
observations  he  may  have  made  on  the  then  condition  of  the  workhouse  and 
its  inmates  ;  and  if  no  such  report  and  observations  have  yet  been  made,  that 
you  will  be  good  enough  to  csdl  on  Mr.  Famall  at  once  to  lay  them  before  you, 
and  favour  the  Guardians  with  a  copy  of  them. 

I  am  also  to  state,  that  the  Guardians  consider  that  the  manner  of  Mr.  Hart's 
introduction  into  the  workhouse  (his  object,  as  they  beUeve,  not  being  the 
benefit  of  the  sick  poor,  but  to  further  an  object  of  his  own,  and  which,  they 
cannot  divest  their  minds  of  the  opinion,  must  have  been  fully  known  to  Mr. 
Famall),  the  declining  the  ofifered  services  of  the  master^  and  the  permitting 
him  to  order  the  nurse  out  of  the  wards,  and  make  a  medical  and  vivd  voce 
examination  of  the  inmates  without  notice  to  the  medical  officer  or  any  other 
officer  of  the  Union^  was  an  injustice  to  both  the  medical  officer  and  them- 
selves. 

I  have,  &c.. 

To  the  Poor  Law  Board.  (signed)         G.  Adams  Fart,  Clerk. 


Letter  from  the  Poor  Law  Board  to  the  Guardians  of  the  Whitechapel  Union- 
Poor  Law  Board,  Whitehall,  S.W., 
Sir,  24  July  1866. 

I  AM  directed  by  the  Poor  Law  Board  to  acknowledge  the  receipt  of  your 
letters  of  the  6th  and  20th  instant,  and  to  state  that,  in  compliance  with  the 
request  of  the  Guardians  of  the  Whitechapel  Union,  the  Board  enclose  copies 
of  Mr.  FarnaU^s  recent  reports  to  them  in  reference  to  the  condition  of  wards 
Nos.  4,  5,  and  6  of  the  workhouse  of  that  Union. 

I  am,  &c., 
G,  A.  Faiir^  Esq.,  (signed)         //.  Flemings  Secretary. 

Clerk  to  the  Guardians  of  the 
Whitechapel  Union. 


Memorandum  by  H.  B.  Famall,  Esq.,  c.b,.  Poor  Law  Inspector. 

Sick  Wards  Nos.  4,  6,  and  6  of  the  Whitechapel  Workhouse. 
Mem. : — 

In  accordance  with  a  minute  which  I  put  on  former  papers  relative  to  these 
wards,  I  now  report  the  circumstances  connected  with  a  visit  I  made  to  them 
in  conjunction  with  Mr.  Ernest  Hart. 

On  Friday,  the  16th  ult.,  after  1  had  completed  my  first  day's  official  inquiry 
into  the  Rotherhithe  case,  Mr.  Hart  informed  me  that  he  had  received  a  com- 
munication from  Mr.  Tom  Hood,  showing  that  a  man,  who  had  lately  been  an 
inmate  of  one  of  these  wards,  had  there  seen  a  great  amount  of  neglect  on  the 
part  of  some  of  the  officers  of  the  workhouse  towards  the  sick  inmates. 

This  alleged  neglect  determined  me  to  proceed  immediately  with  Mr.  Hart  to 
these  wards,  for  it  appeared  to  me  that  if  the  statements  were  untrue,  Mr. 
Hart  and  Mr.  Hood  should  be  undeceived  without  delay,  and  that  if  they  were 
true,  the  sufferers  should  be  immediately  relieved. 

On  visiting  these  wards,  I  found,  amongst  other  cases,  the  following  in  them. 
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viz.,  J.  Crawley,  aged  62,  suffering  from  ulcer  of  the  leg;  the  rag  with  which 
the  wound  was  dressed  had  been  wetted,  but  was  dry,  and  adhered  to  the  wound 
when  I  saw  it. 

There  were  two  other  patients  in  Crawley's  ward,  which  is  the  passage  ward 
between  the  other  two  wards ;  one  of  these  patients  was  imbecile,  and  talked  a 
great  deal  and  incoherently,  and  was  much  excited  about  the  disturbance  which 
another  inmate  of  the  ward  caused  to  him  ;  this  latter  inmate  appeared  to  me 
to  be  partially  paralysed  and  weak-minded  ;  he  was  getting  out  of  bed  unaided, 
and  I  afterwards  saw  him  trying  to  seat  himself  on  a  night-stool,  which  was 
close  to  the  head  of  the  bed  occupied  by  the  irritated  imbecile  to  whom  I 
have  adverted.  I  think  this  man  was  rather  more  lunatic  than  imbecile.  The 
man  who  tried  to  gret  on  the  night  stool  had  only  a  shirt  on,  and  there  was 
nothing  to  screen  him. 

I  also  found  a  man  named  Harley,  aged  76  ;  he  was  in  a  very  feeble  state, 
and  complained  that  he  was  on  "  house  diet,'*  and  wanted  more  nourishment 
and  some  beer. 

There  was  another  man,  named  Kelly,  aged  23  ;  he  had  abscess  of  the  groin, 
audit  was  inflamed  and  red;  he  said  he  had  been  admitted  on  the  previous 
evening,  and  that  the  doctor  had  ordered  him  a  poultice,  for  which  he  had  this 
day  asked,  but  it  had  not  been  supplied  when  I  saw  him,  which  was  about  six 
o'clock  p.m. 

lliere  was  another  man,  aged  34,  recovering  from  rheumatism ;  he  said  he 
was  very  weak,  and  wanted  more  food  and  some  beer  to  get  up  his  strength ; 
he  also  said  the  doctor  had  put  him  down  for  some  medicine  three  or  four  days 
ago,  and  that  he  was  expecting  to  get  it. 

There  was  another  man,  named  Miller,  aged  57,  suffering  from  ulcer  of  the 
leg ;  he  had  on  a  poultice  which  he  had  made  with  the  bread  given  to  him  for 
his  breakfast.  The  doctor  had  supplied  him  with  ointment,  but  the  patient 
thought  the  bread  poultice  was  the  best,  and  used  it  without  the  doctor's 
knowledge.  The  man  said  that  his  leg  had  not  been  seen  by  the  doctor  for 
three  weeks. 

There  was  another  man,  named  Gallavan,  aged  41,  suffering  from  dropsy, 
after  bronchitis  ;  he  was  sitting  on  a  bench,  with  a  cape  or  coat  thrown  over  his 
shoulders,  and  another  over  his  legs,  and  he  also  had  on  a  shirt,  but  in  other 
respects  he  was  naked. 

There  was  also  a  mim,  named  Partridge,  suffering  from  inflamed  glands  of 
the  throat  and  sinus ;  he  said  he  came  into  the  ward  the  previous  evening, 
and  that  up  to  the  time  when  I  saw  him,  he  had  not  been  supplied  with 
dressings  or  medicine. 

There  was  also  a  bedridden  imbecile  man,  named  Hill,  suffering  from  bed 
sores  ;  he  was  on  a  wet  straw  mattress,  and  the  sores,  which  were  superficial, 
were  covered  with  wet  rags ;  there  was  no  air  or  water  cushion  used  by  this 
man. 

I  was  informed  by  the  inmates  of  these  wards  that  two  of  the  patients  passed 
their  motions  cinder  them  at  night,  which  were  not  removed  till  the  morning. 

I  asked  the  pauper  nurse  to  show  me  the  medicines  under  her  charge,  when 
she  produced  three  bottles,  neither  of  which  had  a  cork  in  it ;  one  was  labelled 
"  House  Medicine,"  another  "Cough  Mixture,"  and  the  other '^  Saline  Mixture." 
I  understood  that  only  three  of  the  patients  were  receiving  other  medicines. 

Before  I  left  these  wards,  I  conferred  with  one  of  the  Guardians  of  the 
Poor,  with  the  master  and  matron,  and  with  the  paid  nurse  of  the  workhouse, 
and  I  informed  them  of  all  which  I  had  seen  and  heard. 

I  wish  this  minute  to  be  annexed  to  the  former  papers,  for,  although  they 
have  not  been  again  referred  to  me,  I  cannot  longer  defer  malcing  this 
report. 

18th  July  1866.  H.  B.  Famall 
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POOR    LAW    (SCOTLAND). 


RETURN  to  an  Address  of  the  Honourable  The  House  of  Commons, 
dated  24  April  1866;-;/or, 


"'  RETURNS,  in  a  Tabulated  Form,  for  the  Year  ended  the  14th  day  of  May 
1865,  showing,  for  each  Parish  in  Scotland,  the  Amount  of  Popula- 
tion ;  the  Amount  of  Valuation  ;  the  Number  of  Poor  on  the  Roll  ; 
the  Amount  of  Poor  Ratbs;  and  the  Rate  per  Pound  Levied ;  distin- 
guishing the  Kates  on  various  Classes  in  those  Parishes  in  which  Classi- 
fication has  been  adopted,  and  the  Exemptions  allowed ;  and  showing 
those  Parishes  in  which  the  Rates  are  Collected  according  to  ^use 
and  wont ' : 

"  And,  showing,  for  each  County  in  Scotland^  the  Total  of  the  Columns  of 
the  Return  for  the  several  Parishes  in  such  County,  and  the  Average 
Uniform  Rate  that  would  produce  a  Sum  equal  to  the  Total  Amount  of 
the  Poor  Rate  for  such  County." 


Board  of  Supervision,  Edinburgh,!  W.  S.  WALKER, 

14  July  1866.  /  Secretary. 


{Mr.  Edward  Craufurd.) 


Ordered,  hy  The  House  of  Commons,  to  be  Printed, 
I  August  1 86$. 
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24.  Nigg      -         .         -         - 

25.  Resolis  .... 

26.  Rosemarkie    -         -         - 

27.  Rosskeen        -         -         - 

28.  Stornoway      -         •        - 

29.  Tain       .         -         -         - 

80.  Tarbat  -         .         -         - 

81.  Uig        -         -         -         - 

82.  Urquhart        -         .         - 

83.  Urray    -         -         -        • 

• 
1 

< 

1 

28.  ROXBURGH  : 

1.  Ancrum          .        -        . 

2.  Ashkirk 
8.  Bedrule 

4.  Bowden          .         •         - 

5.  Castleton        ... 

6.  Cavers  .... 

7.  Crailing          ... 

8.  Eckford 

9.  Ednam  -        -        -        - 

10.  Hawick          ... 

11.  Hopekirk        .        .        - 

12.  Hownam         ... 
18.  Jedburgh        ... 
14.  Kelso     .         -         -         . 
16.  Kirk  ton-        ... 

16.  Lilliesleaf      -        •        . 

17.  Linton   -        -        •        - 

18.  Mackerston    -        -        . 
10.  Maxton         ... 

20.  Melrose         •       •       - 

21.  Minto    .        •       -       • 

22.  Morebattle     - 

23.  Oxnam  •         •        •         • 

24.  Hoborton         •        •        - 
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BETUBN  showing,  for  each  County  in  Scotland,  the  Total  of  the  Columns  of  the  Return  for  the 
several  Parishes  m  such  County,  and  the  Average  Uniform  Rate  that  would  produce  a  Sum  equal 
to  the  Total  Amount  of  the  Poor  Rate  for  such  County. 


COUNTIES. 

Popolation. 

VALUATION 
(1.) 

Number  of  Poor 

on 

theRoU. 

Amount  of  Poor  Rates. 

ATemge 

Dniform  Rate 

per  Pound. 

(3.) 

£.           8. 

d. 

£.       s. 

d. 

s. 

d. 

/ 

1*  Aberdeen  .        •        -        » 

222,660 

722,664     - 

8t 

11,223 

61,614     7 

H 

4 

0-97 

2,  Argyll       .... 

79,687 

326,024  11 

64 

6,044 

29,076  19 

7i 

9 

1-88 

8.  Ayr  -        -        -        -        - 

199,063 

768,689     4 

11 

10,432 

43,763     6 

7J 

1 

2-66 

4.  Banff        .        .        -        - 

67,901 

188,766     4 

10 

3,239 

14,992     3 

H 

7 

0-24 

5,  Berwick    .... 

36,488 

249,874     4 

H 

1,766 

11,468  17 

6 

9 

1-44 

6.  Bute          .... 

16,331 

63,133  17 

8 

832 

3,942  16 

6 

2 

3-06 

7.  Caithness  -        -        -        - 

42,200 

91,681     6 

- 

2,368 

11,318     4 

10 

6 

2-61 

8.  Clackmannan     ... 

28,606 

106,268  16 

6 

940 

4,678  19 

8 

10 

1-76 

9.  Dumbarton         ... 

64,179 

237,137   11 

9 

2,411 

11,946     7 

Hi 

- 

036 

10,  Dumfries  •        -         - 

76,904 

401,686     6 

H 

8,862 

18,646  17 

H 

- 

10 

3-62 

11.  Edinburgh          .        .        - 

274,083 

1,371,607     6 

lOj 

16,887 

78,648     3 

6 

1 

804 

12.  Elgin         .... 

48,181 

176,842  16 

111 

2,166 

11,964     8 

2 

4 

0*94 

13.  Fife 

166,021 

644,184     3 

H 

6,642 

28,692     9 

7J 

- 

2-60 

14.  ForfiMf       .        .        -        - 

204,426 

628,363  18 

4 

9,868 

42,187     2 

lOJ 

4 

0-46 

15.  Haddington       .        .        • 

37,626 

242,996     7 

11 

1,884 

12,383     2 

H 

- 

10 

3-97 

16.  Inverness  -        -        -        - 

89,174 

280,983     7 

H 

4,612 

24,149  12 

7 

8 

2-60 

17.  Kincardine         ... 

34,864 

188,363     6 

3J 

1,868 

9,996     6 

H 

- 

2-94 

18.  Kinross     .        .        -        - 

f,147 

38,666  11 

1 

282 

1,418  11 

I 

mm 

8 

3*31 

19.  Kirkcudbright    ... 

42,496 

262,936  10 

10 

2,849 

18,310     4 

6J 

- 

11 

0-67 

20.  Lanark      -        -        •        - 

44e-,4^4 

2,460,682     3 

9 

37,668 

136,661   16 

6 

1 

1-13 

21.  Linlithgow         -        .        - 

39,066 

172,463     6 

1 

1,770 

9,006     6 

61 

- 

2*12 

22.  Nairn        *        .        .        * 

8,847 

29,111   16 

3 

488 

2,671     9 

4 

9 

0-79 

23.  Orkney  and  Shetland 

64,066 

62,182  11 

*i 

2,620 

6,983     6 

- 

3 

1*16 

24.  Peebles      -        •        - 

11,300 

91,029  11 

8 

414 

2,841   12 

H 

7 

1*96 

26.  Perth         .        .        •        . 

138,086 

688,476     4 

6J 

6,929 

84,611     7 

lOi 

9 

3-11 

26.  Renfrew    -        .        .        - 

168,746 

407,166     4 

H 

10,310 

38,282  13 

U 

6 

2-89 

27.  Ross          -        .        -        . 

82,427 

221,293  12 

6 

4,220 

19,228  18 

-i 

8 

3-41 

28.  Roxburgh-        ... 

64,362 

278,442  14 

H 

2,028 

12,890  10 

H 

- 

11 

0-44 

29.  Selkirk      -        -        •        * 

9,770 

20,481  14 

6 

272 

2,120     8 

H 

- 

9 

3*20 

80.  Stirling     .... 

88,676 

379,010  19 

n 

4,088 

20,646  18 

-i 

1 

1-29 

81.  Sutherland          ... 

24,167 

70,664  10 

- 

1,260 

6,883  17 

- 

8 

0-04 

32.  Wigtown  .... 

42,096 

196,696  18 

4 

8,002 

14,277     3 

2 

6 

2-37 

Total    ... 

3,062,294 

11,980,078  19 

lOJ 

160,348 

727,932  18 

n 

2 

2-67 

Not€  (1).— The  totals  in  this  column  only  Include  those  parishes  ia  which  the  assessment  for  the  reUef  of  the  poor  is  letied  aeoording  to  the 

annual  Tslue  of  lands  and  heritages. 
(S).— The  totals  in  this  cohraui  only  include  those  parishes  in  which  the  funds  for  the  relief  of  the  poor  are  raised  by  assessment. 
(3).— The  ayerage  uniform  rate  given  in  this  column  is  exclusive  of  those  parishes  in  which  the  fUnds  for  the  relief  of  the  poor  are  not 

raised  by  assessment,  or  in  which  they  are  raised  by  assessment  according  to  '<  establislied  usage  '*  (use  and  wont),  and  not  oa 

the  annual  value  of  lands  and  heritages. 
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POOR'S    HOUSES    (SCOTLAND). 


RETURN  to  an  Address  of  the  Honourable  The  House  of  Commons, 
dated  13  March  1866  ;^fory 


"RETURNS  of  all  Parishes  or  Unions  of  Parishes  in  Scotland vfhere 
Poor's  Houses  have  been  Built  and  brought  into  Operation  :" 

"  In  each  such  Parish  (whether  now  forming  part  of  an  Union  or  not),  of  the 
Number  of  Paupers,  and  of  the  Total  Cost  of  Poor,  including  Expense 
of  Establishment  in  each  of  the  Three  Years  immediately  preceding  the 
Poor's  House  being  brought  into  Operation : " 

"  And,  similar  Return  for  each  Year  subsequent  to  the  Poor's  House  being 
brought  into  Operation." 


{Mr.  Eltice.) 


Ordered,  by  The  House  of  Commons,  to  be  Prinledy 
27  April  1866. 


217. 
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Bther  now  fonning  part  of  an 

limllar  Retubn  for  each  Year 

: 

h  Asteriflk  denotes  the  Tear  in  wfalditiK 

■ 

.     18  68.                        1854.          i 

liber 

Total         Nnmber 

TVrtal 

€ 

Cofltof    ,        of 

Cost  of 

pers. 

Poor.     1   Paapera. 

Poor. 

£. 

£. 

ieo 

4,601 

1,069 

5,007 

!4'4 

3,616 

786 

3,367 

|S7 

7,911 

811 

7,601 

?4S 

23,768 

7,478 

27,241 

i 

88 

661 

70 

60* 

tl7 

1,414 

282 

1,620 

67 

063 

182 

1,03a 

70 

639 

82      !        624 

'90 

461 

88      1        Z%k 

38 

360 

46      1        860 

68 

464 

64      '        812 

=  42 

307 

42 

313 

(83 

1,728 

146 

1,431 

48 

432 

46 

334 

■56 

166 

56 

147 

OO 

406 

60 

834 

62 

265 

51 

383 

88 

281 

88 

281 

49 

261 

49 

262 

88 

494     ;          84 

385 

32 

638 

188 

984 

^66 

840 

159 

928 

92 

1 

390 

89 

874 

1 

6,713 

1,287 

5,549 

} 

:80 

606 

81 

566 

■59 

363 

64 

508 

[96 
k76 

1 
1 

437 

90 

611 

872 

191 

939 

^69 

1 

3,284 

516 

3,105 

581 

2,875 

708 

8,121     j 

K12 

1,202 

187 

1,245 

48 

371 

45 

342 

13 

76 

11 

94 

20 

150 

18 

123 

5 

37 

4 

30 

68 

613 

64 

430    ' 

Id 

114 

13 

IDO 

touring  each  year. 
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Ji; 


Union  or  not) ;  of  the  Number  of  Paupers,  and  of  the  Total  Cost  of  Pooe,  including  Expense  of  Establishment 
subsequent  to  the  Poor  House  being  brought  into  Operation. 


Poor  House  was  brought  into  Operation. 


il 
o 


185  6. 


Total 

Cost  of 

Poor. 


18  56. 


Namber 

of 
Paupers. 


185  7. 


Total         Namber 
Cost  of  of 

Poor.      I   Paopers. 


Total 
Cost  of 
Poor. 


185  8. 


Namber 

of 
Paupers. 


Total 

Cost  of 

Poor. 


8  5  9. 


Number 

of 
Paupers. 


Totol 

Cost  of 

Poor. 


186  0. 


Namber 

of 
Paapers, 


Total 

Cost  of 

Poor. 


1  861. 


Number 

of 
Paupers. 


T< 

coe 

— 7. 
11 

6y; 

6^j 

u 

M 

H 

1 
g 

0 
5 


6 
9 
7 

I 

f 

to 

k 
I 

3>: 


6,206 
1,033  3,448 
1,448  8,078 
9,763  ;  29,741 


012 

1,462 

1,174 

737 

455 

423 

310 

323 

1,915 

355 


207 
443 
477 
362 
216 
326 
891 
791 
493 


5,807 


550 

623 

553 

1,033 

3,041 

3,892 


1,243 

940 

1,092 

9,515 


141 

357 

236 

123 

114 

41 

67 

54 

270 

62 


69 

126 

68 

95 

66 

75 

192 

209 

156 


1,879 


111 
102 
187 
264 

706 


£. 
5,112 


8,741 


6,851 
35,608 


718 

1,397 

1,178 

670 

618 

440 

346 

345 

1,208 

306 


229 
471 
353 
362 
380 
332 
922 
774 
447 


5,237 


646 
676 
603 

784 

2,832 


811    2,984 


1,187 

208 

1,093 

367 

69 

373 

119 

21 

149 

119 

28 

129 

33 

7 

32 

545 

87 

604 

84 

9 

79 

£. 

1,112 

5,498 

984 

3,895 

1,455 

7,842 

10,840 

32,160 

129 

662 

338 

1,492 

227 

1,202 

131 

635 

123 

419 

89 

511 

72 

281 

48 

316 

237 

1,333 

89 

875 

60 

191 

134 

439 

77 

440 

95 

362 

68 

291 

78 

431 

192 

922 

218 

740 

146 

486 

2,096 

6,122 

111 

105 
153 
305 


611 
469 
520 
968 


749    3,181 


854 


204 
82 
14 
18 
10 
84 
12 


3,008 


1,127 
388 
119 
137 

61 
590 

87 


1,387 

1,035 

1,196 

10^538 


120 

301 

245 

155 

100 

69 

58 

59 

260 

88 


75 

124 

85 

96 

67 

75 

213 

214 

188 


2,214 


133 

53 

161 

249 

1,143 

990 


190 
65 
15 
26 
II 
98 
8 


£. 
7,638 

4,405 

7,019 

33,228 


596 

1,831 

1,161 

628 

452 

491 

283 

355 

1,189 

322 


368 
518 
457 
476 
362 
412 
1,168 
885 
578 


6|415 


615 

580 
579 
879 

3,415 

3,136 


1,208 
408 

92 
110 

58 
702 

71 


1,482 


1,000 

1,350 

10,481 


120 

338 

205 

130 

102 

73 

55 

60 

234 

^2 


80 

141 

74 

90 

62 

82 

217 

222 

147 


2,154 


169 
119 
143 
225 

945 

1,039 


182 

74 

20 

24 

5 

116 

6 


£. 
7,025 

6,269 

6,411 

33,885 


588 

1,387 

1,056 

696 

622 

529 

286 

353 

1,163 


280 
564 
374 
448 
339 
473 
932 
855 
587 


7,688 


740 
562 
548 
990 

3,312 


1,070 
381 
114 
143 

49 
658 

68 


1,241 

1,086 

1,350 

11,293 


143 

307 

226 

111 

119 

76 

62 

66 

245 

78 


83 

166 

71 

89 

67 

77 

202 

216 

169 

872 

2,730 


154 
180 
155 
225 

1,057 


3,461    1,081 


195 

81 
18 
25 
6 
108 
11 


£. 
6,172 

6,406 

6,177 

28,714 


619 

1,430 

1,280 

919 

537 

002 

289 

312 

1,360 

290 


282 
496 
338 
502 
318 
378 
821 
797 
696 
1,312 

7,381 


1,786 

1,043 

1,590 

1 1,982 


140 

307 

217 

108 

104 

78 

72 

66 

245 

84 


78 

159 

80 

84 

60 

69 

194 

212 

146 

372 

2,270 


721 

210 

699 

128 

600 

170 

1,034 

228 

3,749 

1,091 

8,094 

838 

1,136 

186 

417 

74 

117 

23 

146 

28 

52 

7 

650 

104 

61 

9 

1,^ 


J^ote.' 


-4.  The  Returns  for  the  Year  1855  and  the  years  subsequent  thereto,  stato  the  namber  of  persons  on  the  roll  or  registered,  including  th§  depei 
5.  In  those  parishes  which  joioed  combinatioos  subsequent  to  the  erection  of  the  Poor  House,  the  requisite  figures  are  giyen  for  three  yeart 
they  joined  the  combinatioos,  aod  downwards  to  Uiis  date. 


ai7- 


Digitized  by 
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',  in  each  of  the  Three  fears  immediately  preceding  the  Poor  House  being 


I 

r 
I 


.111 
,768 
.609 
003 


673 
408 
074 
608 
(i29 
603 
315 
337 
249 
318 


304 
465 
377 
407 
301 
436 
903 
BOO 
885 
,343 

502 


J394 

-750 

802 

926 

142 

)50 


244 
155 

99 
164 

54 
)95 

59 


1,173 

787 

1,507 

14,027 


145 

295 

193 

115 

88 

76 

68 

56 

236 

78 


68 

139 

56 

98 

55 

62 

185 

203 

145 

348 

2,055 


282 
118 
182 
274 

1,113 

917 


193 
73 
22 
23 

6 
94 

6 


6,463 

5,285 

6,517 

33,261 


710 

1,437 

1,192 

572 

445 

482 

334 

396 

1,289 

279 


274 

450 
418 
627 
305 
360 
880 
844 
664 
1,354 

7,773 


825 

648 

712 

1,176 

4,211 

3,431 


1,332 
397 
130 
152 
50 
730 
53 


1,662 

855 

1,042 

14,812 


154 

295 

217 

118 

85 

91 

68 

46 

222 

75 


69 

119 

69 

86 

51 

67 

166 

205 

134 

343 

2,472 


223 
123 
189 
246 

1,210 

1,023 


204 
77 
22 
23 

8 
86 

7 


6,432 

6,730 

7,041 

84,358 


764 

1,482 

1,290 

611 

447 

608 

332 

308 

1,343 

876 


298 
447 

452  ; 

458  I 
298  i 
305  I 
928 
806 
625 
1,323 

7,528 


887 

723 

758 

1,113 

3,914 

8,828 


1,821 
816 
102 
144 

64 
757 

68 


1,781 

898 

1,762 


14,495 


140 
350 
214 
129 

89 
109 

64 

44 
242 

68 


66 

119 

64 

95 

52 

60 

168 

202 

137 

342 

2,672 


210 
145 
174 
259 

1,214 

1,165 


228 
78 
20 
20 

5 
80 

7 


6,822 

4,267 

6,719 

35,194 


901 

1,744 

1,265 

670 

478 

645 

338 

289 

1,305 

298 


298 
463 
390 
512 
296 
472 
861 
793 
606 
1,844 

8,284 


728 

832 

752 

1,062 

4,147 

3,594 


1,352 
387 
107 
137 

57 
636 

62 


1,641 

6,902 

876 

4,481 

1,902 

7,448 

12,745 

87,015 

116 

886 

221 

125 

102 

98 

56 

52 

252 

88 


66 
124 

69 
107 

52 

78 

•l64 

202 

132 

306 

8,129 


167 
155 
178 
170 

1,224 

1,086 


168 
85 

9 
19 
11 
71 

8 


913 

1,714 

1,888 

687 

666 

672 

328 

342 

1,217 

826 


285 
505 
356 
456 
248 
450 
852 
800 
582 
1,620 

8,755 


788 

854 

750 

1,077 

4,013 

8,885 


1,378 
874 

98 
137 

88 
668 

80 


* 

h- 

18  55. 

Total 

Number 

Total 

,     Cost  of 

of 

Coftof 

Poor. 

Paupers. 

Poor. 

£. 

f. 

844 

101 

361 

300 

46 

316 

894 

239 

755 

'       •  608 

124 

609 

296 

63 

374 

F          311 

30 

30-2 

165 

30 

171 

i          360 

77 

418 

240 

76 

210 

'-         143 

32 

178 

388 

81 

331 

'          294 

46 

214 

,          339 

76 

332 

503 

104 

519 

308 

53 

261 

709 

152 

G16 

180 

34 

221 

321 

103 

318 

260 

54 

292 

223 

45 

188 

930 

179 

988 

998 

179 

850 

1 

123 

27 

158 

290 

76 

371 

88 

20 

90 

297 

93 

281 

285 

81 

336 

303 

05 

311    ■ 

.* 

•           331 

77 

319 

580 

175 

789 

631 

161 

722 

531 

188 

641 

079 

151 

747 

194 

43 

245 

666 

130 

775 

579 

157 

666 

1,120 

272 

1,328 

739 

198 

1,066 

- 

- 

• 

- 

- 

•  ; 

- 

- 

- 

- 

- 

- 

- 

- 

• 

- 

- 

- 

- 

- 

'  ! 

- 

- 

•        *  1 

1 

i 

^ 

3,603 

993     1 

3,063 

%deni9  oftuch  Poor, 

s  preYioiifl  to  the  year  In  which 


RETURN    RELATING   TO   POOR    HOUSES   (s^ 


- 

- 

Return  of  all  Parishes  or  Unions  of  Parishes  in  Scotland  where  Poor  Houses  have  beei; 

18  56. 

185  7- 

18  58. 

18  59. 

186  0. 

186  1. 

Number 

Total 

Number 

Total 

Number 

Total 

Number 

Total 

Number 

Total 

Number 

Total 

of 

Cost  of 

of 

Cost  of 

of 

Costoi 

r     of 

Cost  of 

of 

Cost  of 

of 

Costq 

Paupers. 

Poor. 

Paupers. 

Poor. 

Paupers. 

Poor. 

Paupers. 

Poor. 

Paupers. 

Poor. 

Paupers. 

Poor.. 

£. 

£. 

£. 

£. 

£. 

JK 

89 

369 

101 

373 

69 

33^ 

i              73 

353 

71 

296 

72 

33 

47 

317 

46 

346 

66 

35J 

)      68 

376 

42 

374 

62 

42 

210 

1,223 

236 

1,163- 

171 

1,23^ 

)     139 

1,071 

182 

1,188 

209 

1,07 

120 

686 

121 

721 

122 

65^ 

i            118 

694 

101 

542 

109 

66 

77 

358 

36 

368 

70 

34( 

J      76 

339 

79 

342 

81 

41 

S5 

292 

32 

275 

39 

28' 

7               35 

327 

36 

319 

38 

27 

31 

213 

34 

135 

30 

17i 

3      32 

223 

32 

228 

39 

19 

72 

426 

73 

346 

73 

32( 

)      73 

334 

66 

306 

67 

36 

60 

216 

42 

207 

38 

24( 

)      45 

228 

49 

223 

30 

19 

27 

198 

23 

123 

25 

18^ 

I               18 

172 

25 

166 

25 

17 

86 

391 

73 

324 

83 

341 

}              75 

308 

62 

259 

77 

34 

41 

205 

34 

227 

43 

24^ 

i              60 

283 

51 

228 

61 

32 

76 

367 

76 

384 

87 

39^ 

>      82 

440 

85 

414 

92 

44 

183 

597 

124 

642 

112 

64( 

^     116 

734 

108 

663 

109 

61 

67 

295 

64 

301 

61 

30' 

7              61 

333 

68 

376 

69 

331 

167 

697 

145 

779 

136 

72J 

}      91 

722 

109 

687 

113 

70J 

36 

163 

32 

199 

33 

17 

I      31 

250 

31 

154 

29 

18' 

107 

304 

102 

314 

97 

325 

>      81 

332 

86 

339 

88 

35( 

39 

350 

64 

359 

61 

29] 

I      49 

255 

36 

266 

66 

321 

42 

178 

44 

176 

43 

15( 

3  .     44 

173 

44 

180 

34 

173 

183 

1,213 

174 

1,003 

179 

98^ 

i            181 

998 

179 

1,016 

176 

1,27^ 

180 

886 

196 

968 

186 

89^ 

7             184 

857 

203 

931 

191 

1,04(| 

22 

168 

23 

170 

36 

19 

I      43 

211 

60 

238 

38 

211 

76 

328 

76 

340 

70 

Hoi 

I              76 

392 

77 

339 

67 

412 

22 

100 

20 

92 

22 

10( 

}      23 

120 

17 

77 

21 

80 

73 

358 

83 

419 

83 

411 

I              71 

423 

81 

434 

84 

406 

79 

406 

68 

410 

104 

41( 

3      88 

453 

85 

394 

107 

456 

68 

322 

56 

404 

87 

41( 

>      80 

421 

76 

466 

76 

383 

86 

326 

70 

362 

89 

392 

)     113 

435 

105 

421 

97 

396 

166 

766 

176 

656 

187 

66i 

)     185 

635 

154 

639 

168 

762 

196 

826 

176 

812 

153 

75( 

S     153 

792 

136 

781 

177 

769 

189 

653 

207 

354 

203 

684 

[            236 

702 

221 

725 

213 

786 

167 

742 

166 

794 

166 

691 

I            172 

776 

169 

880 

186 

787 

38 

226 

39 

225 

32 

20( 

)      29 

221 

27 

216 

28 

232 

146 

619 

155 

666 

156 

65e 

)             178 

776 

168 

707 

167 

731 

164 

650 

153 

612 

145 

55( 

J     146 

617 

136 

488 

125 

482 

281 

1,233 

283 

1,205 

281 

1,20( 

J     279 

1,190 

258 

1,088 

253 

1,184 

208 

890 

215 

906 

214 

79^ 

f            197 

822 

166 

620 

168 

693 

— 

• 

— 

- 

— 

- 

- 

- 

■  - 

- 

— 

• 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

"• 

- 

- 

- 

- 

- 

- 

- 

— 

- 

— 

- 

- 

• 

— 

- 

,. 

• 

. 

• 

. 

. 

. 

. 

.. 

• 

— 

- 

- 

- 

- 

- 

" 

- 

- 

m                       m 

- 

- 

- 

- 

— 

• 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

— 

- 

— 

- 

— 

■ 

»      •" 

- 

— 

- 

— 

•    • 

624 

2,602 

467 

2,298 

480 

2,60( 

)            497 

2,107 

479 

2,262 

643 

2,364 

2,889 

11,688 

2,507 

11,828 

2,916 

12,337 

2,806 

12,030 

2,824 

12,879 

2,942 

14,417 

66 

363 

54 

390 

56 

38C 

\              69 

441 

68 

486 

68 

484 

95 

546 

94 

587 

100 

61C 

\              98 

574 

97 

688 

102 

426 

36 

236 

44 

296 

50 

272 

I              44 

256 

37 

230 

39 

246 

36 

188 

45 

219 

39 

19C 

»      41 

216 

43 

216 

62 

239 

41 

256 

36 

261 

54 

31C 

)              62 

349 

50 

305 

60 

278 

8 

102 

8 

80 

6 

4C 

\                6 

61 

6 

53 

6 

76 

217. 
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Built  and  brought  into 

Operation,  &c. — 

continued 

18  62. 

18  63. 

1864. 

186  6. 

Namber 

Total 

Namber 

Total 

Number 

Total 

Number 

Total 

of 

Cost  of 

of 

Cost  of 

of 

Cost  of 

of 

Cost  of 

Paapen. 

Poor. 

Paupers. 

Poor. 

Paupers. 

Poor. 

Paupers. 

Poor. 

£. 

£. 

£. 

£. 

66 

828 

74 

331 

66 

349 

71 

362 

66 

476 

66 

609 

66 

609 

63 

618 

213 

1,200 

196 

1,247 

178 

1,268 

178 

1,800 

114 

608 

137 

666 

130 

679 

131 

813 

71 

362 

78 

361 

71 

378 

70 

866 

38 

319 

38 

819 

40 

310 

46 

816 

35 

206 

37 

236 

43 

241 

48 

279 

73 

373 

68 

436 

69 

436 

71 

648 

40 

260 

46 

266 

42 

258 

46 

266 

23 

196 

22 

216 

22 

208 

24 

160 

66 

311 

67 

337 

57 

412 

66 

386 

46 

341 

63 

361 

50 

333 

66 

427 

90 

433 

90 

420 

90 

495 

90 

467 

96 

600 

111 

663 

119 

719 

121 

692 

70 

366 

93 

444 

87 

419 

87 

420 

166 

870 

160 

919 

143 

908 

180 

866 

27 

208 

32 

217 

28 

213 

42 

176 

84 

372 

76 

368 

84 

363 

70 

368 

78 

294 

48 

2S0 

41 

242 

44 

264 

33 

174 

39 

179 

42 

194 

42 

205 

268 

1.267 

240 

1,286 

223 

1,333 

243 

1,314 

216 

1,082 

206 

1,091 

220 

1.098 

208 

1,179 

42 

216 

41 

250 

41 

267 

49 

222 

86 

443 

100 

630 

97 

499 

73 

441 

» 

18 

91 

19 

98 

16 

76 

12 

86 

86 

422 

92 

626 

100 

460 

106 

464 

101 

481 

96 

668 

99 

652 

69 

401 

79 

448 

76 

437 

70 

376 

73 

409 

104 

462 

100 

667 

108 

410 

116 

448 

161 

707 

176 

813 

174 

962 

190 

868 

132 

783 

116 

666 

126 

673 

119 

800 

208 

811 

216 

864 

210 

946 

211 

960 

172 

779 

168 

7^6 

163 

779 

157 

722 

29 

246 

41 

296 

42 

274 

44 

314 

170 

761 

136 

808 

187 

962 

178 

886 

119 

802 

127 

710 

125 

611 

181 

686 

288 

1,214 

369 

1,263 

867 

1,486 

888 

1,297 

174 

635 

170 

691 

199 

762 

162 

836 

126 

702 

166 

669 

164 

643 

124 

635 

83 

674 

112 

697 

116 

646 

80 

600 

96 

604 

106 

616 

118 

701 

101 

643 

87 

616 

68 

498 

88 

620 

88 

628 

371 

964 

279 

1,058 

236 

898 

233 

825 

300 

1,182 

289 

1,802 

238 

1,222 

849 

1,212 

116 

669 

108 

628 

109 

649 

124 

686 

224 

1,123 

239 

994 

226 

1,133 

222 

902 

200 

773 

202 

836 

200 

966 

236 

952 

680 

2,418 

680 

2,479 

411 

2,638 

433 

2,414 

2,613 

12,991 

2,837 

14,320 

3,288 

14,818 

8,710 

16,376 

74 

676 

73 

636 

78 

6S2 

78 

481 

103 

633 

98 

687 

88 

606 

94 

604 

42 

267 

37 

240 

33 

204 

36 

209 

44 

222 

41 

179 

37 

161 

22 

196 

62 

317 

66 

325 

66 

326 

61 

363 

7 

93 

7 

79 

4 

60 

6 

62 

»!>)• 


Here  Poor 


I86  0. 


Total 

Cortof 

Poor. 


841 

26 

42 

0 

53 

19 

79 

10 

108 


£. 

Tfi\6 
168 
867 

68 
S47 
114 
760 

91 
488 


1857. 


Nomber 

of 
Pavpera. 


Totil 
Oat  of 
PMr.  ! 


67 

892 

79 

424 

69 

241 

126 

669 

48 

204 

68 

282 

92 

400 

36 

214 

102 

897 

l,079 

12,787 

67 
228 
226 

92 
111 
266 

67 
130 


666 


10 
84 
276 
27 
86 
16 
26 
96 
12 


280 

,    264 

■      78 

860 

801 

184 

108 

;   420 

162 

i      44 


820 

1,228 

1,089 

488 

668 

1,678 

298 

605 


2,086 


81 
627 
1,888 
148 
218 
118 
120 
494 

71 


1,058 
971 
273 

1,477 

1,049 
664 
866 

1,184 
687 
661 
259 


816 
88 
88 
9 
68 
16 
79 
11 

115 


62 
79 
46 
119 
48 
72 
94 
85 
95 


1,81 


I 

s: 
162! 
m 

51] 

m 

m 

58« 

IK 
460 


S5< 

480 
219 
561 
206  i 
38) 

287 
378 


3,981 


85 
191 
201 
108 
111 
267 

68 
102 


12,547 


33! 

876 
1,113 

481 

725 
1,553 

d3ol 

464 


628 


8 
79 

890 
88 
41 
16 
19 

104 
10 
82 


282 
264 

66 
818 
278 
242 

74 
888 
160 
186 

45 


2,193 


77 
520 
1,841 
134 
823 
118 
98 
483 
112 
171 


1,04« 
884 
291 

l,4Ii 

l»22i 
741 
50^ 

1,23! 
80 

n 

24: 
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- 

- 

- 

Houses  have  been  Built 

and  bn 

mght  into  Operation,  &c. — 

continued. 

18  59. 

- 
186  9. 

18  60. 

1861. 

186  2. 

1863. 

186  4. 

186  6. 

Number 

Total 

Number 

Total 

Number 

Total 

Number 

Total 

Number 

Total 

Number 

Total 

Numlier 

ToUl 

Number 

Total 

of 

Cost  of 

of 

Cost  of 

of 

Cost  of 

of 

Cost  of 

of 

Co§t  of 

of 

Cost  of 

of 

Cast  of 

of 

Cost  of 

Paupers. 

Poor. 

Paupers. 

Poor. 

Poor. 

Paupers. 

Poor. 

Paupers. 

Poor. 

Paupers. 

Poor. 

Paupers. 

Poor. 

Paupers. 

Poor. 

£. 

£. 

£. 

£. 

£. 

£. 

£. 

£. 

313 

1,549 

311 

1,624 

859 

1,814 

373 

1,770 

391 

2,007 

253 

1,569 

261 

1,667 

258 

1,455  • 

29 

222 

28 

152 

30 

145 

28 

143 

31 

141 

27 

139 

27 

139 

20 

\m 

36 

252 

41 

254 

44 

289 

48 

267 

41 

254 

41 

25(9 

34  i  250 

30 

236 

8 

59 

9 

60 

7 

63 

8 

64 

10 

66 

10 

70 

14  1   79 

14 

77 

63 

277 

43 

260 

46 

247 

48 

304 

51 

313 

37 

325 

46 

313 

46 

343 

17 

102 

19 

78 

15 

109 

11 

100 

16 

121 

16 

96 

22 

102 

22 

120 

60 

496 

70 

477 

62 

603 

74 

605 

61 

498 

69 

523 

68 

616 

70 

568 

9 

91 

8 

92 

7 

86 

7 

60 

6 

107 

4 

50 

4 

49 

4 

46 

87 

391 

77 

376 

75 

359 

81 

468 

88 

395 

86 

392 

91 

473 

82 

405 

74 

391 

81 

403 

89 

443 

96 

467 

96 

607 

107 

490 

1 
100  {  644 

100 

671 

77 

430 

91 

458 

86 

603 

82 

487 

89 

505 

84 

602 

95 

578 

88 

672 

45 

270 

57 

288 

66 

320 

65 

375 

69 

382 

71 

397 

77 

447 

69 

395 

113 

599 

123 

630 

118 

669 

118 

642 

117 

652 

118 

665 

122 

677 

106 

070 

43 

218 

46 

198 

66 

243 

46 

291 

43 

297 

69 

329 

51 

296 

61 

332 

00 

293 

62 

291 

62 

289 

64 

342 

58 

380 

64 

411 

63 

425 

63 

384 

70 

511 

74 

419 

69 

467 

73 

445 

88 

482 

109 

652 

123 

654 

96 

611 

45 

264 

42 

282 

52 

335 

45 

327 

44 

299 

46 

286 

36 

281 

32 

260 

90 

408 

93 

429 

96 

439 

84 

444 

84 

454 

100 

482 

112 

514 

113 

641 

3,049 

12,048 

8,199 

11,968 

3,314 

12,189 

3,239 

11,693 

3,381 

12,670 

3,164 

13,757 

3.700 

13,178 

3,61& 

18,673 

83 

307 

81 

307 

74 

307 

67 

306 

62 

280 

63 

318 

34 

281 

66 

266 

191 

926 

205 

927 

218 

1,004 

219 

1,324 

2^6 

1,166 

361 

1,405 

436 

1,581 

454 

1,586 

219 

1,087 

208 

1,033 

180 

1,028 

206 

1,081 

208 

1,077 

250 

1,198 

264 

1,263 

159 

1,219 

98 

515 

81 

457 

95 

432 

84 

433 

95 

326 

88 

428 

88 

435 

85 

486 

114 

714 

96 

634 

92 

640 

93 

647 

88 

668 

86 

564 

98 

0-26 

100 

700 

286 

1,606 

291 

1,693 

261 

1,813 

267 

1,417 

310 

1,662 

297 

1,864 

312 

1,908 

316 

1,832 

78 

382 

75 

450 

74 

403 

75 

872 

74 

347 

82 

403 

92 

389 

96 

412 

63 

395 

116 

404 

113 

488 

116 

469 

124 

607 

114 

502 

132 

678 

167 

648 

266 

1,972 

373 

1,791 

302 

1,928 

413 

2,619 

362 

1,902 

272 

2,323 

256 

2,357 

280 

2,341 

# 

456 

1,504 

416 

1,494 

392 

1,622 

421 

1,752 

369 

1,680 

9 

92 

13 

105 

14 

89 

8 

80 

8 

71 

13 

72 

8 

07 

10 

107 

82 

553 

80 

510 

86 

422 

99 

466 

67 

466 

73 

493 

90 

606 

94 

497 

355 

1,58-^ 

•  348 

1,761 

341 

1,662 

318 

1,603 

335 

1,838 

383 

J,904 

301 

1,955 

388  '1,774 

30 

134 

31 

147 

32 

141 

22 

116 

26 

109 

27 

142 

25 

156 

27 

159- 

39 

240 

41 

206 

38 

186 

31 

168 

35 

159 

39 

164 

36 

17.> 

33 

183 

24 

162 

18 

120 

18 

120 

17 

122 

16 

125 

17 

111 

22 

132 

21 

120 

19 

105 

17 

87 

12 

68 

12 

78 

13 

94 

13 

107 

12 

io.-» 

9 

143 

94 

523 

102 

483 

100 

446 

106 

449 

80 

446 

109 

478 

109 

552 

102 

516 

10 

107 

10 

92 

10 

88 

6 

63 

8 

69 

8 

70 

11 

83 

11 

80 

29 

165 

31 

173 

21 

150 

21 

162 

22 

163 

22 

145 

25 

150 

27 

140 

262 

1,052 

228 

971 

196 

886 

186 

817 

220 

921 

223 

1,027 

224 

1,081 

218 

1,977 

247 

1,096 

247 

1,096 

264 

1,176 

261 

1,236 

416 

1,500 

447 

1,652 

438 

1,608 

490 

2,136 

66 

329 

54 

305 

67 

360 

70 

351 

63 

357 

68 

425 

60 

338 

80 

378 

295 

1,304 

321 

1,399 

311 

1,466 

317 

1^67 

346 

1,615 

860 

1,727 

366 

1,823 

347 

1,773 

278 

1,219, 

287 

1,205 

306 

1,249 

322 

1,206 

324 

1,853 

368 

1,405 

384 

1,449 

342 

1,651 

1S8 

746 

190 

604 

102 

692 

101 

673 

133 

715 

209 

870 

212 

1,090 

251 

1,170 

89 

512 

123 

470 

122 

621 

112 

608 

135 

669 

155 

644 

160 

606 

152 

595 

415 

1,376 

409 

1,218 

414 

1,647 

412 

1,468 

603 

1,762 

609 

1,632 

603 

1,644 

472 

1,673 

204 

844 

181 

829 

225 

894 

240 

970 

146 

936 

264 

948 

259 

1,043 

287 

971 

183 

764 

204 

963 

202 

816 

172 

850 

166 

714 

178 

1,017 

172 

901 

192 

778 

46 

245 

34 

241 

38 

185 

39 

205 

45 

240 

47 

24! 

39 

108 

35 

199 

2r 
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BBTURN   RELATING  TO   POOR   HOUSBS    (SCOTLAND). 


Betubn  of  all  Pari^es  or  UnionB  of  PariBhes  in  Scotland  where  Poor    - 


i86r. 

18  6  8. 

18  69. 

18  60. 

PARISHES. 

Namber 

Total  Coat 

Nonbar 

Total  Cost 

Number 

Total  Cost 

Nomber 

"1 

of 

of 

of 

of 

of 

of 

of 

^     1 

Paopen. 

Poor. 

Panperk 

Poor. 

Paupers. 

Poor. 

Paupers. 

^ 

Peebles  Combination- 
Consisting  of  Parishes  of: 

£. 

£. 

£. 

.M 

^ 

■~s  1 

Biggar          .... 

]^ 

422 

119 

401 

116 

376 

119 

S78 

Drumelzier  -        -        -         - 

8 

64 

0 

69 

6 

66 

5 

54 

Eddlestone  .         -         -         - 

32 

189 

80 

156 

36 

167 

32 

145 

Kirkurd        .         .         -        - 

7 

88 

6 

81 

16 

40 

14 

55 

Linton,  West         -         -         - 

108 

846 

99 

876 

88 

366 

76 

m 

Lyne  and  Megget 

•2 

4 

1 

8 

1 

7 

1 

13 

Manor 

4 

81 

4 

82 

6 

81 

6 

85 

Newlands     .         -         -         - 

48 

807 

66 

261 

66 

2e2 

50 

283 

Peebles         .         .         .         - 

122 

649 

122 

690 

113 

663 

97 

535 

Peniouiok     -         -         -         - 

126 

712 

120 

661 

122 

638 

121 

66} 

Skirling        .         -         -         - 
Stobo 

12 

67 

14 

71 

12 

69 

12 

72 

16 

88 

19 

138 

21 

111 

14 

14S 

Tweedsmuir           .         -         - 

4 

28 

6 

44 

6 

42 

7 

41 

Black  Isle  Combination — 

Consisting  of  Parishes  of : 

Avoch          -        -        -        - 

- 

- 

186 

649 

177 

623 

164 

534 

Cromarty      -         -         -         - 

- 

— 

262 

1,074 

232 

1,002 

231 

832 

Killearnan    -         -         -         - 

- 

• 

166 

608 

151 

647 

164 

567  , 

Knockbain   -         -         -         - 

- 

- 

820 

980 

321 

998 

338 

979 

Resolis          -         .        .         - 

- 

. 

118 

424 

111 

429 

120 

465 

Rosemarkie  -         -         -         - 

- 

« 

120 

444 

118 

458 

112 

4?4 

Urquhart      .         -         -         - 

•" 

— 

816 

1,036 

313 

1,109 

304 

1,070  ; 

Forfar         -        -        -        -        - 

- 

- 

464 

1,032 

429 

2,006 

608 

%m 

Galashiels  Combination — 

1 

1 

Consisting  of  Parishes  of: 

1 
1 

Bowden        .         .         .        - 

- 

— 

41 

289 

46 

256 

39 

254  ; 

Galashiels    -        -         -         • 

— 

mm 

62 

476 

60 

510 

52 

437 

Melrose         -        -         -         - 

— 

mm 

234 

1,210 

256 

1,367 

263 

i,535 

Selkirk          .... 

- 

- 

188 

794 

171 

808 

151 

798 

Yarrow         .        .        -        - 

- 

- 

36 

262 

36 

246 

32 

304 

Ktle  Combination— 

Consisting  of  Parishes  of: 

Auchinleck  -        -        -        - 

- 

- 

87 

372 

108 

396 

102 

408 

Ayr 

Coylton         -         -         •         - 
New  Cumnock      -        -        - 

. 

• 

466 

2,284 

688 

2,318 

560 

2,581 

. 

. 

86 

371 

90 

412 

»8 

423 

^ 

.. 

168 

628 

116 

682 

140 

698 

Old  Cumnock        -         •         - 

- 

- 

128 

786 

106 

644 

147 

656  1 

Dalmellington       -         -         - 
Dairy mple    -         -         -         - 
Mauchline    -         -         -         - 

- 

- 

107 
27 
60 

834 
226 
438 

111 
37 
62 

432 
178 
391 

111 
38 
69 

483  1 
180 
403   1 

Muirkirk       -         -         -         - 

. 

. 

184 

770 

187 

897 

220 

791 

Newton  on- Ayr     .         -         - 

• 

— 

266 

729 

243 

846 

237 

8S6 

Ochiltree       .         -         -         - 

. 

mm 

78 

370 

66 

367 

63 

345 

St.  Quivox  -        -        .        - 

. 

— 

478 

1,626 

498 

1,849 

624 

2,054  ; 

Sorn    .        -        -        -        - 

- 

- 

178 

845 

176 

751 

162 

924 

Thurso  Combination- 

i 

Consisting  of  Parishes  of : 

j 

Bower           •        •        -        • 

^ 

. 

46 

274 

r>s 

249 

54 

280 

Canisbay      -         -         -         - 
Dunnet         -         .         -         • 

^ 

^ 

118 

886 

106 

354 

120 

444 

^ 

«. 

138 

416 

124 

410 

132 

440 

mmt\     \ 

Halkirk         .        .         -        - 

» 

. 

149 

612 

138 

607 

187 

573  \ 

Olrig 

Reay   .         -         r         -         - 

Thurso          ...         - 

_ 

_ 

84 

322 

98 

358 

97 

40«  , 

^ 

_ 

167 

469 

168 

472 

183 

626  • 

. 

.. 

829 

1,132 

313 

1,043 

336 

I,J35 

Watten         .... 

- 

- 

66 

197 

49 

168 

47 

189 

Campbelton          -        -        .        • 

- 

- 

- 

- 

656 

2,884 

559 

3,051 

Lochgilphead  Combination- 

Consisting  of  Parishes  of : 

1 

Glassary       .         .         -         - 
Kiloalmonell  and  Kilberry      - 

- 

^^ 

- 

... 

329 
132 

1,421 
694 

330 
134 

1,380 
711  ■ 

652 
364 

Kilmartin      .        .         -         - 

— 

— 

— 

— 

48 

265 

35 

Knapdale,  North  .         -         - 
Knapdale,  South  -        -        - 

- 

' 

- 

- 

145 
60 

598 
606 

106 
68 
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186  1. 


16  62. 


186  8. 


186  4. 


18  65. 


Number 

of 
Panpert. 


Total  Cost 

of 

Poor. 


Nvmber 

of 
Paopen. 


Total  Cost 

of 

Poor. 


Number 

of 
Paupers. 


TotolCoet 

of 

Poor. 


Number 

of 
Pauperi. 


Total  Cost 

of 

Poor. 


Number 

of 
Paupers. 


Total  Cost 

of 

Poor. 


120 

6 

27 

16 

85 

1 

5 

45 

111 

110 

0 

17 

6 


389 

59 
123 

68 

845 

6 

88 
208 
569 
694 

58 
140 

55 


159 
210 
155 
803 
118 
102 
805 


549 
1,289 
597 
885 
449 
441 
1,080 


500 


2,312 


41 

57 

230 

153 

35 


256 
440 
1,266 
792 
289 


119 

455 

518 

2,492 

81 

415 

106 

603 

144 

727 

110 

480 

45 

197 

73 

408 

212 

784 

249 

735 

66 

347 

625 

1,953 

150 

901 

57 
lUO 
130 
134 

95 
177 
332 

40 

542 


884 
137 

41 
168 

74 


875 
352 
539 
511 
396 
642 
1,271 
178 

2,882 


1,473 
636 
277 
743 

308 


127 

5 

23 

16 

81 

1 

8 

52 

113 

106 

9 

15 

6 


155 
106 
141 
258 
100 
118 
268 

491 


84 

70 

240 

157 

34 


189 
615 

71 
152 
153 
165 

44 

77 
200 
289 

59 
636 
145 


67 
120 
127 
115 
112 
134 
317 

43 


508 


£. 

420 
51 

142 
55 

837 
10 
47 

262 

731 

605 
58 

149 
39 


508 
931 
611 
844 
453 
461 
1,027 

2,568 


278 
470 
1,288 
807 
251 


562 

2,682 

328 

570 

766 

563 

213 

423 

806 

766 

327 

2,161 

1,117 


201 
403 
471 
500 
445 
465 
1,389 
247 


1,752 


284 
138 

48 
159 

65 


1,114 
620 
226 
733 
871 


217. 


124 

5 

26 

13 

81 

1 

8 

42 

90 

113 

6 

15 

5 


136 
202 
128 
241 
96 
99 
244 

486 


38 

60 

265 

161 

24 


156 
617 

83 
124 
155 
150 

58 

82 
196 
305 

62 
708 
170 


46 
117 
106 

93 
105 
123 
288 

44 

518 


304 
119 

41 
139 

59 

C  2 


895 
60 

244 
49 

865 
15 
62 

292 

700 

722 
61 

180 
37 


527 
1,255 
590 
802 
425 
473 
1,005 

2,186 


282 

515 

1,355 

804 
209 


609 

3,652 

331 

583 

833 

587 

195 

424 

814 

982 

847 

2,200 

1,089 


355 
409 
428 
550 
464 
615 
1,305 
172 

2,615 


1,398 
668 
253 
•677 
847 


115 

4 

28 

14 

74 

3 

12 

36 

108 

121 

6 

16 

4 


134 
210 
128 
209 
95 
123 
233 

480 


34 

57 

232 

136 

25 


144 
711 

98 
148 
142 
132 

37 

80 
215 
329 

70 
752 
181 


59 
112 
116 
105 
105 
147 
278 

36 

557 


£. 

458 
55 

228 
62 

369 
15 
52 

225 

756 

724 
60 

130 
41 


527 
1,240 
582 
767 
401 
411 
991 

2,315 


223 
530 
1,506 
734 
251 


645 

3,240 

384 

646 

854 

624 

200 

443 

867 

1,456 

370 

2,200 

1,164 


350 
374 
503 
522 
436 
518 
1,420 
205 

2,886 


265 

1,373 

120 

1,125 

39 

305 

128 

717 

70 

868 

116 

17 

25 

9 

70 

1 

12 

39 

100 

106 

6 

13 

4 


122 
170 
117 
191 
92 
84 
233 

401 


39 

57 

254 

140 

19 


189 
693 

93 
157 
132 
149 

38 

84 
217 
838 

69 
738 
228 


59 
104 
121 
110 
110 
128 
256 

82 

617 


£. 

456 
54 

251 
45 

417 
18 
48 

244 

898 

703 
68 

135 
37 


530 
1,221 
657 
768 
381 
412 
1,001 

2,282 


259 
493 
1,826 
772 
240 


727 

2,931 

364 

683 

812 

664 

212 

420 

971 

1,175 

368 

2,305 

1,669 


816 
385 
483 
547 
396 
554 


1,8 


165 


2,715 


213 

1,760 

106 

1,005 

38 

258 

108 

744 

57 

280 
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RETURN   RELATING   TO    POOR    HOUSES    (SCOTLAND). 


Return  of  all  Parishes  or  Unions  of  Parishes  in  Scotland  where  Poor    - 


PARISHES. 


LoRX  Combination — 

Consisting  of  Parishes  of: 

Ardchattan  and  Muckairn 
Glenorchy  and  Inishail 
Kilbrandon 

Kilchrennan  and  Dalavich 
Kilmore  und  Kilbride    - 
Kilninver  and  Kilmelfort 
Lismore  and  Appin 

Nairn  Combination — 
Consisting*  of  Parishes  of : 
Ardcluch      -         .         - 
Arderseir     -         -         - 
Auldearn     -         -         - 
Cawdor       -         -         . 
Croy  -         - 
Edinkillie    -         -         - 
Nairn  -         -         - 

Petty 

Peuth  -        -        -        . 

Skye  Combination — 

Consisting  of  l^arishes  of: 
Bracudale  •  •  • 
Duirnish  ... 
Kilmuir  ... 
Portree  .  -  - 
Sleat  .  -  -  . 
Sni2ort  •  .  . 
Strath         -        .        - 

Dtsart  Combination— 
Consisting  of  Parishes  of: 

Dysart         -         -  - 

Leslie  -         -  - 

Markinch    -         -  - 

Wemyss      •         -  • 


18  59. 


Number  of 
Panpers. 


Inveresk  Combination — 
Consisting  of  Parishes  of : 
Gladsmuir  • 
Humbie 
Inveresk 
Ormiston 
I'encaitland 
Prestonpans 
Salton 
Traneat 


Latherox 


North  Leitu 


Old  Monkland   -        -        -        -        - 

Atuoll  and  Breadalbane  CombinatioD< 
Consisting  of  Parishes  of: 

Blairatholl 

Caputh  -  •  -  -  - 
Dowally      .         .        -         -         . 

Dull 

Fortingall  -  -  -  -  - 
Kenmore     -         -         -         -         - 

Killin 

Little  Dunkeld  -  •  -  - 
Logierait  -  -  -  -  - 
Moulin  -  -  •  •  - 
Weem         .        -        -        -        - 


176 
09 

159 
75 

229 
60 

311 


74 

81 

86 
86 
56 
98 
224 
112 

925 


69 
182 
139 
168 
171 
144 
141 


Total  Cost 
of  Poor. 


£. 

953 
250 
622 
497 

2,009 
435 

1,477 


486 
356 
403 
504 
276 
341 
1,133 
340 

6,171 


251 
495 
493 
513 
537 
505 
486 


1860. 


Nomber  of 
Paupers. 


170 
117 
160 

83 
205 

65 
279 


77 

76 

112 

85 

49 

105 

237 

104 

1,403 


82 
185 
130 
170 
155 
154 
147 


298 

77 

317 

813 


125 
34 

513 
41 

104 

152 
41 

843 

605 

425 

1,041 


Total  Cost 
of  Poor. 


1,116 
595 
686 
417 

1,434 
617 

1,128 


401 
320 
440 
471 
267 
399 
1,056 
397 

7,166 


247 
516 
508 
574 
484 
643 
495 


1,513 

525 

1,539 

1,236 


585 
292 

2,640 
240 
473 
808 
256 

1,494 

1,848 
2,331 
3,510 


1861. 


Nomber  of 
Paapers. 


174 
109 
153 

93 
297 

69 
281 


68 
82 

105 
74 
57 
97 

221 
99 

1,645 


88 
188 
131 
168 
145 
152 
146 


360 

73 

308 

281 


116 
41 

532 
45 
86 

165 
38 

363 

620 

408 

1,259 


110 

89 

24 

183 

131 

116 

130 

126 

119 

55 

36 
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-     Houses  have  been  Built  and  brought  into  Operation,  &c. — continued. 


18  G2. 


Number  of 
Paupers. 


181 
107 
167 

85 
249 

65 
269 


71 

76 

110 

73 

58 

96 

285 

109 


1,479 


Total  Cost 
of  Poor. 


1,005 
614 
744 
402 
909 
448 

1^440 


480 
867 
669 
884 
416 
865 
954 
885 


6,668 


98 

810 

140 

516 

188 

520 

162 

686 

124 

469 

189 

404 

187 

468 

892 

1,690 

183 

676 

806 

1,628 

279 

1,262 

185 

561 

87 

354 

585 

2,981 

67 

240 

71 

400 

168 

1,823 

83 

279 

853 

1,687 

686 

2,872 

422 

2,701 

1,855 

8,671 

98 

782 

77 

674 

22 

144 

178 

989 

129 

787 

125 

705 

124 

629 

181 

804 

114 

681 

70 

524 

81 

180 

186  8. 


Nomber  of 
Panpeni. 


186 
124 
117 

68 
216 

60 
258 


65 
59 
87 
66 
41 
86 
189 
94 

1,290 


115 
136 
128 
155 
130 
119 
123 


882 
188 
828 
801 


168 
89 

604 
57 
79 

146 
87 

355 


1,241 


87 

74 

19 

169 

123 

113 

120 

136 

98 

63 

82 


Total  Coft 
of  Poor. 


£. 

1,169 
694 
557 
461 

1,412 
448 

1,255 


465 
208 
470 
408 
287 
382 
1,168 
866 

6,194 


298 
5t>0 
530 
529 
436 
831 
640 


1,742 

639 

1,510 

1,805 


636 
849 

2,795 
270 
472 
896 
289 

1,796 


« 

h 

699 

1,786 

# 

456 

1    V51 

• 

18  64. 


Number  of 
Paupers. 


8,973 


737 
646 
167 
1,004 
748 
695 
613 
787 
719 
506 
246 


187 
125 
110 

78 
161 

48 
174 


71 
68 
88 
69 
49 
87 
228 
84 


1,385 


109 
126 
146 
150 
126 
119 
119 


341 
129 
!>50 
205 


144 
88 

653 
46 
79 

139 
43 

862 

706 

869 

1,262 


94 

69 

16 

167 

184 

111 

123 

180 

100 

62 

28 


Total  Coat 
of  Poor. 


1,167 
776 
741 
423 

1,318. 
482 

1,610 


474 
800 
257 
453 
859 
407 
1,117 
405 

5,709 


401 
486 
627 
608 
662 
418 
507 


1,957 

666 

1,078 

1,188 


646 
315 

2,993 
234 
465 
860 
319 

1,782 

2,646 
2,480 
4,080 


818 
562 
137 
994 
767 
777 
689 
792 
850 
472 
212 


186  5. 


Nninber  of 
Paupers. 


188 

120 
47 
68 

128 
54 

265 


75 

65 
95 
66 
49 
105 
252 
91 

1,265 


112 
103 
123 
143 
134 
114 
129 


340 
129 
218 
283 


150 
29 

543 
41 
63 

135 
52 

297 

468 

895 

1,248 


99 

72 

15 

186 

129 

107 

95 

128 

97 

54 

27 


Total  Cost 
)f  Poor. 


1,335 
691 
514 
423 
929 
407 

1,892 


493 
320 
559 
407 
343 
449 
1,044 
342 

6,003 


367 
542 
608 
810 
679 
396 
632 


1,608 

643 

1,1-26 

1,244 


640 
242 

2,985 
243 
419 
931 
401 

1,003 

2,152 
2,448 
4.551 


936 
618 
216 
1,021 
788 
700 
608 
864 
744 
394 
222 


217. 
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BBTURN    RELATING  TO   POOR   HOUSES   (SCOTLAND). 


Return  of  all  Parishes  or  Unions  of  Parishes  in  Scotland  where  Poor  Houses  hiive  been  Built,  &c*— coirt'. 


P  A  R  I  8  B  B  8. 


1861. 


Number 

of 
Paupers. 


Total  Cott 

of 

Poor. 


1862. 


Naaiber 

of 
Paopart. 


Total  Coat 

of 

Poor. 


1868. 


Nanber 

of 
Paapcfa. 


Total  Coat 

of 

Poor. 


Namber 

of 
Paapen. 


186  4. 


Total  Coat 

of 
Poor. 


1866. 


Namber 

of 
Paapen. 


of 
P«a 


LiPF  and  Bex  vie    .        -        .        - 

Maybole  Combioation— - 

Consisting  of  Pariahes  of: 

Kirkmiohael  .        .         - 

Kirkoswald  -         -         -         - 
Maybole       -        .        -        - 

Upper  Strath  earn  Combination — 

Consisting  of  Parishes  of: 

Auchterarder 
Blackford     - 
Crieflf  . 
Dunning 
Forgandenny 
Forleviot 
FowHb  Wester 
Cask    - 
Madderty     - 
Methyen 
Trinity  Gask 


East  Lothian  Combination- 
Consisting  of  Parishes  of: 

Cockburnspath 
Dirleton 
Dunbar 
Garvald 
Innerwick     • 
North  Berwick 
Oldbamstooks 
Prestonkirk 
Spott    -         -         - 
Stenton 
Whitekirk     - 
Whittingham 


Mull  Combination- 
Consisting  of  Parishes  of: 

Ardnamurohan 

Kilfiniohen   - 

Kilninian  and  Kilmore 

Moryen 

Torosay 

Tiree  and  Coll 


717 


92 

91 

586 


166 
52 

263 
56 
13 
22 
53 
19 
20 

115 
24 


2,748 


445 

821 

1|585 


722 
809 
1,221 
471 
143 
128 
283 
104 
168 
607 
153 


892 


117 
114 
608 


161 
63 

233 
56 
20 
18 
55 
16 
18 

113 
S7 


38 
70 
223 
58 
28 
87 
16 
81 
26 
36 
54 
32 


396 
471 
213 
130 
133 
214 


3,447 


492 

326 

1,400 


798 
309 
1,177 
424 
128 
134 
352 
103 
143 
487 
184 


284 
534 
1,142 
284 
161 
501 
89 
539 
192 
287 
333 
231 


1,752 
1,646 
841 
812 
631 
891 


931 


108 

87 

512 


165 
74 

260 
71 
31 
17 
59 
21 
19 

115 
25 


36 
71 
222 
51 
28 
89 
14 
78 
25 
43 
52 
36 


£. 
3,630 


554 

329 

1,627 


876 
379 
1,272 
497 
226 
120 
380 
119 
159 
560 
165 


294 
518 
1,555 
299 
177 
528 
73 
549 
270 
314 
313 
232 


423 
279 
216 
128 
137 
204 


2,005 

1,708 

834 

687 

597 

1,186 


96u 


103 
111 
606 


173 

83 
240 
84 
28 
15 
67 
19 
19 
117 
25 


32 
55 
317 
49 
29 
81 
16 
75 
22 
42 
39 
33 


442 
274 
201 
91 
131 
223 


4,112 


525 

348 

1,911 


1,109 
514 

1,457 
555 
261 
106 
350 
123 
149 
593 
190 


279 
459 
1,568 
296 
207 
489 
76 
560 
213 
322 
296 
234 


2,271 

1,184 

928 

491 

637 

1,094 


900 


107 

75 

501 


169 
77 

230 
74 
28 
20 
55 
21 
21 

189 
22 


39 
65 

289 
58 
82 
64 
18 
66 
SO 
41 
88 
28 


444 
257 
214 

87 
108 


Board  of  Supervision,  Edinburgh^l 
21  April  1866.  J 


W.  8.  Walker,  SeontMry, 
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